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ARMY-NAVY CATALOG OF MEDICAL MATERIEL NO. 1 


CHANGE BULLETIN 


The following changes should be made in this copy of the Army- 
Navy Catalog of Medical Materiel, Preliminary Edition: 


ADD: 

A-LS X_ 1-269-350 Meperidine Hydrochloride 
Injection, 0.05 Gm. (34 gr.) per cc., 2 
cc., 68: NNR; (Demerol); for parenteral Box R 
use; subject to damage by freezing. 


A-LS X 1-607-100 Plasma, Normal Human, 
Dried, 250 cc: Original Plasma; com- Pkg D 
plete injection assembly with diluent; po- 
tency 60 months; subject to damage by 
freezing; does not require refrigeration. 


X 3-000-710 Adapter, Luer Needle, 
Glass: (Observation tube); for attaching Each 12/480 
tubing, 3-878-525, to Luer needle. 


3-364-900 Forceps, Nasal, Polypus, 
Knight, 614 inch: Angular; grasping. 

A X 7-159-135 Cover, Mattress, 612 by 
4014 by 79 inches: For nurses bed Each 10/40 
innerspring mattress. 


A 7-160-710 Mattress, Innerspring, 
Nurses Bed: 39 by 75 inches. Each 1/1 


-A-LS 7-800-090 Fan, Non-Oscillating, 
Desk Wall Type, 16 inch, 110 volt, 60 
cycle, AC: Approximately 80 watts. Each 


A-LS 7-800-092 Fan, Non-Oscillating, 
Wall Bracket Type, 16 inch, 110 volt, 
60 cycle, AC: Approximately 80 watts. Each 


A 7-800-094 Fan, Oscillating, Desk 

Wall Type, 12 inch, 110 volt, 60 cycle, 

AC: Approximately 45 watts. Each 
A 7-800-096 Fan, Oscillating, Desk 

Wall Type, 16 inch, 110 volt, 60 cycle, 

AC: Approximately 80 watts. Each 


A» X 17-927-110 Tack, White Head, 100s: Box 
For use in visual examinations. 


Each 6/288 


DELETE: Item and all information. 


3-533-905 3-655-600 7-060-160 7-085-450 10-100-033 
ZVISE: (Changes in quotation marks). 
Revise Availability Status column: 
1-613-975 Delete ‘‘N”’ 7-084-425 Delete ‘‘A”’ 
1-613-980 Delete ‘‘N” | 7-085-455 Delete ‘‘A”’ 
2-016-000 Add “N” 
Revise Expendability column to read as follows: 
6-128-025 11-272-760 X 411-274-665 
11-272-320 11-272-850 11-275-0190 
X  11-272-325 X 411-272-860 11-275-020 
11-272-350 11-272-950 X 11-275-520 
X  11-272-360 X 11-272-955 X 11-275-530 
X 11-272-370 X 11-273-510 X 11-275-540 
X  11-272-380 X 11-273-530 X  11-277-750 
X  11-272-420 X 11-273-580 X 11-277-850 
11-272-650 X 11-274-350 X 411-277-950 
X 411-272-660 X 411-274-650 X 11-284-550 
11-272-750 X 11-274-660 X 411-288-550 


Revise Stock Number: 3-881-000 to read: *‘3-881-100.”’ 


Revise Nomenclature and/or Description to read: (Changes in 
quotation marks). 


1-572-150 Abortion Antigen, ‘‘Equine,’’ 30 cc: “For veter- 
use.” Sufficient for 200 to 300 complement fixation tests. 
Requisition from Army Medical Center, Washington, D. C. 


oe RY » 7 


2-002-001 Bandage, Canton Flannel, 1 yard: To be issued in 
lieu of 2-001-000 in the ratio of ‘‘12 for 1’’ and 2-002-000 in the 
ratio of ‘20 for 1’’ until stocks are exhausted. 


3-103-600 Blood Recipient Set, Indirect Blood Transfusion: 
Consists of one adapter, ‘'3-000-710”; one Tomac clamp, 4-180-680 
-- etc. 


Seg Retractor, Abdominal, Kelly, “‘2 by 214 inch” 
ade: 


3-756-100 Suture, Cotton Thread, No. 20, ‘80 yards’’: White. 
3-756-140 Suture, Cotton Thread, No. 30, ‘‘80 yards’’: White. 
3-756-180 Suture, Cotton Thread, No. 50, ‘‘160 yards’’: White. 
3-756-220 Suture, Cotton Thread, No. 80, “‘80 yards’’: White. 
3-756-260 Suture, Cotton Thread, No. 120, ‘‘80 yards’”’: White, 
3-756-400 Suture, Cotton Thread, Quilting, ‘120 yards’’: 
White; extra strong; mercerized. 
4-188-010 Counter, Blood Cell, Differential: “Marbel”;8 keys, 
Illustrated, 
Unnumbered entry, Class 4, page 21. 
“Sterilizer, Laboratory: (Navy—See sterilizers, Class 7). 
(Army—For fixed installations requisiton 7-084-150 or 7-084-450. 
For field use requisition 7-084-495).”” 
4-404-832 Still, Water, Electrically Heated, 1 gal., 110-220 
volt, AC-DC: 2600 watts. Complete with heating elements in- 
cluding spare set of two elements, ‘‘4-404-883,” 
4-461-420 Tubing, Rubber, 3% inch Inside Diameter, “342” 
inch Wall: For use with 3-008-390, 
5-166-150 Clay, Molding, ‘‘1 lb’’: 
5-368-550 Investment, Soldering, “15 Ib”: Crown and bridge 
investment. 
5-528-000 Rouge, ‘‘2 oz’’: 
7-072-425 Refrigerator, Mechanical, 4 cu. ft., 110 volt, 
60 cycle, AC: For blood refrigeration in the field. “Operates on 
line current or gasoline generator.” 
7-085-370 Packing Valve Stem, Two Burner Gasoline Stove, 
12s: For use with ‘‘7-085-455.” 
7-085-375 Plunger, Leather, Gasoline Stove, 12s: For use 
with 7-085-400 and ‘‘7-085-455.” 
7-085-660 Vaporizer and Valve, Two Burner Gasoline Stove: 
For use with “7-085-455.” 
7-883-990 ...(‘‘Navy”—lIssued only upon approval of Chief of 
Materiel Division). 
7-973-050 Lamp, Incandescent, 2.5 volt, Special Bulb: 
Special base to fit lamp bulb ‘“‘adapter.”” For NEI ophthalmoscope. 


Revise Unit of Issue column to read: 
5-368-550 Can 13-280-055 Each 


= following corrections should be made in the Numerical Cross 
ndex: 


ADD: 
1-269-350 = A 
1-607-100 16038900 A 
1-613-975 = * 
1-613-980 . * 
3-000-710 36093800 * 
3-364-900 3259000 3-364-900 
7-159-135 7162510 A 
7-160-710 7160710 A 
7-800-090 7798025 A 
7-800-092 7798027 A 
7-800-094 7797008 A 
7-800-096 7798008 A 
7-927-110 3716000 A 
DELETE: 
3-533-905 3403550 A 
3-655-600 3481500 A 
7-060-160 9960105 A 
7-085-450 N 7-085-450 
10-100-033 Ps be 
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REVISE: Revise to read: (Changes in quotation marks). 


2-016-000 
3-363-300 
4-210-400 
7-084-425 
7-085-455 
9-272-475 
Change 


1-445-000 


to read ‘'1-445-400” 


Change 3-881-000 
to read ‘3-881-100” 


i 1 id 


oom? 


669 


7910103 
9955500 
N 
1445400 
1445400 
9R104-20 
9R104-20 


2-016-000 
“*3-363-300” 
4-210-400 


ie a 


coy? 


“*§S4-1980” 
A 
A 
3-425-700 
3-425-700 


The following corrections should be made in the Price Supplement: 


The following corrections should be made in the Army Conversion 
Table: 
REVISE: Revise ‘“‘Symbols”’ as indicated: 

D2 Change in part to read: Unserviceable stock, not worth 
repair, will be disposed of through the salvage officer as 
ae in War Department “TM 38-419 dated March 
1947.” 


D16 Change to read: ‘Deleted from catalog. Dispose of new and 
unused stocks as shown under D6; dispose of other than 
new or unused stocks as surplus.” 


R28 Delete symbol entirely. 


ADD: 

1269350 1-269-350 Ai 
1613975 1-613-975 Al 
1613980 1-613-980 Ai 


3363300 
4210400 


3-363-300 Ai 
4-210-400 . Al 


REVISE: Revise to read: (Changes in quotation marks). . 


1098500 . “D8/ 7797006 we ag 

1-068-605"} 7797008 ‘‘7-800-094” “R3” 
1608900 ‘1-607-100" “RS, R8, 7797010 ne Bad 

R12” 7798006 ga Sh 
3259000 ‘'3-364-900" ‘‘R3” 7798008 ‘‘7-800-096” ‘‘*R3”’ 
3609800 ‘'3-000-710” “R3” 7798009 “D2” 
3662200 3-756-260 ‘‘R4, R9’’ | 7798010 se 
3662400 3-756-220 ‘“‘R4, R9” | 7798014 ray © Ae’ 
3662600 3-756-180 ‘“‘R4, R9” | 7798015 “DZ* 
3662700 3-756-400 ‘“R4, R9” | 7798018 “D2” 
3716000 ‘‘7-927-110” ““R3, R10” | 7798020 gh xe 
7160710 ‘7-160-710” 7798022 DZ, 


7162510 ‘'7-159-135" “R3” 
7263000 zoey 


7798025 ‘‘7-800-090” ““R3, R12” 
7798027 ‘‘7-800-092” “R3, R12” 
9R104-20 *3-881-100"" A4 


The following corrections should be made in the Navy Conversion 
Table, Part 1: 


REVISE: Revise to read: (Changes in quotation marks). 


3-364-900 Each ““3-364-900” “Each” “R10” 
3-425-700 Each ““3-881-100" Each R7 # 
3-756-100 Spool 3-756-100 Spool pee “gn 
3-756-140 Spool 3-756-140 Spool ~l “4g 
3-756-180 Spool 3-756-180 Spool ae “yn 
3-756-220 Spool 3-756-220 Spool “aR ar a 
3-756-260 Spool 3-756-260 Spool RAG seg 
3-756-400 Spool 3-756-400 Spool RAs “4” 
5-166-150 1lb Pkg 5-166-150 “1¢lb Pkg” “Ri, R3” “1:2” 
5-368-550 25 lb Pail 5-368-550 “15 Ib Can” “Ri” “yn 
7-085-450 Each “D6/7-085-455"" “#” 


The following corrections should be made in the Navy Conversion 
Table, Part 2: 


REVISE: Revise to read: (Changes in quotation marks). 


2-801 One “2-017-455” “Each” sree? 
$2-2010 Spool 3-756-260 Spool os eg # 
$2-2011 Spool 3-756-220 Spool eo # 
$2-2012 Spool 3-756-180 Spool niet! Ge # 
$2-2013 Spool 3-756-140 Spool es had # 
$2-2014 Spool 3-756-100 Spool aig CF He # 
$3-2735 Each *3-364-900" Each # 
$3-4230 Spool 3-756-400 Spool hy be # 
S4-137 One **3-881-100" Each # 
$11-013 1 Ib 5-166-150 ‘14 Ib Pkg” “Ri” vy He 
$11-410 Container 5-368-550 “15 lb Can’“‘R1” Sith 
S$14-115 One 7-085-455"" Each # 
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£ 


ADD: 
1-269-350 By £5) 7-800-090 18.00 
1-607-100 4.30 7-800-092 18.00 
3-000-710 a5 7-800-094 16.50 
3-364-900 3.85 7-800-096 18.50 
7-159-135 1.01 7-927-110 .60 
7-160-710 15.37 

DELETE: 
3-533-905 4.00 7-085-450 16.00 
3-655-600 2.80 10-100-033 1.50 
7-060-160 255.00 

REVISE: Revise to read: (Changes in quotation marks). 
5-166-150 35" | 5-368-550 A Ee ho i 
Change 3-881-000 .26 to read: ‘3-881-100” 26 


The following corrections should be made in the Alphabetical Index: 
ADD: 


Under Adapters: Luer Needle Add _ 3-000-710 
Under Blood Plasma, Normal, Human, Dried Add _ 1-607-100 
Under Covers: Mattress Add 7-159-135 
Under Demerol Injection Add _ 1-269-350 


Add _s Fan, Non-Oscillating . . . 7-800-090, 7-800-092 

Add __s Fan, Oscillating . . . 7-800-094, 7-800-096 

Under Forceps: Add Nasal, Polypus, Knight... 3-364-900 
Under Human Plasma, Normal, Dried Add _ 1-607-100 


Under Injections: Meperidine Hydrochloride Add _ 1-269-350 
Add Knight Nasal Polypus Forceps. . . 3-364-900 

Under Luer Needle Adapter Add 3-000-710 
Add Map Tack... 7-927-100 

Under Mattress Cover Add 7-159-135 
Under Mattresses: Innerspring Add 7-160-710 
Under Meperidine Hydrochloride Injection Add _ 1-269-350 


Under Nasal Forceps: Add Polypus, Knight... 3-364-900 
Under Needle Adapter Add 3-009-710 
Under Plasma, Normal, Human, Dried Add _ 1-607-100 
Add __— Polypus Forceps, Nasal, Knight . . . 3-364-900 

Add ‘Tack, White Head ... 7-927-110 


DELETE: 


Under Adapters: Delete Ophthalmoscope Lamp... 3-533-005% 
Under Generators: Delete Refrigeration Unit . . . 7-060-160 
Delete Lamp Adapter, Ophthalmoscope . . . 3-533-905 

Delete Littauer Suture Scissors .. . 3-655-600 

Delete Ophthalmoscope Lamp Adapter . . . 3-533-905 

Delete Refrigeration Unit Generator . . . 7-060-160 

Under Scissors: Delete Suture, Littauer .. . 3-655-600 

Delete Suture Scissors, Littauer ...3-655-600 


REVISE: Revise to read: (Changes in quotation marks), 


Discs, Valve, Inhalator... “‘3-881-100”’ 

Inhalator Accessories: Valve Disc... ‘‘3-881-100" 
Nerve Injuries Instrument Set Case... ‘‘9-135-990" 
Operating Set, Dental... ‘‘9-146-835” etc. 

Stove, Gasoline... 7-085-400, ‘'7-085-455” 

Valve Disc, Inhalator ... “‘3-881-100" 

Vision Test Set, Color Sense... ‘'3-885-960" 
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ARMY-NAVY CATALOG OF MEDICAL MATERIEL NO. 1 


CHANGE BULLETIN 


The, following changes should be made in this copy of the Army- 
Navy Catalog of Medical Materiel, Preliminary Edition: 


ADD: 
A-LS X 1-269-350 Meperidine Hydrochloride 
Injection, 0.05 Gm. (34 gr.) per cc., 2 
ce., 68: NNR; (Demerol); for parenteral Box R 
use; subject to damage by freezing. 


A-LS X 1-607-100 Plasma, Normal Human, 
Dried, 250 cc: Original Plasma; com- Pkg D 
plete injection assembly with diluent; po- 
tency 60 months; subject to damage by 
freezing; does not require refrigeration. 


X 3-000-710 Adapter, Luer Needle, 
Glass: (Observation tube); for attaching Each 12/480 
tubing, 3-878-525, to Luer’needle. 


3-364-900 Forceps, Nasal, Polypus, 


Knight, 614 inch: Angular; grasping. Each 6/288 


A X 7-159-135 Cover, Mattress, 6142 by 
4014 by 79 inches: For nurses bed Each 10/40 
innerspring mattress. 

A 7-160-710 Mattress, Innerspring, 


Nurses Bed: 39 by 75 inches. Each 1/1 


A-LS 7-800-090 Fan, Non-Oscillating, 
Desk Wall Type, 16 inch, 110 volt, 60 
cycle, AC: Approximately 80 watts. Each 


A-LS 7-800-092 Fan, Non-Oscillating, 
Wall Bracket Type, 16 inch, 110 volt, 
60 cycle, AC: Approximately 80 watts. Each 


7-800-094 Fan, Oscillating, Desk 

Wall Type, 12 inch, 110 volt, 60 cycle, 

AC: Approximately 45 watts. Each 
7-800-096 Fan, Oscillating, Desk 

Wall Type, 16 inch, 110 volt, 60 cycle, 

AC: Approximately 80 watts. Each 
7-927-110 Tack, White Head, 100s: Box 
For use in visual examinations. 


> 


> 


> 
va 


DELETE: Item and all information. 


3-533-905 3-655-600 7-060-160 7-085-450 10-100-033 
REVISE: (Changes in quotation marks). 
Revise Availability Status column: 
1-613-975 Delete ““‘N” | 7-084-425 Delete ‘‘A” 
1-613-980 Delete ‘‘N”’ 7-085-455 Delete “A” 
2-016-000 Add “N” 
Revise Expendability column to read as follows: 
6-128-025 11-272-760 X 11-274-665 
11-272-320 11-272-850 11-275-010 
X  11-272-325 X 11-272-860 11-275-020 
11-272-350 11-272-950 X 411-275-520 
X  11-272-360 X 11-272-955 X 11-275-530 
X 11-272-370 X 11-273-510 X 11-275-540 
X 11-272-380 X 11-273-530 X 11-277-750 
X 11-272-420 X 11-273-580 X 111-277-850 
11-272-650 X 11-274-350 X 11-277-950 
X 411-272-660 X 411-274-650 X 11-284-550 
11-272-750 X 11-274-660 X 11-288-550 


Revise Stock Number: 3-881-000 to read: ‘*3-881-100.”’ 


Revise Nomenclature and/or Description to read: (Changes in 
quotation marks). 


1-572-150 Abortion Antigen, ‘‘Equine,’’ 30 cc: ‘For veter- 
inary use.” Sufficient for 200 to 300 complement fixation tests. 
Requisition from Army Medical Center, Washington, D. C. 


2-002-001 Bandage, Canton Flannel, 1 yard: To be issued in 
lieu of 2-001-000 in the ratio of ‘‘12 for 1’’ and 2-002-000 in the 
ratio of ‘20 for 1”’ until stocks are exhausted. 


3-103-600 Blood Recipient Set, Indirect Blood Transfusion: 
Consists of one adapter, “3-000-710” ; one Tomac clamp, 4-180-680 
+2 2te. 


rot hn Retractor, Abdominal, Kelly, ‘‘2 by 214 inch”’ 
ade: 


3-756-100 Suture, Cotton Thread, No. 20, ‘‘80 yards’’: White. 
3-756-140 Suture, Cotton Thread, No. 30, ‘‘80 yards’’: White. 
3-756-180 Suture, Cotton Thread, No. 50, ‘‘160 yards’’: White. 
3-756-220 Suture, Cotton Thread, No. 80, ‘‘80 yards’’: White. 
3-756-260 Suture, Cotton Thread, No. 120, ‘‘80 yards’’: White, 
3-756-400 Suture, Cotton Thread, Quilting, ‘120 yards’’: 
White; extra strong; mercerized. 
4-188-010 Counter, Blood Cell, Differential: ‘‘Marbel’’ ;8 keys, 
Illustrated, 
Unnumbered entry, Class 4, page 21. 
“Sterilizer, Laboratory: (Navy—See sterilizers, Class 7). 
(Army—For fixed installations requisiton 7-084-150 or 7-084-450, 
For field use requisition 7-084-495),”’ 
4-404-832 Still, Water, Electrically Heated, 1 gal., 110-220 
volt, AC-DC: 2600 watts. Complete with heating elements in- 
cluding spare set of two elements, ‘‘4-404-883.” 
4-461-420 Tubing, Rubber, % inch Inside Diameter, “342” 
inch Wall: For use with 3-008-390, 
5-166-150 Clay, Molding, ‘‘l4 lb’’: 
5-368-550 Investment, Soldering, ‘15 Ib’’: Crown and bridge 
investment. 
5-528-000 Rouge, ‘‘2 oz’’: 
7-072-425 Refrigerator, Mechanical, 4 cu. ft., 110 volt, 
60 cycle, AC: For blood refrigeration in the field. “Operates on 
line current or gasoline generator.” 
7-085-370 Packing Valve Stem, Two Burner Gasoline Stove, 
12s: For use with ‘'7-085-455.” 
7-085-375 Plunger, Leather, Gasoline Stove, 12s: For use 
with 7-085-400 and ‘‘7-085-455.” 
7-085-660 Vaygprizer and Valve, Two Burner Gasoline Stove: 
For use withe‘7-085-455.”" 
7-883-990 ... (‘‘Navy”—Issued only upon approval of Chief of 
Matériel Division). 
7-973-050 Lamp, Incandescent, 2.5 volt, Special Bulb: 
Special base to fit lamp bulb “adapter.” For NEI ophthalmoscope. 


Revise Unit of Issue column to read: 
5-368-550 Can 13-280-055 Each 


har following corrections should be made in the Numerical Cross 
ndex: 


ADD: 

1-269-350 * A 
1-607-100 1608900 A 
1-613-975 * * 
1-613-980 > * 
3-000-710 3609800 * 
3-364-900 3259000 3-364-900 
7-159-135 7162510 A 
7-160-710 7160710 

7-800-090 7798025 A 
7-800-092 7798027 A 
7-800-094 7797008 A 
7-800-096 7798008 A 
7-927-110 3716000 A 

DELETE: 

3-533-905 3403550 A 
3-655-600 3481500 A 
7-060-160 9960105 A 
7-085-450 N 7-085-450 
10-100-033 = * 


NO. 1 


ARMY-NAVY CATALOG OF MEDICAL MATERIEL 


JULY 1947 


REVISE: Revise to read: (Changes in quotation marks). 


2-016-000 ses ie 2-016-000 
3-363-300 vet **3-363-300” 
4-210-400 en 4-210-400 
7-084-425 7910103 aid 
7-085-455 9955500 eg 
9-272-475 ; N “*§S4-1980” 
Change 1-445-000 1445400 A 

to a **1-445-400” 1445400 A 
Change 3-881-000 9R104-20 3-425-700 
to ds “*3-881-100” 9R104-20 3-425-700 


The following corrections should be made in the Army Conversion 
Table: 


REVISE: Revise “Symbols” as indicated: 


D2 Change in part to read: Unserviceable stock, not_worth 
repair, will be disposed of through the salvage officer as 
prescribed in War Department “TM 38-419 dated March 
1947,” 


D16 Change to read: ‘‘Deleted from catalog. Dispose of new and 
unused stocks as shown under D6; dispose of other than 
new or unused stocks as surplus.” 


R28 Delete symbol entirely. 


ADD: 

1269350 1-269-350 Ai 
1613975 1-613-975 Al 
1613980 1-613-980 Al 


3363300 
4210400 


3-363-300 Al 
4-210-400 Ali 


REVISE: Revise to read: (Changes in quotation marks). 


1098500 “D8/ 7797006 fe BY 8 

1-068-605"| 7797008 ‘'7-800-094” “R3” 
1608900 ‘'1-607-100” “RS, R8, 7797010 FY 

Riz" 7798006 ge 8 te 
3259000 ‘3-364-900” “R3” 7798008 ‘‘7-800-096” “R3” 
3609800 ‘‘3-000-710"" ““R3” 7798009 4 BY 
3662200 3-756-260 ‘“‘R4, R9” | 7798010 bie lg 
3662400 3-756-220 “RA, R9” | 7798014 a 
3662600 3-756-180 “R4, R9” | 7798015 "D2" 
3662700 3-756-400 “RA, R9” | 7798018 pat t 
3716000 ‘‘7-927-110” “R3, R10” | 7798020 oy ee 
7160710 ‘‘7-160-710” 7798022 oe, BY 


7162510 ‘‘7-159-135” “R3” 


ae ” 


Ld BY Add 


7798025 ‘7-800-090" “R3, R12” 
7798027 ‘7-800-092" “R3, R12” 
9R104-20 “3-881-100" A4 


The following corrections should be made in the Navy Conversion 
Table, Part 1: 


REVISE: Revise to read: (Changes in quotation marks). 


3-364-900 Each “3-364-900” “Each” sd 
3-425-700 Each “*3-881-100"’ Each R7 # 
3-756-100 Spool 3-756-100 Spool “py” ose 
3-756-140 Spool 3-756-140 Spool A Be eure 
3-756-180 | Spool 3-756-180 Spool oR” sogse 
3-756-220 Spool 3-756-220 Spool “R{” eyes 
3-756-260 Spool 3-736-260 Spool “RI” ven 
3-756-400 Spool 3-756-400 pool SR coe 
5-166-150 1 lb Pkg 5-166-150 ape lb Pkg ” oe R3” 66409” 
3368-550 25 1b Pail 5-368-550 “18 Ib Can"“R1" “ig 
7-085-450 Each “D6/7-085-455” age 


The following corrections should be made in the Navy Conversion 
Table, Part 2: 


REVISE: Revise to read: (Changes in quotation marks). 


2-801 One “2-017-455” “Each” LF ag 
$2-2010 Spool 3-756-260 Spool “Ra” # 
$2-2011 Spool 3-756-220 Spool col Wa # 
$2-2012 Spool 3-756-180 Spool ay: bee # 
S2-2013 Spool 3-756-140 Spool 2 # 
$2-2014 Spool 3-756-100 Spool no) ha = 
$3-2735 Each “3364-900” Each # 
S3-4230 Spool 3-756-400 Spool ee # 
S4-137 One “3-881-100"" Each # 
$11-013 1 Ib 5-166-150 ‘14 Ib Pkg” “R1” py EO ae 
$11-410 Container 5-368-550 ‘15 Ib Can“R1" “a 
S$14-115 One “7-085-455"’ Each # 
Page 2 


The following corrections should be made in the Price Supplement: 
ADD: 


1-269-350 sd 7-800-090 18.00 
1-607-100 4.30 7-800-092 18.00 
3-000-710 at5 7-800-094 16.50 
3-364-900 3.85 7-800-096 18.50 
7-159-135 1.01 7-927-110 .60 
7-160-710 15.37 

DELETE: 
3-533-905 4.00 7-085-450 16.00 
3-655-600 2.80 10-100-033 1.50 
7-060-160 255.00 

REVISE: Revise to read: (Changes in quotation marks). 
5-166-150 “35” | 5-368-550 aie” 
Change 3-881-000 .26 to read: ‘'3-881-100” .26 


The following corrections should be made in the Alphabetical Index: 
ADD: 
Under Adapters: Luer Needle Add 


3-000-710 
Under Blood Plasma, Normal, Human, Dried Add 1-607-100 
Under Covers: Mattress Add 7-159-135 
Under Demerol Injection Add _ 1-269-350 
Add Fan, Non-Oscillating . . . 7-800-090, 7-800-092 
Add Fan, Oscillating . . . 7-800-094, 7-800-096 
Under Forceps: Add Nasal, Polypus, Knight... 3-364-900 
Under Human Plasma, Normal, Dried Add _ 1-607-100 
Under Injections: Meperidine Hydrochloride Add 1-269-350 
Add __ Knight Nasal Polypus Forceps. . . 3-364-900 
Under Luer Needle Adapter Add _ 3-000-710 
Add Map Tack... 7-927-100 
Under Mattress Cover Add 7-159-135 
Under Mattresses: Innerspring Add 7-160-710 
Under Meperidine Hydrochloride Injection Add 1-269-350 
Under Nasal Forceps: Add Polypus, Knight... 3-364-900 
Under Needle Adapter Add 3-000-710 
Under Plasma, Normal, Human, Dried Add 1-607-100 


Add ___ Polypus Forceps, Nasal, Knight . . . 3-364-900 


Add Tack, White Head .. . 7-927-110 


DELETE: 


Under Adapters: Delete Ophthalmoscope Lamp... 3-533-905 
Under Generators: Delete Refrigeration Unit . . . 7-060-160 
Delete Lamp Adapter, Ophthalmoscope.. . 3-533-905 

Delete Littauer Suture Scissors .. . 3-655-600 

Delete Ophthalmoscope Lamp Adapter .. . 3-533-905 

Delete Refrigeration Unit Generator . . . 7-060-160 

Under Scissors: Delete Suture, Littauer . . . 3-655-600 

Delete Suture Scissors, Littauer ... 3-655-600 


REVISE: Revise to read: (Changes in quotation marks). 


Discs, Valve, Inhalator... ‘‘3-881-100” 

Inhalator Accessories: Valve Disc... ‘‘3-881-100” 
Nerve Injuries Instrument Set Case... ‘‘9-135-990” 
Operating Set, Dental... ‘9-146-835” etc. 

Stove, Gasoline... 7-085-400, ‘‘7-085-455” 

Valve Disc, Inhalator .. . “3-881-100" 

Vision Test Set, Color Sense... ‘‘3-885-960"’ 
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INTRODUCTION 
to the ARMY-NAVY CATALOG 
of MEDICAL MATERIEL 


SUPERSEDURE NOTICE 


This catalog supersedes the War Department Cata- 


_ logs MED 3 and 6 of March 1944 and the BuMed 


Section of the Catalog of Navy Material of July 1946 
and all changes which have been promulgated thereto. 
Discard the superseded catalogs upon the effective 
date of this catalog. 


EFFECTIVE DATE 


This edition shall be effective upon dates to be an- 
nounced in a War Department Circular for the Army 
and in a BuMed Circular Letter for the Navy. 


PLAN OF THE CATALOG 


The Army-Navy Catalog of Medical Materiel con- 
sists of fourteen classes of materiel and fifteen sup- 
plements as listed in the CONTENTS. These are sep- 
arately bound pamphlets punched for insertion in a 
standard binder which is furnished with each com- 
plete catalog. The use of individual pamphlets 
facilitates provision of additional copies of sections 
which may be required for special purposes. It 
also allows the reprinting of individual sections, 
when, because of numerous changes or other reasons, 
such reprinting is deemed desirable. Standard prices 
for items are computed each fiscal year and a new 
edition of the STANDARD PRICE SUPPLEMENT will be pub- 
lished and distributed annually. Changes to the cata- 
log which do not require the reprinting of a section 
will be issued periodically. 


Such changes will be cumulative, thereby providing 
the user with complete information on changes in one 


publication. Superseded sections and changes will be- 


discarded. 
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ITEMS INCLUDED 


This catalog lists all items currently standardized for 
storage and issue by the Medical Department of the 
Army and the Bureau of Medicine and Surgery of the 
Navy. The items included in this catalog were selected 
and approved by the Army-Navy Medical Materiel 
and Specifications Board after comprehensive review 
of all items formerly cataloged by both services. 


Some limited standard items are also cataloged. Such 
limited standard items in general are: (1) replacement 
parts for previously cataloged items; (2) items on hand 
that are functional substitutes for standard items; 
(3) items on hand which were listed in the previous 
catalogs of both services and for which there is a 
limited demand. 


Newly standardized items not previously cataloged 
by one or both services also are listed. These items 
will be identified in the Numerical Cross-Index. 


CLASSIFICATION OF ITEMS 


Items are arranged in fourteen classes, numbered 1 to 
14. A list of the classes and their titles appears in the 
ContTENTS. The disposition of items formerly in Navy 
Class 14 will be found in the NAvy CONVERSION 
TABLE. Items have been classified according to pro- 
fessional types and common usage. In some cases 
where an item might correctly be cataloged in any one 
of several classes, it has been placed in the class in 
which it is considered to be most widely used. The 
listing of an item in a particular class does not restrict 
its use to any particular group or service of a Medical 
Department activity. An item listed in Class 4, Lab- 
oratory and Pharmacy Equipment and Supplies, 
might be required by the dental department, surgical 
service or various other special departments; the item 
is considered to be as readily available to all users by 
its inclusion in Class 4 as it would be if listed in any 
other class of the catalog. 
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PRESENTATION OF ITEMS 


Items are listed horizontally on the catalog pages 
under seven columns with the following headings: 
Availability Status, Expendability, Stock Number, 
Nomenclature and Description, Unit of Issue, Pack- 
aging and Packing, and Notes. Items are listed in 
alphabetical order within each class and sub-class, and 
their corresponding stock numbers in numerical se- 
quence. Items which have components or accessories 
that are separate items of issue are presented with such 
components or accessories for convenience in using 
the catalog. 


AVAILABILITY STATUS 


This column indicates by symbols the availability 
of a cataloged item to Army or Navy medical activi- 
ties. The absence of any symbol indicates that the 
item is standard and available to both the Army and 
the Navy. The letters “LS” indicate that an item is 
Limited Standard; the letter “‘S’’, standard. The letter 
‘““A” indicates that the item is available only to Army 
activities. The letter “‘N’’ indicates that the item is 
available only to the Navy. 


EXPENDABILITY 


Expendable items are indicated by the symbol ‘‘X”’ in 
the column before the Stock Number. All items not so 
indicated are nonexpendable. Note carefully the 
changes in expendability status which have been made 
and which are promulgated for the first time in the 
catalog. The classification of property as expendable 
and nonexpendable has no bearing on the responsi- 
bility for its proper use and disposition by the indi- 
vidual to whom issued or entrusted. Army and Navy 
regulations are specific as to the responsibility of indi- 
viduals for government property, both supplies and 
equipment, entrusted to their care. 


STOCK NUMBERS 


The stock numbers contain seven or eight digits, ac- 
cording to catalog class, divided by dashes or hyphens 
into three groups. The first group consists of one or 
two digits and serves to indicate the catalog class in 
which the stock number appears. The additional six 
digits have no significance other than item identifica- 
tion, and are divided into groups merely to facilitate 
use. Examples: Stock Number 1-001-000 is assigned 
to Acacia, 1 lb.; the first group of the stock number 
indicates an item of Class 1, and the remaining two 
groups 001-000 identify the item within that class. 
Stock Number 10-900-000 is assigned to American 
Illustrated Medical Dictionary, The, 20th Edition, 
1944; the first group of the stock number indicates an 
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item of Class 10, and the remaining two groups, 
900-000, identify the item within that class. COMPLETE 
Cross REFERENCE TABLES OF OLD AND NEw STOCK 
NUMBERS ARE GIVEN IN THE NUMERICAL CRross- 
INDEX, ARMY CONVERSION TABLE AND Navy Con- 
VERSION TABLE FOR USE IN CONVERTING STOCK ON 
HAND TO THE NEw Stock NUMBERS. 


UNIT OF ISSUE 


When the quantity contained in a unit of issue is given 
in the nomenclature, it appears as the last entry before 
the colon. Items in which the quantity is indicated by 
weight or measure are listed as 1 0z., 14 lb., 1 Ib., 1 pt., 
1 gal., etc. Items in which the quantity is indicated by 
the number in a unit of issue are listed as 6s, 12s, 100s, ° 
500s, etc. The unit of issue appears simply as bottle, 
pkg., each, pair, etc. 


Lrample 


Pencil, Wax, Blue, 12s: Unit—Pkg 


An activity requisitioning one unit of this item will 
receive one package of 12 pencils. 


PACKAGING AND PACKING 


The figures appearing in the packaging and packing 
column designate the usual package and case lot quan- 
tities. The figures to the left of the slant mark indicate 
the quantity of units in a carrier carton, package, etc.; 
the figures to the right of the slant mark indicate the 
quantity of units customarily packed in original ship- 
ping cases as received from contractors. 


Examples: 12/144 indicates 12 units in a package and 
144 units in a shipping case; —/25 indicates a unit 
which is packed singly, with 25 units in a shipping 
case; 6/— indicates 6 units in a package, the quantity 
in a shipping case not being indicated because issues 
in lots as large as original shipping cases are not 
ordinarily made. Whenever require ments approximate 
package or case lot quantities, such quantities or 
multiples thereof should be requisitioned, as much 
repacking for shipment is thereby eliminated. 


NOTES 


Two symbols are used in this column: 


D......Item subject to deterioration. 

ae eee Item of alcohol, alcoholic beverage or nar- 
cotic requiring special storage and issue pre- 
cautions. 
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NOMENCLATURE AND DESCRIPTION 


The complete item nomenclature and description is divided into two parts, separated by a colon. 
The item nomenclature consists of the information appearing in bold-face type before the colon 
and includes the quantity contained in the unit of issue where indicated. The additional descrip- 
tive information appearing after the colon in light-face type is provided as supplemental data for 
the benefit of the catalog user and will not be transcribed on requisitions. 


Example 


Packaging 
NOMENCLATURE AND DESCRIPTION and 
Packing 


Benzyl Benzoate, Saponated, 1 pt: The addition of 3 pints of distilled | Can —/24 


water results in an emulsion containing approximately 25% Benzyl Ben- 
zoate, USP. 
Codeine Sulfate Tablets, 0.032 Gm. (14 gr.), 20s: USP; hypodermic. Tube} 100/3600 R 


' Two variations of the standard method of presenting nomenclature and description are used, 
namely the unnumbered and indented entries. Unnumbered entries present indented components 
which are assembled to provide the item listed, or they direct the catalog user to an item listed 
elsewhere in the catalog or available from other sources. Unnumbered entries are not to be requi- 
sttioned. The indented entry is designed to assist the catalog user by listing components or acces- 
sories directly below an item or group of items with which they are used. Do not indent these 
items on requisitions. 


Example 


Avail- Unit Packagi 
ability |*POnt | stock No. | NOMENCLATURE AND DESCRIPTION of ~ end | Notes 
Status Issue Packing 
Blood Gas Apparatus, Van Slyke: Consists of burette with supporting . 
frame, leveling bulb, support stand, 2 open rings and 3 feet of rubber tubing. 
Requisition by separate components as indented below. 
X 4-042-500 Bulb, Leveling, Van Slyke Blood Gas Apparatus, 250 ml: 3 inch | Each 1/48 
diameter. Illustrated. 
xX 4-042-525 Burette, Blood Gas, Van Slyke: Volumetric mode! with Shohl trap; Each L/AZ 
mounted on support frame. Jllustrated. 
X 4-042-550 Ring, Open, Leveling Bulb Support: J/lustrated. Each 12/72 


Stand, Apparatus Support: Requisition 4-401-300. 
Tubing, Rubber: Requisition 4-464-000. 


4-473-600 | Washer, Pipette: Complete. With pipette rack. Jllustrated. 


4-473-625 Rack, Pipette, Pipette Washer: 51% inch diameter; holds 200 1 ml. 
serological pipettes. Replacement for 4-473-600. 


Variations from Catalog Descriptions 

Catalog listings are intended to describe adequately articles furnished under each stock number. 
Slight variations from catalog descriptions may occur for certain items, due to differences in the 
products of various manufacturers, minor specification changes and exigencies of procurement. 
Dimensions given are exact when precise measurements are necessary for use or performance, but 
should be regarded as approximate for items in which slight variation in size would be of no 
consequence. 


Trade Names 

Reference is sometimes made in catalog listings to a trade name under which an identical or similar 
article is sold, or to a manufacturer or company producing or selling such an article. Such refer- 
ences are made solely to indicate the character or quality of the item required, and in no way 
limit the use of the article or the possibilities of procurement to that particular trade name, manu- 
facturer or company. 


Electrical Characteristics 


Items having electrical characteristics are furnished only in accordance with descriptions given 
under catalog listings. Requirements for electrical characteristics other than those listed will be 
met by requisitions for nonlisted items in accordance with existing instructions. 
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ILLUSTRATION SUPPLEMENTS 


Illustration Supplements are published for Classes 3, 
4, 5, 6, 7, 8 and 14. Items which are illustrated in the 
catalog are designated in the item listing by the word 
Illustrated at the end of the item description. Ilustra- 
tions, where used, are intended to supplement the 
text of the item description and may be typical rather 
than exact representations, since the products of vari- 
ous manufacturers may vary somewhat in appearance. 


COMPONENT PARTS SUPPLEMENTS 


Two Component Parts Supplements for Special Kits 
and Assemblies are published, one for the Navy and 
one for the Army. These supplements contain a de- 
tailed list of the contents of kits, sets, outfits and 
assemblies. 


ALPHABETICAL INDEX 


This index includes synonyms, catalog nomenclature, 
common nomenclature and variations of all items 
cataloged. Use the index. Many item nomenclatures 
have been changed from those used in previous edi- 
tions. Reference to the index will immediately locate 
the items desired, as they will be found in the index 
under both new and former name, as well as by other 
names in common use. 


NUMERICAL CROSS INDEX 


This index lists the Army-Navy stock number, the 
former Army stock number and the former Navy 
stock number. The Army stock number is that pub- 
lished in MED 3, War Department Medical Supply 
Catalog, 1 March 1944, including changes. The Navy 
stock number is that published in the Catalog of 
Navy Material, BuMed Section, July 1946 Edition. 
Items cross-referenced in this index are identical or 
equivalent. Navy activities will refer to Navy Con- 
version Table, Part I, for ratio of substitution. 


CONVERSION TABLES 


Two Conversion Tables are included, one for Army and 
one for Navy. These tables include instructions rela- 
tive to the conversion of former stocks to the new 
system. 


STANDARD PRICE SUPPLEMENT 


This pamphlet lists unit prices of all items in the 
Army-Navy Catalog of Medical Materiel. A surcharge 
on sales or transfers to other agencies will be made in 
accordance with.the respective service regulations. 
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USE OF STANDARD ITEMS 


This catalog is designed to include all medical equip- 
ment and supplies regularly furnished and is intended 
to meet the ordinary requirements of medical activi- 
ties. Standard items available from stock will be 
utilized in preference to nonstandard materiel requir- 
ing individual procurement. Before requisitioning non- 
standard items, careful comparison should be made 
with these catalog listings in order to determine 
whether the materiel desired, or an acceptable substi- 
tute, is available for issue from the respective Medical 
Supply Systems. 


DISTRIBUTION OF THE CATALOG 


The initial distribution of this catalog and future 
changes will be automatic in accordance with standard 
procedures of each service. 


REQUESTS FOR CATALOG 
For Army activities additional copies will be requi- 
sitioned from the Adjutant General in accordance with 
AR 310-200, as amended. Navy facilities will obtain 
additional copies of the catalog, Stock Number 
10-900-500, by submission of NavMed Form-4 to U.S. 
Naval Medical Supply Depot, Sands and Pearl Streets, 
Brooklyn 1, New York. Requests for catalogs from 
other than Army or Navy shall be submitted to the 
Surgeon General of the Army or Navy. 


PREPARATION OF REQUISITIONS 


Requisitions for medical materiel shall be prepared in 
accordance with the detailed instructions promulgated 
by the respective services. 


NOTE TO USERS OF THE 
FORMER ARMY CATALOG 


The Army-Navy Catalog of Medical Materiel replaces 
MED 3 and 6 Sections of War Department Catalog. 
MED 7 and 9 will be replaced by an Army-Navy 
Catalog of Spare Parts. MED 1 and 2 will remain in 
effect. 


However, these sections will remain in effect until the 
new catalogs have been prepared and distsibuted. No 
publications have been distributed under MED 8 
series. This catalog does not rescind or replace MED 4 
and 10 Sections of the War Department Catalog. 
These sections will remain in effect. 


For information concerning the distribution of MED 
10 series (Medical Department Equipment Lists) see 
MED 10-1, Index and Reference to Equipment Lists 
and Instructions for Use of Equipment Lists, which 
will be issued automatically to all units having a re- 
quirement for any pamphlet in the MED 10 series. 
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NOTE TO USERS OF THE FORMER ARMY CATALOG (Cont'd) 


In addition to changes mentioned above this catalog 
revises the format and contents of MED 3 section in 
many respects. 


(1) Sub-class for biologicals furnished by Service 


(3) 


(4) 


(5 


=’ 


CG:i 


Command (now Army Area) Laboratories is 
omitted. Each laboratory will notify installations 
in the Army Area served as to supplies and serv- 
ices which it is prepared to furnish. Sub-class for 
biologicals furnished by the Army Medical Cen- 


_ ter is no longer separated in the catalog. The 


items retained are cataloged in regular order and 
class with the source of supply shown in the item 
description. 


Sub-classes in Class 3 are omitted and consoli- 
dated into one general class of ‘Surgical and 
Diagnostic ‘Equipment and Supplies.” 


Class 4, ‘‘Laboratory and Pharmacy Equipment 
and Supplies’’, now includes pharmacy equipment 
and supplies formerly cataloged under Class 7. 


A sub-class, ‘‘Precious Dental Metals and Alloys’’, 
has been added to Class 5 for dental gold and 
platinum material. 


Class 7—All fixtures such as sterilizers, operating 
lamps, etc., have been deleted from sub-class 
“Miscellaneous Equipment and Supplies’’and cat- 


(6) 


(7) 


(8) 


(9) 


(10) 


(11) 


aloged under the first sub-class; incandescent and 
fluorescent lamp bulbs have been deleted from 
other classes and cataloged under the sixth sub- 
class of Class 7; gas cylinders have been deleted 
from Class 7 and cataloged in Class 1. 


Class 9 has been consolidated into one alpha- 
numerical class, ‘‘Field Equipment and Supplies — 
Special Kits and Assemblies.’’ Drugs, dressings, 
furniture, fixtures, and other items of supply 
which are components or end items, have been 
removed from Class 9 and cataloged under other 
classes. This class now includes only kits, sets, 
assemblies, sub-assemblies and their containers 
or parts of containers. 


Class 10 is a new classification replacing “B” 
Class (Books). 

Class 11 is a new classification replacing ‘‘F”’ 
Class (Occupational Therapy). 

Class 12 is a new classification replacing ‘‘H”’ 
Class (Orthopedic Appliances, etc.). 

Class 13 is a new classification replacing ‘‘P”’ 


Class (Physical Reconditioning). 


Class 14 is a new classification for the cataloging 
of Optical Equipment and Supplies. 


CATALOG SYMBOLS 


Army Only item. 


N_ Navy Only item. 


, LS Limited Standard. 
S Standard. 
xX SS eddable. 
D_ Item subject to deterioration. 
R 


Item of alcohol, alcoholic beverage or narcotic requiring 


special storage and issue precautions. 
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AC alternating current gal. gallon(s) pH hydrogen ion concentration 
ACMI American Cystoscope Mak- G.E. General Electric Co. Pkg package 
ers, Inc. Gm. gram(s) ppm parts per million 
ACS American Chemical Society er. grain(s) pt. pini(s) 
AGO Adjutant General’s Office 
AHP angle handpiece H Q 
Amp. ampere(s) hp horsepower } : 
Bah dtcenican Society for: Testing a sufficient quantity to make 
Materials I i hg gl 
Inc. Incorporated 
B LES, iron pipe size R 
rpm revoluti inut 
B&S Browne and Sharp J P Nie cae 12 
b.p. boiling point JAN Joint Army-Navy S 
Bru. British Thermal Unit 
BuAer Bureau of Aeronautics K SAE Standard Automotive Engi- 
BuMed Bureau of Medicine and Sur- K. nat neering 
gery KV isvoltte) SGO Surgeon General's Office 
BuS&A Bureau of Supplies and Ac- KVA ila volt wulbercs SHP straight handpiece 
counts : KVP kilovolt power SsIG’'C Signal Corps 
sq. ft. square foot (feet) 
C L ssw S. S. White Co. 
lb. pound(s) 
Cc. Centigrade LO Lubrication Order T 
cc. cubic centimeter(s) Ls Limited Standard 
Cl, Clostridium TM Technical Manual 
cm. centimeter(s) M 
Co. Company M model U 
CommZ Communications Zone M-1 model 1 (first acce 
- pted) , ‘ 
USP United States Pharmacopoeia 
cp candlepower M-2 model 2 (second accepted) : 
CRM corrosion resisting metal MA milliampere(s) 
CRS corrosion resisting steel MD Medical Department Vv 
cu. ft. cubic foot (feet) Mfg Manufacturer vol. volume 
mg milligram(s) 
D ml. milliliter(s) W 
DC direct current ee pea WD War Department 
; M.P melting point ‘ 
dwt pennyweight : WD,AGO War Department, Adjutant 
N General’s Office 
: w/v weight to volume 
E N.A. numeric aperture 
EENT Eye, Ear, Nose and Throat NEI National Electric Instrument X 
ENT Ear, Nose and Throat eg : pare 
ESI Electro-Surgical Instrument NF National Formulary X (in Nomenclature and Description 
NMRI Navy Medical Research In- Column) magnifying power 
Co. 
etc. et cetera stitute 
NNR New and Nonofficial Reme- Y 
dies 
d. ard 
F No. number " — 
F. Fahrenheit 7 
Fr. French scale Oo 
ft: foot (feet) Oz. ounce(s) ZI Zone of Interior 
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DRUGS, CHEMICALS, and 
BIOLOGICAL PRODUCTS 


ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
PEARL & SANDS STS., BROOKLYN 1, N. Y. 


Avail- | expend- 


ability 
Status 


A-LS 
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di 
ability 


i i A a 


Me Mh RK MM OM 


i i Ea 


Stock No. 


1-001-000 
1-002-200 
1-002-300 


1-002-470 
1-002-500 
1-003-000 
1-005-000 
1-005-985 
1-006-000 
1-006-245 


1-008-710 


1-008-711 
1-009-000 
1-009-985 
1-010-000 
1-015-525 
1-044-000 
1-045-200 
1-046-000 
1-048-000 
1-049-000 


1-049-500 
1-050-000 
1-051-000 
1-052-000 
1-052-500 
1-052-625 


1-052-630 


1-054-750 


1-056-000 


1-058-900 


1-058-905 
1-059-000 
1-059-400 
1-059-460 
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NOMENCLATURE AND DESCRIPTION 


DRUGS and CHEMICALS 
Acacia, 1 lb: USP. 
Acetarsone Tablets, 0.1 Gm. (114 gr.), 100s: NF; (Stovarsol). 
Acetarsone Tampons, 20s: Vaginal; each tampon contains a total of 0.12 
Gm. (2 gr.) Acetarsone, NF; (Stovarsol). 
Acetic Acid, Glacial, 1 lb: USP. 
Acetic Anhydride, 14 lb: ACS. 
Acetone, 1 Ib: ACS; inflammable. 
Acetophenetidin, 1 lb: USP; (Phenacetin). 
Acetophenetidin Tablets, 0.324 Gm. (5 gr.), 100s: USP; (Phenacetin). 
Acetophenetidin Tablets, 0.324 Gm. (5 gr.), 1000s: (Phenacetin). 


Acetophenetidin, Acetylsalicylic Acid and Caffeine Tablets, 1000s: 
Each tablet contains Acetophenetidin, USP, 0.162 Gm. (2% gr.); Acetyl- 
salicylic Acid, USP, 0.227 Gm. (31% gr.); Caffeine, USP, 0.032 Gm. (\% gr.). 


Acetylene, Filled Cylinder, 40 cu. ft: For use with blowpipe outfit, 
5-022-000; inflammable. 


Cylinder, Acetylene, Empty: 
Acetylsalicylic Acid, 1 Ib: USP; (Aspirin). 
Acetylsalicylic Acid Tablets, 0.324 Gm. (5 gr.), 100s: USP; (Aspirin). 
Acetylsalicylic Acid Tablets, 0.324 Gm. (5 gr.), 1000s: USP; (Aspirin). 
Acid Fuchsin, 10 Gm: Certified biological. 
Acriflavine, 1 oz: NF. 
Adonite, 10 Gm: For bacteriological use; (Adonitol). 
Agar, 1 lb: USP; powdered. 
Alcohol, 1 qt: USP; (Ethanol; Ethyl Alcohol); inflammable. 


Alcohol, 5 gal: USP; (Ethanol; Ethyl Alcohol); inflammable. (Navy—For 
replenishment of Class 9 items and special assemblies). 


Alcohol, 54 gal: USP; (Ethanol; Ethyl Alcohol); inflammable. 
Alcohol, Dehydrated, 1 pt: USP; (Absolute Alcohol); inflammable. 
Alcohol, Denatured, 1 qt: (Ethyl Alcohol); inflammable. 

Alcohol, Denatured, 5 gal: (Ethyl Alcohol); inflammable. 
Alcohol, Denatured, 54 gal: (Ethyl Alcohol); inflammable. 


Alcohol, Solidified, 254 oz: For use with alcohol stoves; inflammable. For 
replenishment of Class 9 items. 


Alcohol, Solidified, 7 oz: For use with alcohol stoves; inflammable. For 
replenishment of Class 9 items. 


Alkaline Aromatic Solution Tablets, 100s: Each tablet contains the 


following: 
SOUNind Bicarbonate - 6.025 5..44 be ok 0.324 Gm. 
SIRT EOUTEUG: ho sGo fe erli a ear eee to 0.324 Gm. 
Sodium Denzoatens: iii ied fa. o's 0.019 Gm. 
SOG AIOE es vs Svs eee: 0.324 Gm. 
tote NTA AMICI wikn wav gcaeeomnictonlin secs 0.019 Gm. 
Aromatics: 
SRL 0 Ra es Cement ae Reread ee qs 
NICHES Sere Ve ee ee ee qs 
iaT UUCAIY OLOR Clos ieee coe ee eo qs 
Weeth yl SONOVIGRE c..G tis haieuis § se eee qs 


Aloin Compound Capsules, 12s: For veterinary use. Each capsule contains 
the following: 


PURGING: <4 Sea cat Ee clas Non ne ea a 4.250 Gm. 
Mercurous Chloride, Mild............. 1.000 Gm. 
Oleoresin af Ginger ia... 602i ea5 Fi: 0.324 Gm. 
tt yGhnine SUNALe iets ss. iawn a Soa kee 0.016 Gm. 


Aluminum Hydroxide Gel, 1 pt: USP. 

Aluminum Hydroxide Gel, Dried, Tablets, 0.324 Gm. (5 gr.), 100s: 
Aluminum and Potassium Sulfate, 14 lb: ACS. 

p-Aminobenzoic Acid, 1 oz: USP reagent grade. 
Aminonaphtholsulfonic Acid, (1, 2, 4), 1 oz: NF reagent grade. 
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Expend- 
ability | ability 
Status 


x 


bA 
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Stock No. 


1-059-500 


1-059-710 


1-060-875 


1-061-000 
1-061-005 
1-061-075 


1-061-100 
1-061-110 
1-062-000 
1-063-000 
1-063-995 
1-064-000 
1-065-000 
1-065-300 


1-066-000 
1-066-500 
1-067-000 
1-067-485 
1-067-500 
1-068-000 
1-068-500 
1-068-590 


1-068-605 


1-068-925 
1-069-000 
1-069-745 


1-070-000 
1-070-300 
1-070-325 
1-071-000 
1-071-100 
1-074-000 
1-075-000 


1-075-200 
rs 

1-076-000 
1-078-080 
1-078-110 
1-082-000 
1-083-505 
1-084-000 
1-085-000 
1-086-000 
1-087-000 


NOMENCLATURE AND DESCRIPTION 


Aminophylline Injection, 0.24 Gm. (4 gr.), 10 cc., 25s: USP; (Theophyl- 
line Ethylenediamine Injection); subject to damage by freezing. 
Aminophylline, 0.1 Gm. (114 gr.), with Phenobarbital, 0.016 Gm. 


A ee Tablets, 1000s: (Theophylline Ethylenediamine with Phenobar- 
ital). 


Ammonia Inhalant, Aromatic, Ampuls, 1 cc., 10s: (Navy—For 
replenishment of Class 9 items). 


Ammonia Solution, Strong, 1 lb: USP; (Stronger Ammonia Water). 
Ammonia Solution, Strong, Reagent, 1 Ib: USP reagent grade. 


Ammonia Spirit, Aromatic, Ampuls, 2 cc., 4s: USP; with 4 paper cups 
for replenishment of Class 9 items. 
Ammonia Spirit, Aromatic, 14 pt: USP. 


P 
| 


Ammonia Spirit, Aromatic, 1 pt: USP. 
Ammonium Acetate, 1/4 Ib: ACS. 
Ammonium Bromide, 14 lb: NF. 
Ammonium Carbonate, 14 lb: USP. 
Ammonium Carbonate, 1 Ib: USP. 
Ammonium Chloride, 1 lb: USP. 


Ammonium Chloride Tablets, 0.5 Gm. (714 gr.), 100s: NF; enteric 
coated. 


Ammonium Chloride Troches, 0.1 Gm. (114 gr.), 1000s: USP. 
Ammonium Molybdate, 14 lb: NF reagent grade. 
Ammonium Oxalate, 14 lb: ACS. 

Ammonium Sulfamate, 14 lb: Reagent grade. 

Ammonium Sulfamate, 1 lb: Technical. 

Ammonium Sulfate, 14 lb: ACS. 

Ammonium Thiocyanate, 14 lb: ACS. 


Amphetamine Sulfate, Racemic, Tablets, 0.005 Gm. (1/12 gr.), 6s: | 
NNR; (Benzedrine Sulfate). (Navy—For replenishment of Class 9 items). 

Amphetamine Sulfate, Racemic, Tablets, 0.01 Gm. (1% gr.), 100s: 
NNR; (Benzedrine Sulfate). 


Amyl Alcohol, 14 lb: ACS; (Isoamyl Alcohol). 
Amy] Nitrite Ampuls, 0.33 cc., (5 minims), 12s: Pearls for inhalation. 


Anesthetic Ointment, Postoperative, 1 oz: For dental use. Contains 


Metaphen in 1:1500 concentration and 4% Butyn in a lanolin, petrolatum 
and white wax base. 


Aniline, 14 lb: ACS. 

Aniline Blue, 10 Gm: Certified biological. 

Anise Oil, 1 oz: USP. 

Antimony Potassium Tartrate, 1 oz: USP; (Tartaric Emetic). 
Antimony Trichloride, 14 lb: Reagent grade. 

Arabinose, 10 Gm: NF reagent grade; (Pectin Sugar). 


Arecoline Hydrobromide Tablets, 0.032 Gm. (14 gr.), 10s: Hypodermic; 
for veterinary use. 


Arecoline Hydrobromide Tablets, 0.032 Gm. (4 gr.), 100s: Enteric 
coated; for veterinary use. 


Arsenic Pentoxide, 14 lb: NF reagent grade; (Arsenic Acid Anhydride). 
Arsenic Trioxide, 14 lb: Reagent grade; (Arsenious Acid). 

Arsenic Trioxide Tablets, 0.324 Gm. (5 gr.), 100s: NF; for veterinary use. 
Asbestos, 1/4, lb: USP reagent grade. 

Ascorbic Acid Tablets, 0.05 Gm. (34 gr.), 100s: USP; (Vitamin C). 
Aspidium Oleoresin, 1 oz: USP; (Male Fern Oleoresin). 

Atropine Sulfate, 1 oz: USP. 

Atropine Sulfate Tablets, 0.4 mg. (1/150 gr.), 208: USP; hypodermic. 
Atropine Sulfate Tablets, 0.016 Gm. (14 gr.), 10s: USP; hypodermic; 


for veterinary use. 
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Avail- | Expend- Unit Packaging 
eeehy ability Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Statu Issue Packing 
xX 1-087-500 | Atropine Sulfate Ophthalmic Ointment, 1%, 1 oz., 12s: In ophthalmic | Box 12/144 
tip tubes. 
A-LS| X 1-087-900 | Azocarmine B, 10 Gm: Not certified. Bottle 12/432 
X 1-087-905 | Azocarmine G, 10 Gm: Certified biological. Bottle | 12/192 
xX 1-088-120 | Azure A, 10 Gm: NF certified biological; (Methylene Azure; Azure 1). Bottle | 12/192 
ASL a) OS 1-088-490 | Bal Eye Solution, 14 oz: With separate dropper. Pkg 12/432 
x. 1-088-500 | Bal in Oil Ampuls, 10%, 5 cc., 10s: Box 12/120 
x 1-088-535 | Bal Ointment, 1% oz: Tube —/288 
A-LS| X 1-088-545 | Bal Ointment, 34 oz., 2s: In tubes. Pkg 12/288 
xX 1-092-325 | Barbital, 1 oz: USP; (Diethlybarbituric Acid). Bottle | 12/192 
4 1-092-350 | Barbital Sodium, 14 lb: USP; (Sodium Diethylbarbiturate). Bottle | —/96 
xX 1-093-000 | Barium Chloride, 14 lb: ACS. Bottle | —/96 
xX 1-093-400 | Barium Dioxide, 1 oz: Reagent grade. Bottle | 12/192 
xX 1-094-000 | Barium Hydroxide, 14 lb: ACS; (Barium Hydrate). Bottle | —/96 
A-LS| X 1-096-000 | Barium Sulfate, 14 lb: USP. Bottle | —/96 
xX 1-096-004 | Barium Sulfate, 1 lb: USP. Pkg —/24 
x 1-097-000 ey Sulfate, 10 lb: USP. (Navy—For hospitals and large dispensaries | Can —/6 
only). 
xX 1-097-150 | Basic Fuchsin, 10 Gm: Certified biological. Bottle | 12/192 
dG 1-097-990 | Beef, Desiccated, 1 lb: Powdered; for making media. Bottle | —/24 
xX 1-098-000 | Beef Extract, 14 lb: NF. Tube —/96 
X 1-098-165 | Belladonna Extract, 1 oz: USP; powdered. Bottle | 12/192 
xX 1-098-175 | Belladonna Tincture, 1 pt: USP. Bottle | —/24 
xX 1-098-300 Benedict’s Reagent Powder, qs 120 cc: For qualitative analysis of sugar Can 12/144 
in urine. 
xX 1-098-305 | Benedict’s Reagent Powder, qs 1000 cc: For qualitative analysis of sugar | Can —/24 
in urine. 
xX 1-098-400 | Bentonite, 1 lb: USP. Can —/24 
xX 1-098-502 | Benzedrine Inhaler, 250 mg: NNR. Each 25/500 | D 
A-LS| X | 1-098-600 | Benzene, 14 Ib: ACS; (Benzol); inflammable. Bottle | —/96 
xX 1-098-601 | Benzene, 1 lb: ACS; (Benzol); inflammable. Can —/24 
A-LS| X 1-099-000 | Benzidine, 1 oz: USP reagent grade; for blood test. Bottle | 12/228 
xX 1-099-010 | Benzidine Dihydrochloride, 5 Gm: Reagent grade. Bottle | 1/192 
x 1-099-020 | Benzin, Purified, 1 lb: USP; (Petroleum Ether); inflammable. Can —/24 D 
ax 1-099-050 | Benzoic Acid, 14 lb: USP. Bottle | —/96 
A-LS|} X 1-099-052 | Benzoic Acid, 1 lb: USP. Bottle | —/12 
xX 1-099-082 | Benzoin Tincture, Compound, 1 pt: USP. Bottle | —/24 
x 1-100-100 | Benzyl Benzoate, Saponated, 1 pt: The addition of 3 pints of distilled | Can —/24 
water results in an emulsion containing approximately 25% Benzyl Ben- 
zoate, USP. 
xX 1-102-000 | Bile Powder, 14 lb: For bacteriological use; (Ox Gall; Ox Bile). Bottle | —/96 
A D4 1-102-720 | Bilirubin, 0.5 Gm: Bottle 12/1200 
x 1-103-300 | Bismark Brown, Y, 10 Gm: NF certified biological. Bottle 12/192 
xX 1-104-000 | Bismuth Subcarbonate, 1 lb: Bottle | —/24 
xX 1-104-075 | Bismuth Subcarbonate Tablets, 0.324 Gm. (5 gr.), 500s: Bottle | —/48 
xX 1-106-300 | Bismuth Subsalicylate Injection, 0.13 Gm. (2 gr.) per cc., 60 cc: USP; | Bottle 12/144 
in bottle with rubber type diaphragm closure. 
xX 1-106-340 | Bismuth Sulfite Agar, 1 Ib: Bottle | —/24 
x 1-106-550 | Blood Agar Base, 1 Ib: (Heart Infusion Agar). Bottle | —/24 
i. 1-106-598 | Blood Serum, Loeffler’s, 1/4 lb: Bottle | —/96 
TNS) BSS gr, @ 1-106-600 | Blood Serum, Loeffler’s, 1 lb: Bottle | —/24 
xX 1-106-620 | Bordet-Gengou Agar Base, 1 lb: Bottle | —/24 
Xx 1-106-640 | Boric Acid, 1 Ib: USP; powder. z Bottle | —/24 


Page 4 


OG.1 


PRELIMINARY EDITION 


Avail- Expend- 
ability 
Slates ability 


A-LS 


LS 


A-LS 


i <i a a 


mm 


i Ai Ai i i i Oe Ea 


A 


mem OO OM 


Stock No. 


1-106-644 


1-106-646 
1-106-647 


1-106-652 


1-106-700 
1-106-712 
1-106-800 
1-106-900 
1-107-100 
1-108-000 
1-108-240 
1-108-255 
1-108-300 
1-108-400 


1-108-485 


1-108-560 
1-108-620 


1-108-700 
1-109-000 
1-109-500 


1-111-000 
1-111-100 


1-111-200 
1-113-750 
1-113-850 
1-114-000 
1-116-000 
1-116-040 
1-116-200 
1-117-700 
1-117-735 


1-117-995 


1-118-000 
1-118-100 
1-118-330 
1-118-400 
1-118-996 


NOMENCLATURE AND DESCRIPTION 


Boric Acid Ointment, 14 oz., 2s: USP; in tubes. (Navy—For replenish- 
ment of Class 9 items). 


Boric Acid Ointment, 4 oz: USP. 


Boric Acid Ointment, Special Formula, 4 oz: Contains the following: 


UOT Cotte Cora ap ip Sake apg a ek as Rn oe BE aR 10% 
MERI RE PREPOMEUM icsc ewm MES AA RA ATA 81% 
SOME PRES oie ots 8 coc ars docks no a a 9% 


Boric Acid Ophthalmic Ointment, 5%, 1% oz., 12s: In ophthalmic tip 
tubes. 


Brain Heart Infusion, 1 lb: 

Brandy, 2 oz: USP. 

Brilliant Cresyl Blue, 10 Gm: Certified biological. 

Brilliant Green, 10 Gm: Certified biological. 

Brilliant Green Bile Broth, 2%, 1 lb: 

Bromine, 1 oz: ACS. 

Bromocresol Green, 1 Gm: pH range 3.8 to 5.4. 

Bromocresol Purple, 1 Gm: NF reagent grade; pH range 5.2 to 6.8. 
Bromothymol Blue, 1 Gm: USP indicator; pH range 6.0 to 7.6. 


Burow’s Solution Tablets, 2.3 Gm. (35.06 gr.), 500s: Each tablet 
contains aluminum sulfate and calcium acetate; when mixed with water, 
the mixture will represent sulfates of aluminum and calcium, acetates and 
sub-acetates of calcium and aluminum, and acetic acid. 


Butacaine Sulfate Ophthalmic Ointment, 4 oz., 12s: Butyn Sulfate, 
NNR, 2% with Metaphen, NNR, 1:3000; in ophthalmic tip tubes. (Navy— 
To be issued in lieu of 1-471-720 until stocks are exhausted). 


Butyl Alcohol, Normal, 14 Ib: USP reagent grade; (n—Butanol). 

n-Butyric Anhydride, 1 oz: (Butyric Acid Anhydride; Butyryl Oxide, 
reagent). For veterinary use. 

Caffeine, Citrated, 14 lb: USP. 

Caffeine and Sodium Benzoate, 14 lb: USP. 


Caffeine and Sodium Benzoate Injection, 0.5 Gm. (714 gr.), 2 cc., 12s: 
USP; subject to damage by freezing. 


Calamine, Prepared, 1 lb: NF. 


Calamine Concentrate, 1 oz. Tubes, 2s: Contains the following: 


Peroared Calamani os es ER 2 274% 
Minc:Oxide., 0%. fs aie Wok: feta isa IS 27.4% 
‘itaniaed -Pioxide. 5.2 eres kk Sees 3.4% 
FAVORS ssh, | de slawhee end on che TS 3.4% 
IVE GEEN Oey tS iarcoes ciate iy Mee etm aey owen 3.4% 
COAICWBELVOTORIGEs/2. tian to 50 Stor ee See 0.5% 
RIMOCEEN EN ersee hace ceed lata ie ce ees 34.5% 


Calamine Lotion, 2 oz: NF; with 1% Phenol and 1% Menthol. 

Calcium Carbonate, 14 lb: ACS. 

Calcium Carbonate, Marble Chips, 1 Ib: 

Calcium Carbonate, Precipitated, 1 lb: USP. 

Calcium Chloride, 14 lb: USP. 

Calcium Chloride, 1 lb: For drying. 

Calcium Chloride, Anhydrous, 14 lb: ACS. 

Calcium Gluconate, 14 lb: USP. 

Calcium Gluconate Injection, 1 Gm. (15 gr.), 10 cc., 12s: Subject to 
damage by freezing. 

Calcium Hydroxide, 11.5 Gm., 12s: USP; box sufficient for preparing 12 
gallons of Lime Water, USP. 

Calcium Hydroxide, 14 lb: USP. 

Calcium Hypochlorite, 334 Ib: 

Calcium Lactate Tablets, 0.324 Gm. (5 gr.), 100s: 

Calcium Mandelate Tablets, 0.5 Gm. (714 gr.), 200s: 

Camphor, 4 lb: USP. 
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Avail- Expend- Unit Packaging 
ability abllity Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status Issue Packing 
A-LS| X 1-119-000 | Camphor, 1 lb: USP. Bottle | —/24 
A xX 1-121-000 | Camphor in Oil Ampuls, 10 cc., 12s: NF; each ampul contains 3614 gr. | Box 12/96 
camphor in sterile oil; for veterinary use. 
».« 1-121-220 | Camphor and Soap Liniment Powder, 57 Gm: For making 1 pint of | Jar —/144 
Camphor and Soap Liniment. Contains the following: 
COMOUO!: 25 aa sh eta coo soma 22.5 Gm. 
ADIL OL TRCBORRATY 5 re curs a vaca eat Cea ee 5:0iee, 
Soap, Dried and Granulated............ 30.0 Gm 
x 1-122-100 | Canada Turpentine in Xylene, 1 oz: A 70% solution of Canada Turpen- | Bottle 12/1924. 2D 
tine (Balsam Canada Turpentine), USP reagent grade in Xylene, ACS. 
A x 1-123-000 | Cantharides, 1 oz: NF; for veterinary use. Bottle | 12/288 
x 1-124-000 | Capryl Alcohol, 1 oz: NF reagent grade; (Secondary Normal Octanol). Bottle | 12/192 
x 1-124-509 | Capsule, Gelatin, Pharmaceutical, No. 00, 100s: Box . 12/216 
x 1-124-510 | Capsule, Gelatin, Pharmaceutical, No. 0, 100s: Box 12/288 
xX 1-124-511 | Capsule, Gelatin, Pharmaceutical, No. 1, 100s: Box 12/288 
D,€ 1-124-512 | Capsule, Gelatin, Pharmaceutical, No. 2, 100s: Box 12/288 
x 1-124-515 | Capsule, Gelatin, Pharmaceutical, No. 3, 100s: Box 12/576 
A x 1-124-540 | Capsule, Gelatin, Veterinary, No. 10, 10s: 1 oz. capacity. Box 1/600 
A x 1-124-545 | Capsule, Gelatin, Veterinary, No. 11, 10s: 14 oz. capacity. Box 1/600 
x 1-125-505 | Carbarsone Tablets, 0.25 Gm. (334 gr.), 20s: Bottle | 12/288 
xX 1-125-515 | Carbarsone Tablets, 0.25 Gm. (334 gr.), 500s: (Navy—For hospitals and | Bottle | —/36 
large dispensaries only). 
A 1-125-930 | Carbon Dioxide, Filled Cylinder 20 lb: Each —/1 
A 1-125-931 Cylinder, Carbon Dioxide, 20 lb., Empty: Each —/1 
x 1-126-000 | Carbon Disulfide, 1 lb: ACS; inflammable. Bottle | —/24 
x 1-127-000 | Carbon Tetrachloride, 14 lb: USP reagent grade. Bottle | —/96 
xX 1-127-250 | Cardamom Tincture, Compound, 1 qt: USP. Bottle | —/24 
xX 1-128-000 | Carmine, 10 Gm: Certified biological. Bottle | 12/192 
x 1-128-975 | Cascara Sagrada Fluidextract, Aromatic, 1 pt: USP. Bottle | —/24 
A-LS] X 1-129-000 | Cascara Sagrada Tablets, 0.13 Gm. (2 gr.), 1000s: USP; (Cascara Sagrada | Bottle | —/48 
Extract Tablets). 
xX 1-129-010 | Cascara Sagrada Tablets, 0.25 Gm. (4 gr.), 100s: USP; (Cascara Sagrada | Bottle | 12/192 
Extract Tablets). 
xX 1-129-124 | Castor Oil, 1 qt: USP. K Can 1/42 
A-LS!. X 1-129-130 | Castor Oil, 1 gal: USP. Can —/6 
xX 1-130-000 | Cedar Oil, Clearing, 14 Ib: USP reagent grade; refractive index approxi- | Bottle | —/96 
mately 1.504 at 20° C. 
xX 1-131-000 | Cedar Oil, Immersion, 1 oz: USP reagent grade; refractive index 1.515 at | Bottle | 12/192 
18° C, 
xX 1-133-000 | Chalk, Prepared, 1 lb: USP. Bottle | —/24 
xX 1-135-000 | Charcoal, Activated, 1 lb: USP. Bottle | —/12 
x 1-135-495 | Chenopodium Oil, 14 pt: USP. Bottle | —/96 
xX 1-135-500 | Chenopodium Oil Capsules, 0.3 cc. (5 minims), 100s: USP. Bottle | 12/288 
xX 1-136-000 | Chiniofon Tablets, 0.25 Gm. (4 gr.), 50s: USP; enteric coated; (Yatren). | Bottle | 12/288 
xX 1-136-995 | Chloral Hydrate, 1 oz: USP. Bottle | 12/192 
A-LS }: 1-137-000 | Chloral Hydrate, 14 lb: USP. Bottle | —/96 
x 1-137-325 | Chloroazodin Solution, 1 qt: USP; (1:500 solution of Azochloramid, NNR | Bottle | —/12 
in Triacetin, USP). 
xX 1-137-550 | Chlorobenzene, 1/4 lb: b.p. 131°-132° C. (Monochlorobenzene); inflammable.| Bottle | 12/48 
LS >.< 1-138-000 | Chloroform, for Anesthesia, 1/4 Ib: Bottle | —/96 
x 1-139-000 | Chloroform, not for Anesthesia, 1 lb: USP. Bottle | —/24 
x 1-139-150 | Chlorohydroxyquinoline Ointment, 1 oz: (Quinolor Compound Oint- | Tube 12/192 


ment). Contains the following: 


Chloro-8-hydroxyquinoline............... 0.5% 
Benzayl Peroxides saci Jy ca baie b NS She 10.0% 
PAP OMI ENGR ci 6.c schlaie ee me eh eA AER ene Se s 
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xX 1-139-300 | Chloroquine Diphosphate Tablets, 0.5 Gm. (714 gr.), 1000s: Equivalent | Bottle | —/24 
to 0.3 Gm. base. 
xX 1-139-500 | Cholesterol, 10 Gm: NF reagent grade. © Bottle | 12/192 
Xx 1-139-950 | Chromium Potassium Sulfate, 1 lb: Photographic; (Chrome Alum). Bottle | —/24 
xX 1-140-000 | Chromium Trioxide, 1 oz: USP; for making chromic acid solution. Bottle | 12/192 
x 1-142-000 | Chrysarobin, 1 oz: USP. Bottle | 12/192 
xX 1-142-330 | Cinnamon Oil, 1 oz: USP. Bottle | 12/192 
xX 1-142-400 | Citrate Agar, Simmons, 1 lb: Bottle | —/24 
X 1-142-510 | Citric Acid, 1 lb: USP. Bottle | —/24 
xX 1-143-010 | Coal Tar Solution, 1 pt: NF; for Coal Tar requisition 1-470-230. Bottle | —/24 
xX 1-143-995 | Cobaltous Acetate, 14 lb: USP reagent grade. Bottle | —/96 
xX 1-144-010 | Cobaltous Nitrate, 14 lb: ACS. Bottle | —/96 
Xx 1-144-300 | Cobaltous Sulfate, Dried, 1 oz: NF reagent grade. Bottle | 12/192 
N-LS| X 1-144-995 | Cocaine Hydrochloride, 1 oz: USP. To be issued in lieu of 1-145-025 until | Bottle | 12/192 R 
stocks are exhausted. 
A-LS'} X 1-145-000 | Cocaine Hydrochloride, 14 oz: USP. Bottle | —/96 R 
xX 1-145-025 | Cocaine Hydrochloride Ampuls, 0.5 Gm. (714 gr.), 6s: USP; dry powder. | Pkg 12/120 R 
(Navy—Will not be issued until stocks of 1-144-995 are exhausted). 
xX 1-148-000 | Codeine Sulfate, 1 oz: USP. Bottle | 12/192 R 
xX 1-148-950 | Codeine Sulfate Tablets, 0.032 Gm. (1% gr.), 20s: USP; hypodermic. Tube /|100/3600 | R 
x 1-148-985 | Codeine Sulfate Tablets, 0.032 Gm. (14 ger.), 100s: USP. Bottle | 12/432 R 
xX 1-149-000 | Codeine Sulfate Tablets, 0.032 Gm. (14 gr.), 500s: USP. Bottle | —/144 R 
xX 1-149-250 | Cod Liver Oil, 1 pt: Each gram contains 2500 USP units of Vitamin A and | Bottle | —/24 D 
125 USP units of Vitamin D. 
xX 1-149-700 | Colchicine Tablets, 0.5 mg. (1/120 gr.), 100s: USP. Bottle | 12/192 
x 1-150-000 | Collodion, Flexible, 1 oz: USP; inflammable. Bottle | 12/192 D 
x 1-150-500 | Compound Cathartic Pills, 1000s: NF. Bottle | —/48 
xX 1-151-200 | Congo Red, 10 Gm: NF certified biological. Bottle | 12/192 
x 1-152-000 | Copper, 1 oz: USP reagent grade; foil. Box 12/192 
xX 1-153-185 | Coriander Oil, 1 oz: USP. Bottle | 12/192 
xX 1-153-360 | Cottonseed Oil, 1 qt: USP. Can —/12 
X 1-156-000 |.Creatinine Zinc Chloride, 0.5 Gm: Reagent grade. Bottle | —/200 
X 1-156-001 | Creatinine Zinc Chloride, 10 Gm: Reagent grade. Bottle | 12/192 
x 1-157-000, | Creosote, 1 oz: NF. Bottle | 12/288 
xX 1-158-500 | Cresol Red, 5 Gm: pH range 7.2. to 8.8; (o-Cresolsulfonphthalein). Bottle | 12/192 
x 1-159-000 | Cresol Solution, Saponated, 1 qt: Subject to damage by freezing. Bottle | —/12 
xX 1-159-010 | Cresol Solution, Saponated, 1 qt: In metal container No. 14; subject to Can —=/12 
damage by freezing. 
x 1-160-000 | Cresol Solution, Saponated, 5 gal: Subject to damage by freezing. Drum | —/2 
x 1-160-100 | m-Cresylacetate, 1 oz: NNR; (Cresatin). Bottle | 12/192 
Be 1-160-900 | Crystal Violet, 10 Gm: Certified biological. Bottle | 12/192 
xX 1-161-480 | Cupric Oxide, 1 oz: ACS; powder., Bottle | 12/192 
x 1-161-500 | Cupric Sulfate, 1 lb: USP. Bottle | —/24 
X 1-161-525 | Cupric Sulfate, 170 Gm: Special reagent accurately weighed; for measur- | Bottle | —/48 
ing specific gravity of blood. 
xX 1-161-575 | 1-Cystine, 10 Gm: NF reagent grade; (a-Diamino-b-dithiolactic Acid). Bottle | 12/192 
x 1-161-635 | Dehydrocholic Acid Tablets, 0.25 Gm. (4 gr.), 100s: NNR; (Decholin). | Bottle | 12/192 
X .1-161-685 | Desoxycholate Agar, 1 lb: Bottle | —/24 
».« 1-161-695 | Desoxycholate-Citrate Agar, 1 lb: With meat infusion. Bottle | —/24 
x 1-161-700 | Desoxycholate-Citrate Media, 1/, lb: Bottle | —/96 
xX 1-162-000 | Dextrin, 14 lb: Reagent grade. Bottle | —/96 
x 1-163-000 | Dextrose, 1 Ib: USP. Bottle | —/24 
x 1-164-000 | Dextrose, Anhydrous, 14 Ib: NF reagent grade. Bottle | —/96 
X 1-164-100 | Dextrose Agar, 14 lb: Sabouraud’s; dehydrated. Bottle | —/96 
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1-164-600 


1-164-800 
1-165-000 


1-165-480 
1-165-485 
1-165-505 
1-166-400 


1-166-495 
1-166-500 
1-167-650 
1-167-690 


1-167-750 
1-167-905 
1-168-000 
1-168-250 
1-168-350 


1-168-500 
1-168-510 
1-168-800 
1-169-000 
1-169-300 
1-169-325 


1-169-358 
1-169-364 
1-169-400 
1-170-000 
1-173-000 


1-173-025 
1-173-925 
1-173-960 
1-174-000 
1-174-010 
1-174-105 
1-174-900 
1-174-904 


1-174-906 


1-174-912 
1-175-200 


Dextrose Injection, 5%, 1000 cc., 6s: In bottle with rubber diaphragm 
closure; subject to damage by freezing. 


Dextrose Injection, 50%, 50 cc., 6s: In ampuls. 
Dextrose and Sodium Chloride Injection, 1000 cc., 6s: USP; 5% dextrose 


in isotonic solution of sodium chloride; in bottle with rubber diaphragm 
closure; subject to damage by freezing. 


Dicalcium Phosphate Tablets, 0.5 Gm. (71% gr.), 100s: 

2, 6-Dichlorophenol-Indophenol Sodium, 10 Gm: USP reagent grade. 

Diethylstilbestrol Tablets, 0.5 mg. (1/120 gr.), 100s: USP. 

Digitalis Injection, 1 USP Unit, 1 cc., 12s: USP; subject to damage by 
freezing. 

Digitalis Tablets, 1 USP Unit, 0.05 Gm. (34 gr.), 100s: USP. 

Digitalis Tablets, 1 USP Unit, 0.1 Gm. (1% er.), 100s: USP. 

Digitonin, 5 Gm: Reagent grade. 

Digitoxin Tablets, 0.2 Gm. (1/320 gr.), 100s: USP. (Navy — For hospitals 
and large dispensaries only). 


Digoxin Tablets, 0.25 mg. (1/240 gr.), 100s: USP. (Navy—For hospitals 
and large dispensaries only). 


Dihydromorphinone Hydrochloride Tablets, 0.002 Gm. (1/30 gr.), 20s: 
USP; hypodermic; (Dilaudid Hydrochloride, NNR). 

p-Dimethylamino-azobenzene, 10 Gm: NF reagent grade; (Methyl Yel+ 
low; Topfer’s Reagent). 

p-Dimethylaminobenzaldehyde, 10 Gm: USP reagent grade; (Ehrlick’s 
Reagent). 


b-Dimethylaminoethyl Benzhydryl Ether Hydrochloride Capsules, 
0.05 Gm. (34 gr.), 100s: (Benadryl). 


Dimethyl-a-naphthylamine, 25 Gm: 

Dimethyl-p-phenylenediamine Hydrochloride, 10 Gm: Reagent grade. 
Diodone Injection, 35%, 30 cc., 10s: NNR; (Diodrast). 
Diphenylamine, 1 oz: USP reagent grade. 

s-Diphenylcarbazone, 25 Gm: Reagent grade. 


Diphenylhydantoin Sodium Capsules, 0.1 Gm. (11% gr.), 100s: USP; 
(Dilantin Sodium, NNR). 


Disinfectant, Germicide and Fungicide Solution, 1 qt: 

Disinfectant, Germicide and Fungicide Solution, 5 gal: 

Dithizone, 10 Gm: USP reagent grade; (Diphenylthiocarbazone). 

Dulcitol, 10 Gm: NF reagent grade. 

Emetine Hydrochloride Injection, 0.065 Gm. (1 gr.), 1 cc., 6s: USP; 
subject to damage by freezing. 

Emetine Hydrochloride Tablets, 0.022 Gm. (14 gr.), 20s: Hypodermic. 

Endamoeba Medium, 1 Ib: 

Endo Agar, 1 Ib: 

Eosin Methylene Blue Agar, 1 Ib: 

Eosin Methylene Blue Agar, Levine’s, 1 Ib: 

Eosin Y, 10 Gm: NF certified biological. 

Ephedrine Sulfate, 1 oz: USP. 

Ephedrine Sulfate Ampuls, 0.025 Gm. (3% gr.), 1 cc., 128: NF; subject 


to damage by freezing. (Navy—wWill not be issued until stocks of 1-174-906 
are exhausted). 


Ephedrine Sulfate Ampuls, 0.05 Gm. (34 gr.), 1 cc., 12s: NF; subject to 
damage by freezing. (Navy—To be issued in lieu of 1-174-904 until stocks 
are exhausted). 

Ephedrine Sulfate Capsules, 0.025 Gm. (3% gr.), 500s: 


Epinephrine Hydrochloride Spray, 5 cc: USP; 1:100 solution; subject to 
damage by freezing; for atomizer requisition 3-070-400. (Navy—For hospi- 
tals and large dispensaries only). 
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1-175-300 


1-175-330 


1-175-350 


1-175-400 


1-175-850 
1-176-000 
1-177-500 


1-177-550 


1-178-010 
1-178-100 


1-178-110 
1-178-880 


1-178-900 
1-178-985 
1-179-000 
1-180-000 
1-180-585 
1-181-000 
1-181-995 


1-182-000 


1-183-000 
1-184-000 
1-186-150 


1-186-152 
1-188-300 
1-188-500 
1-189-000 
1-190-000 
1-190-500 


-1-190-515 


1-190-550 
1-190-730 
1-191-000 
1-193-000 


NOMENCLATURE AND DESCRIPTION 


Epinephrine Hydrochloride Injection, 1:1000, 1 cc., 12s: USP; subject to 


damage by freezing. (Navy—To be issued in lieu of 1-175-350 until stocks 
are exhausted). 


Epinephrine Hydrochloride Injection, 1:1000, 1 oz: USP; in bottle with 
rubber diaphragm closure; subject to damage by freezing. 
Epinephrine Hydrochloride Injection, 1:2600, 1 cc., 12s: Subject to 


damage by freezing. (Navy—Will not be issued until stocks of 1-175-300 
are exhausted). 


Epinephrine Injection, 0.002 Gm. (1/30 gr.), 1 cc., 128: NNR;a suspen- 
sion in oil. 
Epinephrine Tablets, 0.4 mg. (1/166 gr.), 20s: Epinephrine in form of 


water soluble salt; 1 tablet in 1 cc. equals a 1:2600 solution, (Navy—Will 
not be issued until stocks of 1-176-000 are exhausted). 


Epinephrine Tablets, 0.001 Gm. (1/60 gr.), 20s: Epinephrine in form of 
water soluble salt; 1 tablet in 1 cc. equals a 1:1000 solution. (Navy—To be 
issued in lieu of 1-175-850 until stocks are exhausted). 


Ergonovine Maleate Injection, 0.2 mg. (1/320 gr.), 1 cc., 12s: USP; 


requires normal refrigeration for preservation (35°—50° Fahrenheit). 
(Navy—For hospitals and large dispensaries only). 


Ergonovine Maleate Tablets, 0.2 mg. (1/320 gr.), 100s: USP. (Navy— 
For hospitals and large dispensaries only). 


Ergot Fluid Extract, 1 oz: USP. 

Ergotamine Tartrate Injection, 0.5 mg. (1/120 gr.), 1 cc., 12s: (Gyner- 
gen); subject to damage by freezing. 

Ergotamine Tartrate Tablets, 0.001 Gm. (1/60 gr.), 100s: USP; (Gyner- 
gen). 

Estrogenic Substances Tablets, 0.0013 Gm. (1/so0 gr.), 500s: NNR; 
water soluble extract. 


Estrone Injection, 0.001 Gm. (1/60 gr.), 1 cc., 68: NNR; (Theelin). 

Ether, Absolute, 1 Ib: ACS; inflammable. 

Ether, Anesthesia, 14 lb: USP; inflammable. 

Ethyl Chloride, 3 oz: USP; inflammable. 

Ethyl Iodophenylundecylate Ampuls, 3 cc., 3s: (Pantopaque). 

Ethylmorphine Hydrochloride, 4g oz: USP; (Dionin). 

Ethyl Nitrite Spirit, 14 lb: NF; inflammable; requires normal ref rigeration 
for preservation. 


Ethyl Nitrite Spirit, 1 lb: NF; inflammable; requires normal refrigeration 
for preservation. 


Eucalyptol, 1 oz: USP. 
Eugenol, 1 oz: USP. 


Eye and Nose Drops, 12 oz: With separate dropper; for irritant smoke 
casualties. Contains the following: 


Tetracaine Hydrochloride............... 0.25% 
Neo-synephrine Hydrochloride........... 0.25% 
PIO PHOUIUEG . 0. Se Fewascg idk veins: 0.10% 
BE PROM ec ec orate ORO ae ted aes 3.125% 
oronntanoly 53 i05)  F REe ha ss Fe 0.40% 
Distilled Water, q6:aG <5 3:66. a:b viens ate ak 14.78 cc. 


(Navy—For replenishment of Class 9 items). 
Eye and Nose Drops, 1 oz: 
Fast Green, FCF, 10 Gm: Certified biological. 
Ferric and Ammonium Citrates, 1 oz: USP. 
Ferric Ammonium Sulfate, 14 lb: ACS. 
Ferric Chloride, 14 lb: ACS. 
Ferric Chloride Solution, 1 pt: NF; subject to damage by freezing. 
Ferric Chloride Tincture, 4 oz: NF; subject to damage by freezing. 
Ferric Citrochloride Solution, 1 pt: NF; subject to damage by freezing. 
Ferric Nitrate, 14 lb: ACS. 
Ferric Phosphate, Soluble, 1 Ib: NF. 
Ferrous Sulfate, Dried, 14 lb: USP. 
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of 
Issue 


Box 


Bottle 


Box 


Box 


Tube 


Tube 


Box 


Bottle 


Bottle 
Box 


Bottle 
Bottle 


Box 
Bottle 
Can 
Tube 
Pkg 
Bottle 
Bottle 


Bottle 


Bottle 
Bottle 
Pkg 


Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 


Packaging 


Packing 


—/200 


12/192 


12/288 


—/200 


12/192 


100/3600 


24/192 


12/432 


12/192 
12/288 


12/288 
—/48 


—/288 
py 5) 
—/96 
1/144 
40/1200 
8/432 
—/96 


By 


12/192 
12/192 
12/432 


12/288 
12/192 
12/288 
—/96 
—/96 
pay 
—/96 
1/24 
—/96 
=2/94 
—/96 


Notes 


D 


D 


D 


UR 


o) 


OG-| 


Page 9 


JULY 1947 


Stock No. 


PRELIMINARY EDITION 


NOMENCLATURE AND DESCRIPTION 


Packaging 
and 
Packing 


—_—_|—.. Ss |  EEEEEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeEeeEeEeeeEeEeeeeeeeeeeeeeeeeeeeeeeeeeEeEeEeeeeeeeeeEEEeEeEeeeeeeEeeEeEeeEeEEeEeEeeeEeEeEeeeeeEeEEeEEeEeeEFE | | | 


d- 
ability | “2Bitty 
x 
x 
x 
x 
As xX 
N-LS| X 
x 
< 
Be 
- 
x 
x 
x 
Ee 
Ca bee. 
x 
X 
x 
x 
4 
x 
x 
Dd 
x 
N-LS| X 
X 
A 
A 
re 
x 
AS. X 
% 
Rd 
x 
a 
4 
x 
x 


Page 10 


1-193-300 
1-193-500 
1-203-000 
1-203-750 


1-203-990 
1-204-005 
1-204-050 


1-204-895 
1-205-000 
1-207-000 
1-207-050 
1-209-180 


1-210-000 
1-212-000 
1-213-000 
1-213-005 
1-214-500 
1-214-510 
1-214-840 
1-218-000 
1-219-000 
1-221-000 


1-222-985 
1-223-000 


1-225-000 
1-225-200 
1-225-700 
1-226-025 


1-226-026 


1-226-200 
1-226-295 
1-226-300 
1-226-500 


1-227-000 
1-227-600 
1-227-800 


1-228-000 
1-228-025 


1-228-375 


Ferrous Sulfate Tablets, 0.324 Gm. (5 gr.), 1000s: USP. 
Ferrous Sulfide, 1 lb: USP reagent grade. 
Fluorescein Sodium, 1 oz: USP. 


Folic Acid Tablets, 0.005 Gm. (1/12 gr.), 25s: (Navy—For hospitals and 
large dispensaries only). 


Foot Powder, 1 oz: 
Foot Powder, 4 oz: In sifter top container. 


Foot Powder, Zinc Undecylenate, 2 oz: In sifter top container. Contains 
the following: 


Undecvienic Acid ee Petre cai, ick lane 2% 
Zine Wndecylenatedsseyene sb: ce nee to oe 20% 
Palos cas inituisire eae ahaa ke SF eee aS 78% 


Formaldehyde, Cresolated, 1 oz: For dental use. 

Formaldehyde Solution, 1 qt: USP; subject to damage by freezing. 
Formaldehyde Solution, Neutral, 1 lb: Reagent grade. 

Formic Acid, 14 Ib: ACS. 


Fungicidal Ointment, 1 oz: Contains Undecylenic Acid, 5%, and Zine 
Undecylenate, 18%. 


Galactose, 1 oz: NF reagent grade. 

Gelatin, 1 Ib: USP; granular. 

Gentian, 1 lb: USP; for veterinary use. 

Gentian Fluidextract, 1 pt: NF; for veterinary use. 

Giemsa Stain, 1 Gm: Certified biological. 

Giemsa Stain Solution, 50 cc: With 25 Gm. buffer salts. 

Ginger Fluidextract, 14 pt: USP. 

Glycerin, 1 lb: USP. 

Glycerin, 10 Ib: USP. 

Glyceryl Trinitrate Tablets, 0.6 mg. (1/100 gr.), 20s: USP; hypodermic; 
(Nitroglycerin). 

Glycyrrhiza Fluidextract, 1 pt: USP; (Licorice Root Fluidextract). 


Glycyrrhiza and Opium Compound Tablets, 1000s: Each tablet con- 
tains the following: 


PSEUZOIC RCI te parcels fon cca spies ome otils te oe SE 2.5 mg. 
Antimony and Potassium Tartrate........ 1.0 mg. 
Glycyrrhiza Extract, Pures 0.020) 624 ee te 6.0 mg. 
(Camphorit' eye ee tee aeea wee 2.5 mg. 
Peta nt(oWl @ 11 Lemar Uhuaeters Wyott Pes sean Semen 7 2.5 mg. 
Opi Powaerea ioc boris Renee eas 2.5 mg. 


Gold Chloride, 1 Gm: USP reagent grade. 
Gold Sodium Thiosulphate Ampul, 0.025 Gm. (3% gr.): 
Guaiac, 1 oz: NF. 


Helium and Oxygen Mixture, Filled Type G Cylinder, 1126 gal: Consists 
of 75% Helium and 25% Oxygen; for medicinal purposes. 


Cylinder, Helium and Oxygen Mixture, Type G, 1126 gal., Empty: 
Hematoxylin, 10 Gm: Certified biological. 
Hemoglobin, 14 Ib: For bacteriological use. 
Hemoglobin, Bacto, 1 lb: For bacteriological use. 
Heparin Injection, 1%, 10 cc: .01 Gm. (1/6 gr.) Heparin per cc.; requires 
normal refrigeration for preservation (35°—50° Fahrenheit). 
Hexavitamin Tablets, 100s: USP; (Multivitamin Tablets). 
Hexylresorcinal Pills, 0.2 Gm. (3 gr.), 5s: USP; Anthelmintic. 
Histamine Phosphate Injection, 0.001 Gm. (1/60 gr.), 1 cc., 6s: USP; 
subject to damage by freezing. 
Homatropine Hydrobromide, 0.324 Gm. (5 gr.): USP. 
Homatropine Hydrobromide, 0.0013 Gm. (i/s0 gr.) and Cocaine 
Hydrochloride, 0.0013 Gm. (1/59 gr.), Ophthalmic Discs, 25s: 
Hydrazine Sulfate, 25 Gm: USP reagent grade. 
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1-228-450 
1-228-460 
1-228-464 
1-228-500 


1-229-000 


1-229-675 
1-229-995 
1-230-000 
1-230-500 
1-230-600 


1-231-000 
1-231-500 


1-232-000 
1-232-005 
1-234-000 
1-235-000 
1-235-060 
1-235-110 
1-235-120 


1-235-125 
1-235-185 
1-235-200 


1-235-250 
1-235-255 
1-236-000 
1-236-520 
1-236-535 


1-238-000 
1-238-500 


1-239-100 
1-240-995 


1-241-000 


1-241-700 
1-243-400 


1-243-530 
1-243-540 
1-243-560 
1-243-600 
1-245-100 
1~245-200 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Hydrobromic Acid, 14 lb: Purified; 34%. 
Hydrochloric Acid, 1 lb: ACS; 38%. 
Hydrochloric Acid, 6 lb: Technical; 32%. 


Hydrogen Peroxide, 28%, 1% lb: ACS; requires normal refrigeration for 
preservation (35°—50° Fahrenheit). 


Hydrogen Peroxide Solution, 1 pt: USP; 3%; subject to damage by 
freezing. 


Hydrophilic Ointment, 1 lb: USP; water absorbent ointment base. 
Hydroquinone, 1 oz: (p-Dihydroxybenzene). 

Hydroquinone, 1 lb: (p-Dihydroxybenzene). 

Hyocyamus Extract, Powder, 1 oz: USP. 


Hypodermic Medication Tube, Training, 5s: Contains 1.5 cc. physio- 
logical saline solution and needle; not sterile; for training purposes only in 
demonstrating method of morphine hypodermic injection. 


Ichthammol, 14 lb: NF; (Ichthyol). 


Indigo Carmine Ampuls, 0.8%, 5 cc., 10s: For intravenous use in renal 
function test. 


i-Inositol, 1 Gm: Reagent grade; (Meat Sugar). 

i-Inositol, 10 Gm: Reagent grade; (Meat Sugar). 

Inulin, 10 Gm: NF reagent grade. 

Iodine, 14 lb: USP. 

Iodine Swab, 114 cc., 6s: 

Iodine Tincture, 2 cc: USP; capillary feed tip bottle. 

Iodine Tincture, 10 cc., 3s: USP; three applicator bottles in package; for 
replenishment of Class 9 items. 

Iodine Tincture, 2 oz: USP. 

Iodine and Zinc Iodide Glycerite, 1 oz: NF; pyorrhea astringent. 

Iodine and Potassium Iodide Powder, 10s: 1.0 Gm. (15 gr.) Iodine and 
1.5 Gm. (221% gr.) Potassium Iodide in sealed glass tube. 

Iodized Oil, 20 cc: For radiographic use. 

Iodized Oil Ampuls, 5 cc., 4s: For radiographic use. 

Iodochlorol Ampuls, 5 cc., 6s: Iodized and chlorinated oil. 

Iodochlorohydroxyquinoline, 14 lb: NF; (Vioform, NNR). 

lodochlorohydroxyquinoline Tablets, 0. 25 Gm. (4 gr.), 100s: NF; 
(Vioform, NNR). 

Iodoform, 1/4 lb: NF. 

lodophthalein Sodium Ampuls, 3.5 Gm. (54 gr.), 5s: For intravenous 
and oral use. 

Ipecac Fluidextract, 14 pt: USP. 


Ipecac and Opium Tablets, 0.324 Gm. (5 gr.), 100s: (Dover’s Powder). 
Each tablet contains the following: 


EE Eds Se ae eer Pt 2 Oe SED 0.032 Gm. 
MINN Sila St Kehach Gl o55 GUS ala ie wee asl’, Eh are 0.032 Gm. 
PROCS Ce Ne or a asetnt sw 0a hie Pals oss 8 0.324 Gm. 


Ipecac and Opium Tablets, 0.324 Gm. (5 gr.), 500s: (Dover’s Powder). 
Each tablet contains the following: 


NE Ga sii eke afd sw sa Sg Bc Sodaleceiaebias 0.032 Gm. 
MEER Sore PE ici « aia Wie Slee hae 0.032 Gm. 
ME a le RE iP ON Ge tee 0.324 Gm. 


Iron Agar, Kligler, 1 lb: 


Isobutyl Alcohol, 1 Ib: USP reagent grade; (Isopropylcarbinol); inflam- 
mable. 


Isopropyl Alcohol, 1 qt: 
Isopropyl Alcohol, 5 gal: 

Isopropyl Alcohol, 54 gal: 

Isopropylamine Ampul, 10 Gm: 

Janus Green, B, 10 Gm: Certified biological. 
Jelly, Lubricating, 4 oz: 
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Bottle 


Bottle 
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Bottle 
Bottle 
Bottle 
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Bottle 
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Bottle 
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Box 
Box 
Bottle 
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Bottle 
Box 


Bottle 
Bottle 


Bottle 
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Bottle 


Bottle 
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Drum 
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Bottle 
Tube 


12/288 


Packaging 
and Notes 
Packing 


—/96 
| 
—/6 
—/24 D 


ay 


lay 77 
12/192 
—/96 


12/576 


—/96 
—/400 


12/432 
12/192 
12/192 
—/96 
12/576 
144/1728 
10/500 


12/144 
12/192 
12/288 


—/288 
10/300 
12/144 
—/96 

12/192 


—/96 
12/144 


—/96 
12/192 R 


—/48 R 


+ /94 
ay)" 


ga 
sf 
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12/192 
12/192 
12/96 
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Avail- Expend- Unit Packaging 
ability | Gbility Stock No. NOMENCLATURE AND DESCRIPTION | @ta and Notes 
Status Issue Packing 
X 1-245-600 | Kaolin, 1 lb: NF. Bottle | —/24 
XE 1-246-950 | Lactic Acid, 1 oz: USP. Bottle | 12/192 
x 1-246-990 | Lactose, 14 lb: Reagent grade; (Milk Sugar). Bottle | —/96 
xX 1-247-000 | Lactose, 1 Ib: USP; (Milk Sugar). Bottle | —/24 
x 1-248-200 | Lactose Broth, 1 lb: Bottle | —/24 
A xX 1-248-420 | Lantoside C Injection, 0.8 mg. (1/80 gr.), 4 cc., 30s: USP; (Cedilanid); | Box —/40 
subject to damage by freezing. 
xX 1-248-500 | Lard, Benzoinated, 1 lb: USP. Can —/24 D 
X 1-248-995 | Lead Acetate, 14 lb: ACS. Bottle | —/96 
A-LS;} X 1-249-000 | Lead Acetate, 1 lb: ACS. Bottle | —/24 
A xX 1-249-020 | Lead Acetate Compound Tablets, 10s: Bottle | 12/288 
x 1-250-765 | Lemon Oil, 1 oz: USP. Bottle | 12/192 
xX 1-252-000 | Levulose, 10 Gm. (Fruit Sugar). Bottle | 12/192 
x 1-252-290 | Lime, 1% lb: NF; (Calcium Oxide). Bottle | —/96 
A xX 1-252-370 | Linseed Oil, 1 gal: USP. Can —/6 
A-LS| X 1-252-400 | Lipiodol Ampuls, 5 cc., 4s: NNR. Box —/288 
A-LS | X 1-252-500 | Lipiodol, 20 cc: NNR. Bottle | 12/192 
xX 1-253-300 | Lithium Carbonate, 14 lb: NF. Bottle | —/96 
xX 1-253-700 | Lithium Oxalate, 14 lb: NF reagent grade. Bottle | —/96 
A-LS| X 1-253-900 | Lithium Sulfate, 14 lb: Reagent grade. Bottle | —/96 
xX 1-256-500 | Liver Injection, 10 USP Units per cc., 10 ce: USP. Bottle | 12/432 D 
xX 1-257-005 | Lloyd’s Reagent, 1/4, lb: (Fuller’s Earth). Bottle | 24/96 
xX 1-258-750 | MacConkey Agar, 1 lb: Bottle | —/24 
x 1-261-000 | Magnesium Carbonate, 1 lb: USP. Bottle | —/24 
x 1-262-000 | Magnesium Oxide, Heavy, 1 lb: USP. Can —/24 
A xX 1-263-000 | Magnesium Sulfate, 1 oz: ACS. Bottle | 12/288 
xX 1-263-020 | Magnesium Sulfate, 214 lb: USP. Can —/12 
A-LS| X 1-264-000 | Magnesium Sulfate, 4 lb: USP. Can —/8 
A-LS xX 1-265-000 | Magnesium Sulfate, 50 lb: USP. Drum | —/1 
xX 1-266-000 | Malachite Green, 10 Gm: Certified biological. Bottle | 12/192 
A x 1-266-250 | Malt Extract Broth, 1 lb: Bottle | —/24 
x 1-266-300 | Maltose, 14 lb: NF reagent grade. Bottle | —/96 
D4 1-267-000 | Mannitol, 14 lb: NF reagent grade. Bottle | —/96 
xX 1-267-520 | d-Mannose, 10 Gm: Reagent grade. Bottle | 12/192 
x 1-268-770 | Melibiose, 10 Gm: Reagent grade. Bottle | 12/192 
xX 1-268-800 | Menadione Tablets, 0.002 Gm. (1/30 gr.), 50s: USP; Vitamin K like sub- | Bottle 8/432 
stance. (Navy—For hospitals arid large dispensaries only). 
x 1-268-815 | Menadione Sodium Bisulfite Injection, 0.002 Gm. (1/30 gr.), 0.5 cc., 
6s: USP; Vitamin K; subject to damage by freezing. (Navy—For hospitals | Box 25/400 
and large dispensaries only). 
XS 1-269-000 | Menthol, 1 oz: USP. Bottle | 12/192 
xX 1-269-360 | Meperidine Hydrochloride Injection, 0.05 Gm. (34 gr.) per cc., 30 cc: | Bottle | 12/192 R 
NNR; (Demerol); for parenteral use; subject to damage by freezing. 
xX 1-269-375 | Meperidine Hydrochloride Tablets, 0.05 Gm. (34 gr.), 100s: NNR; | Bottle | 12/192 R 
(Demerol). 
A xX 1-269-405 | Merbromin, 50 Gm: NF; (Mercurochrome, NNR). Bottle | 12/144 
A xX 1-269-500 | Mercresin Tincture, 1 gal: Bottle | —/4 
X 1-272-100 | Mercuric Bromide, 1 oz: Reagent grade. Bottle | 12/192 
».¢ 1-272-300 | Mercuric Cyanide, 14 Ib: NF. Bottle | —/96 
xX 1-272-500 | Mercuric Cyanide Tablets, 0.5 Gm. (714 gr.), 100s: Bottle | 12/144 
A we 1-273-000 | Mercuric Iodide, Red, 1 oz: NF. Bottle | 12/288 
Prec | VS 1-273-500 | Mercuric Nitrate, 14 lb: Reagent grade. Bottle | —/96 
x 1-273-800 | Mercuric Oxide, Red, 14 lb: Reagent grade. Bottle | —/96 
Page 12 OG-| 
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Stock No. 


1-273-900 
1-275-400 


1-278-000 


1-278-610 


1-279-985 


1-280-000 


1-283-000 


1-283-005 
1-284-000 
1-284-990 


1-285-000 
1-285-200 
1-285-395 
1-285-400 
1-285-415 
1-285-420 
1-285-500 


1-285-600 


1-285-675 
1-285-680 


1-285-695 
1-285-705 
1-285-710 
1-285-825 
1-285-900 
1-288-400 
1-288-800 
1-289-000 
1-289-470 
1-289-485 


1-290-000 
1-290-005 
1-290-500 
1-290-700 
1-291-400 


1-291-600 


1-293-750 
1-294-000 
1-295-000 
1-295-500 
1-295-509 


1-295-510 


NOMENCLATURE AND DESCRIPTION 


Mercuric Oxide, Yellow, 1 oz: USP; (Yellow Precipitate). 


Mercurophylline Injection, 1 cc., 5s: USP; each ampul contains 0.1 Gm. 


(1% gr.) Mercuric Compound and 0.04 Gm. (% gr.) Theophylline; subject 
to damage by freezing. 


Mercurous Chloride, Mild, 14 lb: USP; (Calomel). 


Mercurous Chloride, Mild, Ointment, 1 Ib: NF; (Calomel Ointment): 
subject to damage by freezing. 


Mercurous Chloride, Mild, Tablets, 0.032 Gm. (\% gr.), 100s: NF; 
(Calomel). 


Mercurous Chloride, Mild, Tablets, 0.032 Gm. (14 gr.), 1000s: NF 
(Calomel). 


Mercury, 14 lb: USP. 
Mercury, 1 Ib: USP. 
Mercury, 5 lb: USP. 


Mercury, Ammoniated, Ointment, 1 oz: USP. (Navy—For replenish- 
ment of Class 9 items). 


Mercury, Ammoniated, Ointment, 1 lb: USP. 
Mercury Bichloride, 14 lb: NF. 

Mercury Bichloride, Large Poison Tablets, 100s: NF. 
Mercury Bichloride, Large Poison Tablets, 250s: NF. 
Mercury Oxycyanide, 1 oz: NNR. 

Mercury Oxycyanide, 1 lb: NNR. 


Mercury Succinimide Ampuls, 0.01 Gm. (1% gr.), 1 cc., 12s: 
in sterile solution; subject to damage by freezing. 


Mersalyl and Theophylline Injection, 2 cc., 10s: USP; 2 cc. ampul con- 
taining 0.2 Gm. (3 gr.) Mersalyl and 0.1 Gm. (11% gr.) Theophylline. 
Merthiolate, 14 oz: NNR; for preserving blood serum and vaccines. 


Merthiolate Ophthalmic Ointment, 1:5000, 4 oz., 12s: NNR; in oph- 
thalmic tip tubes. 


Merthiolate Solution, 1 pt: NNR; 1:1000. 

Merthiolate Tincture, 1 pt: NNR; 1:1000. 

Merthiolate Tincture, 1 gal: NNR; 1:1000. 

Metaphosphoric Acid, 14 lb: USP reagent grade. 

Methanol, 1 lb: ACS; (Methyl Alcohol); inflammable. 

Methyl Green, 10 Gm: NF certified biological. 

Methyl Orange, 10 Gm: Certified biological; pH range 3.1 to 4.4. 
Methyl Red, 10 Gm: USP indicator; pH range 4.2 to 6.3. 
Methylrosaniline Chloride, 1 lb: USP; (Gentian Violet). 


Methylrosaniline Chloride Tablets, 0.32 Gm. (14 gr.), 100s: Enteric 
coated; (Gentian Violet Tablets). 


Methyl] Salicylate, 14 Ib: USP; (Wintergreen Oil). 

Methyl Salicylate, 1 Ib: USP; (Wintergreen Oil). 

Methyl Violet 2B, 10 Gm: Certified biological (Paris Violet). 
Methylene Blue, 10 Gm: Certified biological. 


Metrazol Ampuls, 0.1 Gm. (1% gr.), 1 cc., 68: NNR; subject to damage 
by freezing. 

Metrazol Ampuls, 0.1 Gm. (114 gr.), 3 cc., 58: NNR; subject to damage 
by freezing. 

Molybdic Anhydride, 14 lb: ACS. 

Morphine Sulfate, 1 oz: USP. 

Morphine Sulfate Tablets, 0.008 Gm. (1% gr.), 20s: USP; hypodermic. 

Morphine Sulfate Tablets, 0.016 Gm. (14 gr.), 20s: USP; hypodermic. 

Morphine Tartrate Syrette, 0.032 Gm. (14 gr.): 1.5 cc. collapsible tube 
with needle. 


Morphine Tartrate Syrettes, 0.032 Gm. (14 gr.), 5s: 1.5 cc. collapsible 
tube with needle. : 


NF; 
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—/96 
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12/432 
—/96 


—/96 
—/24 
—/6 
36/432 
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—/96 
12/144 
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12/192 
12/192 
./ae 
12/192 


—/96 
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Stock No. 


1-295-512 


1-295-525 


1-296-000 


1-297-500 
1-298-500 
1-298-695 
1-298-700 


1-300-700 
1-300-722 


1-300-723 
1-300-724 
1-300-726 
1-300-800 
1-300-805 
1-300-810 


1-300-900 
1-301-485 


1-301-500 
1-301-700 
1-301-805 
1-301-900 
1-301-912 
1-301-914 
1-301-916 
1-301-918 
1-301-920 


1-301-921 
1-301-940 


1-301-941 
1-302-800 
1-302-900 
1-304-008 
1-316-420 
1-317-560 
1-318-650 


_ 1-318-660 


1-320-570 
1-323-000 
1-323-020 
1-323-030 
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Morphine Tartrate Syrettes, 0.032 Gm. (1% gr.), 6s: 1.5 cc. collapsible 
tube with needle; with one 10 cc. applicator vial of Iodine Tincture; for 
replenishment of Class 9 items. 


Morphine and Atropine Sulfate Tablets, 20s: NF; Morphine Sulfate 
0.016 Gm. (4 gr.) and Atropine Sulfate 0.4 mg. (1/,55 gr.); hypodermic. 


Motion Sickness Preventive Tablets, 6s: Each tablet contains 0.064 Gm. 
(1 gr.) Sodium Amytal, 0.2 mg. (3/39) gr.) Scopolamine Hydrobromide and 
0.15 mg. (2/499 gr.) Atropine Sulfate. 


Myrrh Tincture, 14 pt: USP. 

a-Naphthylamine Hydrochloride, 1 oz: USP reagent grade. 

N (1-Naphthyl) Ethylenediamine Dihydrochloride, 1 Gm: Reagent grade. 

N (1-Naphthyl) Ethylenediamine Dihydrochloride, 10 Gm: Reagent 
grade. 

Neostibosan Ampuls, 0.324 Gm. (5 gr.), 5 cc., 10s: 

Neostigmine Methylsulfate Injection, 1:4000, 1 cc., 12s: USP; prophy- 
lactic; (Prostigmine Methylsulfate); subject to damage by freezing. 


Neostigmine Methylsulfate Injection, 1:4000, 1 cc., 100s: USP; prophy- 
lactic; (Prostigmine Methylsulfate); subject to damage by freezing. 


Neostigmine Methylsulfate Injection, 1:2000, 1 cc., 12s: USP; therapeu- 
tic; (Prostigmine Methylsulfate); subject to damage by freezing. 


Neostigmine Methylsulfate Injection, 1:2000 ,1 cc., 50s: USP; therapeu- 
tic; (Prostigmine Methylsulfate); subject to damage by freezing. 


Neosynephrine Hydrochloride Injection, 1%, 5 cc: NNR; in bottle with 
rubber diaphragm closure; subject to damage by freezing. 


Neosynephrine Hydrochloride Jelly, 0.5%, 5 oz., 12s: NNR; in special 
nasal tip tubes. 


Neosynephrine Hydrochloride Solution, 1%, 1 pt: NNR; subject to 
damage by freezing. 


Neutral Red, 10 Gm: NF certified biological. 
Nicotinamide Injection, 0.1 Gm. (1% gr.), 2 cc., 6s: (Nicotinic Acid 
Amide; Niacinamide). 
Nicotinamide Tablets, 0.05 Gm. (34 gr.), 100s: USP; (Niacinamide). 
Nigrosin, 10 Gm: Certified biological. 
Nikethamide Injection, 25%, 11 cc., 5s: NNR. 
Nitrate Agar, 1 lb: 
Nitric Acid, 1 lb: ACS. 
Nitric Acid, 7 Ib: ACS. 
Nitrobenzene, 1 Ib: 
Nitromersal Tincture, 1 gal: NF; (Metaphen Tincture, 1:200, NNR). 
Nitrous Oxide, Filled Type D Cylinder, 250 gal: USP; for medicinal 
purposes. 
Cylinder, Nitrous Oxide, Type D, 250 gal., Empty: 
Nitrous Oxide, Filled Type M Cylinder, 2000 gal: USP; for medicinal 
purposes. 
Cylinder, Nitrous Oxide, Type M, 2000 gal., Empty: 
Nutrient Agar, 1 lb: Extract Agar for standard methods of water analysis. 
Nutrient Broth, 1 lb: Extract Broth for standard method of water analysis. 
Nux Vomica Fluidextract, 1 pt: NF; for veterinary use. 
Ointment Base, Water Soluble, 1 lb: Vanishing type. 
Oleic Acid, 1 Ib: USP. 
Oleovitamin A and D, Concentrated, 50 cc: USP. 
Oleovitamin A and D Capsules, Concentrated, 100s: USP. 
Olive Oil, 1 qt: USP. 
Opium Powder, 1 oz: USP. 
Opium Tincture, 1/4 pt: USP; (Laudanum). 
Opium Tincture, Camphorated, 1 pt: USP; (Paregoric). 
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1-323-500 
1-323-600 
1-323-710 
1-324-020 
1-324-460 


1-325-155 


1-325-181 


1-325-182 
1-325-199 


1-325-200 
1-325-275 
1-325-300 
1-325-450 


1-325-455 
1-327-000 


1-327-500 


1-328-000 


1-330-000 
1-330-320 


1-330-660 
1-330-770 
1-330-805 


1-330-810 


1-330-870 
1-332-000 
1-332-010 
1-332-025 
1-332-710 
1-333-495 
1-333-500 
1-334-700 
1-335-800 


1-336-000 
1-337-000 
1-338-000 
1-338-025 
1-338-060 
1-339-400 
1-339-600 
1-339-610 


1-339-905 


1-339-920 


NOMENCLATURE AND DESCRIPTION 


Orange G, 10 Gm: Certified biological. 


Orange Oil, 1 oz: USP. 

Osmic Acid, 1 Gm: NF reagent grade; (Osmium Tetroxide). 

Oxalic Acid, 14 lb: ACS. 

Oxophenarsine Hydrochloride Ampuls, 0.06 Gm. (1 gr.), 10s: (Maphar- 
sen Ampuls, NNR). 

Oxophenarsine Hydrochloride Ampuls, 0.6 Gm. (10 gr.), 10s: USP; 
(Mapharsen Ampuls, NNR). 

Oxygen, Filled Type D Cylinder, 80 gal: Technical grade, 99.5% pure; 
for medicinal purposes. 

Cylinder, Oxygen, Type D, 80 gal., Empty: 

Oxygen, Filled Type G Cylinder, 1500 gal: Technical grade, 99.5% pure; 

for medicinal purposes. 
Cylinder, Oxygen, Type G, 1500 gal., Empty: 

Pamaquine Naphthoate Tablets, 0.02 Gm. (1 gr.), 100s: (Plasmochin). 

Pantopon Tablets, 0.02 Gm. (1; gr.), 20s: Hypodermic. 

Papaverine Hydrochloride Injection, 0.065 Gm. (1 gr.), 2 cc., 12s: 
Subject to damage by freezing. 

Papaverine Hydrochloride Tablets, 0.1 Gm. (114 gr.), 100s: 

Paraffin, Refined, M.P. 54.4°-55.6° C., 1 Ib: For histological, pharmaceu- 
tical and dental use. 


Paraffin, Refined, M.P. 51.7°-52.8° C., 1 Ib: For histological, pharmaceu- 
tical and dental use. 


Paraffin, Refined, M.P. 48.9°-50.0° C., 1 Ib: For histological, pharmaceu- 
tical and dental use. 


Paraldehyde, 1/4 pt: USP. 


Penicillin Ophthalmic Ointment, 1 oz., 12s: In ophthalmic tip tube. 
Each gram of ointment contains 1000 units of penicillin. 


Pentnucleotide, 10 cc: NNR. 
Pentobarbital Sodium Capsules, 0.1 Gm. (114 gr.), 500s: USP. 


Pentothal Sodium Ampuls, 0.5 Gm. (714 gr.), 258: NNR; with twenty- 
five 20 cc. ampuls Water for Injection, USP; subject to damage by freezing. 


Pentothal Sodium Ampuls, 1.0 Gm. (15 gr.), 25s: NNR; with twenty- 
five 50 cc. ampuls Water for Injection, USP; subject to damage by freezing. 

Peppermint Oil, 1 oz: USP. 

Peptone, Dried, 1 Ib: USP reagent grade. 

Peptone, Dried, Bacto, 1 Ib: 

Peptone, Proteose, 1 lb: 

Perchloric Acid, 1 lb: ACS. 

Permutit, 14 lb: 

Permutit, 1 lb: 

Peruvian Balsam, 1 Ib: USP. 


Petrolatum, 1 oz., 2s: USP; in tubes. (Navy—For replenishment of Class 
9 items). 


Petrolatum, Liquid, 1 qt: USP; (Heavy Liquid Petrolatum). 
Petrolatum, Liquid, 1 gal: USP; (Heavy Liquid Petrolatum). 
Petrolatum, Liquid, Light, 1 pt: USP. 

Petrolatum, White, 1 Ib: USP. 

Petrolatum, White, 10 lb: USP. 

Phenobarbital, 1 oz: USP. 

Phenobarbital Tablets, 0.032 Gm. (14 gr.), 100s: USP. 


Phenobarbital Sodium Ampuls, 0.324 Gm. (5 gr.), 2 cc., 5s: In Propy- 
lene Glycol. 


Phenol, 314 oz: USP; bottle packaged in special container; for replenishment 
of Class 9 items. 


Phenol, 1 Ib: USP. 
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Stock No. 


1-340-000 
1-341-210 
1-341-250 
1-341-995 
1-342-000 


1-343-000 
1-344-380 
1-345-000 
1-345-500 
1-345-900 
1-346-000 
1-346-220 
1-346-540 
1-347-950 


1-347-975 


1-348-000 


1-349-500 


1-352-000 


1-352-050 
1-352-350 


1-352-510 


1-353-000 


1-354-000 
1-354-328 
1-355-000 
1-356-000 
1-356-500 
1-356-995 
1-357-000 
1-357-100 


1-357-200 
1-357-500 


1-357-510 
1-358-000 
1-359-000 
1-359-995 
1-360-000 
1-361-000 
1-361-004 
1-362-000 
1-363-000 
1-364-000 
1-365-000 


NOMENCLATURE AND DESCRIPTION 


Phenolphthalein, 1 oz: ACS; pH range 8.0 to 9.8. 

Phenol Red Broth, 1 Ib: Base media for fermentation tests. 

Phenol Red Tartrate Agar, 1/4 lb: 

Phenolsulfonphthalein, 5 Gm: USP; (Phenol Red); pH range 6.8 to 8.4. 

Phenolsulfonphthalein Injection, 0.006 Gm. (1/10 gr.), 1 cc., 10s: USP; 
(Phenol Red); subject to damage by freezing. 

Phenothiazine, 1 Ib: NF; for veterinary use. 

Phenylhydrazine Hydrochloride, 10 Gm: NF reagent grade. 

Phenyl Salicylate, 14 lb: NF. 

Phloroglucinol, 10 Gm: USP reagent grade. 

Phosphomolybdic Acid, 1 oz: USP reagent grade. 

Phospho-Soda, Fleet, 1 pt: 

Phosphoric Acid, 1 Ib: ACS. 

Phosphotungstic Acid, 1 oz: USP reagent grade. 

Physostigmine Salicylate, 0.06 Gm. (1 gr.): USP; powder; (Eserine Salicy- 
late). 

Physostigmine Salicylate Ophthalmic Discs, 0.03 mg. (1/2000 gr.), 50s: 
(Eserine Salicylate). 

Physostigmine Salicylate Tablets, 0.001 Gm. (1/60 gr.), 20s: Hypodermic; 
(Eserine Salicylate). 

Physostigmine Sulfate Ophthalmic Ointment, 14%, 1% oz., 12s: In 
ophthalmic tip tube; (Eserine Sulfate). 

Pilocarpine Hydrochloride Tablets, 0.032 Gm. (1% gr.), 10s: NF; hypo- 
dermic; for veterinary use. 

Pilocarpine Nitrate, 14 oz: USP. 

Pitocin Ampuls, 10 Oxytocic Units, 1 cc., 25s: NNR; subject to damage 


by freezing. (Navy— Will not be issued until stocks of 1-353-000 are ex- 
hausted). 


Pitressin Ampuls, 1 cc., 100s : NNR; each ampul contains 20 pressor units; 
subject to damage by freezing. 


Pituitary, Posterior, Injection, 10 USP Units, 1 cc., 6s: USP; subject to 
damage by freezing. To be issued in lieu of 1-352-350 until stocks are ex- 
hausted. 


Platinic Chloride, 1 Gm: USP reagent grade. 

Podophyllum Resin, 1 oz: NF; (Podophyllin). 

Potassium Acetate, 1 lb: USP. 

Potassium Arsenite Solution, 14 pt: USP; (Fowler’s Solution). 


Potassium Arsenite Tablets, 1.73 Gm. (26% gr.), 100s: For veterinary use. 


Potassium Bicarbonate, 14 Ib: USP. 
Potassium Bicarbonate, 1 Ib: USP. 


Potassium Biphthalate, 60 Gm: USP reagent grade; (Acid Potassium 
Phthalate). 


Potassium Bismuth Tartrate with Butyn in Oil, 60 cc: NNR. 


Potassium Bismuth Tartrate with Butyn in Oil, Ampuls, 2 cc., 10s: 
NNR. 


Potassium Bitartrate, 14 lb: USP; powder. 

Potassium Bromide, 1/4 Ib: USP. 

Potassium Carbonate, 14 Ib: ACS. 

Potassium Chlorate, 14 lb: NF; explosive on concussion. 
Potassium Chlorate, 1 Ib: NF; explosive on concussion. 
Potassium Chloride, 1 oz: ACS. 

Potassium Chloride, 14 Ib: ACS. 

Potassium Chromate, 14 lb: ACS. 

Potassium Dichromate, 14 Ib: ACS. 

Potassium Ferricyanide, 1 oz: ACS; (Red Prussiate). 
Potassium Ferrocyanide, 1 oz: USP reagent grade; (Yellow Prussiate). 
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Avail- Unit Packaging 
ability | Expend- Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability . Issue Packing 
x 1-366-000 | Potassium Hydroxide, 1/4 lb: ACS. Bottle | —/96 
x 1-366-700 | Potassium Iodate, 14 lb: ACS. Bottle | —/96 
xX 1-367-000 | Potassium Iodide, 1 lb: USP. Bottle | —/24 
x 1-370-995 | Potassium Nitrate, 14 lb: NF. Bottle | —/96 
A-LS| X 1-371-000 | Potassium Nitrate, 1 lb: NF. Bottle | —/24 
xX 1-371-500 | Potassium Oxalate, 14 lb: ACS. Bottle | —/96 
xX 1-372-000 | Potassium Permanganate, 1 lb: USP; inflammable. Bottle | —/24 
A-LS >.< 1-372-200 | Potassium Permanganate, 5 lb: USP; inflammable. Bottle | —/8 
xX 1-373-000 | Potassium Permanganate Tablets, 0.324 Gm. (5 Gr.), 100s: NF. Bottle | 12/144 
xX 1-373-300 | Potassium Persulfate, 1/4 lb: Nitrogen free. Bottle | —/96 
xX 1-374-000 | Potassium Phosphate, Dibasic, 14 lb: USP reagent grade. Bottle | —/96 
D4 1-375-000 | Potassium Phosphate, Monobasic, 14 lb: ACS. Bottle | —/96 
x 1-376-000 | Potassium and Sodium Tartrate, 1 lb: USP. Bottle | —/24 
x 1-376-600 | Potassium Sulfate, 14 lb: ACS. Bottle | —/96 
xX 1-376-800 | Potassium Tellurite, 10 Gm: Reagent grade. Bottle | 12/192 
A x 1-376-820 | Potassium Tellurite Blood Solution, Bacto, 50 cc: Bottle | —/144 D 
xX 1-377-000 | Potassium Thiocyanate, 1/4 lb: Reagent grade. Bottle | —/96 
xX 1-380-100 | Pregneninolone Tablets, 0.005 Gm. (1/12 gr.), 100s: USP; (Oral Progestin; | Bottle | 12/144 
Pregneninolone). 
xX 1-380-150 | Priodax Tablets, 0.5 Gm. (714 gr.), 6s: (Navy—For issue to hospitals and | Pkg 12/144 
large dispensaries only). 
>.< 1-380-200 | Procaine Hydrochloride Ampuls, 0.1 Gm. (11 gr.), 10s: USP; dry Box 6/216 
powder. : 
A-LS D2 1-380-400 | Procaine Hydrochloride Ampuls, 0.12 Gm. (2 gr.), 10s: USP; dry powder. | Box 6/216 
xX 1-380-600 | Procaine Hydrochloride Ampuls, 0.15 Gm. (214 gr.), 10s: USP; dry | Box 6/216 
powder. 
x 1-380-680 | Procaine Hydrochloride Ampuls, 1 Gm. (15 gr.), 6s: USP; dry powder. | Box 12/192 
(Navy—Will not be issued until stocks of 1-381-000 are exhausted). 
xX 1-380-900 | Procaine Hydrochloride Ampuls, 0.02 Gm. (14 gr.), 2. cc., 128: NF; subject} Box 12/192 
to da mage by freezing. (Navy—Will not be issued until stocks of 1-382-500 
are exhausted). 
LS xX 1-381-000 | Procaine Hydrochloride, 1 oz: USP. (Navy —To be issued in lieu of | Bottle | 12/192 
1-380-680 until stocks are exhausted), 
A-LS| X 1-382-000 | Procaine Hydrochloride Tablets, 0.05 Gm. (34 gr.), 20s: NF; hypodermic. | Tube 25/900 
N-LS| X 1-382-500 | Procaine Hydrochloride Tablets, 0.074 Gm. (11% gr.), 100s: Hypodermic. | Bottle | 12/288 
To be issued in lieu of 1-380-900 until stocks are exhausted. 
A-LS;} X 1-383-000 | Procaine Hydrochloride Tablets, 0.2 Gm. (3 gr.), 10s: NF; hypodermic. Bottle | 12/576 
A-LS} X 1-384-000 | Procaine Hydrochloride and Epinephrine Tablets, 20s: Hypodermic; | Bottle |100/3600 
each tablet in 1 cc. makes 2% solution. 
ae 1-384-005 | Procaine Hydrochloride and Epinephrine Tablets, 100s: Hypodermic. | Bottle |100/2500 
Each tablet contains 0.02 Gm. (4% gr.) Procaine Hydrochloride, 0.05 mg. 
(34 gr.) Epinephrine and sufficient Sodium Chloride to make an isotonic 
solution when 1 tablet is dissolved in 1 cc. water. 
xX 1-384-055 | Progesterone Injection, 0.005 Gm. (1/12 gr.), 1 cc., 6s: (Intramuscular | Box 10/400 
Progestin). 
xX 1-384-108 | Prophylactic, Chemical, Individual, 50s: Formula N-40. Contains the | Box 1/50 
following: 
BLOM E er opt coaraitieraids one-one cepa seca aes eae 33.00% 
WUHICeNE CLFOIACUINES 00.50. ss ele isis wclate eons 6 65.00% 
eee Cryenen.. 3. ke ate inet 1.33% 
8-Hydroxyquinoline Benzoate.............. 0.67% 
7) >. ae, @ 1-384-112 | Prophylactic, Chemical, Individual, 144s: Box 1/6 
Contains the following: 
Calomel seu isis APS AU Aa Pe eee eS 30% 
SillathiaZOles ce te oS ce er esiaicn td Sicha 15% 
UE PF OUTHINUII oc ees cs.c pen sc tt ht a2 40% 
Rage TMNOPGE CN. cee nase n> «une 8 x coe oo cue ee 14% 
Coty Alcohol oi0s ces woes were rere Te eS 1% 
A xX 1-384-114 | Prophylactic, Mechanical, 144s: (Rubber condom). Pkg 1/144 D 
N xX 1-384-450 | Protective Ointment, Vesicant Agent, 3 oz: For skin protection. Tube | 96/384 
OG.1 Page 17 
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Stock No. 


1-384-520 


1-384-700 
1-384-800 
1-385-008 
1-385-012 
1-386-570 


1-386-585 


1-386-600 


1-387-000 


1-389-000 


1-390-000 
1-391-000 
1-392-000 
1-392-700 
1-392-935 
1-393-000 
1-394-000 
1-395-000 
1-395-020 
1-396-000 


1-396-600 
1-397-504 
1-398-300 
1-398-550 
1-400-200 
1-400-220 
1-401-000 
1-402-000 
1-402-990 
1-403-000 


1-403-100 
1-403-200 
1-403-300 
1-403-500 
1-404-650 
1-404-652 
1-404-675 
1-404-710 
1-404-712 
1-404-740 
1-404-742 
1-404-910 


1-405-000 
1-405-010 


NOMENCLATURE AND DESCRIPTION 


Protective Ointment Set, M-5: Contains 4 tubes Protective Ointment 


M-5, and 1 tube Bal Eye Ointment. 
Proteose No. 3 Agar, 1 Ib: 
Proteose-Peptone, No. 3, 1 Ib: 
Pyrogallol, 1 oz: USP reagent grade; (Pyrogallic Acid). 
Pyrogallol, 14 lb: USP reagent grade; (Pyrogallic Acid). 


Quinacrine Hydrochloride Ampuls, 0.2 Gm. (3 gr.), 5s: USP; packaged 
with five 10 cc. ampuls Water for Injection; (Atabrine di-Hydrochloride 


Powder); subject to damage by freezing. 


Quinacrine Hydrochloride Tablets, 0.1 Gm. (114 gr.), 100s: 
(Atabrine di-Hydrochloride). 


USP; 


Quinacrine Hydrochloride Tablets, 0.1 Gm. (11% gr.), 1000s: USP; 


(Atabrine di-Hydrochloride). 


Quinidine Sulfate, 1 oz: USP. (Navy—For hospitals and large dispensaries 


- only). 
Quinine Dihydrochloride Ampuls, 0.5 Gm. (714 gr.), 2 cc., 12s: NF; 
subject to damage by freezing. 


Quinine Sulfate, 1 oz: USP. 

Quinine Sulfate Tablets, 0.324 Gm. (5 gr.), 1000s: USP: 
Raffinose, 10 Gm: Reagent grade. 

Red O Oil, 10 Gm: Not certified. 

Resin, Synthetic, 14 lb: Mounting medium. 

Resorcinol, 14 lb: USP. 

Rhamnose, 10 Gm: NF reagent grade; (Isodulcite). 
Riboflavin Tablets, 0.001 Gm. (1/60 gr.), 100s: USP. 
Rice Powder, 1/4 lb: 


Ringer’s Solution Tablets, 100s: One tablet makes 10 ce. of Ringer’s 


Solution. 
Russell Double Sugar Agar, 1 Ib: 
Saccharin Sodium Tablets, 0.032 Gm. (14 gr.), 100s: USP. 
Safranin O, 10 Gm: NF certified biological. 
Salicin, 10 Gm: For bacterial differentiation. 
Salicylic Acid, 4 Ib: USP. 
Salicylic Acid Ointment, 5%, 1 oz: 
Santonin Tablets, 0.032 Gm. (14% gr.), 100s: 
Saponin, 14 lb: Reagent grade. 
Scopolamine Hydrobromide, ¥g oz: USP; (Hyoscine Hydrobromide). 


Scopolamine Hydrobromide Tablets, 0.6 mg. (1/100 gr.), 20s: NF; 
hypodermic; (Hyoscine Hydrobromide). 


Seconal Sodium Capsules, 0.1 Gm. (1]4 gr.), 500s: NOR 
Selenite-F, 1 Ib: Enrichment medium. 

Selenium, 1 oz: Powder. 

Senna Powder, Compound, 1 Ib: NF. 

Silver, Mild Protein, 1 oz: USP. 

Silver, Mild Protein, 14 lb: USP. 

Silver, Mild Protein, Tablets, 0.3 Gm. (41% gr.), 100s: 
Silver, Strong Protein, 1 oz: USP. 

Silver, Strong Protein, 1/4 lb: USP. 

Silver, Strong Protein, Tablets, 0.15 Gm. (214 gr.), 100s: 
Silver, Strong Protein, Tablets, 0.3 Gm. (414 ger.), 100s: 


Silver Iodate, Precipitated, 50 Gm: Special for determining chlorides in 
blood. 


Silver Nitrate, 1 oz: USP. 


Silver Nitrate Solution, Ammoniacal, Ampuls, 2 cc., 6s: NF; for dental 


use. 
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Stock No. 


1-407-000 


1-410-000 
1-411-980 
1-412-000 
1-412-125 


1-413-595 
1-413-600 
1-413-675 
1-413-705 
1-413-708 
1-413-720 


1-413-725 
1-413-745 


1-413-860 


1-413-862 


1-414-000 
1-415-000 
1-416-000 
1-417-020 
1-418-000 


1-418-500 
1-418-510 
1-419-000 
1-420-995 
1-421-000 
1-422-000 
1-425-000 


1-425-010 


1-425-020 
1-426-000 
1-427-000 
1-428-000 
1-428-125 
1-428-995 
1-429-000 
1-429-500 


1-429-510 
1-429-520 


1-429-800 
1-430-000 
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Silver Nitrate, Toughened, 1 oz: USP; pencils. 


Silver Nitrate Solution and Formaldehyde Solution Ampuls, 12s: Six 
2 cc. ampuls Silver Nitrate Solution, six 2 cc. ampuls Formaldehyde Solu- 
tion, and two glass applicators; for dental use. 


Silver Sulfate, 1 oz: ACS. 
Soap, Hard, 1 lb: USP. 
Soap, Soft, 1 lb: 


Soap, Soft, Liniment, 3 oz: Tincture of Green Soap. For replenishment of 
Class 9 items. 


Sodium Acetate, 14 lb: ACS. 

Sodium Acetate, 1 Ib: ACS. 

Sodium Alizarinsulfonate, 10 Gm: Certified biological; (Alizarin Red S). 
Sodium Alurate Tablets, 0.115 Gm. (134 gr.), 500s: NNR. 

Sodium Alurate Tablets, 0.24 Gm. (314 gr.), 500s: NNR. 


Sodium Amytal Ampuls, 0.5 Gm. (714 gr.), Is: NNR; with 5 cc. ampul 
Water for Injection, USP; subject to damage by freezing. 


Sodium Amytal Capsules, 0.2 Gm. (3 gr.), 500s: NNR. 
Sodium Arsenite, 14 lb: Reagent grade. 


Sodium Ascorbate Injection, 0.1 Gm. (114 gr.), 2 cc., 25s: USP; subject 
to damage by freezing. 


Sodium Ascorbate Injection, 0.1 Gm. (114 gr.), 2 cc., 100s: USP; subject 
to damage by freezing. 


Sodium Benzoate, 14 lb: USP. 

Sodium Bicarbonate, 1 lb: USP. 

Sodium Bicarbonate, 10 lb: USP. 

Sodium Bicarbonate Tablets, 0.6 Gm. (10 gr.), 1000s: NF. 


Sodium Bicarbonate and Peppermint Tablets, 1000s: Each tablet con- 
tains the following: 
Me AECOA da rere Wine hI ace es 0.065 Gm. 
Sodium Bicarbonate sx. 0.7. fad cee 0.26 Gm. 
Oil of Peppermint........ 


Sodium Bisulfite, 14 lb: USP reagent grade. 

Sodium Bisulfite, 500 Gm: Reagent grade. 

Sodium Borate, 1 lb: USP. 

Sodium Bromide, 14 lb: USP. 

Sodium Bromide, 1 Ib: USP. 

Sodium Bromide Tablets, 0.324 Gm. (5 gr.), 500s: NF. 

Sodium Calcium Hydrate, 1.85 lb: (Soda Lime); Mesh 8-14; for basal 
metabolism apparatus. 

Sodium Calcium Hydrate, 5 lb: (Soda Lime); 4-8 mesh; for oxygen 
tents. 

Sodium Calcium Hydrate, 37 lb: (Soda Lime); 4-8 mesh; for oxygen tents. 

Sodium Carbonate, Anhydrous, 14 lb: ACS. 

Sodium Carbonate, Monohydrated, 1 lb: USP. 

Sodium Carbonate, Monohydrated, 10 Ib: USP. 

Sodium Caseinate, 10 Gm: NF; bacteriologic. 

Sodium Chloride, 14 lb: ACS. 

Sodium Chloride, 1 lb: ACS. 

Sodium Chloride Isotonic Solution, 1000 cc., 6s: USP; sterile; for paren- 
teral use; subject to damage by freezing. 

Sodium Chloride Tablets, 0.6 Gm. (10 gr.), 100s: 

Sodium Chloride Tablets, 2.25 Gm. (34.7 gr.), 100s: For normal saline 
solutions which are not for intravenous use. 

Sodium Citrate, 14 lb: USP. 


Sodium Citrate, 1 lb: USP. 
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1-430-500 
1-430-600 


1-431-000 
1-431-550 
1-432-000 
1-433-000 
1-433-060 
1-433-485 
1-433-820 
1-434-000 
1-435-000 
1-435-010 


1-435-012 
1-435-016 
1-435-350 


1-435-500 
1-435-700 


1-435-780 
1-435-790 


1-436-000 
1-437-000 
1-438-000 
1-439-000 
1-439-300 
1-439-900 
1-439-955 
1-439-968 
1-439-975 
1-440-500 
1-440-800 
1-441-000 
1-442-350 


1-442-850 
1-443-995 
1-444-000 
1-445-000 
1-445-400 
1-445-600 


1-446-000 
1-446-600 
1-448-200 
1-448-205 
1-449-000 
1-449-500 


Sodium Citrate Solution, Anticoagulant, Ampuls, 4%, 50 cc., 6s: 
USP; sterile; for parenteral use; subject to damage by freezing. 


Sodium Citrate Solution, Anticoagulant, 4%, 50 cc., 12s: USP; sterile; 
with glass beads in bottles; subject to damage by freezing. 


Sodium Cyanide, 1/4 lb: ACS. 

Sodium Desoxycholate, 10 Gm: Reagent grade. 

Sodium Dichromate, 1 lb: Technical. 

Sodium Fluoride, 1 lb: Technical. 

Sodium Formaldehyde Sulfoxylate, 10 Gm: For intravenous use. 
Sodium-b-Glycerophosphate, 10 Gm: Reagent grade. 

Sodium Hippurate, 10 Gm: 

Sodium Hydroxide, 14 lb: USP. 

Sodium Iodide, 1/4 lb: USP. 


Sodium Iodomethanesulfonate, 20 Gm: NNR; (Skiodan; Methiodal; 
Abrodil), 

Sodium Iodomethanesulfonate Injection, 40% by vol.,50 cc: NNR; in 
bottle with rubber diaphragm closure; (Skiodan; Methiodal; Abrodil). 


Sodium Iodomethanesulfonate Tablets, 1 Gm. (15 gr.), 100s: NNR; 
(Skiodan; Methiodal; Abrodil). 

Sodium r-Lactate Solution, 4% Molar, 1000 cc., 6s: NNR; sterile; for 
parenteral use; subject to damage by freezing. 


Sodium Molybdate, 1/4 lb: Reagent grade. 

Sodium Morrhuate, 30 cc: NNR; 5% solution; subject to damage by 
freezing. 

Sodium Morrhuate Ampuls, 5%, 5 cc., 68: NNR; with 2% Benzyl Al- 
cohol; subject to damage by freezing. 

Sodium Morrhuate Ampuls, 5%, 5 cc., 25s: NNR; with 2% Benzyl] Al- 
cohol; subject to damage by freezing. 

Sodium Nitrate, 1/4 lb: ACS. 

Sodium Nitrite, 1 oz: ACS. 

Sodium Nitroferricyanide, 1 oz: ACS. 

Sodium Oxalate, 14 Ib: ACS. 

Sodium Perborate, 1/4 Ib: USP. 

Sodium Phosphate, 14 Ib: USP. 

Sodium Phosphate, 1 Ib: USP. 

Sodium Phosphate, Dibasic, Anhydrous, 14 lb: NF reagent grade. 

Sodium Phosphate, Monobasic, 14 lb: Reagent grade. 

Sodium Phosphate, Monobasic, 1 Ib: Reagent grade. 

Sodium Phosphate, Tribasic, 1 Ib: Reagent grade. 

Sodium Phosphate, Effervescent, 1 lb: USP. 


Sodium Polyanethol Sulfonate, 10 Gm: For determining uric acid in blood. 


(Liquoid Roche). 

Sodium Pyrophosphate, 1 oz: NF reagent grade. 

Sodium Salicylate, 14 lb: USP. 

Sodium Salicylate, 1 lb: USP. 

Sodium Salicylate Tablets, 0.324 Gm. (5 gr.), 1000s: USP. 

Sodium Silicate, Soluble, 500 Gm: Dry powder. 

Sodium Sulamyd, 1 Gm. Packets, 25s: Packaged with one 1 ounce dropper 
bottle; (Sulfacetimide). 

Sodium Sulfate, Exsiccated, 1 lb: NF. 

Sodium Sulfide, 1 oz: ACS. 

Sodium Sulfite, Anhydrous, 1 Ib: ACS. 

Sodium Sulfite, Anhydrous, 5 Ib: ACS. 

Sodium Thiosulfate, 14 lb: USP; (Sodium Hyposulfite). 


Sodium Thiosulfate Ampuls, 1 Gm. (15 gr.), 10 cc., 6s: NF; in sterile 
solution. ; 


° Notes 
Issue Packing 
Box —/24 
Box 1/72 
Bottle | —/96 
Bottle | 12/192 
Bottle | —/24 
Box —/24 
Ampul | 25/500 
Bottle | 12/192 
Bottle | 12/600 
Bottle | —/96 
Bottle | —/96 
Bottle | 12/192 
Bottle | 12/144 
Bottle | 12/144 
Box —/1 
Bottle | —/96 
Bottle | 12/240 
Box —/200 
Box 1/48 
Bottle | —/96 
Bottle | 12/192 
Bottle | 12/192 
Bottle | —/96 
Bottle | —/96 
Bottle | —/144 
Bottle | —/24 
Bottle | —/96 
Bottle | —/96 
Bottle | —/24 
Bottle | —/24 
Bottle | —/24 
Bottle | 12/600 
Bottle | 12/192 
Bottle | —/96 
Bottle | —/24 
Bottle | —/24 
Bottle | —/24 
Pkg 6/144 
Bottle | —/24 
Bottle | 12/192 
Bottle | —24 
Can —/6 
Bottle | —/96 
Box 6/240 
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1-450-000 


Stock No. 


1-451-000 
1-451-975 
1-452-000 
1-452-320 
1-452-800 
1-452-910 
1-453-000 
1-454-000 
1-454-485 


1-457-003 
1-458-000 
1-459-000 


1-460-500 
1-460-585 
1-460-650 
1-462-100 
1-462-140 
1-462-190 


1-462-200 
1-462-210 


1-462-225 


1-462-300 


1-462-600 
1-463-290 


1-463-300 
1-463-490 
1-463-500 
1-463-700 
1-463-705 
1-463-740 
1-463-975 
1-464-000 


1-464-100 
1-464-400 


1-464-450 
1-464-455 


1-464-500 


1-464-873 
1-464-875 
1-465-975 


NOMENCLATURE AND DESCRIPTION 


Sodium Thiosulfate, 100 Ib: Technical. 

Sodium Tungstate, 14 lb: ACS. 

d-Sorbite, 10 Gm: Reagent grade; for bacteriological use. 

d-Sorbite, 1 Gm: Reagent grade; for bacteriological use. 

Spermaceti, 1 lb: USP. 

SS Agar, 1 lb: 

Stannous Chloride, 14 lb: USP reagent grade. 

Starch, 1 Ib: USP; (Corn Starch). 

Starch, Soluble, 1 oz: Reagent grade. 

Stibophen Ampuls, 5 cc., 10s: NF; each cc. of solution contains 0.064 Gm. 
(1 gr.) Stibophen; (Fuadin, NNR); subject to damage by freezing. 

Strychnine Sulfate Tablets, 0.002 Gm. (1/30 gr.), 100s: USP. 

Strychnine Sulfate Tablets, 0.001 Gm. (1/60 gr.), 20s: USP; hypodermic. 

Strychnine Sulfate Tablets, 0.032 Gm. (14 ger.), 10s: USP; hypodermic; 
for veterinary use. 

Succinylsulfathiazole Tablets, 0.5 Gm. (71% gr.), 1000s: USP. 

Sucrose, 14 lb: USP. 

Sudan IV, 10 Gm: Certified biological; (Scarlet Red). 

Sulfadiazine, 1 oz: USP. 

Sulfadiazine Ointment, 5%, 1 lb: Water miscible, vanishing type base. 


Sulfadiazine Tablets, 0.5 Gm. (714 gr.), 8s: USP; in waterproof package. 


(Navy—For replenishment of Class 9 items; will not-be issued until stocks 
of 1-462-210 and 1-462-225 are exhausted). 


Sulfadiazine Tablets, 0.5 Gm. (714 gr.), 1000s: USP. 
Sulfadiazine Tablets, 1 Gm. (15 gr.), 24s: USP; for replenishment of Class 
9 items; will be issued in lieu of 1-462-190 until stocks are exhausted. 


Sulfadiazine Tablets, 2 Gm. (30 gr.), 2s: USP; in packet for individual 
troop carry; for replenishment of Class 9 items; will be issued in lieu of 
1-462-190 until stocks are exhausted. 


Sulfadiazine Sodium Injection, 5 Gm., 20 cc., 6s: Subject to damage by 
freezing. 


Sulfaguanidine Tablets, 0.5 Gm. (71% gr.), 1000s: USP. 


Sulfanilamide, 5 Gm., 5s: USP; crystals; in sterile double wrapped en- 
velope with shaker top. 


Sulfanilamide, 1 oz: USP. 

Sulfanilamide, 1/4 lb: USP. 

Sulfanilamide, 1 lb: USP. 

Sulfanilamide Tablets, 0.324 Gm. (5 gr.), 1000s: USP. 

Sulfanilamide Tablets, 15.5 Gm. (240 gr.), 12s: For veterinary use. 

Sulfanilic Acid, 1 oz: ACS. 

Sulfathiazole, 1 oz: USP. 

pe UN Ophthalmic Ointment, 5%, ¥ oz., 12s: In ophthalmic tip 
tube. 

Sulfathiazole Tablets, 0.5 Gm. (71% gr.), 1000s: USP. 

Sulfathiazole Sodium Injection, 5 Gm., 20 cc., 6s: Subject to damage by 
freezing. 


Sulfobromophthalein Sodium, 1 Gm: USP; subject to damage by freezing. 


Sulfobromophthalein Sodium Injection, 0.15 Gm: (214 gr.), 3 cc., 10s: 
USP; for functional liver test; subject to damage by freezing. 

Sulfocarbolate Compound Tablets, 2 Gm. (30 gr.), 100s: For veterinary 
use. Each tablet contains the following: 


Pie SUNUCALHOLALE I. . 7 ousitcs aioe 0.65 Gm. 
Sodium Sulfocarbolate! an:.282 hele Sea 0.65 Gm. 
Calcium:Suligearbolate.... =5 3 she. 4G 0.65 Gm. 


Sulfosalicylic Acid, 1 oz: Reagent grade. 
Sulfosalicylic Acid, 14 lb: USP; reagent grade. 
Sulfur, Precipitated, 1 lb: USP. 
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of 
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Bottle 
Bottle 
Bottle 
Pkg 

Bottle 
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Box 

Bottle 
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Tube 
Tube 
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Bottle 
Jar 
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Pkg 
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Bottle 
Bottle 
Bottle 
Box 

Bottle 
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Box 


Bottle 
Box 


Bottle 
Box 


Bottle 
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Bottle 
Bottle 


Parkeqinn 
Packing 
—/1 
—/96 
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12/432 
—/I4 
ay 
—/96 
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12/192 
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25/600 
100/3600 
100/3600 


/98 
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1-466-010 
1-467-040 
1-467-050 
1-467-200 
1-467-515 
1-467-520 
1-467-530 
1-470-000 
1-470-132 


* 1-470-134 


1-470-230 
1-470-245 
1-470-255 
1-470-300 


1-470-375 
1-470-580 
1-471-000 
1-471-720 


1-471-755 
1-471-820 


1-471-840 


1-471-860 


1-471-995 
1-472-000 
1-472-070 
1-472-275 
1-472-310 
1-472-405 


1-472-410 


1-472-500 
1-472-600 
1-472-690 
1-472-700 
1-472-805 
1-473-000 
1-474-000 
1-474-210 


1-475-900 
1-476-000 
1-487-650 
1-487-670 


Sulfur, Sublimed, 20 lb: USP; (Flowers of Sulfur). 
Sulfur Ointment, 1 oz: USP. 

Sulfur Ointment, 1 lb: USP. 

Sulfurated Potash, 14 lb: USP. 

Sulfuric Acid, 1 Ib: ACS. 

Sulfuric Acid, 9 lb: ACS. 

Sulfuric Acid, 5 gal: Commercial. 

Talc, 1 lb: USP. 

Tannic Acid, 4 lb: USP. 

Tannic Acid, 1 lb: USP. 

Tar, Coal, 1 lb: USP; for Coal Tar Solution requisition 1-143-010. 


Tar, Juniper, 1 oz: USP; (Cade Oil). 

Tar, Pine, 1 pt: Commercial; for veterinary use. 

Tar Compound Ointment, 1 lb: Contains the following: 
Mar istilatenrcy \icpsiie cece Gtk, we ad eee 4% 
MOMCVROIMIRS Chin ete tees cl cere eee 3% 
SEES css PN eee ys eo? DRE Ct ea 5 Mie ae 3% 


Ointment Base, Water Miscible, Vanishing Type, qs 
Tar Oil, Rectified, 1 lb: USP; for veterinary use. 
Tartaric Acid, 1 lb: USP. 
Terpin Hydrate, 1 oz: USP. 


Tetracaine Hydrochloride Ophthalmic Ointment, 5% 1% oz., 12s:( Pon- 


tocaine Hydrochloride); in ophthalmic tip tube. (Navy—Will not be issued 
until stocks of 1-108-485 are exhausted). 


Tetracaine Ointment, 0.5%, 1 oz: (Pontocaine Ointment). 
Tetracaine Hydrochloride, 0.01 Gm. (% gr.), 10s: USP; in sealed glass 


ee spinal anesthesia; (Pontocaine Hydrochloride Crystals; Nipha- 
noid), ‘ 
Tetracaine Hydrochloride, 0.015 Gm. (14 gr.), 10s: USP; in sealed glass 


ampuls; for spinal anesthesia; (Pontocaine Hydrochloride Crystals; Ni- 
phanoid). 


Tetracaine Hydrochloride Tablets, 0.1 Gm. (11% gr.), 100s: (Pontocaine 
Hydrochloride). 


Tetrachlorethylene Capsules, 1 cc. (15 minims), 12s: USP. 
Tetrachlorethylene Capsules, Icc. (15 minims), 100s: USP. 
Tetrathionate Broth Base, 1 Ib: 

Theobroma Oil, 2 oz: USP; (Cocoa Butter). 

Theobromine and Sodium Salicylate Capsules, 0.324 Gm. (5 gr.), 100s: 


Thiamine Hydrochloride Injection, 0.01 Gm. (1% gr.), 1 cc., 68: NNR; 
subject to damage by freezing. 


Thiamine Hydrochloride Injection, 0.05 Gm. (34 gr.) per cc., 5 ce: 
USP; in bottle with rubber diaphragm closure; subject to damage by 
freezing. 


Thiamine Hydrochloride Tablets, 0.001 Gm. (1/60 gr.), 500s: USP. 
Thiamine Hydrochloride Tablets, 0.005 Gm. (1 /12 gr.), 500s: USP. 
Thioglycollate Fluid Medium, 1 Ib: 

Thioglycollate Supplement, with 0.1% Dextrose, 1/4 lb: 

Thionin, 10 Gm: Certified biological. 

Thymol, 1 oz: USP. 

Thymol Iodide, 1 oz: USP. 


Thymolsulfonephthalein, 1 Gm: pH range 1.2—2.8 and 8.0—9.6; (Thymol 


Blue). 
Thyroid Tablets, 0.032 Gm. (14 gr.), 100s: USP. 
Thyroid Tablets, 0.064 Gm. (1 gr.), 100s: USP. 
o-Tolidine, 1 oz: NF reagent grade. 


o-Tolidine Tablets, 0.6 mg. (1/100 gr.), 150s: Replacement for 4-170-000, 
Chlorine Test Kit. 
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1-488-000 
1-488-300 
1-488-304 
1-488-325 
1-488-575 
1-488-600 
1-488-700 


1-488-725 


1-488-750 
1-488-782 
1-489-100 
1-489-200 
1-489-225 
1-489-300 
1-489-325 
1-489-620 
1-489-700 
1-489-702 
1-489-800 
1-489-840 
1-490-000 
1-490-200 
1-490-215 
1-490-220 
1-490-232 
1-490-250 
1-490-310 
1-491-700 
1-491-720 


1-493-004 
1-494-000 
1-494-500 
1-494-990 
1-495-275 


1-496-000 
1-496-001 
1-496-010 


1-497-000 
1-497-005 
1-498-000 
1-498-500 
1-498-705 


1-498-707 
1-498-710 
1-500-500 
1-500-625 
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NOMENCLATURE AND DESCRIPTION 


Tolu Balsam, 14 lb: USP. 

Toluene, 1 oz: ACS; inflammable. 
Toluene, 4 oz: ACS; inflammable. 
Toluidine Blue O, 10 Gm: Certified. 
Tragacanth, 1 lb: USP; powder. 
Trehalose, 10 Gm: 


Triasyn B Tablets, 1000s: USP; each sugar coated tablet contains not less 


than 0.001 Gm. Thiamine Hydrochloride, 0.0015 Gm. Riboflavine and 0.010 
Gm, Nicotinamide. 


Tribromoethanol Solution, 100 cc: USP; (Avertin with Amylene Hydrate, 
NNR). 


Trichloroacetic Acid, 1 oz: USP. 

Trinitrophenol, 1 oz: NF; (Picric Acid); explosive. 
Tryparsamide Ampuls, 2 Gm. (30 gr.), 10s: USP; dry powder. 
Tryptone, 1 lb: 

Tryptone Glucose Extract Milk Agar, 1 Ib: 

Tryptose, 1 lb: 

Tryptose Phosphate Broth, 1 Ib: 

Turpentine Oil, 1 qt: USP; rectified; inflammable. 

Tyrosine, 1 Gm: Reagent grade. 

Tyrosine, 10 Gm: Reagent grade. 

Uranium Nitrate, 1 oz: ACS. 

Uranyl Acetate, 1 oz: USP reagent grade; (Uranium Acetate), 
Urea, 1 oz: NF reagent grade. 

Urease, 5 Gm: Reagent grade; double strength. 

Uric Acid, 1 Gm: NF reagent grade. 

Urine Sugar Test Tablets, 100s: 

Vanillin, 10 Gm: USP. 

Veal, Desiccated, 1 Ib: For preparation of veal infusion. 

Violet Red Bile Agar, 1 lb: 

Water for Injection, 50 cc., 25s: USP; subject to damage by freezing. 


Water for Injection, 1000 cc., 6s: USP; in bottle with rubber diaphragm 
stopper; subject to damage by freezing. 


Wax, White, 1 lb: USP. 

Whisky, 4 qt: Medicinal. 

Wine, Sherry, 4% qt: 

Wool Fat, Anhydrous, 1 lb: USP; (Anhydrous Lanolin). 

Wound Tablet Packet, Training: Eight 5 gr. tablets of Calcium Carbonate, 
Precipitated, USP, in waterproof container; not for therapeutic use. 

Wright’s Stain, 0.2 Gm: Certified biological. 

Wright’s Stain, 10 Gm: Certified biological. 


Wright’s Stain, qs 120 cc: Twelve certified tablets and four 30 cc. bottles 
. of Methanol, USP reagent grade. 


Xylene, 1 lb: ACS; inflammable. 

Xylene, 5 Ib: ACS; inflammable. 

Xylose, 10 Gm: NF reagent grade. 

Yeast, Dried, Tablets, 0.5 Gm (714 gr.), 1000s: USP. 

Zephiran Chloride Solution, Concentrate, 10%, 4 oz: Subject to damage 
by freezing. 

Zephiran Chloride Tincture, Concentrate, 10%, 4 oz: 

Zephiran Chloride Tincture, 1/1000 Solution, 1 gal: NNR; tinted. 

Zinc, Low in Arsenic, 1 lb: ACS. 

Zinc Chloride, 14 lb: USP. 
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1-501-000 
1-501-990 
1-502-000 
1-502-500 
1-502-700 
1-503-000 
1-504-000 


1-572-120 


1-572-130 


1-572-150 


1-572-250 


1-582-010 


1-582-045 


1-583-000 


1-583-035 


1-583-045 


1-583-065 


1-583-075 


1-583-085 


1-584-100 
1-592-010 


1-592-050 


1-596-015 


Zinc Oxide, 1 lb: USP. 

Zinc Oxide Ointment, 1 oz: USP. 

Zinc Oxide Ointment, 1 Ib: USP. 

Zinc Oxide Paste, 1 lb: NF; (Lassar’s Plain Zinc Paste). 
Zinc Peroxide, Medicinal, 44 oz: USP. 

Zinc Stearate, 14 lb: USP. 

Zinc Sulfate, 1 lb: USP. 


BIOLOGICAL PRODUCTS 


STORAGE PRECAUTIONS 


Biological Products cataloged, with few exceptions, require 
normal refrigeration for preservation (35°-50° Fahrenheit). 
Therefore, this precaution is not repeated with each item 
entry. Exceptions to this general rule are indicated in the 
description text by such information as ‘‘must be frozen for 
preservation” or ‘‘does not require refrigeration.” 


Abortion Antigen, Contagious, Bovine, 20 ce: For veterinary use. For 
plate or rapid agglutination test. Sufficient for 150 tests. Requisition from 
Army Medical Center, Washington, D. C. 

Abortion Antigen, Contagious, Bovine, Concentrated, 20 cc: For vet- 
erinary use. For tube agglutination test. Sufficient for 500 tests. Dilution 
factor 1:100. Requisition from Army Medical Center, Washington, D. C. 

Abortion Antigen, Infectious, Veterinary, 30 cc: Sufficient for 200 to 300 
complement fixation tests. Requisition from Army Medical Center, Wash- 
ington, D. C. 

Abortion Vaccine, Infectious, Equine, 10 cc: For veterinary use. Requisi- 
tion from Army Medical Center, Washington, D. C. 


Albumin, Serum, Human, 25 Gm., 100cc: With sterile accessories; potency 
60 months; does not require refrigeration. 

Albumin, Serum, Human, Salt Poor, 25 Gm., 100cc: With sterile ac- 
cessories; potency 60 months; does not require refrigeration. 


Allergen, Protein Extract, 5 cc., 29s: Consists of 29 five cc. vials, each con- 
taining a selected allergenic protein extract in concentrated solution; po- 
tency 18 months. 

Allergen, Protein Extract, Feathers, 30 cc: Chicken, duck and goose 
feathers; concentrated glycerin extract; approximately 50,000 protein 
nitrogen units per cc.; potency 18 months. 

Allergen, Protein Extract, House Dust, 30 cc: Concentrated glycerin ex- 
tract; approximately 50,000 protein nitrogen units. per cc.; potency 18 
months, 

Allergen, Protein Extract, Plantain, 30 cc: Concentrated glycerin extract; 
approximately 50,000 protein nitrogen units per cc.; potency 18 months. 


Allergen, Protein Extract, Ragweed, 30 cc: Common and giant ragweed; 
concentrated glycerin extract; approximately 50,000 protein nitrogen units 
per cc.; potency 18 months. 

Allergen, Protein Extract, Timothy, 30 cc: Concentrated glycerin extract; 
approximately 50,000 protein nitrogen units per cc.; potency 18 months. 


Antianthrax Serum, Veterinary, 50 cc: Potency 36 months. 


Antiparatyphoid Serum, Bacterial, Diagnostic, ‘‘A’’, 1 cc: Contains 
“H” and ‘‘O” agglutinins. For tube agglutination. Potency 24 months. 
(Army—Requisition from Army Medical Center, Washington, D.C.) 
(Navy—Requisition from Naval Medical School, National Naval Medical 
Center, Bethesda 14, Md.) 

Antiparatyphoid Serum, Bacterial, Diagnostic, ‘‘B’’, 1 cc: Contains 
“H” and ‘‘O” agglutinins. For tube agglutination. Potency 24 months. 
(Army—Requisition from Army Medical Center, Washington, D.C.) 


(Navy—Requisition from Naval Medical School, National Naval Medical 
Center, Bethesda 14, Md.) 

Antityphoid Serum, Bacterial, Diagnostic, 1 cc: Contains ‘‘H”’ and ‘“‘O”’ 
agglutinins. For tubeagglutination. Potency 24 months. (Army—Requisition 


from Army Medical Center, Washington, D.C.) (Navy—Requisition from 
Naval Medical School, National Naval Medical Center, Bethesda 14, Md.) 
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Antivenin, Borthropic, Human, 1 Dose: South American anti-snake bite 
serum; therapeutic; potency 60 months. 

Antivenin, Nearctic Crotolidae, 1 Dose: North American anti-snake bite 
serum; (Rattlesnake, Copperhead, Moccasin); therapeutic; potency 60 
months. 

Bacterial Antigen, 5 cc: For tube agglutination; requisitions must specify 
type desired. Requisition from Naval Medical School, National Naval 
Medical Center, Bethesda 14, Md. 

Bacterial Antigen, Tube Agglutination Tests, 5 cc: Specify which of the 
following antigens are desired—E. typhosa ‘‘H ’; E. typhosa ‘‘O”’; S. para- 
typhi (Para A) ‘‘H”’; S. schottmuelleri (Para B) ‘‘H’”’; Br. abortus; P. tula- 
rensis; Proteus OX19; Proteus OX2; Proteus OXK. (Date shown on bottle 
is that of preparation). Requisition from Army Medical Center, Washing- 
ton. D.C. 

Bacterial Antisera, Diagnostic, Neufeld Reaction, 1 cc: Specify which 
of the following sera are desired—K. pneumoniae typing serum (B. fried- 
lander), type ‘‘A’’; K. pneumoniae typing serum (B. friedlander), type 
““B”; K, pneumoniae typing serum (B. friedlander), type ‘‘C’’; H. influenzae 
typing serum, type “‘ H. influenzae typing serum, type ‘‘B’’; H. influ- 
enzae typing serum, type ‘‘C’’; H. influenzae typing serum, ty pe ie Ba! ee 
influenzae typing serum, type OU H. influenzae typing serum, type oe 
(Date shown on bottle is ‘that of preparation), Requisition from Army Medi- 
cal Center, Washington, D. C 

Bacterial Antisera, Diagnostic, Slide Agglutination, 1 cc: Specify which 
of the following sera are desired—V. comma ‘‘O”’ Ogawa, monovalent; V. 
comma ‘‘O”’ Inaba, monovalent. (Date shown on bottle is that of prepara- 
tion). Requisition from Army Medical Center, Washington, D. C. 

Bacterial Antisera, Diagnostic, Tube Agglutination, 1 cc: Specify which 
of the following sera are desired—S. typhimurium, contains ‘‘H”’ and ‘‘O” 
agglutinins; S. enteritidis, contains ‘‘H’’ and ‘“O” agglutinins; S. hirsch- 
feldii (Para C), contains ‘‘H’’ and “‘O”’ agglutinins; S. newport, contains 
“H”’ and ‘‘O” agglutinins; Br. abortus; P. tularensis; V. comma ‘‘O’’. (Date 
shown on bottle is that of preparation). Requisition from Army Medical 
Center, Washington, D. C. 

Blood Grouping Serum, Anti-B, 25 Tests: Potency 60 months. (Army— 
Requisition from Army Medical Center, Washington, D. C.) (Navy—Re- 
quisition from Naval Medical School, National Naval Medical Center, 
Bethesda 14, Md.) 

Blood Grouping Serum, Anti-A, 25 Tests: Potency 60 months. (Army— 
Requisition from Army Medical Center, Washington, D. C.) (Navy— 
Requisition from Naval Medical School, National Naval Medical Center, 
Bethesda 14, Md.) 

Blood Typing Serum, Anti-Rh,, 20 Tests: (Army—Requisition from 
Army Medical Center, Washington, D. C.) (Navy—Requisition from 
Naval Medical School, National Naval Medical Center, Bethesda 14, Md.) 

Cephalin Cholesterol Antigen, 6s: Does not require refrigeration. 

Cholera Vaccine, 20 cc: Potency 18 months. 


Complement, Guinea Pig, Lyophilized, 7 cc: For complement fixation 
test. (Army—Requisiton from Army Medical Center, Washington, D.C.) 
(Navy—Requisition from Naval Medical School, National Naval Medical 
Center, Bethesda 14, Md.) 


Culture, Bacterial, Living: Specify organism desired and purpose for which 
to be used. Requisition from Army Medical Center, Washington, D.C. 


Diphtheria Antitoxin, 20,000 Units: USP; potency 36 months. 

Diphtheria Toxin, Diagnostic, 50 Tests: USP; (Schick Test Toxin); with 
50 control tests; potency 12 months. 

Diphtheria Toxoid, Alum Precipitated, 10 cc: USP; potency 24 months. 

Diphtheria Toxoid, Plain, 10 cc: USP; potency 24 months. 

Encephalitis Vaccine, Japanese ‘‘B’’, 20 cc: Potency 12 months. 

Encephalomyelitis Vaccine, Equine, Bivalent, 25 cc: For veterinary use. 
Requisition from Army Medical Center, Washington, D. C. 

Enzymatic Hydrolysate of Casein and Pork Pancreas, 50 Gm: Pow- 
dered; for oral and parenteral use; (Amigen); does not require refrigeration. 

Fibrin Film, Human, 8 by 13 cm: Potency 36 months. 
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NOMENCLATURE AND DESCRIPTION 


Fibrin Foam and Thrombin, Human: 0.7 Gm. of sterile dried Fibrin Foam, 


500 units sterile dried Thrombin, and 30 cc. sterile isotonic solution of Sod- 
ium Chloride; potency 36-60 months; subject to damage by freezing. 

Gas Gangrene Antitoxin, Trivalent, Type 2: 1 therapeutic dose; contains 
9,000 units Cl. Welchii (Perfringens), 4,500 units Cl. Septique (Vibrion 
Septique) and 9,000 units Cl. Novyi (Oedematiens) antitoxins; potency 
24 months. 

Glanders Antigen, Veterinary, 30 cc: Sufficient for 600 complement fixa- 
tion tests. Requisition from Army Medical Center, Washington, D. C. 

Globulin, Immune Serum, Human, 10 cc: Potency 36 months. 


Globulin, Stock Solution, 5 ce: For colloidal gold test with spinal fluid. 
(Army—Requisition from Army Medical Center, Washington, D.C.) 
(Navy—Requisition from Naval Medical School, National Naval Medical 
Center, Bethesda 14, Md.) 

Hemolytic Amboceptor, Antisheep, 5 cc: Each cc. sufficient for 1000 
tests. (Army—Requisition from Army Medical Center, Washington, D.C.) 
(Navy—Requisition from Naval Medical School, National Naval Medical 
Center, Bethesda 14, Md.) 

Influenza Virus Vaccine, Types A and B, 30 cc: Potency 12 months. 


Insulin Injection, U-20, 10 cc: USP; 20 USP units of Insulin per cc.; 
potency 24 months. 

Insulin Injection, U-40, 10 cc: USP; 40 USP units of Insulin per cc.; po- 
tency 24 months. 

Insulin Injection, U-80, 10cc: USP; 80 USP units of Insulin per cc.; po- 
tency 24 months, 

Insulin Injection, Protamine Zinc, U-40, 10 cc: NNR; 40 USP units of 
Insulin per cc.; potency 12 months. 

Kahn Antigen, 15 cc: Sufficient for 300 tests; does not require refrigeration. 
Requisition from Naval Medical School, National Naval Medical Center, 
Bethesda 14, Md 

Kahn Antigen, 30 cc: Sufficient for 600 tests; does not require refrigera- 
tion. Requisition from Naval Medical School, National Naval Medical 
Center, Bethesda 4, Md. 

Kahn Antigen, 50 cc: Sufficient for 1000 tests; does not require refrigera- 
tion. Requisition from Army Medical Center, Washington, D. C. 

Kahn Antigen, Presumptive, 15 cc: Does not require refrigeration. Requisi- 
tion from Naval Medical School, National Naval Medical Center, Bethesda 

Kahn Antigen, Presumptive, 30 cc: Does not require refrigeration. Requi- 
sition from Naval Medical School, National Naval Medical Center, 
Bethesda 14, Md. 

Lymphogranuloma Venereum Antigen, 1 cc: With 1 cc. control; for 
tests; (Frei Antigen); potency 12 months. 

Mallein Intradermic: 5, 10 and 20 doses. Dose 0.1 cc. Specify number of 
doses required. Requisition from Army Medical Center, Washington, D.C. 

Meningococcus Diagnostic Serum: Specify type or types desired; supplies 
are limited and will be furnished for special purposes only. Requisition as 
nonstandard item from Army Medical Center, Washington, D.C. 

Penicillin Calcium, 200,000 Units: Dry powder; potency 12 months. 


Penicillin Calcium in Oil and Wax, 10 cc: 300,000 units per cc.; in bottle 
with rubber diaphragm closure; potency 12 months; does not require re- 
frigeration. 

Penicillin Crystalline, 200,000 units: Potency 36 months; does not require 
refrigeration. 

Penicillin Crystalline, in Oil and Wax, 10 cc: 300,000 units per cc.; in 
bottle with rubber diaphragm closure; potency 18 months; does not require 
refrigeration. 

Penicillin Sodium, 200,000 units: Dry powder; potency 12 months. 

Plague Vaccine, 20 cc: Potency 18 months. 


Plasma, Normal Human, Dried, 500 cc: Original Plasma; complete injec- 
tion assembly with diluent; potency 60 months; subject to damage by 
freezing; does not require refrigeration. 
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Stock No. 
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NOMENCLATURE AND DESCRIPTION 


Plasma Injection Demonstration Unit: Complete with 25 Gm. Glucose, 
300 cc. sterile distilled water; necessary tubing and needles; for training 
purposes only; does not require refrigeration. 

Pneumococcus Typing Serum: Specify type or types desired; supplies are 
limited and will be furnished for special purposes only. Requisition as non- 
standard item from Army Medical Center, Washington, D. C. 


Rabies Vaccine, Human, 14 Doses: USP; (Harris or Semple Method); 
complete treatment; with syringe and needles; potency 6 months. 

Rabies Vaccine, Veterinary, 5 cc., 6s: 20% phenolized suspension; Habel 
mouse tested; potency 12 months. 

Rabies Vaccine, Veterinary, 50 cc: 20% phenolized suspension; Habel 
mouse tested; potency 12 months. 

Scarlet Fever Streptococcus Antitoxin, 9,000 Units: USP; therapeutic; 
potency 24 months, 

Scarlet Fever Streptococcus Toxin, 50 Tests: USP; (Dick Test Toxin); 
potency 12 months. 

Shigella Diagnostic Control, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Alkalescens, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Ambigua, Schmitz, 1 cc: Potency 24 
months. 

Shigella Diagnostic Serum, Rabaulensis, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Sonnei, ‘‘Smooth and Rough’’, 1 ce: Po- 
tency 24 months. 

Shigella Diagnostic Serum, Dysenteriae, Sach’s Q-454, 1 cc: Potency 
24 months. 

Shigella Diagnostic Serum, Dysenteriae, Sach’s Q-771, 1 cc: Potency 
24 months. 

Shigella Diagnostic Serum, Dysenteriae, Sach’s Q-902, 1 cc: Potency 
24 months. 

Shigella Diagnostic Serum, Dysenteriae, Sach’s Q-1030, 1 cc: Potency 
24 months. 

Shigella Diagnostic Serum, Dysenteriae, Sach’s Q-1167, 1 cc: Potency 
24 months. 

Shigella Diagnostic Serum, Dysenteriae, Shiga, 1 cc: Potency 24 
months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner I, V of Andrewes 
and Inman, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner II, W of An- 
drewes and Inman, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner III, Z of An- 
drewes and Inman, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner IV, 103 of Boyd, 
1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner V, P119 of Boyd, 
1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner VI, 88 of Boyd, 
1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner VII, X of An- 
drewes and Inman, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner VIII, Y of An- 
drewes and Inman, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner IX, 170 of Boyd, 
1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner X, P288 of Boyd, 
1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner XI, D1 of Boyd, 
1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner XII, D19 of 
Boyd, 1 cc: Potency 24 months. 

Shigella Diagnostic Serum, Paradysenteriae, Flexner XIII, P143 of 
Boyd, 1 cc: Potency 24 months. 
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NOMENCLATURE AND DESCRIPTION 


1-608-658 | Shigella Diagnostic Serum, Paradysenteriae, Flexner XIV, P274 of 


Boyd, 1 cc: Potency 24 months. 


1-608-660 | Shigella Diagnostic Serum, Paradysenteriae, Polyvalent, Flexner 


1-608-710 


I-VIII, 1 cc: Potency 24 months. 

Shigella Typing Kit, Complete: Contains 20 sera for slide agglutination, 
(To be reconstituted to 2 cc.) Polyvalent Shigella ‘‘A’’; polyvalent Shigella 
“B’’: polyvalent Shigella ‘‘C’’; monovalent Shigella paradysenteriae ‘‘V”’; 
monovalent Shigella paradysenterize ‘‘W”’; monovalent Shigella paradysen- 
teriae ‘‘Z’’; monovalent Shigella paradysenteriae Boyd 103; monovalent 
Shigella paradysenteriae Boyd P119; monovalent Shigella paradysenteriae 
Boyd 88; monovalent Shigella paradysenteriae Boyd 170; monovalent Shi- 
gella paradysenteriae Boyd P288; monovalent Shigella paradysenteriae 
Boyd D1; monovalent Shigella paradysenteriae Boyd P274; monovalent 
Shigella paradysenteriae Boyd D19; monovalent Shigella paradysenteriae 
Boyd P143; monovalent Shigella dysenteriae; monovalent Shigella am- 
bigua; monovalent Shigella alkalescens; monovalent Shigella sonnei 
(smooth); monovalent Shigella sonnei (rough). (Date shown on kit is that 
of preparation). 20 dropper assemblies (without vial). For replacement 
sera requisition 1-608-715. Issued only for special purposes. Requisition 
from Army Medical Center, Washington, D. C. 


1-608-715 | Shigella Typing Kit, Replacement Sera, 2 cc: For slide agglutination. 
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Specify which of the following types are desired — Polyvalent Shigella 
‘*A’’: polyvalent Shigella ‘‘B”; polyvalent Shigella ‘‘C’’; trivalent Shigella 
paradysenteriae ‘‘VWZ’’; monovalent Shigella paradysenteriae ‘‘V’’; mon- 
ovalent Shigella paradysenteriae ‘‘W’’; monovalent Shigella paradysen- 
teriae ‘‘Z’’; monovalent Shigella paradysenteriae Boyd 103; monovalent 
Shigella paradysenteriae Boyd P119; monovalent Shigella paradysenteriae 
Boyd 88; monovalent Shigella paradysenteriae Boyd 170; monovalent 
Shigella paradysenteriae Boyd 288; monovalent Shigella paradysenteriae 
Boyd D1; monovalent Shigella paradysenteriae Boyd P274; monovalent 
Shigella paradysenteriae Boyd D19; monovalent Shigella paradysenteriae 
Boyd P143; monovalent Shigella dysenteriae; monovalent Shigella am- 
bigua; monovalent Shigella alkalescens; monovalent Shigella alkalescens, 
Type II; monovalent Shigella sp. Sachs Q771; monovalent Shigella sp. 
Sachs Q902; monovalent Shigella sp. Sachs Q1030; monovalent Shigella 
sp. Sachs Q1167; monovalent Shigella sp. Sachs Q454; monovalent Shigella 
madampensis; monvalent Shigella ceylonensis; monovalent Shigella sonnei 
(smooth); monvalent Shigella sonnei (rough). (Date shown on bottle is that 
of preparation). Requisition from Army Medical Center, Washington, D.C. 

Shigella Typing Kit, Simplified: Contains 8 sera for slide agglutination. 
(To be reconsituted to 2 cc.) Polyvalent Shigella ‘“‘A’”’; polyvalent Shigella 
“‘B”’; polyvalent Shigella ‘‘C’’; trivalent Shigella paradysenteriae ‘‘VWZ”’; 
monovalent Shigella paradysenteriae Boyd 88; monovalent Shigella sonnei 
(smooth); monovalent Shigella dysenteriae; monovalent Shigella ambigua. 
(Date shown on kit is that of preparation). 8 dropper assemblies (without 
vial). For replacement sera requisition 1-608-715. Requisition from Army 
Medical Center, Washington, D. C. 

Shigella Typing Kit, Supplementary: Contains 8 sera for slide agglutina- 
tion. (To be reconstituted to 2 cc.) Shigella sp. Sachs Q771; Shigella sp. 
Sachs Q902; Shigella sp. Sachs Q1030; Shigella sp. Sachs Q1167; Shigella 
sp. Sachs 0454; Shigella alkalescens, type II; Shigella madampensis; 
Shigella ceylonensis. (Date shown on kit is that of preparation). 8 dropper 
assemblies (without vial). For replacement sera requisition 1-608-715. 
Issued only for special purposes. Requisition from Army Medical Center, 
Washington, D.C. 

Smallpox Vaccine, 10 Tubes: USP; potency 3 months; must be frozen for 
preservation. 


Streptococcus Typing Serum, Group ‘‘A’’, 5 cc: Potency 24 months. 

Streptococcus Typing Serum, Group ‘‘B’’, 5 cc: Potency 24 months. 

Streptococcus Typing Serum, Group ‘‘C’’, 5 cc: Potency 24 months. 

Streptomycin, 1 Gm: Dry powder; potency 18 months. 

Syphillis Antigen, Complement Fixation Test, 5 cc: Each cc. sufficient 
for 1000 tests; does not require refrigeration. (Army—Requisition from 


Army Medical Center, Washington, D.C.) (Navy—Requisition from Navy 
Medical School, National Naval Medical Center, Bethesda 14, Md.) 


Tetanus Antitoxin, 1,500 Units: USP; prophylactic dose; potency 36 
months. 

Tetanus Antitoxin, 20,000 Units: USP; therapeutic dose; potency 36 
months. 


1-612-450 | Tetanus Toxoid, Alum Precipitated, 10 cc: USP; potency 24 months. 
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NOMENCLATURE AND DESCRIPTION 


Tetanus Toxoid, Alum Precipitated, 50 cc: USP; potency 24 months. 
Tetanus Toxoid, Plain, 1 cc: USP; potency 24 months. 

Tetanus Toxoid, Plain, 30 cc: USP; potency 24 months. 

Tetanus Toxoid, Plain, 50 cc: USP; for veterinary use; potency 24 months. 


Tuberculin, Intradermic, Veterinary: 5, 10 and 20 doses. Dose 0.1 cc. 


Specify number of doses required. Requisition from Army Medical Center, 
Washington, D. C. 


Tuberculin Tablets, First Test Strength, 10 Tests: Purified protein de- 
rivative; potency 48 months. 

Tuberculin Tablets, Second Test Strength, 10 Tests: Purified protein 
derivative; potency 48 months. 

Tuberculin Tablets, Single Test Strength, 50 Tests: Purified protein 
derivative. 

Tuberculin Tablets, Single Test Strength, 250 Tests: Purified protein 
derivative. 

Tuberculin, ‘‘O’’, ‘*T’’, 1 cc: Potency 60 months. 

Typhoid Vaccine, Triple, 50 cc: Potency 18 months. (Army—Requisition 


from Army Medical Center, Washington, D. C.) (Navy—Requisition from 
Naval Medical School, National Naval Medical Center, Bethesda 14, Md.) 


Typhus Vaccine, 20 cc: Potency 18 months. 


Yellow Fever Vaccine, 20 Doses: 1 cc. ampul, with 10 cc. diluent; potency 
12 months; must be frozen for preservation. 
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2-000-160 
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2-002-185 
2-002-200 
2-002-400 
2-002-500 


2-002-800 
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2-003-000 
2-003-050 
2-003-060 
2-003-075 
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NOMENCLATURE AND DESCRIPTION 


Adherent, 4 oz: For skin traction. 
Bandage, Canton Flannel, 3 inches by 5 yards, 12s: (Navy—Will not be 
issued until stocks of 2-002-001 are exhausted). 


Bandage, Canton Flannel, 5 inches by 5 yards, 12s: (Navy—Will not be 
issued until stocks of 2-002-001 are exhausted). 


Bandage, Canton Flannel, 1 yard: To be issued in lieu of 2-001-000 in the 
ratio of 20 for 1, and 2-002-000 in the ratio of 12 for 1 until stocks are ex- 
hausted. 


Bandage, Cotton, Elastic, 2 inches by 514 yards, 12s: With 2 clips; 
rubberless; washable. 


Bandage, Cotton, Elastic, 3 inches by 542 yards, 12s: With 2 clips; rubber- 
less; washable. 


Bandage, Cotton, Elastic, 4 inches by 512 yards, 12s: With 2 clips; rubber- 
less; washable. 


Bandage, Cotton, Elastic, 6 inches by 5¥2 yards, 12s: With 2 clips; rubber- 
less; washable. 


Bandage, Elastic, Adhesive, 2 inches: 

Bandage, Elastic, Adhesive, 3 inches: 

Bandage, Flannel, 3 inches by 5 yards, 12s: Red wool. 

Bandage, Gauze, Compress, 2 by 2 inches, 4s: 

Bandage, Gauze, Compress, 4 by 4 inches: 

Bandage, Gauze, Compress, Camouflaged, 2 by 2 inches, 4s: Brown. 
(Navy—For replenishment of Class 9 items). 


Bandage, Gauze, Compress, Camouflaged, 4 by 4 inches: Brown. (Navy— 
For replenishment of Class 9 items). 


Bandage, Gauze, Compressed, Camouflaged, 1 inch by 6 yards: Brown; 
for replenishment of Class 9 items. 


Bandage, Gauze, Compressed, Camouflaged, 2 inches by 6 yards: Brown; 
for replenishment of Class 9 items. 


Bandage, Gauze, Compressed, Camouflaged, 3 inches by 6 yards: Brown. 
(Navy—For replenishment of Class 9 items). 


Bandage, Gauze, Compressed, Camouflaged, 4 inches by 6 yards: Brown; 
with 2 large safety pins. (Navy—For replenishment of Class 9 items). 

Bandage, Gauze, Roller, 1 inch by 6 yards, 12s: 

Bandage, Gauze, Roller, 2 inches by 6 yards, 12s: 

Bandage, Gauze, Roller, 3 inches by 10 yards, 12s: 

Bandage, Gauze, Roller, 4 inches by 10 yards, 12s: 

Bandage, Gauze, Roller, Camouflaged, 2 inches by 6 yards, 12s: Brown; 
for replenishment of Class 9 items. 


Bandage, Gauze, Roller, Camouflaged, 3 inches by 10 yards, 12s: Brown; 
for replenishment of Class 9 items. 


Bandage, Muslin, 3 inches by 5 yards, 12s: (Navy—For replenishment of 
Class 9 items). 


Bandage, Muslin, 5 inches by 5 yards, 12s: (Navy—For replenishment of 
Class 9 items). 


Bandage, Muslin, Triangular, Compressed, 40 by 40 by 56 inches: With 
2 safety pins. (Navy—To be issued in lieu of 2-011-755 until stocks are ex- 
hausted). 


Bandage, Muslin, Triangular, Compressed, Camouflaged, 37 by 37 by 
52 inches: Brown; with 2 safety pins. (Navy—For replenishment of Class 9 
items. Will not be issued until stocks of 2-011-750 are exhausted). 


Bandage, Plaster of Paris, 3 inches by 5 yards, 12s: 
Bandage, Plaster of Paris, 6 inches by 5 yards, 12s: 


Bandage, Self-Adherent, 2 inches by 5 yards, 12s: All cotton; semi-absorb- 
ent; does not stick to hair or skin. 


Bandage, Self-Adherent, 3 inches by 5 yards, 12s: All cotton; semi-absorb- 
ent; does not stick to hair or skin. 


Cellulose, Absorbent, 2 Ibs: 12 inches wide. 
Cloth, Impervious, 36 inches by 5 yards: 
Cotton, Absorbent, 1 oz: (Navy—For replenishment of Class 9 items). 
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NOMENCLATURE AND DESCRIPTION 


Cotton, Absorbent, 4 oz: 

Cotton, Absorbent, 1 Ib: 

Cotton, Absorbent, 114 inch Ball, 4000s: Medium size cotton pledgets; for 
use in podiatrics. 

Cotton, Absorbent, 344 by 12 inch Strips, 4 oz: (Cottonoid); approximately 


12 strips of highly absorbent cotton material; for use in neurosurgical and 
vascular procedures. . 


Cotton, Nonabsorbent, 1 Ib: (Cotton batting). 

Crinoline, Surgical, 36 inches by 6 yards: 

Crinoline, Surgical, 36 inches by 100 yards: Uncut. To be issued in lieu of 
2-016-500 until stocks are exhausted. 

Crinoline, Surgical, 36 inches by 100 yards: Cut in one 4 inch, four 6 inch, 


and one 8 inch widths. (Navy—Will not be issued until stocks of 2-016-250 
are exhausted). 


Dressing, First Aid, Camouflaged, Large: Brown; (battle dressing); 1134 
inches square. (Navy—For replenishment of Class 9 items). 

Dressing, First Aid, Camouflaged, Medium: Brown; (battle dressing); 8 
inches long, 714 inches wide. (Navy—For replenishment of Class 9 items). 
Dressing, First Aid, Camouflaged, Small: Brown; (battle dressing) ; 4 inches 

wide, 7 inches long. (Navy—For replenishment of Class 9 items). 


Dressing, First Aid, Individual Troop, Small: White; (First Aid Packet); 
pad 4 inches wide, 7 inches long. . 


Dressing, First Aid, Individual Troop, Camouflaged, Small: Brown; 
(First Aid Packet); pad 4 inches wide, 7 inches long. (Navy—For replenish- 
ment of Class 9 items). : 


Dressing, First Aid, Individual Troop, Instruction, Small, 2s: (First Aid 
Instruction Packet); pad 5 inches wide, 7 inches long; bandage 41% inches 
wide by 72 inches long. 


Dressing, Gauze and Adhesive Plaster, 1 by 3 inches, 100s: A sterile dress- 


ing of an absorbent gauze compress affixed to a strip of adhesive plaster in 
individual sealed envelopes. 


Dressing, Gauze and Adhesive Plaster, Camouflaged, 1 by 3 inches, 16s: 
Brown; a sterile dressing of an absorbent gauze compress affixed to a strip of 
adhesive plaster in individual sealed enevelopes. (Navy—For replenishment 
of Class 9 items). 


Dressing, Gauze and Adhesive Plaster, Camouflaged, 1 by 3 inches, 100s: 


Brown; a sterile dressing of an absorbent gauze compress affixed to a strip of 
adhesive plaster in individual sealed envelopes. (Navy—For replenishment 
of Class 9 items). 


Dressing, Head, Adjustable, Compressed, Camouflaged: 3 inches long, 
2 inches wide, 5% inch thick. For replenishment of Class 9 items. 


Gauze, Petrolatum, 3 by 36 inches, 3s: (Navy—For replenishment of Class 
9 items). 


Gauze, Plain, 36 inches by 5 yards: Folded to 4 inches wide. 

Gauze, Plain, 36 inches by 25 yards: Folded to 9 inches wide. 

Gauze, Plain, 36 inches by 100 yards: Folded to 18 inches wide. 
Gauze, Plain, Compressed, 36 inches by 1 yard: Two 14 yard lengths. 
Mask, Face, Surgical, Gauze, 120s: With fabric filter. 

Muslin, Unbleached, 36 inch: 


Pack, Abdominal, 4 by 18 inches, 100s: (Navy—For replenishment of Class 
9 items). 


Pack, Abdominal, 8 by 36 inches, 30s: (Navy—For replenishment of Class 
9 items). 


Pack, Abdominal, 12 by 12 inches, 80s: (Navy—For replenishment of Class 
9 items). 


Pad, Copper Sulfate Impregnated, 3s: 3 by 3 inches. (Navy—For replenish- 
ment of Class 9 items). 


Pad, Cotton, 1 by 2 inches, 50s: (Navy—For replenishment of Class 9 items). 
Pad, Sanitary, Heavy, 12s: (Menses pad). 


Pad, Surgical, 8 by 10 inches, 50s: (Navy—For replenishment of Class 9 
items). 
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Pkg | —/100 
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Pkg 10/60 
Bolt | —/12 
Pkg | 10/480 
Pkg | —/12 
Yard | —/240 
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Pad, Surgical, 12 by 16 inches, 20s: (Navy—For replenishment of Class 9 
items). 

Paper, Impervious, Paraffined, 18 inches by 300 yards: 

Paper, Impervious, Paraffined, 24 inches by 5 yards: 

Plaster, Adhesive, Surgical, 2 inches by 5 yards: 

Plaster, Adhesive, Surgical, 3 inches by 5 yards: 

Plaster, Adhesive, Surgical, 12 inches by 10 yards: Cut in one 1 inch, two 
2 inch, one 3 inch and one 4 inch widths. 

Plaster, Adhesive, Surgical, Camouflaged, 1 inch by 5 yards: Brown. 
(Navy—For replenishment of Class 9 items). 

Plaster, Adhesive, Surgical, Moleskin, 12 inches by 6 yards: 

Plaster of Paris, Orthopedic and Dental Modeling, 4 lb: Setting time 12 
minutes plus or minus 4 minutes. 


Plaster of Paris, Orthopedic and Dental Modeling, 5 Ib: (Navy—For 
replenishment of Class 9 items). 


Plaster of Paris, Orthopedic and Dental Modeling, 25 lb: 

Plaster of Paris, Orthopedic and Dental Modeling, 35 lb: 

ee Surgical, 2 by 2 inches, 200s: (Navy—For replenishment of Class 9 
items). 

hy Surgical, 4 by 4 inches, 500s: (Navy—For replenishment of Class 9 
items). 

Sponge, Surgical, 4 by 8 inches, 180s: (Navy—For replenishment of Class 9 
items). 

Stockinet, 3 inches by 25 yards: 

Stockinet, 6 inches by 25 yards: 

Stockinet, 10 inches by 25 yards: 

Suspensory, 12s: One piece; adjustable. 

Wadding, Sheet, Cotton, 5 inches by 6 yards, 12s: Cotton padding for use 
under plaster casts. 

Waste, Cotton, Surgical, 5 Ib: 
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3-000-600 
3-000-700 
3-000-755 


3-000-790 
3-000-810 


3-000-820 
3-000-860 
3-001-940 
3-001-960 
3-001-980 
3-002-900 
3-002-910 
3-003-900 
3-003-910 
3-008-390 
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NOMENCLATURE AND DESCRIPTION 


Adapter, Catheter, Ureteral, Eynard: For connecting ureteral catheter 
to Luer syringe. J/lustrated. 


Adapter, Luer Needle, Glass: Male slip joint for attaching Luer needle to 
rubber tubing. J/lustrated. 


Adapter and Electrode Set, Eye Surgery: (Retinal detachment set). For 
use with electrosurgical unit, 3-275-600. Illustrated. 


Adaptometer, Model 3A: For night blindness test; for research use. 


Adaptometer, Telesilhouette, Self Illuminating: For night blindness 
test. Complete with plaque, 3-000-860; fixation target; shutter; filter, 
3-000-820; and extra lamps; in case. Without batteries; for batteries 
requisition 17-B-7600 from BuS&A. For replacement lamps requisition 
7-973-750. Illustrated. 


Filter, Light, Neutral, 6 inch Square: Replacement for 3-000-810. 
Plaque, Radium Activated: Replacement for 3-000-810. 
Adenotome, LaForce, Size 1: Small; with one extra blade. J/lustrated. 
Adenotome, LaForce, Size 2: Medium; with one extra blade. 
Adenotome, LaForce, Size 3: Large; with one extra blade. 
Airway, Hard Rubber, Guedel, Large: (Pharyngeal tube). J//ustrated. 
Airway, Hard Rubber, Guedel, Small: (Pharyngeal tube). 
Airway, Metal, Connell, Large: (Pharyngeal tube). Jilustrated. 
Airway, Metal, Connell, Small: (Pharyngeal tube). 


Anesthesia Apparatus, Intratracheal: In case. Consists of four Magill 
catheters, (two 3-162-100 and two 3-162-150); one laryngoscope, without 
batteries, 3-460-340; two Magill metal elbow connectors, large size, one 
with slip joint; two catheter slip joints, one medium and one large; two 
universal metal adapters for ‘‘Y’’ pieces; and two extra lamps. For bat- 
teries requisition (Army—Sig C BA 30), (Navy—17-B-7210 from BuS&A). 
For replacement lamps requisition 7-970-420. For rubber tubing used 
between metal elbow connectors, requisition 4-461-420; for catheter intro- 
ducing forceps, requisition 3-323-300; for size 35 Fr. catheter, requisition 
3-162-130. (Navy—Will not be issued until stocks of 3-008-400 are ex- 
hausted ). Illustrated. 

Anesthesia Apparatus, Intratracheal, Lundy: Consists of Lundy laryngo- 
scope with battery handle; without batteries. English divided airway with 
detachable handle; two each catheters, 3-162-100, 3-162-130 and 3-162-150; 
one catheter forceps, 3-323-300; two rubber mouth props; two U-shaped 
adapters; six nasal and six oral curved connectors, with rubber tubing; six 
extra laryngoscope lamps. In case. For batteries requisition 17-B-7210 
from BuS&A. For replacement lamp requisition 7-970-450. Will be issued in 
lieu of 3-008-390 until stocks are exhausted. 

Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether, 4 Cylinder 
Capacity: By the carbon dioxide absorption or fractional rebreathing 
method; complete except for cylinders. For use with B, D and E gas 
cylinders. Illustrated. 

Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether: By the carbon 
dioxide absorption or fractional rebreathing method; complete except for 
cylinders. For use with G and M gas cylinders. Illustrated. 

Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether, Field, Port- 
able: By the carbon dioxide absorption or fractional rebreathing method; 


complete except for cylinders. For use with D, G and M gas cylinders. 
Includes TM 8-623. Illustrated. 


Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether, Accessories 
and Replacement Parts: See following indented items. 

Bag, Rubber, Heidbrink, 5 liter: Replacement for 3-010-400; 
(Army—also replacement for 3-010-420 and 3-010-430). J/lustrated. 
Bag, Rubber, McKesson, 5 liter: Repiacement for 3-010-400; 
(Army—also replacement for 3-010-420 and 3-010-430). 
Mask, Face, Rubber, McKesson, Large, Adult: Replacement for 
3-010-400; (Army—also replace ment for 3-010-420). Illustrated. 
Mask, Face, Rubber, McKesson, Medium, Adult: Replacement 
for 3-010-400; (Army—also replacement for 3-010-420). 
Regulator, Pressure, and Gage, Nitrous Oxide, Heidbrink: 


Replacement for 3-010-400; (Army—also replacement for 3-010-420 
and 3-010-430). 
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3-020-400 


3-020-500 


3-020-600 


3-020-700 


3-020-800 


3-021-500 


3-021-600 


3-024-980 


3-025-020 


3-025-040 


3-025-060 


3-025-080 


3-026-020 


3-026-040 
3-032-990 
3-033-000 
3-033-100 
3-033-595 
3-033-600 
3-033-700 
3-035-100 
3-037-100 
3-038-100 
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3-041-500 


3-070-100 


3-070-140 
3-070-400 


3-070-600 


3-070-640 


NOMENCLATURE AND DESCRIPTION 


Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether, Accessories 
and Replacement Parts: (Cont’d) 


Regulator, Pressure, and Gage, Nitrous Oxide, McKesson: 
Replacement for 3-010-400; (Army—also replacement for 3-010-420 
and 3-010-430). 


Regulator, Pressure, and Gage, Oxygen, Heidbrink: Replacement 
for 3-010-400; (Army—also replacement for 3-010-420 and 3-010-430). 
Illustrated, 


Regulator, Pressure, and Gage, Oxygen, McKesson: Replacement 
for 3-010-400; (Army—also replacement for 3-010-420 and 3-010-430). 
Rim, Face Mask, Heidbrink, Adult: Replacement for 3-010-400; 
(Army—also replacement for 3-010-420). 
Rim, Face Mask, Heidbrink, Child: Replacement for 3-010-400; 
(Army—also replacement for 3-010-420). 


Tubing, Inhaler, Heidbrink: With end connection. Replacement for 
3-010-400; (Army—also replacement for 3-010-420 and 3-010-430). 
Illustrated. 


Tubing, Inhaler, McKesson: With end connection. Replacement 
for 3-010-400; (Army—also replacement for 3-010-420 and 3-010-430). 


Anesthesia Set, Spinal, Lemmon: Consists of one needle introducer, 
3-427-600; one 18 gage, 3144 inch Lemmon spinal needle, 3-025-020; one 
18 gage, 4 inch Lemmon spinal needle, 3-025-040; one 19 gage, 4 inch 
Lemmon spinal needle, 3-025-060; one stopcock assembly, 3-025-080; two 
10 cc. Lemmon needle lock syringes; two needle plugs; tray and case. 
Illustrated, 


Needle, Spinal Puncture, Malleable, Lemmon, 18 Gage, 314 inch: 
Replacement for 3-024-980. 


Needle, Spinal Puncture, Malleable, Lemmon, 18 Gage, 4 inch: 
Replacement for 3-024-980. 


Needle, Spinal Puncture, Malleable, Lemmon, 19 Gage, 4 inch: 
Replacement for 3-024-980. 


Stopcock Assembly, Anesthesia Set, Lemmon: Consists of special 
stopcock to fit Lemmon needle lock syringe, rubber tubing with needle 
connectors for spinal needles, and two needle plugs. For replacement 
tubing requisition 4-460-420. Replacement for 3-024-980. 


Anoscope, Hirschman, Medium: !% inch diameter; with obturator. 
Illustrated. 


Anoscope, Hirschman, Small: % inch diameter; with obturator. 
Applicator, Ear, Knurled End: Metal handle. 

Applicator, Ear, Triangular End, Allen: Copper stem. J/lustrated. 
Applicator, Ear, Twisted End: Copper stem. J/lustrated. 
Applicator, Nasal, Spiral End, 6 inch: Steel. 

Applicator, Nasal, Triangular Point, Uebe, 71/4 inch: J/lustrated. 
Applicator, Nasal, Twisted End, Uebe, 71/4 inch: 

Applicator, Pharyngeal, 9 inch: //lustrated. 

Applicator, Surgical, Metal, 10 inch: J/lustrated. 

Applicator, Wood, !/12 by 614 inches, 864s: 

Applicator, Wood, 14 by 12 inches, 500s: 


Applicator Set, Eustachian, Yankauer: Consists of graduated handle 
with 12 wires. 
Wire, Eustachian Applicator, Yankauer, 12s: Twisted wire. 
Aspirator Set, Potain: Consists of valved metal syringe; needle, trocar, and 
canula; two way stopcock; connections and tubing; and case. 


Atomizer, Hand, Glass: Complete with rubber bulb, and one brown and 

one clear, 1 oz. glass bottle. [//ustrated. 
Bulb, Rubber, Hand Atomizer: Replacement for 3-070-100. 

Atomizer, Nebulizer, Plastic: Complete with rubber bulb. For use with 
Epinephrine Hydrochloride Spray, 1-175-200. Illustrated. 

Atomizer, Set of 4: In rack. Complete with bottles and spray attachments. 
Illustrated. 

Bottle, Atomizer: Without spray attachment; replacement for 3-070-600. 


Unit Packaging 
of and 
Issue Packing 
Each 1/6 
Each 1/6 
Each 1/6 
Each 1/96 
Each 1/96 
Each 1/48 
Each 1/48 
Set 1/48 
Each 12/480 
Each 12/480 
Each 12/480 
Each | 12/120 
Each 1/48 
Each 1/48 
Each 12/576 
Each 12/576 
Each 12/576 
Each 12/576 
Each 12/576 
Each 12/576 
Each 12/576 
Each 12/576 
Pkg 1/60 
Pkg 1/60 
Set 12/120 
Pkg 12/288 
Set 1/24 
Each 1/48 
Each 12/144 
Each 6/48 
Set 1/12 
12/144 
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xX 
xX 
xX 
xX 
xX 
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xX 
xX 
xX 
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Stock No. 


3-070-900 
3-074-100 
3-074-140 


3-084-100 


3-084-200 


3-084-400 


3-085-400 
3-087-200 
3-088-200 
3-088-500 


3-089-100 
3-089-200 
3-095-100 


3-095-120 
3-095-140 
3-095-160 
3-095-170 
3-095-190 
3-095-210 
3-095-230 
3-095-250 
3-095-270 
3-095-290 
3-096-500 
3-097-800 


3-097-900 


3-098-150 
3-098-200 
3-102-100 
3-102-200 
3-102-300 
3-103-000 


3-103-100 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Atomizer, Spray Nozzle, Hard Rubber: For solutions not suitable for 
metal atomizers. For use with air compressor. J/lustrated. 


Audiometer, 110 volt, AC-DC: Approximately 45 watts. Complete with 
accessories; without chart making stamp. J/lustrated. 


Stamp, Rubber, Audiometer Chart Making: (Army—For utilizing 
AGO Form 8-42 to chart recordings). 


Bag, Buckshot, Empty, 3 inch: 1 lb. capacity. For fracture traction. For 
buckshot requisition 3-126-640. (Army—Replacement for Balkan frame, 
3-390-100). 

Bag, Buckshot, Empty, 5 inch: 5 lb. capacity. For fracture traction. For 
buckshot requisition 3-126-640. (Army—Replacement for Balkan frame, 
3-390-100). 

Bag, Buckshot, Empty, 8 inch: With handle, for holding buckshot bags. 
For fracture traction. (Army—Replacement for Balkan frame, 3-390-100). 

Bag, Ear, Politzer, 8 oz: Illustrated. 

Bag, Obstetrical, Empty: Leather; cabin style. Illustrated. 

Bag, Physician, Empty: Leather; Boston type. Illustrated. 


Bag, Rebreathing, Inhalator, 500 cc: Replacement for 3-425-200 (Army— 
and 3-425-140 and 3-425-160). 


Bag, Wet Dressing, Arm: Bunyon type. Jilustrated. 
Bag, Wet Dressing, Leg: Bunyon type. Jilustrated. 


Basal Metabolism Apparatus, 110 volt, 60 cycle, AC: Approximately 150 
watts. For replacement charts requisition 3-095-120 to 3-095-290, according 
to manufacturer and model. (Army—Complete except for oxygen cylinder; 
use type D oxygen cylinder; including TM 8-619). (Navy— Complete with 
type C oxygen cylinder). Illustrated. 


Chart, Basal Metabolism, Benedict-Roth, 100s: 11 by 20 inches. 
Chart, Basal Metabolism, McKesson Metabolor, 100s: 
Chart, Basal Metabolism, Sanborn 1-MC, 100s: 81% by 11 inches. 
Chart, Basal Metabolism, Sanborn 2-MC, 100s: 11 by 12 inches. 
Chart, Basal Metabolism, Sanborn 3-MC, 100s: 11 by 12 inches. 
Chart, Basal Metabolism, Sanborn 4-MC, 100s: 814 by 11 inches. 
Chart, Basal Metabolism, Sanborn 5-MC, 100s: 81% by 11 inches. 
Chart, Basal Metabolism, Sanborn 6-MC, 100s: 101% by 17 inches. 
Chart, Basal Metabolism, Sanborn 8-MC, 100s: 7 by 11 inches. 
Chart, Basal Metabolism, Sanborn 9-MC, 100s: 7 by 11 inches. 
Bath, Eye: Glass. 


Battery Box, 3 Circuit, Large: With rheostat and voltmeter; without bat- 
teries or cords. For use with electrodiagnostic appliances. Holds 9 batteries. 
(Army—For batteries requisition Sig C BA 23). (Navy—For batteries 
requisition 17-B-7600, from BuS&A). Illustrated. 

Battery Box, Tubular, Small, with Rheostat: With suspension hooks; 
without batteries or cords. For use with electrodiagnostic appliances. Holds 
3 flashlight batteries. (Army—For batteries requisition Sig C BA ay): 
(Navy—For batteries requisition 17-B-7210 from BuS&A). 


Bistoury, Probe Pointed, Straight, 2 inch: 6 inches long. Jilustrated. 

Bistoury, Probe Pointed, Curved, Jackson: Jilusirated. 

Block, Bite, Jackson, Adolescent: 

Block, Bite, Jackson, Adult: J/lustrated. 

Block, Bite, Jackson, Child: 

Blood Aspirating-Donor Set: Consists of flow valve assembly with punc- 
turing needle, 3-103-100; rubber tubing; donor needle in glass protective 
tube; and 6 spare rubber flow valve washers. For indirect blood trans- 


fusion and plasma pooling. (Navy—Will not be issued until stocks of 
3-103-120 are exhausted). Jilustrated. 


Tube, Needle Protecting, Glass, 12s: Requisition 3-864-100. * 


Valve Assembly, with Needle, Puncturing, 15 Gage, 114 inch: With 
guard and key. Replacement for 3-103-000 and 3-103-560. 


ae 
Packing 


12/144 
1/1 
1/48 


144/3456 
48/2304 


24/1152 


6/48 
1/1 
1/1 
1/36 


12/144 
12/144 
1/1 


1/12 
1/96 
1/48 
1/36 
1/24 
1/24 
1/18 
1/18 
1/48 
1/48 
12/720 
1/1 


1/24 


12/576 
6/288 
12/600 
12/600 
12/600 
12/72 


144/1728 
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3-103-120 


3-103-400 


3-103-550 


3-103-560 


3-103-610 


3-104-100 
3-104-400 
3-105-000 
3-106-450 
3-106-600 


3-106-720 
3-107-800 


3-107-820 


3-107-840 


3-107-860 


3-107-880 


3-107-900 


3-107-920 


3-107-940 


3-107-960 


3-107-980 


3-108-010 


3-108-030 


Blood Aspirating-Donor Set, Baxter: For collection and injection of 
citrated blood. Will be issued in lieu of 3-103-000 until stocks are exhausted. 


Blood Bank Set, Indirect Blood Transfusion, M-2: Sterile. Consists of 
two boxes of vacuum bottles, (12 each), 3-119-750; twelve donor sets, 
3-103-560; twelve recipient sets, 3-103-610; and serum and accessories for 
typing blood. 

Blood Donor Set, Indirect Blood Transfusion: Consists of valve assembly; 
one 17 gage, 1% inch needle, 3-491-700; two 15 gage, 114 inch puncturing 
needles; one glass needle protecting tube, 3-864-100; 114 feet rubber tubing, 
4-463-200; and wrench. 

Blood Donor Set, Indirect Blood Transfusion, M-2: Sterile. Consists of 
one valve assembly with needle, 3-103-100; one hose connector type, 17 
gage, 2 inch needle, 3-491-700; 1 foot rubber tubing, 4-463-200; one Tomac 
clamp, 4-180-680; and glass needle protecting tube, 3-864-100. Sealed in 
metal tube. J/lustrated. 

Blood Recipient Set, Indirect Blood Transfusion: Consists of one adap- 
ter, 3-000-700; one Tomac clamp, 4-180-680; one filter, 3-305-900; two 18 
gage, 114 inch recipient needles, and 5 feet rubber tubing, 4-463-100. For 
whole blood slotted straifer requisition 3-745-550. 

Blood Recipient Set, Indirect Blood Transfusion, M-2: Sterile. Consists 
of glass filter housing; metal filter; 314 feet of rubber tubing, 4-463-100; 
one 18 gage, 114 inch recipient needle; and one 17 gage canula airway. 
sear in ke tube. For whole blood slotted strainer requisition 3-745-550. 
Illustrated. 


Blower, Powder: Complete with rubber bulb. J/lustrated. 
Blowpipe, Plain: For mortuary use. J//ustrated. 
Bolt, Tibia, M-2: With two nuts and two washers. 


Bone Drill, Twist, Stille-Sherman, Set of 3: 32 gage. Consists of one 
4 inch and two 3 inch lengths. Replacement for bone set, 3-106-600, and 
for use with bone drill brace, 3-123-500. 

Bone Set, Bone Drill, Stille-Sherman: Consists of brace and one set drills, 
3-106-450. 

Bone Set, Cranial, Hudson: Consists of brace and four burs; in a box. 


Bone Set, Extension and Traction, Pin Type, Steinmann: Consists of 
one chuck handle, 3-107-820; one medium and one small pin holder, 
3-107-840 and 3-107-860; three pins, 3-107-900, 3-107-920 and 3-107-940; 
without weights. For bone drill brace requisition 3-123-500. Other acces- 
sories indented as follows may be requisitioned according to professional 
needs. 


Bone Set, Steinmann, Accessories: See following indented items. 


Handle, Chuck, Bone Pin, Steinmann: Bohler type; 3 jaw. 


Tllustrated. 

Holder, Bone Pin, Steinmann, Medium, 814 inch: Bohler type; 
U-shaped; for attachment to Steinmann pins. 

Holder, Bone Pin, Steinmann, Small, 5 inch: Bohler type; U- 
shaped; for attachment to Steinmann pins. J/lustrated. 

Pin, Bone, Bayonet Point, Steinmann, 4 inch: Squared shank; 
3@ inch diameter. 

Pin, Bone, Bayonet Point, Steinmann, 5 inch: Squared shank; 
14 inch diameter. 

Pin, Bone, Bayonet Point, Steinmann, 614 inch: Squared shank; 
ly inch diameter. 

Pin, Bone, Bayonet Point, Steinmann, 8 inch: Squared shank; 
3 inch diameter. 

Pin, Bone, Bayonet Point, Steinmann, 9 inch: Squared shank; 
3 inch diameter. : 

Pin, Bone, Bayonet Point, Steinmann, 10 inch: Squared shank; 
1g inch diameter. 

Pin, Bone, Crowe Point, Steinmann, 5 inch: Squared shank; 
inch diameter. 

Pin, Bone, Crowe Point, Steinmann, 6 inch: Squared shank; 4 
inch diameter. 


Packaging 
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12/144 


12/72 


12/288 


6/72 

6/288 

6/144 
12/120 


1/24 


io 
1/36 


1/48 


6/72 

6/144 
12/576 
12/576 
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12/576 
12/576 
12/576 
12/576 


12/576 
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Avail- | Expend- Unit Packaging 
ability |‘ability | Steck No. NOMENCLATURE AND DESCRIPTION ite | aC He Notes 
Bone Set, Steinmann, Accessories: (Cont’d) 
N-LS 3-108-050 Pin, Bone, Crowe Point, Steinmann, 7 inch: Squared shank; ¥@ | Each 12/576 
inch diameter. 
N-LS 3-108-070 Pin, Bone, Crowe Point, Steinmann, 8 inch: Squared shank; %% | Each 12/576 
inch diameter. 
N-LS 3-108-090 Pin, Bone, Crowe Point, Steinmann, 9 inch: Squared shank; % | Each 12/576 
inch diameter. 
3-109-100 | Bone Set, Extension and Traction, Wire Type, M-2: Consists of one | Set 1/6 
extra long, two large and one medium traction bows, 3-109-120, 3-109-140 
and,3-109-160; one bone drill brace, 3-123-500; three twist drills, 3-109-220, 
3-109-240 and 3-109-260; and twelve assorted wire drills, 3-109-280 to 
3-109-380. 
xX 3-109-120 Bow, Traction, Kirschner, Extra Long: For holding Kirschner wire | Each 1/24 
drills. Illustrated. 
x 3-109-140 Bow, Traction, Kirschner, Large: For holding Kirschner wire drills. | Each 1/24 
x 3-109-160 Bow, Traction, Kirschner, Medium: For holding Kirschner wire drills. | Each 1/48 
x 3-109-220 Drill, Twist, Bone, 342 inch Diameter: [Ilustrated. Each | 24/480 
xX 3-109-240 Drill, Twist, Bone, 1 inch Diameter: Each 24/480 
xX 3-109-260 Drill, Twist, Bone, 5/2 inch Diameter: Each 24/480 
xX 3-109-280 Drill, Wire, Bone, Bayonet Point, Kirschner, 9 by .037 inch, 12s: | Pkg 12/432 
Illustrated. 
x 3-109-300 Drill, Wire, Bone, Bayonet Point, Kirschner, 9 by .045 inch, 12s: | Pkg 12/432 
x 3-109-320 Drill, Wire, Bone, Bayonet Point, Kirschner, 9 by .063 inch, 12s: | Pkg 12/432 
x 3-109-340 Drill, Wire, Bone, Bayonet Point, Kirschner, 12 by .037 inch, 12s:| Pkg 12/432 
x 3-109-360 Drill, Wire, Bone, Bayonet Point, Kirschner, 12 by .045 inch, 12s: | Pkg 12/432 
xX 3-109-380 Drill, Wire, Bone, Bayonet Point, Kirschner, 12 by .062 inch, 12s: | Pkg 12/432 
N-LS 3-110-600 | Bone Set, Fracture Reduction and Fixation, Roger Anderson: Complete. | Set —/1 
N-LS| X 3-110-700 Clamp, Pin, Universal Fixation, Roger Anderson, Large: Each 24/— 
N-LS|} X 3-110-720 Clamp, Pin, Universal Fixation, Roger Anderson, Medium: Each 24/— 
N-LS| X 3-110-740 Clamp, Rod, Universal Fixation, Roger Anderson, Large: Each 24/— 
N-LS | 2X 3-110-760 Clamp, Rod, Universal Fixation, Roger Anderson, Medium: Each 24/— 
N-LS| X 3-110-950 Rod, Universal Fixation, Roger Anderson, 346 by 3 inches: Each 12/— 
N-LS| X 3-110-970 Rod, Universal Fixation, Roger Anderson, *A6 by 5 inches: Each 12/— 
N-LS|- X 3-110-990 Rod, Universal Fixation, Roger Anderson, 316 by 7 inches: Each 12/— 
NEES || 5 20 3-111-010 Rod, Universal Fixation, Roger Anderson, 546 by 5 inches: Each 12/— 
N-LS| X 3-111-030 Rod, Universal Fixation, Roger Anderson, 546 by 7 inches: Each 12/— 
N-LS| X 3-111-050 Rod, Universal Fixation, Roger Anderson, 5A6 by 9 inches: Each 12/— 
N-LS| X 3-111-070 Rod, Universal Fixation, Roger Anderson, 546 by 12 inches: Each 12/— 
INST SX 3-111-090 Rod, Universal Fixation, Roger Anderson, 546 by 14 inches: Each 12/— 
N-LS 3-112-600 | Bone Set, Fracture Reduction and Fixation, Stader: Complete with | Set —/1 
accessories and wrenches. 
N-LS| X 3-112-620 Band, Metacarpal, Stader: Each 6/— 
N-LS; X 3-112-660 Brace, Bone Drill, Hand, Stader: Flexible shaft. Each 1/24 
N-LS|} X 3-112-820 Handle, Bone Pin, Stader: Each 6/— 
N-LS| X 3-112-920 Pin Bar, Angle, Femoral, Right and Left, Stader: Pair 24/— 
N-LS|} X 3-112-940 Pin Bar, Angle, Right and Left, Stader: Pair 24/— 
N-LS|} X 3-112-960 Pin Bar, Projected, Stader: Each 24/— 
N-LS;} X 3-112-980 Pin Bar, Stader, No. 0: Each 24/— 
N-LS| X 3-113-010 Pin Bar, Stader, No. 0-J: Each 24/— 
N-LS| X 3-113-030 Pin Bar, Stader, No. 1: Each 24/— 
N=1CS i] Oe 3-113-050 Pin Bar, Stader, No. 2: Each 24/— 
N-LS| X 3-113-070 Pin Bar, Stader, No. 3: Each 24/— 
N-LS| X 3-113-110 Pin Bar, Stader, No. 4: Each | 24/— 
N-LS' . X 3-113-130 Pin Bar, Stader, No. 5: Each 24/— 
N-LS;} X 3-113-150 Pin, Bone, Stader, No. 0: 31% inches long by 3% inch diameter. Each 24/— 
OG- 
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Stock No. 


3-113-170 
3-113-190 
3-113-210 
3-113-230 
3-113-250 
3-113-270 
3-113-400 
3-113-440 
3-113-480 
3-113-510 
3-113-550 
3-113-590 
3-113-640 
3-113-740 
3-113-780 
3-113-820 
3-113-860 
3-113-900 
3-113-940 
3-113-960 
3-116-100 


3-116-200 


3-116-220 


3-116-240 


3-116-250 


3-116-260 


3-116-270 


3-116-280 


3-117-280 


3-117-300 


3-118-300 


3-118-340 
3-119-350 
3-119-450 
3-119-700 


3-119-730 


3-119-750 
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Pin, Bone, Stader, No. 0-J: 3% inches long by 3% inch diameter. 
Pin, Bone, Stader, No. 1: 5 inches long by 4% inch diameter. 
Pin, Bone, Stader, No. 2: 5 inches long by °%@ inch diameter. 
Pin, Bone, Stader, No. 3: 5 inches long by %% inch diameter. 
Pin, Bone, Stader, No. 4: 6 inches long by *% inch diameter. 
Pin, Bone, Stader, No. 5: 7 inches long by %% inch diameter. 
Splint, Femoral, Stader, No. 4: 
Splint, Humeral, Stader, No. 2: 
Splint, Jaw, Stader, No. 0-J: 
Splint, Metacarpal and Metatarsal, Stader, No. 0: 
Splint, Os-Calcis, Stader, No. 5: 
Splint, Radius and Ulna, Stader, No. 1: 
Splint, Tibial, Stader, No. 3: 
Wrench, End, Stader, 6 by 3% inch: 
Wrench, End, Stader, 34 by 1% inch: 
Wrench, End, Stader, 142 by 5 inch: 
Wrench, Regular, Stader-Allen, Large: 
Wrench, Regular, Stader-Allen, Small: 
Wrench, Universal, Stader-Allen, Large: 
Wrench, Universal, Stader-Allen, Small: 

Bone Set, Hip Fracture Fixation, Smith-Peterson: Consists of one ex- 


tractor-impactor-driver, 3-116-200; one guide pin, 3-116-220; and five bone 
nails, 3-116-240 to 3-116-280. 
Extractor-Impactor-Driver, Bone Nail, Smith-Peterson: Three-in- 
one type. Jilustrated. 
Guide Pin, Bone Nail, Calibrated, Smith-Peterson: * by 9 inches. 
Illustrated. 
Nail, Bone, Hip, Flanged, Smith-Peterson, 3 inch: Canal through 
center. Takes 3% inch diameter guide pin. J/lustrated. 
Nail, Bone, Hip, Flanged, Smith-Peterson, 314 inch: Canal through 
center. Takes 3% inch diameter guide pin. 
Nail, Bone, Hip, Flanged, Smith-Peterson, 314 inch: Canal through 
center. Takes 34 inch diameter guide pin. 
Nail, Bone, Hip, Flanged, Smith-Peterson, 334 inch: Canal through 
center. Takes 3% inch diameter guide pin. 
Nail, Bone, Hip, Flanged, Smith-Peterson, 4 inch: Canal through 
center. Takes 34 inch diameter guide pin. 

Bone Set, Operating, Albee, 110 volt, AC-DC: Approximately 100 watts. 
Complete with accessories. In case. 

Bone Set, Operating, Luck, 110 volt, AC-DC: Approximately 100 watts. 
Complete with one arbor, two curetting burs, six slotting burs, four twist 
drills, telescoping wire guide, reciprocating attachment, longitudinal 
sawing attachment, two circular saws, two saw blades, one hub saw blade, 
and wrench key (Army—and TM 8-613). In case. J/lustrated. 

Bone Set, Skull Traction, Crutchfield: Consists of traction tongs with 
two drill points. For bone drill brace requisition 3-123-500. Illustrated. 

Point, Drill, Skull Traction Tongs: 
Bottle, Infusion, Kelly, 700 cc: 25 cc. graduations. J/lustrated. 
Bottle, Irrigating, Eye, Ziegler, 8 oz: Jilustrated. 


Bottle, Vacuum, Blood, 250 cc., 12s: For storage and administration of 
serum or plasma, and collection of blood for serum preparation. With air 
tube. 

Bottle, Vacuum, Blood, 500 cc., 6s: For storage and administration of 
serum or plasma, and collection of blood for serum preparation. With air 
tube. 

Bottle, Vacuum, Blood, with Anticoagulant, 600 cc., 6s: Sterile; con- 

tains 75 cc. of 2.45% dextrose, 2.2% tri-sodium citrate and 0.8% citric acid, 

in sterile distilled water. 


Set 
Pair 
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Each 
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Box 
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3-119-760 


3-119-765 


3-119-790 


3-120-700 


3-120-710 


3-120-720 


3-1 20-730 


3-120-740 


3-120-750 


3-120-760 


3-120-770 


3-120-780 


3-120-790 


3-120-890 
3-121-990 
3-122-010 
3-122-020 
3-122-030 
3-122-400 
3-122-410 
3-122-420 
3-122-430 
3-122-440 
3-122-450 
3-122-460 
3-122-700 


3-122-710 


3-122-720 


3-123-500 


3-123-510 


3-123-530 
3-124-100 


3-124-120 


3-124-130 


3-124-140 
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Bottle, Vacuum, Blood, with Anticoagulant, 600 cc., 6s: Contains 50 cc. 
of sterile 4% sodium citrate solution as anticoagulant. For blood collection. 
Bottle, Vacuum, Blood, with Anticoagulant, 600 cc., 6s: Sterile; con- 


tains 120 cc. of 3% dextrose, 1.33% sodium citrate and 0.47% citric acid, 
in sterile distilled water. 


Bottle, Vacuum, Blood, with Dextrose, 2000 cc., 6s: Contains 250 cc. of 
50% dextrose in distilled water. For pooling plasma or serum. 


Bougie, Esophageal, Jackson, 10 Fr: Woven end; with metal stem and 
handle. Illustrated. 


Bougie, Esophageal, Jackson. 
handle. 

Bougie, Esophageal, Jackson, 
handle. 


Bougie, Esophageal, Jackson, 
handle. 

Bougie, Esophageal, Jackson, 
handle. 


Bougie, Esophageal, Jackson, 
handle. 

Bougie, Esophageal, Jackson, 
handle. 

Bougie, Esophageal, Jackson, 24 
handle. 


Bougie, Esophageal, Jackson, 26 
handle. 


Bougie, Esophageal, Jackson, 28 Fr: 
handle. 


Bougie, Eustachian, Set of 5: Double ended; whale bone. 
Bougie, Tracheal, Jackson, 18 Fr: 


Fr: Woven end; with metal stem and 


Fr: Woven end; with metal stem and 
Fr: Woven end; with metal stem and 


Fr: Woven end; with metal stem and 


Fr: Woven end; with metal stem and 


22 Fr: Woven end; with metal stem and 


Fr: Woven end; with metal stem and 
Fr: Woven end; with metal stem and 


Woven end; with metal stem and 


Bougie, Tracheal, Jackson, 21 Fr: 

Bougie, Tracheal, Jackson, 24 Fr: 

Bougie, Tracheal, Jackson, 30 Fr: 

Bougie, Urethral, 10 Fr: Woven; olive tip; boilable. Illustrated. 
Bougie, Urethral, 12 Fr: Woven; olive tip; boilable. 

Bougie, Urethral, 14 Fr: Woven; olive tip; boilable. 

Bougie, Urethral, 16 Fr: Woven; olive tip; boilable. 

Bougie, Urethral, 18 Fr: Woven; olive tip; boilable. 

Bougie, Urethral, 20 Fr: Woven; olive tip; boilable. 

Bougie, Urethral, 22 Fr: Woven; olive tip; boilable. 


Bougie, Urethral, Philips, 10 Fr: Woven; straight; with male 56 thread 
tip for attachment of filiforms, 3-302-800 to 3-302-920. 

Bougie, Urethral, Philips, 12 Fr: Woven; straight; with male 56 thread 
tip for attachment of filiforms, 3-302-800 to 3-302-920. 

Bougie, Urethral, Philips, 14 Fr: Woven; straight; with male 56 thread 
tip for attachment of filiforms, 3-302-800 to 3-302-920. 

Brace, Bone Drill, Hand, Universal, Smedberg: Complete with Jacobs 
chuck and chuck key, 3-123-510 and 3-123-530. For use with Steinmann 


pins, 3-107-880 to 3-108-090, twist drills, 3-106-450, 3-109-220 to 3-109-260, 
and Kirschner wire drills, ce 109-280 to 3-109-380. Illustrated. 


Chuck, Universal Bone Drill: Jacobs chuck; capacity 0 to 5% inches. 
Replacement for 3-123-500. 


Key, Chuck, Universal Bone Drill: Replacement for 3-123-500. 


Brace, Cranial Drill, Cushing, 9 inch: For burs, drill and extension attach- 
ment requisition 3-124-120 to 3-124-260. Jilustrated. 
Bur, Cranial, Enlarging, Adson-Rogers, 16 mm: To fit Cushing 
brace, 3-124-100. Illustrated. 
Bur, Cranial, Enlarging, Hudson, 20 mm: To fit Hudson or Cushing 
brace, 3-124-100. 


Bur, Cranial, Perforating, Adson-Rogers: To fit Cushing brace, 
3-124-100. Illustrated. 
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Stock No. 


3-124-210 


3-124-260 


3-125-300 


3-125-320 


3-125-340 


3-125-380 


3-125-420 


3-125-460 


3-125-520 


3-126-500 


3-126-520 


3-126-540 


3-126-640 


3-128-200 


3-138-200 
3-138-300 
3-138-800 


3-138-840 


3-138-910 


3-139-510 


3-139-550 


3-139-590 


3-139-900 


3-140-400 


3-140-600 


3-141-600 


3-142-200 


3-142-400 
3-145-400 


3-145-440 


NOMENCLATURE AND DESCRIPTION 


Drill, Flat, Cushing, 14 mm. Wide: To fit Cushing brace, 3-124-100. 
Illustrated. 

Extension, Cranial Drill Brace, Cerebellar, Hudson: Extension 
attachment to fit Cushing or Hudson brace, 3-124-100. Illustrated. 
Bronchoscope, Adolescent, Jackson, 7 mm. by 40 cm: Complete with 

two light carriers and lamps. For lamps requisition 7-972-550. 
Bronchoscope, Adult, Jackson, 8 mm. by 40 cm: Complete with two 
light carriers and lamps. For lamps requisition 7-972-550. Illustrated. 
Bronchoscope, Child, Jackson, 5 mm. by 30 cm: Complete with two light 
carriers and lamps. For lamps requisition 7-972-550. 
Bronchoscope, Full Lumen, Jackson, 6 mm. by 40 cm: Complete with 
two light carriers and lamps. For lamps requisition 7-792-550. Illustrated. 


Bronchoscope, Infant, Jackson, 4 mm. by 30 cm: Complete with two 
light carriers and lamps. For lamps requisition 7-972-550. 

Bronchoscope, Lower Lobe, Adult, Jackson, 5 mm. by 45 cm: Heavy; 
complete with two light carriers and lamps. For lamps requisition 7-972-550. 


Bronchoscope, Standard Aspirating, Jackson, .7 mm. by 40 cm: Ado- 
lescent-adult; complete with two light carriers and lamps. For lamps 
requisition 7-972-550. Illustrated. 


Buckle, Splint Webbing, 1 inch, 144s: 2 prong with guard. For webbing 
requisition 3-892-200. 

Buckle, Splint Webbing, 114 inch, 144s: 3 prong with guard. For webbing 
requisition 3-892-300. 

Buckle, Splint Webbing, 2 inch, 144s: 3 prong with guard. For webbing 
requisition 3-892-400. 

Buckshot, Lead, Coarse: For buckshot bags requisition 3-084-100 to 
3-084-400. 


Cabinet, Specialists, ENT, Suction and Pressure, 110 volt, 60 cycle, AC: 
Approximately 250 watts. I/lustrated. 


Canula, Antrum, Pierce: Natural opening. J/lustrated. 

Canula, Antrum Wash, Killian: With thumb and forefinger grip. I/lustrated. 

Canula, Brain, Exploring, Frazier, Set of 3: Consists of one each small, 
medium and large sizes. Illustrated. 

Canula, Brain, Ventricular, Frazier, 10 Fr: Straight, dull point; 4 inches 
long. Illustrated. 

Canula, Brain, Ventricular, 8 Fr: Lock-type hub; approximately 4% 
inches long. 

Canula, Frontal Sinus, Curved, Bresgen: With taper slip to fit Luer 
syringe. Illustrated. 


Canula, Frontal Sinus, Full Curved, Van Alyea: With Luer taper fitting 
and wire stylet. J/lustrated. 

Canula, Frontal Sinus, Lesser Curved, Van Alyea: With Luer taper 
fitting and wire stylet. Illustrated. 

Canula, Intravenous, Curved, Webster: (Infusion tube); with taper slip 
to fit Luer syringe. J/lustrated. 

Canula, Lachrymal, Set of 3: With Luer fitting. Consists of one reinforced 


straight, 23 gage, 44 inch canula; one reinforced curved, 23 gage, 54 inch 
canula; and one plain, 23 gage, 1 inch canula. J/lustrated. 


Canula, Laryngeal, Curved, Abraham, 6 inch: With Luer fitting. 
Illustrated. ; 


Canula, Sphenoid, Curved, Casselberry: Graduated; with Luer fitting; 
silver. Illustrated. 


Canula, Urethral, Modified Keyes-Ultzman: With finger rest adapter 
and Luer fitting. J/lustrated. 


Canula, Utricle, Angular, Young: With Luer fitting. 
Cardiograph, Quartz String, Mobile, 110 volt, 60 cycle, AC: Approxi- 


mately 100 watts. Mounted on mobile stand. For paper requisition 3-146-200 


to 3-146-600, according to manufacturer. For replacement lamp requisition 
7-974-700. Illustrated, 

String, Galvanometer, Quartz, Cardiograph, Cambridge: Replace- 
ment string for use only with Cambridge ‘‘Simplitrol’’ unit. 
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Stock No. 


3-145-600 


3-145-615 
3-145-620 
3-145-630 
3-145-640 
3-145-660 
3-145-680 
3-145-690 
3-145-700 
3-146-200 


3-146-300 


3-146-400 


3-146-500 


3-146-600 


3-146-700 


3-146-800 


3-149-500 
3-149-520 
3-149-800 
3-152-200 


3-160-100 
3-160-110 
3-160-120 
3-162-100 
3-162-130 
3-162-150 
3-165-200 


3-165-210 
3-165-220 
3-165-230 
3-165-240 
3-165-250 
3-166-200 


3-166-210 
3-166-220 
3-166-800 


3-166-810 
3-166-820 


NOMENCLATURE AND DESCRIPTION 


Cardiograph, Vacuum Tube Amplifier, Mobile: Mounted on mobile 
stand; without batteries. For paper requisition 3-146-200 to 3-146-600, 
according to manufacturer. (Army—For batteries requisition from Sig C 
according to type required for model and manufacturer). (Navy—For 
batteries requisition 3-145-615 to 3-145-700 according to model and manu- 
facturer). Illustrated. 


Battery, Dry Cell, A, 1.5 volt, Burgess No. 1: 

Battery, Dry Cell, A, 1.5 volt, Burgess Little 6 No. 4FH: 

Battery, Dry Cell, A, 1.5 volt, Burgess No. 6F: 

Battery, Dry Cell, A, 3 volt, Burgess No. 20F2: 

Battery, Dry Cell, B, 45 volt, Burgess No. Z30N: 

Battery, Dry Cell, B, 45 volt, Burgess No. Z30PRX: 

Battery, Dry Cell, B, 45 volt, Burgess No. W30BPX: 

Battery, Dry Cell, C, 1.5 volt, Burgess No. 4, Uni-Cell: 

Paper, Cardiograph, Cambridge Instrument Co. No. 10, 60 mm. 


by 50 ft: Unperforated bromide paper in daylight loading carton. For 
use with Cambridge All-Electric Portable Cardiograph. 


Paper, Cardiograph, Cambridge Instrument Co. No. 30, 60 mm. 
by 50 ft: Unperforated bromide paper in daylight loading carton. For 
use with Cambridge Simplitrol Portable Cardiograph. 


Paper, Cardiograph, Eastman No. 797 or Ansco Electrocardio- 


graph, 45 mm. by 50 ft: Wound on No. 1 core. For use with General 
Electric Model B Cardiograph. 


Paper, Cardiograph, Eastman No. 797 or Ansco Electrocardio- 
graph, 60 mm. by 100 ft: Wound on No. 93 core. For use with Sanborn 
Instomatic and Plastic Case Unit Cardiographs. 


Paper, Cardiograph, Eastman Royal Bromide F-1, 60 mm. by 175 
ft: Unperforated; wound on No. 93 core. For use with Cambridge In- 
strument Co. Model No. 1, No. 2, No. 3, and all electric models. 


Paper, Cardiograph, 60 mm. by 50 ft: For use only with Sanborn 
“‘Porto-Cardiograph”’ unit. 
Paper, Cardiograph, 60 mm. by 175 ft: For use only with Sanborn 
“Plastic Case”’ unit. 

Carrier, Ligature, Deschamp, Left, 8 inch: Blunt. 

Carrier, Ligature, Deschamp, Right, 8 inch: Blunt. 

Carrier, Sponge, Child, Jackson, 60 cm: J/lustrated. 


Case, Bronchoscopic, Storage and Sterilizing, Empty: Empty case with 
5 removable trays. Illustrated. 


Catheter, Eustachian, Hartmann, Size 1: 6 inch. 

Catheter, Eustachian, Hartmann, Size 2: 6 inch. J/lustrated. 

Catheter, Eustachian, Hartmann, Size 3: 6 inch. 

Catheter, Magill, 32 Fr: (Intratracheal tube). 

Catheter, Magill, 35 Fr: (Intratracheal tube). 

Catheter, Magill, 38 Fr: (Intratracheal tube). 

Catheter, Ureteral, X-ray, Olive Tip, 4 Fr: Graduated; double eye. 
Illustrated, 

Catheter, Ureteral, X-ray, Olive Tip, 5 Fr: Graduated; double eye. 

Catheter, Ureteral, X-ray, Olive Tip, 6 Fr: Graduated; double eye. 

Catheter, Ureteral, X-ray, Olive Tip, 7 Fr: Graduated; double eye. 

Catheter, Ureteral, X-ray, Olive Tip, 8 Fr: Graduated; double eye. 

Catheter, Ureteral, X-ray, Olive Tip, 10 Fr: Graduated; double eye. 


Catheter, Ureteral, X-ray, Round Tip, 5 Fr: 
Illustrated. 


Catheter, Ureteral, X-ray, Round Tip, 6 Fr: Graduated; double eye. 
Catheter, Ureteral, X-ray, Round Tip, 7 Fr: Graduated; double eye. 


Catheter, Ureteral, X-ray, Whistle Tip, 4 Fr: Graduated; double eye. 


Illustrated. 
Catheter, Ureteral, X-ray, Whistle Tip, 5 Fr: Graduated; double eye. 
Catheter, Ureteral, X-ray, Whistle Tip, 6 Fr: Graduated; double eye. 


Graduated; double eye. 
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3-166-830 
3-166-840 
3-166-850 
3-170-100 


3-170-600 
3-170-610 
3-170-620 
3-170-630 
3-170-650 
3-170-690 


3-171-200 
3-174-200 
3-174-210 
3-174-220 
3-174-230 
3-174-240 


3-174-250 
3-174-260 
3-174-270 
3-174-290 
3-174-300 
3-175-500 


3-175-510 


3-176-500 
3-176-520 
3-176-530 
3-176-540 
3-176-560 
3-176-580 
3-177-600 
3-177-620 
3-177-640 


3-177-900 
3-177-980 


3-178-500 
3-178-550 


3-178-570 


3-179-020 
3-179-040 
3-179-060 
3-179-080 


NOMENCLATURE AND DESCRIPTION 


Catheter, Ureteral, X-ray, Whistle Tip, 7 Fr: Graduated; double eye. 
Catheter, Ureteral, X-ray, Whistle Tip, 8 Fr: Graduated; double eye. 
Catheter, Ureteral, X-ray, Whistle Tip, 10 Fr: Graduated; double eye. 


Catheter, Urethral, Male, Metal, Gouley, 14 Fr: Tunnelled for use of 
Gouley filiforms, 3-303-900 to 3-303-980. 


Catheter, Urethral, Male, Metal, LeFort, 10 Fr: With standard male 
threads for attachment of filiforms, 3-302-800 to 3-302-920. 


Catheter, Urethral, Male, Metal, LeFort, 12 Fr: With standard male 
threads for attachment of filiforms, 3-302-800 to 3-302-920. 


Catheter, Urethral, Male, Metal, LeFort, 14 Fr: With standard male 
threads for attachment of filiforms, 3-302-800 to 3-302-920. Jilustrated. 


Catheter, Urethral, Male, Metal, LeFort, 16 Fr: With standard male 
threads for attachment of filiforms, 3-302-800 to 3-302-920. 


Catheter, Urethral, Male, Metal, LeFort, 20 Fr: With standard male 
threads for attachment of filiforms, 3-302-800 to 3-302-920. 


Catheter, Urethral, Male, Metal, LeFort, 24 Fr: With standard male 
threads for attachment of filiforms, 3-302-800 to. 3-302-920. 


Catheter, Urethral, Male, Metal, Regular Curved, 18 Fr: 

Catheter, Urethral, Rubber, Robinson, 8 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 10 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 12 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 14 Fr: Double eye; hollow tip. 


Catheter, Urethral, Rubber, Robinson, 16 Fr: Double eye; hollow tip. 
Illustrated. 


Catheter, Urethral, Rubber, Robinson, 18 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 20 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 22 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 24 Fr: Double eye; hollow tip. 
Catheter, Urethral, Rubber, Robinson, 26 Fr: Double eye; hollow tip. 


Catheter, Urethral, Rubber, Hemostatic, Foley, 24 Fr: 30 cc. bag; 
hollow tip. Illustrated. 


Catheter, Urethral, Rubber, Hemostatic, Foley, 26 Fr: 30 cc. bag; 
hollow tip. 


Catheter, Urethral, Rubber, Nelaton, 10 Fr: 

Catheter, Urethral, Rubber, Nelaton, 14 Fr: 

Catheter, Urethral, Rubber, Nelaton, 16 Fr: J/lustrated. 

Catheter, Urethral, Rubber, Nelaton, 18 Fr: 

Catheter, Urethral, Rubber, Nelaton, 22 Fr: 

Catheter, Urethral, Rubber, Nelaton, 26 Fr: 

Catheter, Urethral, Rubber, Self-Retaining, Foley, 18 Fr: 5 cc. bag. 
Catheter, Urethral, Rubber, Self-Retaining, Foley, 20 Fr: 5 cc. bag. 


Catheter, Urethral, Rubber, Self-Retaining, Foley, 22 Fr: 5 cc. bag. 
Illustrated. 


Catheter, Urethral, Rubber, Self-Retaining, Malecot, 16 Fr: 4 wing. 


Catheter, Urethral, Rubber, Self-Retaining, Malecot, 32 Fr: 4 wing. 
Illustrated. 


Catheter, Urethral, Rubber, Self-Retaining, Pezzer, 12 Fr: Raised tip. 


Catheter, Urethral, Rubber, Self-Retaining, Pezzer, 20 Fr: Raised tip. 
Illustrated. 


Catheter, Urethral, Rubber, Self-Retaining, Pezzer, 24 Fr: Raised tip. 


Stylet, Malleable, Straight: For rubber urethral catheters. Requisition 
3-751-100. 


Catheter, Urethral, Rubber, Soft, 12 Fr: 
Catheter, Urethral, Rubber, Soft, 20 Fr: 
Catheter, Urethral, Rubber, Soft, 24 Fr: 
Catheter, Urethral, Rubber, Soft, 28 Fr: 
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3-180-100 
3-180-130 
3-180-140 
3-180-150 
3-180-160 
3-180-180 
3-180-700 
3-180-740 
3-180-750 
3-180-790 
3-181-300 


3-181-310 


3-181-700 


3-181-710 


3-184-100 


3-184-300 


3-184-500 


3-184-510 


3-184-520 


3-184-620 


3-184-640 


3-184-800 


3-184-850 


3-184-855 


3-184-900 


3-184-910 


3-184-920 


3-184-950 


3-185-100 


3-185-120 


Catheter, Urethral, Woven, Mercier, 8 Fr: Coude tip; boilable. 
Catheter, Urethral, Woven, Mercier, 14 Fr: Coude tip; boilable. 
Catheter, Urethral, Woven, Mercier, 16 Fr: Coude tip; boilable. [//ustrated. 
Catheter, Urethral, Woven, Mercier, 18 Fr: Coude tip; boilable. 
Catheter, Urethral, Woven, Mercier, 20 Fr: Coude tip; boilable. 
Catheter, Urethral, Woven, Mercier, 24 Fr: Coude tip; boilable. 
Catheter, Urethral, Woven, Straight, 8 Fr: Olive tip. 

Catheter, Urethral, Woven, Straight, 16 Fr: Olive tip. Illustrated. 
Catheter, Urethral, Woven, Straight, 18 Fr: Olive tip. 

Catheter, Urethral, Woven, Straight, 24 Fr: Olive tip. 

Catheter, Urethral, Woven, Straight, Philips, 12 Fr: With male 56 
thread tip for attachment of filiforms, 3-302-800 to 3-302-920. Illustrated. 
Catheter, Urethral, Woven, Straight, Philips, 14 Fr: With male 56 

thread tip for attachment of filiforms, 3-302-800 to 3-302-920. 
Catheter, Urethral, Woven, Double Eye, 16 Fr: Modified natural curve; 
olive tip. Illustrated. 


Catheter, Urethral, Woven, Double Eye, 18 Fr: Modified natural curve; 
olive tip. 


Cautery Apparatus, Electric: Requisition by separate components in- 
dented below. 

Cord, Cautery, Regular: With male fittings at both ends. For use 
with cautery handle, 3-186-100. Zilustrated. 
Electrode, Cautery, Cervix, Large, NEI No. 7: 71% inch shank. For 
use with cautery handles, 3-185-900, or 3-186-100 with cord, 3-184-100. 
Illustrated. 
Electrode, Cautery, Eye, NEI No. NA-N49: One inch shank; plati- 
num point. For use with cautery handle, 3-185-800. [ilustrated. 
Electrode, Cautery, Eye, NEI No. NB-N49: One inch shank; plati- 
num point. For use with cautery handle, 3-185-800. Illustrated. 
Electrode, Cautery, Eye, NEI No. NC-N49: One inch shank; plati- 
num point. For use with cautery handle, 3-185-800. J//ustrated. 
Electrode, Cautery, Flat Wire, Medium, 7)% inch: For use with 
ee eed handles, 3-185-900, or 3-186-100 with cord, 3-184-100. Zllus- 
trated. 
Electrode, Cautery, Flat Wire, Small, 7144 Inch: For use with 
fae handles, 3-185-900, or 3-186-100 with cord, 3-184-100. Zllus- 
trated. 
Electrode, Cautery, Knife Point, Large, NEI No. 6: 71% inch 
shank. For use with cautery handles, 3-185-900, or 3-186-100 with 
cord, 3-184-100. Illustrated. 
Electrode, Cautery, Nasal, Knife Point: 22 amperes. For use with 
oes handles, 3-185-900, or 3-186-100 with cord, 3-184-100. Zilus- 
trated. 
Electrode, Cautery, Nasal, Needle Point: 22 amperes. For use with 
eer handles, 3-185-900, or 3-186-100 with cord, 3-184-100. Zilus- 
trated. 
Electrode, Cautery, Nasal, NEI No. NB-N47: 41% inch shank; 
platinum point. For use with cautery handle, 3-185-800. Illustrated. 
Electrode, Cautery, Nasal, NEI No. NC-N47: 414 inch shank; plati- 
num point. For use with cautery handle, 3-185-800. Illustrated. 
Electrode, Cautery, Nasal, NEI No. ND-N47: 414 inch shank; plati- 
num point. For use with cautery handle, 3-185-800. Illustrated, 
Electrode, Cautery, Nasal, NEI No. NC-N47: 41% inch shank; bone 
insulated point. For use with cautery handle, 3-185-800. J/lustrated. 
Electrode, Cautery, Round Wire, Medium, 74 inch: For use with 
cautery handles, 3-185-900, or 3-186-100 with cord, 3-184-100. 
Electrode, Cautery, Round Wire, Small, 714 inch: For use with 
cautery handles, 3-185-900, or 3-186-100 with cord, 3-184-100. 
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Cautery Apparatus, Electric: (Cont’d) 

3-185-800 Handle, Cautery, Eye and Nasal, Pencil Type: Complete with | Each 6/144 
button switch, and 5 foot cord with male attachment. For use with 
electrodes, 3-184-500, 3-184-510, 3-184-520, 3-184-900, 3-184-910, 

3-184-920 and 3-184-950. Illustrated. 

3-185-900 Handle, Cautery, Pistol Grip: Complete with 5 foot cord with male | Each 6/144 
attachment. For use with electrodes, 3-184-300, 3-184-620, 3-184-640, 

3-184-800, 3-184-850, 3-184-855, 3-185-100 and 3-185-120. Illustrated. 

3-186-100 Handle, Cautery, Straight, 8 inch: Without cord; contact breakers | Each 6/288 
and female fittings with set screws at both ends. For use with electrodes, 
3-184-300, 3-184-620, 3-184-640, 3-184-800, 3-184-850, 3-184-855, 
3-185-100 and 3-185-120, with cord, 3-184-100. Jilustrated. 

3-186-800 Transformer, Cautery, Large, 110 volt, 60 cycle, AC: Approxi- | Each 1/4 
mately 400 watts. Electric transformer for use with cautery cords and 
handles, and cords for electrical diagnostic appliances. Illustrated. 

3-186-840 Transformer, Cautery, Medium, 110 volt, 60 cycle, AC: Approxi- | Each 1/4 
mately 300 watts. Electric transformer for use with cautery cords and 
handles, and cords for electrical diagnostic appliances. 

N-LS 3-186-850 Transformer, Cautery, Medium, 110 volt, DC: Approximately 300 | Each 
watts. Electric transformer for use with cautery cords and handles, 
and cords for electrical diagnostic appliances. 
xX 3-190-100 | Cement, Rubber, 1 oz: Tube 12/288 D 

3-190-600 | Chair, Equilibrium Test, Barany: Steel; with two head rests. Each 1 | 

3-191-100 | Chisel, Bone, 6 mm: 614 inch length; single bevel. Each 6/144 

3-191-200 | Chisel, Bone, 12 mm: 6) inch length; single bevel. J/lustrated. Each 6/144 

3-191-300 | Chisel, Bone, 18 mm: 614 inch length; single bevel. Each 6/144 

3-191-400 | Chisel, Bone, Lambotte, 25 mm: Single bevel; very thin. J/lustrated. Each 6/72 

3-191-420 | Chisel, Bone, Lambotte, 38 mm: Single bevel; very thin. Each 6/72 

3-191-800 | Chisel, Bone, Mastoid, Alexander, 3 mm: 634 inch length; cutting edge. | Each 6/144 

Illustrated. 
N-LS 3-191-820 | Chisel, Bone, Mastoid, Alexander, 5 mm: 634 inch length; cutting edge. | Each 6/144 
N 3-193-200 | Chisel, Bone, Postmortem, 5 inch: //]ustrated. Each 6/72 
N-LS 3-195-200 | Chisel, Nasal, Septal, ‘‘V’’ Shaped, Ballenger, Large: Each 6/72 
3-196-600 | Chisel, Nasal, Submucous, Straight, Freer, 61/2 inch: I[/lustrated. Each 6/72 
A 3-198-800 | Clamp, Balkan Frame, Large: Consists of 2 carriage bolts with winged | Each 12/144 
nuts, and 2 steel spreaders. Replacement for Balkan frame, 3-390-100. 
A 3-198-820 | Clamp, Balkan Frame, Small: Consists of 2 carriage bolts with winged | Each 12/144 
nuts, and 2 steel spreaders. Replacement for Balkan frame, 3-390-100. 

3-199-100 | Clamp, Bone Holding, Lowman’s Modified, 434 inch: (Bone plating | Each 1/72 

clamp). J/lustrated. 

3-199-200 | Clamp, Bone Holding, Lowman’s Modified, 634 inch: (Bone plating | Each 1/60 

clamp). 

3-199-300 | Clamp, Bone Holding, Lowman’s Modified, 814 inch: (Bone plating | Each 1/48 

clamp). 
N-LS 3-200-100 | Clamp, Bone Reduction, Bohler: With 2 additional concave blocks. Each 1/48 
A 3-201-750 | Clamp, Harelip, Right and Left, Ivy: For adult plastic surgery. J/lustrated. | Pair 12/288 
3-201-800 | Clamp, Hemorrhoidal, Buie, 814 inch: Illustrated. Each 1/48 
A-LS 3-201-810 | Clamp, Hemorrhoidal, Kelsey, 10 inch: Each 1/48 
Clamp, Hysterectomy: Requisition 3-349-500 and 3-349-900. 

3-202-800 | Clamp, Intestinal, Anastomosis, Furniss: Two bladed. J/lustrated. Each 1/48 

3-203-100 | Clamp, Intestinal, Anastomosis, Rankin: Three bladed. Jilustrated. Each 1/48 

3-203-800 | Clamp, Pylorus, Payr, 8 inch: Jilustrated. Each 6/72 

3-203-840 | Clamp, Pylorus, Payr, 11 inch: J/lustrated. Each 1/36 

Clamp, Shutoff, Regulating: Tomac type; for use with transfusion 
apparatus. Requisition 4-180-680. 
xX 3-204-590 | Clamp, Towel, Backhaus, 3 inch: Each 12/192 
x 3-204-600 | Clamp, Towel, Backhaus, 514 inch: Jilustrated. Each 12/144 
X 3-205-200 | Clamp, Penis, Zipser: Spring wire. For holding solution in urethra. Illustrated. | Each 6/120 
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3-206-205 


3-207-100 
3-208-100 
3-208-200 


3-210-100 
3-210-600 


3-210-640 
3-210-680 
3-210-720 
cre 


3-212-800 
3-212-900 
3-217-500 
3-217-600 
3-218-750 
3-219-850 
3-219-880 
3-220-770 


3-220-800 
3-221-100 
3-221-600 
3-221-800 
3-222-400 
3-225-400 


3-225-500 
3-225-550 
3-225-600 
3-225-700 
3-225-750 


3-226-600 
3-226-700 
3-226-800 
3-229-200 


3-230-100 
3-230-680 
3-230-700 


3-230-720 


NOMENCLATURE AND DESCRIPTION 


Cleaning Tool, Light Carrier, Imperatori: For cleaning Jackson electri- 

cally lighted instruments. Illustrated. 

Clipper, Hair, Surgical, 1 mm. Cut: J/lustrated. 

Compressor, Air, Tankless, 110 volt, AC-DC: Approximately 100 watts. 
Tubing, Pressure, Silk Covered, 514 foot: Complete with fittings; re- 
placement for 3-208-100. 

Cord, Elastic, Traction: 

Cord, Electric, Diagnostic Appliances, ACMI: For use with battery 


boxes and transformers, 3-097-800, 3-097-900, 3-186-800 or 3-186-840, 
with ACMI diagnostic appliances. Illustrated. 


Cord, Electric, Diagnostic Appliances, American Optical: For use with 
battery boxes and transformers, 3-097-800, 3-097-900, 3-186-800 or 
3-186-840, with American Optical diagnostic appliances. Illustrated. 


Cord, Electric, Diagnostic Appliances, Boehm: For use with battery 
boxes and transformers, 3-097-800, 3-097-900, 3-186-800 or 3-186-840, with 
Boehm diagnostic appliances. J/lustrated. 


Cord, Electric, Diagnostic Appliances, National Electric: For use with 
battery boxes and transformers, 3-097-800, 3-097-900, 3-186-800 or 
3-186-840, with National Electric diagnostic appliances. Illustrated. 


Cord, Electric, Diagnostic Appliances, Welch-Allyn: For use with 
battery boxes and transformers, 3-097-800, 3-097-900, 3-186-800 or 
3-186-840, with Welch-Allyn diagnostic appliances. I/lustrated. 


Cot, Finger, Large, 12s: 

Cot, Finger, Medium, 12s: 

Curette, Adenoid, Barnhill, Size 1: 8 inch; sharp. J/lustrated. 

Curette, Adenoid, Barnhill, Size 4: 834 inch; sharp. 

Curette, Bone, Double Ended, Volkmann, 8 inch: Round and oval ends. 

Curette, Chalazion, Meyhoefer, Medium: Sharp. J/lustrated. 

Curette, Chalazion, Meyhoefer, Small: Sharp. 

Curette, Ear, Foreign Body, Billeau, Medium: (Ear loop). Flexible; 
oval shaped. Jilustrated. 

Curette, Ear, Sharp, Buck, Size 2: Straight. J//ustrated. 

Curette, Ear, Spoon and Hook, Gross, 5 inch: J/lusirated. 

Curette, Ethmoid, Faulkner, 8 inch: J/lustrated. 

Curette, Ethmoid, Mosher, Set of 3: Sizes 1, 2 and 3. Illustrated. 

Curette, Eustachian, Yankauer, Set of 3: Sizes 1, 2 and 3. Jilustrated. 

Curette, Mastoid, Oval, Spratt, Size 00: (Buck oval curette); 6% inch; 
sharp. 

Curette, Mastoid, Oval, Spratt, Size 1: (Buck oval curette); 61% inch; 
sharp. J/lustrated. 

Curette, Mastoid, Oval, Spratt, Size 2: (Buck oval curette); 61% inch; 
sharp. 

Curette, Mastoid, Oval, Spratt, Size 3: (Buck oval curette); 61% inch; 
sharp. 

Curette, Mastoid, Oval, Spratt, Size 5: (Buck oval curette); 61% inch; 
sharp. 

Curette, Mastoid, Oval, Spratt, Size 6: (Buck oval curette); 61% inch; 
sharp. 

Curette, Mastoid, Richard, Size 1: 7 inch; sharp. J/lustrated. 

Curette, Mastoid, Richard, Size 3: 7 inch; sharp. 


- Curette, Mastoid, Richard, Size 5: 7 inch; sharp. 


Curette, Sinus, Coakley, Set of 6: Five blades with oval openings and one 
blade with triangular opening. I/lustrated. 

Curette, Uterine, Biopsy, Randall: With Luer fitting. 

Curette, Uterine, Blunt, Thomas, Size 2: 101% inch; nonirrigating. 

Curette, Uterine, Blunt, Thomas, Size 4: 10% inch; nonirrigating. 
Illustrated. 

Curette, Uterine, Blunt, Thomas, Size 6: 101% inch; nonirrigating. 
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3-231-200 
3-231-300 


3-232-200 
3-232-300 
3-232-400 
3-233-600 
3-234-200 


3-234-600 


3-235-380 
3-235-400 
3-235-450 
3-237-400 


3-237-800 


3-238-800 


3-238-900 


3-238-940 


3-239-900 
3-242-200 


3-245-205 
3-245-500 
3-247-500 
3-249-500 


3-249-600 
3-249-700 
3-249-800 
3-249-810 
3-251-905 


3-252-800 
3-253-400 
3-253-430 
3-254-400 
3-255-500 
3-256-500 
3-256-900 


Curette, Uterine, Irrigating, Thomas, Large: 10! inch; blunt; with 
connection for tubing. 

Curette, Uterine, Blunt, Irrigating, Thomas, Medium: 10 inch; with 
connection for tubing. J/lustrated, 

Curette, Uterine, Sharp, Sims, Size 2: 10% inch, ///ustrated. 

Curette, Uterine, Sharp, Sims, Size 4: 101% inch. 

Curette, Uterine, Sharp, Sims, Size 6: 10% inch. 

Cuspidor, Fountain, ENT: Pedestal type. 

Cutaneous Resistance Apparatus: (Peripheral blood circulation index). 


In case. Complete with batteries and accessories. For diagnosis of nerve 
injuries through cutaneous reaction. 


Cutter, Gauze, 5 inch Knife, 110-220 volt, 60 cycle, AC: Approximately 
100 watts. Complete with accessories. [//ustrated. 

Cutter, Steinmann Pin and Wire: Double action. 

Cutter, Wire, Surgical, Berbecker: ///ustrated. 

Cutter, Wire, Surgical, Ralk: 


Cystoscope, Convertible, 21 Fr: For examining, catheterizing and operat- 
ing. In case with accessories. For use with transformer or battery box, 
3-097-800, 3-097-900, 3-186-800 or 3-186-840. For lamp requisition 7-972-850. 

Cystoscope, Convertible, Brown-Buerger, 24 Fr: With examining tele- 
scope. Combined catheterization and operating telescope. In case with 
removable fin, concave and convex sheaths, and two extra lamps and 
accessories. For use with transformer or battery box, 3-097-800, 3-097-900, 
3-186-800 or 3-186-840. For lamp requisition 7-972-850. Illustrated. 

Cystoscope, Double Catheterizing, Brown-Buerger, 16 Fr: In case 


with concave and convex sheaths, two extra lamps and accessories. For use 
with transformer or battery box, 3-097-800, 3-097-900, 3-186-800, or 
3-186-840. For lamp requisition 7-972-800. Illustrated. 


Cystoscope, Young, 24 Fr: Improved type. In case with concave and con- 
vex sheaths; 2 extra concave sheath lamps and 2 extra convex sheath lamps; 
obturator; 4 telescopes; and accessories. For use with transformer or battery 
box, 3-097-800, 3-097-900, 3-186-800, or 3-186-840. 

Cystoscope Tip, Rubber, Set of 8: 2 large and 2 small perforated tips, and 
2 large and 2 small unperforated tips. For use with cystoscopes. 

Cystotome, Eye, Graefe: [/lustrated. 


Cysto-Urethroscope: (Panendoscope). In case with telescope, 3-819-100; 
one 24 Fr. sheath with obturator; one 20 Fr. beaked sheath with obturator; 
cord, 2 extra lamps, and accessories. For use with rheostat, 3-622-200, or 
battery box, or transformer, 3-097-800, 3-097-900, 3-186-800 or 3-186-840. 
For lamp requisition 7-973-000. Illustrated. 


Depressor, Tongue, Metal, Weder: Small. I//ustrated. 
Depressor, Tongue, Wood, 100s: 
Depth Perception Apparatus, Portable: ///ustrated. 


Dermatome Set, Padgett: Consists of drum, 2 cutting blades, 3-249-600; 
knife handle; brush, 3-249-700; one pint of special cement, 3-249-800; in case. 
Illustrated. 


Blade, Dermatome, Padgett: 

Brush, Dermatome, 1 inch: 
Cement, Dermatome, Special, 1 pt: 
Cement, Dermatome, Special, 14 gal: 


Diagnostic Light Set, Eye, Ear and Nose: Consists of electric ophthalmo- 
scope, otoscope, retinoscope, and tongue depressor; cords; cord adapter; 
cord handle; battery handle; and 6 extra lamps; in case. See supplement 
for list of contents. 


Dilator, Common Bile Duct, Bakes, Set of 9: Sizes 3 to 11 mm. diameter. 
Dilator, Lachrymal, Nettleship-Wilder, Set of 3: Assorted sizes. 
Dilator, Lachrymal, Ziegler, 51 inch: 

Dilator, Tracheal, Trousseau, 51 inch: I/lustrated. 

Dilator, Uterine, Double Ended, Hank, Set of 6: J//ustrated. 

Dilator, Uterine, Goodell, 131 inch: With gage. I//ustrated. 

Dilator, Uterine, Palmer, 9 inch: Short ; with gage; smooth blades. I llustrated. 
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3-259-400 
3-259-600 
3-259-900 


3-262-400 
3-262-900 


3-265-800 
3-265-840 
3-265-880 
3-266-800 


3-268-400 
3-268-440 
3-268-480 
3-268-520 
3-268-560 
3-268-840 


3-268-845 
3-268-850 
3-268-900 


3-269-700 
3-269-740 
3-272-600 


2-273-200 
3-273-400 
3-273-600 


3-273-800 
3-274-600 
3-274-800 


3-274-840 


3-274-880 
3-275-590 


3-275-600 


3-276-600 
3-277-200 
3-277-900 


3-278-400 
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Director, Grooved, Probe Point, 514 inch: JIlustrated. 
Director, Grooved, Round Point, 6 inch: Jilustrated. 


Director, Grooved, Cooper, 5 inch: With aneurism needle attached. Jilus- 
trated. 


Dissector, Nasal, Submucous, Pierce: Double ended. Jilustrated. 


Dissector, Tonsil, Hurd: (Blunt dissector and pillar tractor). Approxi- 
mately 81% inches long. Illustrated. 


Drain, Rubber, Empyema, Brewer, 46 inch: 

Drain, Rubber, Empyema, Brewer, % inch: 

Drain, Rubber, Empyema, Brewer, 14 inch: 

Drain, Rubber, Nephrostomy, Cummings, 24 Fr: 4-wing Malecot head 
with ureteral drain. Illustrated. 

Drain, Rubber, T-Type, 12 Fr: 

Drain, Rubber, T-Type, 14 Fr: 

Drain, Rubber, T-Type, 16 Fr: 

Drain, Rubber, T-Type, 18 Fr: Jilustrated. 

Drain, Rubber, T-Type, 22 Fr: 


Drainage and Suction Apparatus, Wangensteen Type: Complete with 


rubber tubing, one irrigation bottle, three drainage bottles, on mobile stand. 
Illustrated. 


Bottle, Drainage, 1 gal: Glass; replacement for 3-268-840. 
Bottle, Irrigation, 32 oz: Glass; replacement for 3-268-840. 
Drainage and Suction Set, Wangensteen, Modified: Without bottles. 
Use empty intravenous solution bottles. 
Drum, Test: For eye instruments. Illustrated. 
Membrane, Test Drum: Replacement for 3-269-700. 


Electrode, Coagulation, Rigid, Cystoscopic, McCarthy, 8 Fr: For use 
with cysto-urethroscope, 3-242-200 and electrosurgical unit, 3-275-600. 
Illustrated. 

Electrode, Fulguration, Proctoscopic, Buie: 14 inch working length; with 
suction attachment. For use with proctosigmoidoscopes, 3-579-500, 
3-579-600 and electrosurgical unit, 3-275-600. Illustrated. 

Electrode, Fulguration, Flexible, Cystoseopic, Bugbee, 6 Fr: For use 
with cystoscopes, 3-237-400, 3-237-800, 3-238-800 and electrosurgical unit, 
3-275-600. Illustrated. 

Electrode, Fulguration, Flexible, Cystoscopic, McCarthy, 8 Fr., Set of 3: 
For use with cystoscopes, 3-237-400, 3-237-800 and electrosurgical unit, 
3-275-600. Illustrated. 

Electrode Paste, 5 oz: For use with electromedical apparatus. 

Electroencephalograph, 3 Channel: 


Electroencephalograph, 6 Channel: For ink and paper requisition 3-274-840 
and 3-274-880. 
Ink Powder, Nigrosin, Electroencephalograph, 1 tb: For use in 
accordance with formula given in electroencephalograph instruction 
manual. 
Paper, Recording, Electroencephalograph, 4 inch, 1000s: 


Electrosurgical Unit, Mobile, Davis-Bovie, 110 volt, 60 cycle, AC: Two 
circuit type, with separate systems for cutting and coagulating currents. 
Complete with a standard set of accessories including needles, knives, loops, 
handles and electrodes. Cabinet mounted on casters with rubber tires. 
Overall dimensions 18 inches wide by 32 inches long by 44 inches high. 
Illustrated. 

Electrosurgical Unit, Portable, 110-220 volt, 60 cycle, AC: Approximately 
1610 watts. Complete with carrying case and accessories (Army—and TM 
8-616). Illustrated. 

Elevator, Nasal, Double Ended, Freer: Sharp and blunt end. Jilustrated. 

Elevator, Nasal, Sharp, Freer, 714 inch: Submucous. J/lustrated. 


Elevator, Periosteal, Blunt, Langenbeck, 814 inch: Narrow curved blade. 
Illustrated, 


Elevator, Periosteal, Blunt, Sayre, 634 inch: Double ended. Illustrated. 
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N-LS 3-279-200 | Elevator, Periosteal, Plain, with Raspatory, 6 inch: Each 6/144 
3-279-400 | Elevator, Periosteal, with Raspatory, Costal, Large, Doyen: Right and | Pair 6/144 
left. Illustrated. 
3-280-200 | Elevator, Periosteal, Sharp, Sayre, 614 inch: Double ended. J/lustrated. | Each 6/144 
3-280-700 | Elevator, Periosteal, Sharp, 734 inch: Broad, curved blade. Jllustrated. Each 6/144 
3-281-200 | Elevator, Periosteal, Wide, Lane, 634 inch: J/lustrated. Each 6/144 
3-284-800 | Esophagoscope, Adult, Jackson, 9 mm. by 45 cm: With two light carriers | Each 1/36 
and lamps. For replacement lamp requisition 7-972-550. Illustrated. 
LS 3-284-900 | Esophagoscope, Child, Jackson, 6 mm. by 35 cm: With two light carriers | Each 1/36 
and lamps. For replacement lamp requisition 7-972-550. 
3-285-600 | Esophagoscope, Full Lumen, Jackson, 5 mm. by 45 cm: With two light | Each 1/36 
carriers and lamps. For replacement lamp requisition 7-972-550. 
3-285-700 | Esophagoscope, Full Lumen, Jackson, 6 mm. by 35 cm: With two light | Each 1/36 
carriers and lamps. For replacement lamp requisition 7-972-550. Illustrated. 
3-285-800 | Esophagoscope, Full Lumen, Jackson, 7 mm. by 45 cm: With two light | Each 1/36 
carriers and lamps. For replacement lamp requisition 7-972-550. 
3-285-900 | Esophagoscope, Full Lumen, Jackson, 9 mm. by 53 cm: With two light | Each 1/36 
carriers and lamps. For replacement lamp requisition 7-972-550. 
3-287-500 | Evacuator, Cystoscopic, Ellick: For use with cystoscopes, 3-237-400, | Each 1/48 D 
3-237-800 and 3-238-800; cysto-urethroscope, 3-242-200; and prostatic 
resectoscope, 3-598-000. Illustrated. 
3-288-100 | Evacuator, Cystoscopic, Toomey: For use with cystoscopes, 3-237-400, | Each 1/48 
3-237-800 and 3-238-800; cysto-urethroscope, 3-242-200; and prostatic 
resectoscope, 3-598-000. Illustrated. 
3-288-900 | Evacuator, Esophageal, Jackson: With two glass collecting cups. Jilus- | Each 1/48 
trated. 
3-300-100 | Felt, Wool, Gray, 14 inch Thick: 36 inch width. For padding splints for | Yard | —/20 
protection of pressure points. 
3-300-300 | Felt, Wool, White, 12 inch Thick: 20 inch width. For padding splints. Foot + / 
3-301-300 | File, Bone, 314 inch Blade: One side flat, other oval. Illustrated. Each 6/72 
».¢ 3-302-800 | Filiform, LeFort, 3 Fr: (Bougie). Woven; with standard female thread; | Each 12/1440 | D 
olive point; 35 cm. length. 
xX 3-302-840 | Filiform, LeFort, 4 Fr: (Bougie). Woven; with standard female thread; | Each 12/1440 | D 
olive point; 35 cm. length. 
xX 3-302-880 | Filiform, LeFort, 5 Fr: (Bougie). Woven; with standard female thread; | Each 12/1440 | D 
olive point; 35 cm. length. 
xX 3-302-920 | Filiform, LeFort, 6 Fr: (Bougie). Woven; with standard female thread; | Each 12/1440 | D 
olive point; 35 cm. length. Illustrated. 
N-LS| X 3-303-900 | Filiform, Whalebone, Gouley, 4 Fr: Olive tip at each end. Each 12/1440 | D 
5.4 3-303-940 | Filiform, Whalebone, Gouley, 5 Fr: Olive tip at each end. Each 12/1440 | D 
x 3-303-980 | Filiform, Whalebone, Gouley, 6 Fr: Olive tip at each end. Each 12/1440 | D 
xX 3-305-100 | Filter, Air, Blood Transfusion Apparatus: Glass tube packed with cotton, | Each 12/144 | D 
rubber tubing and needle. Jilustrated. 
xX 3-305-900 | Filter Drip Apparatus, Indirect Blood Transfusion: (Sight-gage). Con- | Each 12/144 
sists of CRM filter; glass housing, 3-305-920; connecting nipple, 3-305-940; 
screw cap, 3-305-960; and rubber stopper, 3-305-980. For whole blood 
slotted strainer requisition 3-745-550. Illustrated. 
x 3-305-920 Housing, Glass, Filter Drip Apparatus: [//ustrated. Each 12/288 
xX 3-305-940 Nipple, Connecting, Filter Drip Apparatus: [/lustrated. Each 12/288 
x 3-305-960 Screw Cap, Filter Drip Apparatus: [/lustrated. Each 24/960 
x 3-305-980 Stopper, Rubber, Filter Drip Apparatus: J/]ustrated. Each 1225902 ee D 
N-LS 3-307-200 | Flarimeter: For measuring vital capacity and breath holding ability. Each 1/1 
D4 3-309-500 | Foil, Tantalum, 0.00025 inch, 3 by 4 inch Sheets, 6s: Pkg 12/288 
xX 3-309-510 | Foil, Tantalum, 0.00050 inch, 3 by 4 inch Sheets, 6s: Pkg 12/288 
3-310-100 | Forceps, Advancement, Prince, 41 inch: Angular. J/lustrated. Each 12/576 
3-311-300 | Forceps, Bone Cutting, Curved, Liston-Stille, 1014 inch: Double | Each 1/36 
jointed. J/lustrated. 
3-311-800 | Forceps, Bone Cutting, Straight, Liston, 834 inch: J/lustrated. Each 1/48 
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3-312-700 
3-312-900 
3-313-600 
3-313-900 


3-313-920 
3-313-940 
3-314-200 
3-314-600 
3-314-800 
3-315-050 


3-315-100 


3-315-150 
3-315-160 
3-315-170 


3-315-400 


3-315-800 
3-316-200 
3-317-200 
3-317-400 


3-317-600 
3-317-900 
3-318-400 
3-318-600 
3-318-700 
3-318-900 
3-319-100 
3-319-500 
3-319-800 
3-319-900 


3-321-100 
3-322-200 
3-322-700 
3-323-300 


3-323-900 


3-324-100 


JULY 1947 
Unit Packaging 
NOMENCLATURE AND DESCRIPTION of and 
Issue Packing 
Forceps, Bone Holding, Straight, Farabeuf-Lambotte, 1014 inch: With | Each 1/36 
ratchet. J/lustrated. 
Forceps, Bone Holding, Straight, Kern, 81/7 inch: Without ratchet. Each 1/48 
Forceps, Bone Holding, Straight, Lane, 12 inch: J/lustrated. Each 1/48 
Forceps, Bone, Rongeur, Angular, Stille, 834 inch: Double articulation. | Each 1/48 
Forceps, Bone, Rongeur, Cranial, DeVilbiss, 814 inch: With one long | Each 1/36 
bite and one short bite blade, 3-313-920 and 3-313-940. Illustrated. 
Blade, Forceps, Long Bite: Replacement for 3-313-900. Each 12/720 
Blade, Forceps, Short Bite: Replacement for 3-313-900. Each 12/720 
Forceps, Bone, Rongeur, Cranial, Curved, Horsley, 534 inch: J/lustrated. | Each 6/96 
Forceps, Bone, Rongeur, Curved, Hartmann, 71,4 inch: I/lustrated. Each 6/96 
Forceps, Bone, Rongeur, Curved, Stille, 9inch: Double action. J/lustrated. | Each 1/36 
Forceps, Bone, Rongeur, Mastoid, Curved, Bane, 7 inch: Small jaws. | Each 6/144 
Illustrated. 
Forceps, Bone, Rongeur, Mastoid, Half Curved, Hartmann, 534 inch: | Each 6/144 
Illustrated. 
Forceps, Bone, Rongeur, Mastoid, Kerrison, Large: //]ustrated. Each 1/48 
Forceps, Bone, Rongeur, Mastoid, Kerrison, Medium: Each 1/48 
Forceps, Bone, Rongeur, Mastoid, Kerrison, Small: Each 1/48 
Forceps, Bone, Rongeur, Mead, No. 1A: End cutting. Requisition 
5-313-150. 
Forceps, Bone, Rongeur, No. 4A: Requisition 5-313-250. 
Forceps, Bone, Rongeur, Straight, Stille-Luer, 9 inch: Double articu- | Each 1,/36 
lation. Illustrated. 
Forceps, Bone Screw Holding, Lane, 9 inch: J/lustrated. Each 6/144 
Forceps, Bone Sequestrum, Bayonet Shaped, Van Buren, 71 inch: Each 6/96 
Forceps, Bronchoscopic, Bead, Medium, Tucker, 50 cm: JI/lustrated. Each 1/36 
Forceps, Bronchoscopic, Forward Grasping, Jackson, 60 cm: Regular; | Each 1/36 
wide blade with round tip. J/lustrated. 
Forceps, Bronchoscopic, Globular Objects, Jackson, 50 cm: Cup jaws. | Each 1/36 
Illustrated. 
Forceps, Bronchoscopic, Meat, Jackson, 50 cm: Fenestrated blade. | Each 1/24 
Will pass through 6 mm. and larger tubes. J/lustrated. 
Forceps, Bronchoscopic, Right Angle Rotation, Jackson, 50 cm: | Each 1/36 
Heavy construction. Illustrated. 
Forceps, Bronchoscopic, Ring Rotation, Jackson, 50 cm: Right angle | Each 1/36 
rotation. 
Forceps, Bronchoscopic, Ring Rotation, Jackson, 60 cm: Right angle | Each 1/36 
rotation. Illustrated. 
Forceps, Bronchoscopic, Side Curved, Medium, Jackson, 40 cm: Deli- | Each 1/24 
cate construction. Jilustrated. 
Forceps, Bronchoscopic, Side Curved, Regular, Jackson, 50 cm: Large | Each 1/24 
serrated jaws. J/lustrated. 
Forceps, Bronchoscopic, Tack and Pin, Tucker, 50 cm: For 5 mm. and | Each 1/24 
larger tubes. J/lustrated. 
Forceps, Bronchoscopic, Tissue Specimen, Jackson, 50 cm: Light | Each 1/36 
weight; square end jaw. Iilustrated. 
Forceps, Bronchoscopic, Tissue Specimen, Jackson, 60 cm: Medium | Each 1/36 
size; square end jaw. 
Forceps, Bullet, Straight, Senn, 8 inch: J//ustrated. Each 6/288 
Forceps, Capsule, Curved, Arruga: //lustrated. Each 6/288 
Forceps, Capsule, Curved, Schweigger: ///ustrated. Each 6/288 
Forceps, Catheter, Magill, Intratracheal: For use with 3-008-390 and | Bach 6/96 
3-162-100 to 3-162-150 (Navy—and 3-008-400). Jilustrated. 
Forceps, Chalazion, Desmarres, 31% inch: Straight; spatulate tip. J//us- | Each 6/288 
trated. 
Forceps, Chalazion, Lambert, 334 inch: Straight; spatulate tip. J/Jus- | Each 6/288 


trated. 
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3-324-900 
3-325-500 
3-325-880 


3-325-900 


-3-326-200 


3-326-500 


3-326-900 


3-327-800 
3-327-900 


3-328-100 


3-328-600 


3-328-700 


3-328-800 


3-328-900 


3-329-100 


3-329-600 


3-330-200 


3-330-300 


3-330-400 


3-330-500 


3-330-900 


3-331-400 


3-332-200 
3-332-400 


3-332-900 
3-333-100 


3-333-600 


3-333-700 
3-334-200 
3-335-200 


3-335-400 


3-335-700 
3-335-900 
3-336-600 
3-337-400 


NOMENCLATURE AND DESCRIPTION 


Packaging 


Forceps, Cilia, Douglas, 3 inch: Straight; serrated tip. /lustrated. 
Forceps, Clamp, Curved, Harrington, 1114 inch: 


Forceps, Clip Applying, Hagenbarth: Cross action. For clips requisition 
3-754-100 and 3-754-110. 

Forceps, Clip Applying and Removing, Michel: For clips requisition 
3-754-100, 3-754-110 (Army—and 3-754-105 and 3-754-115). Illustrated. 
Forceps, Clip Applying, Rainey: For clips requisition 3-754-600. J/lustrated. 
Forceps, Clip Forming, McKenzie: For use in preparing silver and tan- 

talum clips when preformed clips are not available. 
Forceps, Clip Introducing, McKenzie: For clip rack requisition 3-586-000. 


For clips requisition 3-777-380, 3-789-200 (Navy—and 3-777-400). Illustrated. 


Forceps, Cystic Duct, Curved, Shallcross, 742 inch: 

Forceps, Cystoscopic, Alligator, Rigid, 12 inch: For use only with cysto- 
urethroscope, 3-242-200 and prostatic resectoscope, 3-598-000. Illustrated. 

Forceps, Cystoscopic, Bladder Specimen, Braasch: For use only with 


cysto-urethroscope, 3-242-200 and prostatic resectoscope, 3-598-000. 
Illustrated. 


Forceps, Cystoscopic, Foreign Body, Flexible, 7 Fr: Without handle; for 
handle requisition 3-329-600. Illustrated. 

Forceps, Cystoscopic, Foreign Body, Flexible, 11 Fr: Without handle; 
for handle requisition 3-329-600. 

Forceps, Cystoscopic, Rongeur, Flexible, 7 Fr: Without handle; for handle 
requisition 3-329-600. 

Forceps, Cystoscopic, Rongeur, eee 11 Fr: Without handle; for 
handle requisition 3-329-600. oS, + es ® 
Forceps, Cystoscopic, Scissors, Double Pasting Edge, F letitle. 7 Fr: 

Without handle; for handle requisition 3-329-600. Illustrated. 
Handle, Cystoscopic Forceps: For use with forceps, 3- 328- 600 to 
3-329-100. Illustrated. a ry 
Forceps, Cystoscopic, Ureteral, Stone Basket, Johnson: With filiform 
tip. Illustrated. 

Forceps, Cystoscopic, Ureteral, Stone Dislodger, Spiral, Howard: With 
adjustable handle; shaft 6 Fr.; spiral 11 Fr. Illustrated. 

Forceps, Cystoscopic, Ureteral, Stone Removing, Councill, 7 Fr: J/lus- 
trated. 

Forceps, Cystoscopic, Ureteral, Stone Removing, Ferguson, 10 Fr: 


With 7 cm. filiform tip. For use with cystoscope, 3-237-800 and cysto- 
urethroscope, 3-242-200. Jilustrated. 


Forceps, Cystoscopic, Utility, Lowsley, 22 Fr: For use only with cysto- 
urethroscope, 3-242-200 and prostatic resectoscope, 3-598-000. Illustrated. 


Forceps, Cystoscopic, Visual, Hemostatic, McCarthy: For use only with 
prostatic resectoscope, 3-598-000. Illustrated. 

Forceps, Dressing, 314 inch: (Tweezers). For first aid kits. 

Forceps, Dressing, Bayonet Shaped, Adson, 7! inch: Serrated jaws; 
fine points. [/lustrated, 

Forceps, Dressing, Nasal, Hartmann, 6 inch: 

Forceps, Dressing, Straight, Cushing, 7 inch: Slender model; serrated 
tips. Illustrated. 

Forceps, Dressing, Straight, 51/4 inch: Spring type; serrated tips. 
trated. 

Forceps, Dressing, Straight, 10 inch: Serrated jaws. Illustrated. 

Forceps, Dressing, Uterine, Curved, Bozeman, 10 inch: ///ustrated. 


Illus- 


Forceps, Ear, Angular, Curette Blade, Hartmann: Delicate model; alli- 
gator action. 

Forceps, Ear, Angular, Serrated Jaws, Hartmann: Delicate model; alli- 
gator action. 

Forceps, Ear, Angular, Serrated Jaws, Noyes: Alligator action. 

Forceps, Ear, Angular, Serrated Jaws, Wilde: J/lustrated. 

Forceps, Ear, Bayonet Shaped, Lucae, 514 inch: Serrated tip. J/lustrated. 

Forceps, Eye, Conjunctival, Straight, Lister: Fine point; 1 by 2 teeth. 


of and Notes 
ssue Packing 

Each 6/576 
Each 6/48 
Each 

Each 12/288 
Each 6/144 
Each 6/144 
Each 6/288 
Each 6/288 
Each 1/48 
Each 1/48 
Each 1/96 
Each 1/96 
Each 1/96 
Each 1/96 
Each 1/96 
Each 6/288 
Each 6/72 
Each 6/72 
Each 1/48 
Each 1/48 
Each 1/36 
Each 1/36 
Each 12/576 
Each 6/144 
Each 6/288 
Each 6/144 
Each 12/360 
Each 6/144 
Each 6/144 
Each 6/144 
Each 6/144 
Each 6/288 
Each 12/360 
Each 12/360 
Each 6/288 
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3-337-600 


3-338-600 


3-338-800 
3-339-700 
3-339-900 


3-340-600 


3-341-400 
3-341-800 
3-342-800 


3-343-800 
3-344-100 
3-344-300 
3-344-900 
3-345-600 
3-346-800 
3-347-100 
3-347-300 
3-347-400 
3-347-500 


3-349-500 
3-349-900 


3-351-900 
3-352-800 
3-352-900 
3-353-200 
3-353-500 
3-354-400 
3-354-500 
3-354-600 
3-354-800 


3-354-900 
3-355-800 


3-355-900 
3-356-100 
3-356-200 
3-356-300 
3-357-300 
3-357-400 


3-357-600 


3-357-700 


3-357-900 


3-358-300 


Forceps, Eye, Conjunctival, Straight, Nonmagnetic: Fine point; 1 by 2 
teeth. For use with eye magnet, 3-467-200, in removing foreign bodies from 
the eye. Illustrated. 


Forceps, Eye, Dressing, Straight, Nonmagnetic, Fine: Serrated. For use 
with eye magnet, 3-467-200, in removing foreign bodies from the eye. 


Forceps, Eye, Dressing, Straight, Regular: Serrated. Illustrated. 
Forceps, Eye, Fixation, Straight, Graefe, 41% inch: Jilustraied. 


Forceps, Eye, Fixation, Straight, Nonmagnetic, 414 inch: For use with 
eye magnet, 3-467-200, in removing foreign bodies from the eye. 


Forceps, Eye, Strabismus, Straight, 414 inch: Mouse tooth; 1 by 2 teeth. 
Illustrated. 


Forceps, Gall Duct, Curved, Lahey, 714 inch: IIlustrated. 
Forceps, Gallstone, Curved, Rochester, 814 inch: JIlustrated. 


Forceps, Hemorrhoidal, Pennington, 534 inch: Triangular jaws. 
Illustrated. p 


Forceps, Hemostatic, Curved, Kelly, 51% inch: Illustrated. 

Forceps, Hemostatic, Curved, Mayo-Carmalt, 8 inch: J/lustrated. 
Forceps, Hemostatic, Curved, Rochester-Pean, 614 inch: JIlustrated. 
Forceps, Hemostatic, Mosquito, Curved, Halstead, 5 inch: Jilustrated. 
Forceps, Hemostatic, Mosquito, Straight, Halstead, 5 inch: 
Forceps, Hemostatic, Straight, Kelly, 5% inch: Illustrated. 

Forceps, Hemostatic, Straight, Rankin, 614 inch: Jilustrated. 
Forceps, Hemostatic, Straight, Rochester-Ochsner, 51 inch: 
Forceps, Hemostatic, Straight, Rochester-Ochsner, 614 inch: 


Forceps, Hemostatic, Straight, Rochester-Ochsner, 714 inch: 
trated. 


Forceps, Hysterectomy, Curved, Pean, 84% inch: (Hysterectomy clamp). 


Forceps, Hysterectomy, Straight, Pean, 9 inch: (Hysterectomy clamp). 
Illustrated. 


Forceps, Intestinal, Curved, Doyen, 834 inch: Flexible serrated blades. 
Forceps, Intestinal, Straight, Babcock, 614 inch: 

Forceps, Intestinal, Straight, Babcock, 734 inch: Jilustrated. 

Forceps, Intestinal, Straight, Doyen, 9 inch: J/lustrated. 

Forceps, Intestinal, Straight, Judd-Allis, 74% inch: J/lustrated. 
Forceps, Iris, Angular, 4 inch: Mouse tooth. 


Illus- 


Forceps, Iris, Curved, Graefe, 214 inch: Mouse tooth. Illustrated. 
Forceps, Iris, Half Curved, 4 inch: Mouse tooth. J/lustrated. 


Forceps, Iris, Straight, Nonmagnetic, 4 inch: Mouse tooth. For use with 
eye magnet, 3-467-200, in removing foreign bodies from the eye. 
Forceps, Iris, Straight, 4 inch: Mouse tooth. J/lustrated. 


Forceps, Kidney Pedicle, Curved, Guyon-Pean, 9 inch: (Vessel clamp). 
Illustrated. 


Forceps, Kidney Stone, Full Curved, Randall: J//ustrated. 

Forceps, Kidney Stone, Half Curved, Randall: J/lustrated. 

Forceps, Kidney Stone, Quarter Curved, Randall: J/lusirated. 
Forceps, Kidney Stone, Three Quarter Curved, Randall: J/lusirated. 
Forceps, Laryngeal, Applicating, Jackson: Cross action. J/lustrated. 


Forceps, Laryngeal, Basket Punch, Medium, Jackson, 28 cm: Speci- 
men and tissue; round punch. Jilustrated. 


Forceps, Laryngeal, Cup, Angular Jaw, Medium, Jackson, 28 cm: 
Diameter of cup 4 mm. 


Forceps, Laryngeal, Cup, Straight Jaw, Large, Jackson, 28 cm: Di- 
ameter of cup 6 mm. J/lustrated. 


Forceps, Laryngeal, Cup, Straight Jaw, Medium, Jackson, 28 cm: 
Diameter of cup 5 mm, 


Forceps, Laryngeal, Grasping, Jackson, 28 cm: JIlustrated. 
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6/288 


6/288 


6/288 
6/288 
6/288 


6/288 


6/288 
6/288 
6/288 


12/360 
12/288 
12/288 
12/360 
12/360 
12/360 
12/288 
12/360 
12/288 
12/288 


6/144 
6/144 


6/144 
6/144 
6/144 
6/144 
6/144 
6/288 
6/288 
6/288 
6/288 


6/288 
1/96 


1/144 
1/144 
1/144 
1/144 
6/144 
1/48 


1/48 
1/48 
1/48 


1/48 
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3-358-500 
3-358-800 


3-359-600 
3-362-900 


3-363-200 


3-363-300 
3-363-400 
3-363-600 
3-363-800 
3-363-810 
3-364-400 
3-365-600 
3-365-800 


3-366-200 


3-367-200 


3-367-500 
3-367-600 
3-368-600 


3-368-800 
3-369-600 
3-370-300 
3-371-500 


3-372-400 
3-373-600 
3-373-900 
3-375-400 
3-376-400 
3-377-800 
3-377-900 


3-379-700 
3-379-800 
3-379-900 
3-380-300 
3-380-600 
3-380-950 


3-381-200 
3-381-900 
3-382-700 
3-382-900 


3-383-400 
3-383-500 
3-383-800 


NOMENCLATURE AND DESCRIPTION 


Forceps, Laryngeal, Rotation, Jackson, 28 cm: JIlustrated. 


Forceps, Laryngeal, Tissue Specimen, Jackson, 28 cm: Medium size; 
square end jaws. J/lustrated. 


Forceps, Lung, Grasping, Duval-Crile: 3 cm. wide jaw. 


Forceps, Nasal, Cupped Blades, Jansen-Middleton, 714 inch: Cross ac- 
tion. I/lustrated. 


Forceps, Nasal, Cutting Blades, Jansen-Middleton, 71% inch: Cross ac- 
tion. Illustrated. 


Forceps, Nasal, Cutting, Knight: J//ustrated. 

Forceps, Nasal, Cutting, Luc, Large: Fenestrated jaws; septum cutting. 
Forceps, Nasal, Cutting, Luc, Small: Fenestrated jaws; septum cutting. 
Forceps, Nasal, Cutting, McCoy: Straight. Illustrated. 

Forceps, Nasal, Cutting, McCoy: Curved; downward cutting. 

Forceps, Nasal, Ethmoid, Luc-Skillern: Thin model. 

Forceps, Nasal, Septal Ridge, Lutz: Cutting. JJlustrated. 


Forceps, Nasal, Septum Compression, Asch, 814 inch: Angular. JIlus- 
trated. 


Forceps, Nasal, Sphenoid, Rongeur, Upcutting, Ferris Smith-Kerri- 
son: Iilustrated. 


Forceps, Obstetrical, Axis Traction, Curved, Tarnier, 15 inch: Short 
pattern. Jlustrated. 


Forceps, Obstetrical, Curved, Simpson, 12 inch: 
Forceps, Obstetrical, Curved, Simpson, 15 inch: J/lustrated. 


Forceps, Pituitary, Bayonet Shaped, Adson: One with upcurved tip and 
one with downcurved tip. J/lustrated. 


Forceps, Pituitary, Rongeur, Love-Gruenwald: 
Forceps, Placenta, Kelly, 12 inch: //lustrated. 
Forceps, Prostatic, Lobe Holding, Young: 


Forceps, Rectal Specimen, Turrell: With angulated bite and revolving 
shaft. For use with proctosigmoidoscopes, 3-579-500 and 3-579-600. 
Ihlustrated. 


Forceps, Splinter, Regular, 314 inch: Serrated points. J/lustraéed. 

Forceps, Sponge, Curved, Foerster, 10 inch: 

Forceps, Sponge, Straight, Foerster, 914 inch: J/lustrated. 

Forceps, Sterilizer, 7 inch: []lustrated. 

Forceps, Tenaculum, Curved, Skene, 91 inch: J/lustrated. 

Forceps, Tissue, Adson, 414 inch: Delicate model; 1 by 2 teeth. Iilustrated. 

Forceps, Tissue, Bayonet Shaped, Harrington-Mayo, 14 inch: For 
thoracic and deep surgery. 

Forceps, Tissue, Spring, Mayo, 314 inch: 8 by 9 teeth. 

Forceps, Tissue, Spring, 5 inch: 2 by 3 teeth. I/lustrated. 

Forceps, Tissue, Spring, 514 inch: 1 by 2 teeth. Illustrated. 

Forceps, Tissue, Straight, Allis, 6 inch: 4 by 5 teeth. Jilustrated. 


Forceps, Tissue, Straight, Cushing, 7 inch: Slender model; t by 2 teeth. 


Forceps, Tissue, Straight, Stone, 6 inch: Spring type; 4 by 5 teeth; heavy 
tip. Illustrated. 

Forceps, Tissue, Straight, 10 inch: 1 by 2 teeth. Jillustrated. 

Forceps, Tongue Holding, Mathieu: 

Forceps, Tonsil, Hemostatic and Sponge, Lewis, 714 fnch: Jilustrated. 


Forceps, Tonsil, Hemostatic, Schnidt, 714 inch: Slightly curved. Jllus- 
trated. 


Forceps, Tonsil Seizing, Angular, Tivnen: J/lustrated. 
Forceps, Tonsil Seizing, Angular, Tyding, 8 inch: [/lustrated. 


Forceps, Tonsil Seizing, Curved, White, 9 inch: With one open ring. 
Illustrated, 


Forceps, Towel Clamp: Requisition 3-204-590 and 3-204-600. 
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1/48 
1/48 


1/48 


6/144 


6/96 


6/216 
6/144 


1/144 
6/144 


1/48 


1/144 


1/12 


1/24 
1/24 
1/48 


1/48 
6/72 


12/288 


1/48 


12/360 
6/216 
6/216 
6/144 
6/144 

12/360 


1/96 


12/360 
12/360 
12/360 
12/288 

6/144 
12/288 


6/144 
6/144 
12/288 
12/288 


6/144 
6/144 
6/144 
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3-384-900 
3-385-700 


3-385-800 


3-385-900 


3-386-100 


3-386-200 


3-386-300 


3-386-450 


3-386-550 


3-386-700 


3-386-800 


3-386-900 


3-387-600 


3-387-700 
3-387-800 
3-387-900 


3-389-100 
3-389-200 
3-390-100 


3-390-200 
3-393-200 
3-393-400 
3-393-450 
3-396-400 
3-397-400 
3-397-800 
3-397-820 
3-397-840 
3-397-860 
3-397-880 
3-397-900 
3-397-920 
3-399-900 


3-401-200 


3-401-800 
3-402-400 
3-403-200 
3-403-300 
3-403-400 
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NOMENCLATURE AND DESCRIPTION 


Forceps, Trachoma, Knapp, 41 inch: Original Knapp design. 
Forceps, Universal, Antrum, Backward Cutting, Wagner: (Antrum 
punch). Without handle; for handle requisition 3-386-900. Illustrated. 


Forceps, Universal, Antrum, Forward Cutting, Wagner: (Antrum 
punch). Without handle; for handle requisition 3-386-900. Illustrated. 


Forceps; Universal, Antrum, Right and Left, Yankauer: (Antrum 
punch). Without handle; for handle requisition 3-386-900. 


Forceps, Universal, Antrum, Spies: (Antrum punch). Without handle; 
for handle requisition 3-386-900. Illustrated. 


Forceps, Universal, Ethmoid, Freer, No. 2: (Oval punch). Without handle; 
for handle requisition 3-386-900. J]lustrated. 


Forceps, Universal, Nasal Cutting, Straight, Gruenwald, No. 3: (Nasal 
punch). Without handle; for handle requisition 3-386-900. Illustrated. 


Forceps, Universal, Scissors, Turbinate, Left, Holmes: (Nasal punch). 
Without handle; for handle requisition 3-386-900. Illustrated. 


Forceps, Universal, Scissors, Turbinate, Right, Holmes: (Nasal punch). 
Without handle; for handle requisition 3-386-900. Illustrated. 


Forceps, Universal, Sphenoid, Flat, Faraci-Skillern: (Sphenoid punch). 
Without handle; for handle requisition 3-386-900. Illustrated. 


Forceps, Universal, Sphenoid, Ostrom: (Sphenoid punch). Without han- 
dle; for handle requisition 3-386-900. Illustrated. 


Handle, Ear, Nose and Throat Instruments, Universal: For use with 
forceps, 3-385-700 to 3-386-800. Illustrated. 


Forceps, Vulsellum, Curved Sideways, Skene, 10 inch: 2 by 2 tenacula 
shaped teeth. Illustrated. 


Forceps, Vulsellum, Goiter, Lahey, 6 inch: 3 by 3 teeth. J/lustrated. 
Forceps, Vulsellum, Straight, Schroeder, 9 inch: 


Forceps, Vulsellum, Tumor, Curved, Segond, 10 inch: 3 by 3 teeth. J/- 
lustrated. 


Fork, Tuning, C, 128 Vibrations: With clamps. 
Fork, Tuning, Set of 5: J/lustrated. 


Frame, Balkan: Consists of 25 buckshot bags (ten 3-084-100, ten 3-084-200 
and five 3-084-400); 50 Ibs. buckshot, 3-126-640; 20 clamps (ten 3-198-800 
and ten 3-198-820); two hammocks (one 3-407-100 and one 3-407-200); 
one set of poles, 3-564-800; eight pulleys, 3-582-000; and hank of rope, 
3-624-100. 


Frame, Bradford: For treatment of pelvic and spinal fractures. Illustrated. 
Gag, Mouth, Denhardt: Lined jaws. J]lustrated. 

Gag, Mouth, Jennings, Adult: J//ustrated. 

Gag, Mouth, Jennings, Child: 

Glass, Urine Observation, 200 ml: Conical form. 

Gloves, Autopsy, Size 9: Rubber. 

Gloves, Surgeons, Size 6: Medium weight; rubber. 

Gloves, Surgeons, Size 642: Medium weight; rubber. 

Gloves, Surgeons, Size 7: Medium weight; rubber. 


Gloves, Surgeons, Size 71: Medium weight; rubber. 


Gloves, Surgeons, Size 8: Medium weight; rubber. 
Gloves, Surgeons, Size 814: Medium weight; rubber. 
Gloves, Surgeons, Size 9: Medium weight; rubber. 


Goggles, Opaque, Pinhole, Lindner: Adjustable; aperture 2mm. __Jilus- 
trated. 


Goniometer, Orthopedic, Conzett: With protractor scale. For measur- 
ing degree of flexion and extension of joints. I//ustrated. 


Gooseneck, Metal: For embalming outfit. J/lustrated. 
Gorget, Lithotomy, Teale: 

Gouge, Bone, 6 mm: 634 inch length. 

Gouge, Bone, 12 mm: 61% inch length. 

Gouge, Bone, 18 mm: 8 inch length. J/lustrated. 
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Unit 
Stock No. NOMENCLATURE AND DESCRIPTION of 
Issue 
3-403-900 | Gouge, Bone, Mastoid, Alexander, No. 1: 4 mm. cutting edge. Each 
3-403-920 | Gouge, Bone, Mastoid, Alexander, No. 2: 6 mm. cutting edge. J/lustrated. | Each 
3-403-940 | Gouge, Bone, Mastoid, Alexander, No. 4: 10 mm. cutting edge. Each 
3-404-400 | Gouge, Bone, Mastoid, Schwartz, Size 1: J/lustrated. Each 
3-404-420 | Gouge, Bone, Mastoid, Schwartz, Size 2: Each 
3-404-600 | Gouge, Bone, Mastoid, Very Thin, Andrews, Size 2: J/]ustrated. Each 
3-405-600 | Gouge, Bone, Nasal, Freer, *46 inch: [Ilustrated. Each 
3-405-620 | Gouge, Bone, Nasal, Freer, 1/4 inch: Each 
3-406-500 | Hammer, Metal, with Hook: For mortuary use. Jilustrated. Each 
3-406-700 | Hammer, Percussion, Taylor: Regular size. Illustrated. Each 
3-407-100 | Hammock, Canvas, Large: Double thickness; 14 by 36 inches. For pelvic | Each 
suspension on Balkan frame. (Army—Replacement for Balkan frame, 
3-390-100). 
3-407-200 | Hammock, Canvas, Small: Single thickness; 8 by 30 inches. For arm sus- | Each 
pension on Balkan frame. (Army—Replacement for Balkan frame, 
3-390-100). 
3-407-600 | Hanger, Reservoir, Gravity Intravenous Set: For use with intravenous | Each 
set, 3-426-400 and reservoir, 3-599-100. J/lustrated. 
3-407-900 | Headband, Mirror, Jefferson: Leather; adjustable. For mirror requisition | Each 
3-475-200. 
3-408-100 | Headlight, National, 3.8 volt, AC-DC: Approximately 2.0 watts. With de- | Each 
tachable reflecting mirror, adjustable headband, lamp and cord. For use 
with battery boxes, 3-097-800 or 3-097-900. For replacement lamp requisi- 
tion 7-973-750. Illustrated. 
3-408-200 | Headlight, 110 volt, AC-DC: Approximately 25 watts. Hood type; with | Each 
adjustable headband. For lamp requisition 7-978-945. Illustrated. 
3-415-200 | Holder, Forceps: For sterilization. Each 
3-417-200 | Holder, Needle, Collier, 5 inch: J/lustrated. Each 
3-417-800 | Holder, Needle, Eye, Kalt: J//ustrated. Each 
3-418-100 | Holder, Needle, Eye, Tilderquist: Each 
3-419-100 | Holder, Needle, Hegar-Mayo, 6 inch: Each 
3-419-200 | Holder, Needle, Hegar-Mayo, 7 inch: [/lustrated. Each 
3-419-800 | Holder, Needle, Masson, 1014 inch: JI/lustrated. Each 
3-419-900 | Halder, Needle, Pneumothorax Apparatus: For use with pneumothorax | Each 
apparatus, 3-563-000, and needles. 
3-420-800 | Hook, Blunt, Nonmagnetic, Wilder: For use with eye magnet, 3-467-200. | Each 
Illustrated, 
3-421-400 | Hook, Dissecting, Blunt, Adson: [//ustrated. Each 
3-421-700 | Hook, Dissecting, Triple, with Chains: For mortuary use. J/lustrated. Each 
3-422-300 | Hook, Dura, Adson, 8 inch: Sharp. I[/lustrated. Each 
3-422-500 | Hook, Dura, Frazier: J/lustrated. Each 
3-423-100 | Hook, Iris, Blunt, Tyrell: J//ustrated. Each 
3-423-300 | Hook, Iris, Sharp, Tyrell: Each 
3-423-800 | Hook, Strabismus, Graefe, Medium: [/]ustrated. Each 
3-424-100 | Hook, Strabismus, Graefe, Small: Each 
3-424-700 | Inhaler, Anesthesia, Yankauer: Metal. J/lustrated. Each 
3-425-140 | Inhalator, Mask Type, Dual Therapy Oxygen Apparatus: With mani- | Each 
fold. Complete with rebreathing bag, 3-088-500; two nasal and two oronasal 
masks, 3-472-000 and 3-472-100; and regulator, pressure, and flowmeter, 
3-596-300. For administration of oxygen to two patients. Complete with 
TM 8-617. 
3-425-160 | Inhalator, Mask Type, Multiple Therapy Oxygen Apparatus: Complete | Each 


with hose line assembly 20 dual outlets; rebreathing bag, 3-088-500; 15 
nasal and 15 oronasal masks, 3-472-000 and 3-472-100; and regulator, 
pressure, and flowmeter, 3-596-300. In ehest. For multiple administration 
of oxygen to gas casualties. 
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Stock No. 


3-425-200 


3-426-400 


3-426-800 
3-427-400 


3-427-600 
3-428-600 


3-428-610 
3-431-200 
3-431-240 
3-431-280 
3-435-800 


3-436-400 


3-437-100 
3-438-100 
3-438-600 
3-439-600 
3-439-700 
3-439-900 
3-439-920 
3-439-940 
3-440-700 
3-441-600 
3-442-500 
3-442-900 
3-444-600 
3-445-400 
3445-800 
3-445-900 


3-447-100 
3-~447-120 
3-447-140 
3-447-200 
3-447-300 
3-447-320 


3-447-340 


NOMENCLATURE AND DESCRIPTION 


Inhalator, Mask Type, Oxygen Therapy Apparatus: Complete with 
rebreathing bag, 3-088-500; nasal and oronasal masks, 3-472-000 and 
3-472-100; regulator, pressure, and flowmeter, 3-596-300 (Army—and 
TM 8-617). Illustrated. 


Regulator, Pressure, and Flowmeter, Oxygen-Helium: Requisi- 
tion 3-596-300. 


Intravenous Set, Gravity, Graduated, 250 ml: Consists of glass reservoir; 
glass window tube; glass observation tube and needle adapter; two 3 foot 
lengths 14 inch inside diameter rubber tubing; Hoffman type metal screw 
clamp; metal hanger for reservoir; and two Webster intravenous needles, 
one 15 gage, 2 inch and one 19 gage, 214 inch. For replacement hanger and 
glass reservoir requisition 3-407-600 and 3-599-100. 


Intravenous Set, Sterile: Consists of sterile rubber tubing and needles for 
administration of intravenous fluids. 


Introducer, Eye Spheres, Allen: For Guist or Mules spheres, 3-709-640 to 
3-709-680. Illustrated. 


Introducer, Needle: For spinal anesthesia. J/lustrated. 


Irrigator, Anterior Chamber, Dougherty: Complete with rubber bulb. 
Illustrated. ; 


Irrigator, Anterior Chamber, Gibson: Complete with rubber bulb. 
Keratome, Angular, Jaeger, Large: Jilustrated. 

Keratome, Angular, Jaeger, Medium: 

Keratome, Angular, Jaeger, Small: 


Knife, Amputating, Liston, 6 inch: 1014 inches long; single edge blade. 
Illustrated. 


Knife, Brain, Postmortem, Virchow, 63% inch: 101% inches long. JIlus- 
trated. 


Knife, Cartilage, Postmortem, 7 inch: J/]ustrated. 

Knife, Ear, Bayonet Shaped, Buck: Curved 7 mm. blade. J/lustrated. 

Knife, Ear, Myringotome, Straight, Sexton: 7 mm. blade. J/lustrated. 

Knife, Eye, Canaliculus, Bowman, 514 inch: 14 inch blade. Jilustrated. 

Knife, Eye, Canaliculus, Curved, Weber: 

Knife, Eye, Cataract, Graefe, Size 1: Jilustrated. 

Knife, Eye, Cataract, Graefe, Size 2: 

Knife, Eye, Cataract, Graefe, Size 3: 

Knife, Eye, Discission, Wheeler: [/lustrated. 

Knife, Eye, Iris, Smith: 

Knife, Eye, Needle, Knapp, Medium: /ilustrated. 

Knife, Eye, Needle, Ziegler, 6 mm: /Ilustrated. ' 

Knife, Nasal, Cartilage, Freer: J/lustrated. 

Knife, Nasal, Septum, Swivel, Ballenger, Small: J/lustrated. 

Knife, Nasal, Submucous, Half Round, Straight, Freer: Jilustraied. 

Knife, Nasal, Submucous, Round, Straight, Freer: J/lustrated. 

Knife, Operating, Detachable Blade: Requisition by separate components 
indented below. 


Blade, Operating Knife, No. 10, 6s: For use with handles No. 3, 7 
and 9. Illustrated. 


Blade, Operating Knife, No. 11, 6s: For use with handles No. 3, 7 
and 9. Illustrated. 


Blade, Operating Knife, No. 12, 6s: For use with handles No. 3, 7 
and 9. Illustrated. 


Blade, Operating Knife, No. 15, 6s: For use with handles No. 3, 7 
and 9. Illustrated. 


Blade, Operating Knife, No. 20, 6s: For use with handle No. 4. JI- 
lustrated. 


Blade, Operating Knife, No. 21, 6s: For use with handle No. 4. JI- 
lustrated, 


Blade, Operating Knife, No. 22, 6s: For use with handle No. 4. 
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3-447-800 
3-447-820 
3-447-880 


3-447-920 


3-449-900 
3-452-310 


3-452-312 
3-452-900 


3-453-710 
3-453-800 
3-454-100 
3-454-300 
3-456-100 
3-456-600 
3-456-900 
3-457-400 


3-458-190 


3-458-200 


3-459-200 
3-459-205 


3-460-100 


3-460-340 


3-460-400 
3-460-440 
3-460-460 
3-461-400 


3-461-550 


NOMENCLATURE AND DESCRIPTION 


Knife, Operating, Detachable Blade: (Cont’d) 


Handle, Operating Knife, No. 3: For detachable blades No. 10, 11, 
12 and 15. Illustrated. 

Handle, Operating Knife, No. 4: For detachable blades No. 20, 
21 (Navy—and 22). 

Handle, Operating Knife, No. 7: For detachable blades No. 10, 11, 
12 and 15. Illustrated. 


Handle, Operating Knife, No. 9: For detachable blades No. 10, 11, 
12 and 15. Illustrated. 


Knife, Plaster, 5 inch: Curved blade with wooden handle. Illustrated. 


Knife, Skin Grafting, Ferris-Smith: Consists of one handle and one pack- 
age blades, 3-452-312. Illustrated. 


Blade, Skin Grafting Knife, Ferris-Smith, 6s: Single edge; 6 inch. 
Knife, Sphenoid and Turbinate, Sluder: Sphenoid and turbinate blades 
with detachable handle. 
Knife, Tenotomy, Sharp, 614 inch: J/lustrated. 
Knife, Tonsil, Abraham, 81 inch: 
Knife, Tonsil, Canfield, 71% inch: Jilustrated. 
Knife, Tonsil, Douglas, 81% inch: Jilustrated. 
Lamp, Antral, Cameron: 
Lamp, Chimney, Darkroom: Approximately 40 watts. With cover and iris 


diaphragm. (Army—For lamp requisition 7-979-000). (Navy—For lamp 
requisition 17-L-3050 from BuS&A). Illustrated. 

Lamp, Diagnostic Spotlight, 110 volt, AC-DC: Approximately 100 watts. 
Portable, Brady type. For lamp requisition 17-L-4521 from BuS&A. 

Lamp, Floor Stand, Coakley, 110 volt, AC-DC: Approximately 60 watts. 
Complete with condenser and 60 watt medium screw base lamp. J/lustrated. 

Lamp, Slit, Stationary, 110 volt, 50-60 cycle: Bausch and Lomb type. 
Approximately 35 watts. Complete with binocular microscope, paired 
angle eyepieces, 55 mm. objectives, spare incandescent lamp and adjustable 
transformer. For replacement lamp requisition 7-974-800. 

Lamp, Slit, Stationary, Poser Type: Approximately 25 watts. With bi- 
nocular microscope, paired angle eyepieces, one 55 mm. and one 40 mm. 


paired objectives and adjustable transformer. For lamp requisition 7-974-200. 


Lantern, Muscle Test, with Stand: Approximately 40 watts. Complete 
with iris diaphragm, Greek Cross, translucent disk, cord and lamp. For 
use with phorometer, 3-554-800. (Army—For lamp requisition 7-979-000). 
(Navy—For lamp requisition 17-L-3050 from BuS&A), 

Lantern, Muscle Test, without Stand: Approximately 40 watts. Com- 
plete with iris diaphragm, Greek Cross, translucent disk, cord and lamp. 
For use with phorometer, 3-554-800. (Army—For lamp requisition 
7-979-000). (Navy—For lamp requisition 17-L-3050 from BuS&A). 

Laryngoscope, Adolescent-Adult, Jackson: With two light carriers and 
lamps. For replacement lamp requisition 7-972-550. 

Laryngoscope, Adult, Folding: With battery handle and 2 extra lamps. 
Without batteries. For replacement lamp requisition 7-970-420. (Army— 
For batteries requisition Sig C BA 30). (Navy—For batteries requisition 
17-B-7210 from BuS&A). 

Laryngoscope, Adult, Jackson: With two light carriers and lamps. For 
replacement lamp requisition 7-972-550. I/lustrated. 

Laryngoscope, Adult, Anterior Commissure, Jackson: With two light 
carriers and lamps. For replacement lamp requisition 7-972-550. Illustrated. 

Laryngoscope, Child, Jackson: With two light carriers and lamps. For re- 
placement lamp requisition 7-972-550. 

Lens, Eye, Condensing, 2 inch Diameter: Magnification approximately 
2x. Illustrated. 


Lens Set, Trial, Portable, Small: (Refraction set). Complete in case with 
reduced range of plus and minus spheres and cylinders (24 pair), auxiliary 
discs and a 2 cell trial frame. (Army— See supplement for list of contents). 
Illustrated. 
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Unit Packaging 
Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Issue Packing 
3-461-600 Lens Set, Trial, Large: (Refraction set). Complete in case with standard | Set 1/1 
range of plus and minus spheres and cylinders (54 pair), prisms, auxiliary 
discs, cross cylinders and trial frame. (Army— See supplement for list of 
contents). J/lustrated. 
3-462-220 Cylinders, Crossed, Plus and Minus 25: Jackson; consists of double | Each 
cylinder (38 mm.) plus 0.25 crossed with minus 0.25 cylinders. (American 
Optical Co. No. 1867, or equal). Replacement for 3-461-600. 
3-462-225 Cylinders, Crossed, Plus and Minus 50: Jackson; consists of double | Each 
cylinder (38 mm.) plus 0.50 crossed with minus 0.50 cylinders. (American 
Optical Co. No. 1867, or equal). Replacement for 3-461-600. 
3-462-238 Frame, Trial Lens Set: Revolving 3 cell. Replacement for lens sets, | Each 1/48 
3-461-550 and 3-461-600. 
3-462-240 Frame, Trial Lens Set, Improved: Revolving 3 cell. Replacement for | Each 1/48 
lens sets, 3-461-550 and 3-461-600. I/lustrated. 
3-462-800 | Lens, Test, Diplopia, Red: With handle. Each 6/72 
3-463-400 | Lenses, Trial, Polarized, Set of 3: Jilustrated. Set 12/960 
3-464-100 | Lithotriptoscope, Full Vision, Ravich, 27 Fr: With obturator and tele- | Each 1/12 
scope. For crushing and removing calculi from the bladder under direct 
vision. For lamp requisition 7-973-000. Illustrated. 
3-465-100 | Locator, Metal, Electromagnet, 110 volt, 60 cycle, AC: Approximately | Each 1/1 
100 watts. Complete with carrying case. 
3-465-900 | Loupe, Binocular, Beebe: ///ustrated. Each 1/24 
3-465-910 | Loupe, Binocular, Berger: Standard type. Each 1/24 
3-467-200 | Magnet, Eye, Lancaster, Small, 110 volt, AC-DC: Approximately 1400 | Each 1/1 
watts. Complete with electronic valve,"foot switch, cords, 2 slip covers and 
3 tips. In case. Illustrated. 
3-468-300 | Mallet, Aluminum, Myerding: Each 1/24 
3-468-400 | Mallet, Metal, Orthopedic: J//ustrated. Each 1/24 
3-469-200 | Manometer, Spinal, Water Type: Complete with 3 way stopcock and 314 | Each 1/24 
inch, 20 gage spinal needle, 3-505-800. Mounted on metal sterilizing tray. 
Illustrated. 
3-471-600 | Mask, Eye, Cataract, Ring: Each 12/288 
3-472-000 | Mask, Nasal, Rubber: Complete with 500 cc. rebreathing bag and tubing. | Each 1/36 D 
Replacement for 3-425-200 (Army—and 3-425-140 and 3-425-160). 
3-472-100 | Mask, Oronasal, Rubber: Complete with 500 cc. rebreathing bag and tub- | Each 1/36 D 
ing. Replacement for inhalator, 3-425-200 (Army—and 3-425-140 and 
3-425-160), and resuscitators, 3-599-700 and 3-599-940. 
3-472-200 | Mask, Oronasal, Rubber, Resuscitator, Adult: Replacement for | Each 1/48 D 
3-599-700 and 3-599-940. 
3-472-300 | Mask, Oronasal, Rubber, Resuscitator, Infant: Also used for inhalation. | Each 1/48 D 
Replacement for 3-599-800 and 3-599-940. 
3-475-200 | Mirror, Head, 314 inch Diameter, 142 inch Opening: For headband re- | Each 12/360 
quisition 3-407-900. 
3-475-320 Shield, Metal, Headband Mirror: For use with 3-475-200. Each 6/288 
3-478-400 | Mirror, Laryngeal, Size 00: 7% inch diameter; 814 inch handle. Each 12/288 
3-478-500 | Mirror, Laryngeal, Size 1: %% inch diameter; 81% inch handle. Jilustrated. Each 12/288 
3-478-600 | Mirror, Laryngeal, Size 3: 34 inch diameter; 81% inch handle. Each 12/288 
3-478-700 | Mirror, Laryngeal, Size 5: 15¢ inch diameter; 81% inch handle. Each 12/288 
3-482-500 | Nasopharyngoscope, Holmes, 9 Fr: With cord and 4 lamps. For replace- | Each 1/24 
ment lamp requisiton 7-970-505. 
3-482-505 | Nasopharyngoscope, Holmes, 12 Fr: With cord and 4 lamps. For replace- | Each 1/24 
ment lamp requisition 7-970-505. 
3-484-100 | Needle, Anesthesia, 20 Gage, 3 inch: Needle lock type. J/lustrated. Each 12/3456 
3-484-400 | Needle, Anesthesia, 24 Gage, 1 inch: Needle lock type. Each 12/3456 
3-484-700 | Needle, Anesthesia, Security Stop, 20 Gage, 5 inch: Luer slip. For sym- | Each 12/480 
pathetic nerve. block. 
3-484-800 | Needle, Anesthesia, Security Stop, 22 Gage, 114 inch: Needle lock type. | Each 12/3456 
3-484-900 | Needle, Anesthesia, Security Stop, 22 Gage, 21 inch: Needle lock type. | Each 12/3456 
3-484-990 | Needle, Anesthesia, Security Stop, 22 Gage, 3 inch: Needle lock type. | Each 12/3456 
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xX 3-485-100 | Needle, Anesthesia, Security Stop, 22 Gage, 4 inch: Needle lock type. | Each 12/3456 
Illustrated. 
xX 3-485-300 | Needle, Anesthesia, Tonsil, Curved, 23 Gage, 2 inch: (Tonsil needle). | Each 12/576 
: Needle lock type. Illustrated. 
i 3-485-310 | Needle, Anesthesia, Tonsil, Straight, 23 Gage, 34 inch: (Tonsil needle). | Each 12/576 
Needle lock type. Illustrated. 
x 3-486-100 | Needle, Aneurism, Cooper, 61 inch: J//ustrated. Each 6/288 
xX 3-486-900 | Needle, Aspirating, 13 Gage, 10 inch: For pooling plasma in blood banks. | Each 6/288 
Illustrated. 
x 3-487-100 | Needle, Aspirating, 13 Gage, 15 inch: For pooling plasma in blood banks. | Each 6/288 
x 3-487-350 Needle, Aspirating, Pneumothorax, 13 Gage, 314 inch, 12s: Box 12/288 
A xX 3-487-500 | Needle, Blood Collecting, 19 Gage, 144 inch: Petroff; with clamp for fas- | Each 12/3456 
tening to test tube. 
x 3-488-500 | Needle, Eye, Foreign Body, Plain, Curved: J/lustrated. Each 6/288 
A xX 3-491-305 | Needle, Hypodermic, 15 Gage, 114 inch, 12s: Luer slip. For veterinary use. | Box 12/288 
x 3-491-400 | Needle, Hypodermic, 15 Gage, 2 inch, 12s: Hose connector type; for use | Box 12/288 
with Luer syringe or rubber tubing. Illustrated. 
xX 3-491-700 | Needle, Hypodermic, 17 Gage, 2 inch, 12s: Hose connector type; for use | Box 12/432 
with Luer syringe or rubber tubing. 
X 3-491-900 | Needle, Hypodermic, 17 Gage, 3 inch, 12s: Luer slip. Box 12/288 
24 3-492-400 | Needle, Hypodermic, 18 Gage, 2 inch, 12s: Luer slip. Box 12/288 
».¢ 3-492-900 | Needle, Hypodermic, 19 Gage, 134 inch, 12s: (Wassermann needle). Luer | Box 12/288 
. slip. 
x 3-493-400 | Needle, Hypodermic, 20 Gage, 114 inch, 12s: Luer slip. Box 12/288 
xX 3-493-900 Needle, Hypodermic, 21 Gage, 11/4 inch, 12s: Luer slip. Box 12/288 
X 3-494-400 | Needle, Hypodermic, 22 Gage, 1 inch, 12s: Luer slip. Box 12/288 
A-LS | X 3-494-900 | Needle, Hypodermic, 22 Gage, 3 inch, 12s: Luer slip. Box 12/288 
xX 3-495-400 | Needle, Hypodermic, 23 Gage, 34 inch, 12s: Luer slip. Box 12/288 
xX 3-495-900 | Needle, Hypodermic, 25 Gage, 1/4 inch, 12s: Luer slip; for intradermal in- | Box 12/288 
jection. 
xX 3-495-950 | Needle, Hypodermic, 25 Gage, 2 inch: Luer slip; for local anesthesia in | Each 12/3456 
thoracic surgery. 
xX 3-496-400 | Needle, Hypodermic, 26 Gage, 1 inch, 12s: Luer slip. Box 12/288 
».4 3-496-900 | Needle, Hypodermic, 27 Gage, 1 inch, 12s: Luer slip. For intracerebral | Box 12/288 
and intradermal injection. 
Wire, Hypodermic Needle: Requisition 3-896-150 to 3-896-250, ac- 
cording to gage of needle. 
4 3-499-010 | Needle, Infusion, Straight, Webster, 19 Gage, 2 inch, 12s: Pkg 144./3456 
xX 3-500-010 | Needle, Initial Puncture, Pneumothorax, 14 Gage, 114 inch: Each /144/3456 
x 3-502-100 | Needle, Paracentesis, Desmarres, 434 inch: [/lustrated. Each 6/288 
x 3-502-600 | Needle, Pedicle, Ivy, Large: J/]ustrated. Each 6/288 
xX 3-503-300 | Needle, Refill, Pneumothorax, 18 Gage, 214 inch: With sharp point and | Each |144/3456 
closed end opening on side. 
xX 3-505-200 | Needle, Spinal Anesthesia, Hingson-Edwards, 19 Gage, 3 inch: For | Each 12/480 
continuous spinal anesthesia. 
N=LS fi: xX 3-505-700 | Needle, Spinal Puncture, 18 Gage, 34% inch: Babcock or Quincke point. | Each 12/480 
».4 3-505-800 | Needle, Spinal Puncture, 20 Gage, 34 inch: Short bevel. Each 12/480 
x 3-505-900 | Needle, Spinal Puncture, 22 Gage, 31% inch: Short bevel. Each 12/480 
D4 3-506-800 | Needle, Sternal Puncture Set, Turkel: Consists of outer splitting needle | Set 12/288 
and stylet, 14 gage, 20 mm. long; inner trephine needle and stylet, 17 gage; 
and two right angle glass observation tube adapters. For sternal marrow 
biopsies and infusion. J/lustrated. 
3-509-100 | Needle, Suture, Abdominal, Ferguson, ¥2 Circle, Taper Point, Size 
12, 6s: Illustrated. Pkg 24/1440 
3-509-600 | Needle, Suture, Abdominal, Keith, Straight, Triangular Point, 134 
inch, 6s: Illustrated. Pkg 24/1440 
3-509-680 | Needle, Suture, Abdominal, Keith, Straight, Triangular Point, 27% 
inch, 6s: J/lustrated. Pkg 24/1440 
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N-LS 
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a 


Stock No. 


3-510-700 


3-510-740 


3-511-200 


3-511-240 


3-511-280 


3-511-300 


3-512-600 
3-512-640 
3-512-740 
3-512-780 
3-512-880 
3-512-920 
3-514-820 
3-514-860 
3-514-880 


3-515-600 
3-516-600 


3-516-620 


3-516-630 


3-518-200 


3-518-220 


3-518-260 


3-519-200 


3-519-220 


3-519-620 


3-519-640 


3-519-660 


3-520-800 


3-520-900 


3-522-200 


3-522-300 


3-523-300 


3-523-400 


3-524-400 


a 


NOMENCLATURE AND DESCRIPTION 


Needle, Suture, Catgut, Mayo, 3% Circle, Trocar Point, Size 1, 6s: 
Illustrated. 

Needle, Suture, Catgut, Mayo, 3 Circle, Trocar Point, Size 3, 6s: 
Illustrated. 

Needle, Suture, Catgut, Mayo, 14 Circle, Taper Point, Size 1, 6s: 
Illustrated. 

Needle, Suture, Catgut, Mayo, 14 Circle, Taper Point, Size 2, 6s: 
Illustrated. 

Needle, Suture, Catgut, Mayo, 14 Circle, Taper Point, Size 3, 6s: 
Illustrated. 

Needle, Suture, Catgut, Mayo, 12 Circle, Taper Point, Size 4, 6s: 
Illustrated. 

Needle, Suture, Eye, 34 Circle, Cutting Edge, Size 2, 6s: J. llustrated. 

Needle, Suture, Eye, 3% Circle, Cutting Edge, Size 4, 6s: Illustrated. 

Needle, Suture, Eye, 14 Circle, Cutting Edge, Size 2, 6s: Illustrated. 

Needle, Suture, Eye, 1% Circle, Cutting Edge, Size 4, 6s: / llustrated. 

Needle, Suture, Eye, 1/2 Circle, Taper Point, Size 1, 6s: Illustrated. 

Needle, Suture, Eye, 12 Circle, Taper Point, Size 3, 6s: I/lustrated. 

Needle, Suture, Eye, Corneal, Kalt, 34 Circle, Taper Point, 12 mm., 6s: 

Needle, Suture, Eye, Corneal, Kalt, 34 Circle, Taper Point, 14mm., 6s: 

Needle, Suture, Eye, Corneal, Kalt, 34 Circle, Taper Point, 18 mm., 6s: 
Tilustrated. 

Needle, Suture, Eye, Strabismus, Jameson, % Circle, Cutting Edge, 6s: 

Needle, Suture, Fascia, Gallie, 14 Circle, Taper Point, Large, 6s: 
Illustrated. 

Needle, Suture, Fascia, Gallie, 1 Circle, Taper Point, Medium, 6s: 
Illustrated. 

Needle, Suture, Fascia, Gallie, 42 Circle, Taper Point, Small, 6s: 
Illustrated. 

Needle, Suture, Intestinal, 4 Circle, Taper Point, Size 3, 6s: Fine. 
Illustrated. 

Needle, Suture, Intestinal, 4 Circle, Taper Point, Size 4, 6s: Fine. 
Illustrated. 

Needle, Suture, Intestinal, 12 Circle, Taper Point, Size 6, 6s: Fine. 
Illustrated. 

Needle, Suture, Intestinal, Mayo, Straight, Taper Point, 2 inch, 6s: 
Fine. Illustrated. 


Needle, Suture, Intestinal, Mayo, Straight, Taper Point, 234 inch, 6s: 


Fine. Illustrated. 

Needle, Suture, Intestinal, Murphy, 14 Circle, Taper Point, Size 2, 6s: 
Plain or regular eye. Illustrated. 

Needle, Suture, Intestinal, Murphy, 14 Circle, Taper Point, Size 3, 6s: 
Plain or regular eye. Illustrated. 

Needle, Suture, Intestinal, Murphy, 4 Circle, Taper Point, Size 4, 6s: 
Plain or regular eye. Illustrated. 

Needle, Suture, Kidney, Straight, Blunt Point, 6s: Regular eye. TIllus- 
trated. 

Needle, Suture, Kidney, 12 Circle, Blunt Point, 6s: Regular eye. Tllus- 
trated. 

Needle, Suture, Postmortem, Half Curved, Cutting Edge, 3 inch: 
Trocar point. Illustrated. 

Needle, Suture, Postmortem, Half Curved, Cutting Edge, 5 inch: 
Trocar point. Illustrated. 

Needle, Suture, Skin, 3 Circle, Cutting Edge, 242 inch, 6s: (King 
needle). Illustrated. 

Needle, Suture, Skin, 34 Circle, Cutting Edge, 312 inch, 6s: (King 
needle). Illustrated. 

Needle, Suture, Surgeons Regular, 34 Circle, Cutting Edge, Size 2, 6s: 
Illustrated. 
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Pkg 
Pkg 


Pkg 
Pkg 
Pkg 
Pkg 
Pkg 
Pkg 
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Pkg 
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Packaging 
and 
Packing 


24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 


24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 


24/1440 
24/1440 


24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
24/1440 
12/2880 
12/2880 
24/1440 
24/1440 


24/1440 
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3-524-420 


3-524-440 


3-524-460 


3-524-480 


3-524-500 


3524-540 


3-524-560 


3-524-580 


3-524-620 
3-525-100 


3-525-120 


3-525-140 


3-525-700 


3-526-500 


3-526-520 


3-529-030 


3-529-600 
3-533-100 


3-533-900 


3-533-905 


3-533-920 


3-537-100 
3-537-200 
3-538-200 
3-538-300 
3-538-400 
3-540-200 


3-540-800 


NOMENCLATURE AND DESCRIPTION 


Needle, Suture, Surgeons Regular, 34 Circle, Cutting Edge, Size 4, 6s: 
Illustrated. 

Needle, Suture, Surgeons Regular, 3% Circle, Cutting Edge, Size 6, 6s: 
illustrated. 

Needle, Suture, Surgeons Regular, % Circle, Cutting Edge, Size 8, 6s: 
Illustrated. 

Needle, Suture, Surgeons Regular, 34 Circle, Cutting Edge, Size 10, 6s: 
Illustrated. 

Needle, Suture, Surgeons Regular, 3% Circle, Cutting Edge, Size 12, 6s: 
Illustrated. 

Needle, Suture, Surgeons Regular, 3% Circle, Cutting Edge, Size 16, 6s: 
Illustrated. 

Needle, Suture, Surgeons Regular, 34 Circle, Cutting Edge, Size 18, 6s: 
Illustrated, 


Needle, Suture, Surgeons Regular, 34 Circle, Cutting Edge, Size 20, 6s: 
Illustrated. 


Needle, Suture, Surgeons Regular, 34 Circle, Cutting Edge, Size 24, 6s: 


Needle, Suture, Surgeons Regular, 14 Circle, Cutting Edge, Size 1, 6s: 
Illustrated. 


Needle, Suture, Surgeons Regular, 14 Circle, Cutting Edge, Size 3, 6s: 
Illustrated. 

Needle, Suture, Surgeons Regular, 14 Circle, Cutting Edge, Size 5, 6s: 
Illustrated. 

Needle, Suture, Surgeons, French, 12 Circle, Taper Point, Size 2, 6s: 
Spring eye. Illustrated. 

Needle, Suture, Uterine, Martin, 12 Circle, Cutting Edge, Size 5, 6s: 
Illustrated. 

Needle, Suture, Uterine, Martin, 14 Circle, Cutting Edge, Size 7, 6s: 
Illustrated. 

Needle Sample Book: Contains samples of surgical needles for purposes of 
identification. 


Nipper, Nail, Concave, 514 inch: Ji/lustrated. 


Ophthalmic Unit, High Frequency, Retinal Detachment, Walker, 110 
volt, 60 cycle, AC: Complete with connecting cord, treatment cord, block 
tin clips, foot switch, diapod, micropins, stylet, handle, coagulation needle 
and transformer. In case. J/lustrated. 

Ophthalmoscope, Electric, May Type: With battery handle, card and 
four lamps. Without batteries. In case. For replacement lamp requisition 
7-972-700. (Army—For batteries requisition Sig C BA 30). (Navy—For 
batteries requisition 17-B-7210 from BuS&A). Illustrated. 

Adapter, Ophthalmoscope Lamp: Light carrier, with 3 miniature 
lamps and 2 pin-point light caps. For use with National Elect ric Instru- 
ment model ophthalmoscopes. For use only with lamp, 7-973-050. 

Cap, Light, Ophthalmoscope Lamp, National: Pin-point cap for 
use over National ophthalmoscope lamps. 


Osteotome, 6 mm: 6)4 inch length; double bevel. 
Osteotome, 12 mm: 61% inch length; double bevel. Illustrated, 
Osteotome, Stille, 18 mm: 8 inch length; double bevel. 
Osteotome, Stille, 24 mm: 8 inch length; double bevel. 
Osteotome, Stille, 30 mm: 8 inch length; double bevel. 


Otoscope, Electric: Complete with battery handle and cord attached, four 
specula, pneumatic attachment and four lamps. Without batteries. In case. 
(Army—For lamp requisition 7-972-650; for batteries requisition Sig C BA 
30). (Navy—For lamp requisition 17-L-6320; for batteries requisition 
17-B-7210 from BuS&A). Illustrated. 

Otoscope and Ophthalmoscope Set, Electric: Complete with May type 
large ophthalmoscope, battery handle, three ear and one nasal specula, and 
six otoscope and three ophthalmoscope lamps; without batteries. In case. 

Army—For replacement lamps requisition 7-972-650 and 7-972-700, 
according to manufacturer; for batteries requisition Sig C BA 30). (Navy— 
For replacement lamps requisition 7-972-700 or 17-L-6320 from BuS&A, 
according to manufacturer; for batteries requisition 17-B-7210 from 
BuS&A). Illustrated. 


Unit 
of 
Issue 


Pkg 
Pkg 
Pkg 
Pkg 
Pkg 
Pkg 
Pkg 


Pkg 


Packaging 


and 


Packing 


24/144 
24/144 
24/144 
24/144 


24/144 


Notes 


0 


0 


0 


0 


0 


24/1440 


24/1440 


24/1440 


24/1440 
24/1440 


24/1440 


24/1440 


24/1440 


24/1440 


24/1440 


1/24 
6/288 


1/1 


1/18 


12/480 


12/480 


6/144 
6/144 
6/144 
6/108 
6/108 
1/18 


1/18 
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Stock No. 


3-543-200 


3-543-240 , 


3-546-200 
3-547-200 


3-549-800 
3-550-650 


3-550-660 


3-550-670 


3-550-680 


3-550-690 


3-550-692 


3-551-200 


3-551-220 


3-551-240 


3-553-300 


3-554-780 


3-554-800 


3-559-100 


3-559-120 


3-559-180 


3-559-200 


3-559-260 


3-559-280 


3-559-310 


3-559-315 


3-559-325 


3-559-330 


3-559-340 


3-559-345 


3-561-000 
3-563-000 


NOMENCLATURE AND DESCRIPTION 


Oxygenation Apparatus, Nasal Catheter Insufflator: Complete with 

flowmeter and jars. For nasal catheter requisition 3-543-240. Illustrated. 
Catheter, Nasal, Oxygenation Apparatus: For use with 3-543-200. 

Packer, Gauze, Uterine: With obturator. J/lustrated. 

Pad, Surgical: (Kelly pad). 21 inch diameter; with 21 inch apron and in- 
flating bulb. Illustrated. 

Pelvimeter, Martin: J/lustrated. 

Perimeter, Brombach, 110 volt, AC-DC: Approximately 100 watts. Com- 
plete with 50 right and 50 left perimeter charts, and 50 campimeter charts. 


Uses medium screw base 100 watt incandescent lamp, inside frosted. 
(Navy—For lamp requisition 17-L-3225 from BuS&A). Illustrated. 


Chart, Campimeter, Brombach, Right and Left, 50s: Right and 
left visual fields on one card. 
Chart, Perimeter, Brombach, Left, 50s: (Navy—also replacement 
chart for 3-551-200). 
Chart, Perimeter, Brombach, Right, 50s: (Navy—also replacement 
chart for 3-551-200). 
Chart, Perimeter, McHardy, Left, 50s: For use with McHardy 
perimeter. 
Chart, Perimeter, McHardy, Right, 50s: For use with McHardy 
perimeter. 

Perimeter, Schweigger, Hand: Complete with set of 5 disks, disk holder, 


and 100 right and 100 left perimeter charts. (Navy—For replacement charts 
requisition 3-550-670 and 3-550-680). Illustrated. 


Chart, Perimeter, Schweigger, Left, 100s: Replacement for 3-551-200. 
Chart, Perimeter, Schweigger, Right, 100s: Replacement for 
3-551-200. 
Periosteotome, Costal, Alexander-Farabeuf: Combined with periosteal 
elevator. For rib edges. J/lustrated. 
_Phorometer, Chair Attachment Type: Approximately 60 watts; uses 
medium screw base 60 watt incandescent lamp. 
Phorometer, Floor Stand Type: Approximately 60 watts; uses medium 
screw base 60 watt incandescent lamp. Jilustrated. 
Plate, Bone, Molybdenum Alloy, Sherman, Size 0: Curved. (Navy— 
Will not be issued until stocks of 3-559-310 are exhausted). J/lustrated. 
Plate, Bone, Molybdenum Alloy, Sherman, Size 1: Curved. (Navy— 
Will not be issued until stocks of 3-559-315 are exhausted). Illustrated. 
Plate, Bone, Molybdenum Alloy, Sherman, Size 4: Curved. (Navy— 
Will not be issued until stocks of 3-559-325 are exhausted). J/lustrated. 
Plate, Bone, Molybdenum Alloy, Sherman, Size 5: Curved. (Navy— 
Will not be issued until stocks of 3-559-330 are exhausted). Illustrated. 
Plate, Bone, Molybdenum Alloy, Sherman, Size 7: Curved. (Navy— 
Will not be issued until stocks of 3-559-340 are exhausted). Illustrated. 
Plate, Bone, Molybdenum Alloy, Sherman, Size 8: Curved. (Navy— 
Will not be issued until stocks of 3-559-345 are exhausted). Illustrated. 
Plate, Bone, Vitallium, Sherman, Size 0: Curved. Will be issued in lieu 
of 3-559-100 until stocks are exhausted. 

Plate, Bone, Vitallium, Sherman, Size 1: Curved. Will be issued in lieu 
of 3-559-120 until stocks are exhausted. 

Plate, Bone, Vitallium, Sherman, Size 4: Curved. Will be issued in lieu 
of 3-559-180 until stocks are exhausted. 

Plate, Bone, Vitallium, Sherman, Size 5: Curved. Will be issued in lieu 
of 3-559-200 until stocks are exhausted. 

Plate, Bone, Vitallium, Sherman, Size 7: Curved. Will be issued in lieu 
of 3-559-260 until stocks are exhausted. 

Plate, Bone, Vitallium, Sherman, Size 8: Curved. Will be issued in lieu 
of 3-559-280 until stocks are exhausted. 

Plate, Eyelid, Jaeger: Hard rubber. Illustrated. 


Pneumothorax Apparatus, Davidson: Complete with tubing and one 19 


gage, 114 inch needle, in case. For needle holder and other pneumothorax 
needles requisition 3-419-900, 3-487-350, 3-500-010 and 3-503-300, according 
to professional needs. J/lustrated. 


Packing 
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1/24 D 


1/24 
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| 
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12/600 

12/600 
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Stock No. 


3-564-800 


3-567-100 
34567-400 
3-568-100 
3-569-100 
3-569-300 
3-569-500 
3-573-500 


3-576-000 
3-576-800 
3-577-400 
3-579-500 


3-579-600 


3-582-000 


3-583-000 
3-586-000 


3-587-000 
3-587-500 
3-588-500 
3-590-500 
3-590-600 
3-591-200 
3-591-600 
3-591-700 
3-593-400 
3-593-610 
3-593-615 
3-594-000 


3-594-010 
3-594-020 
3-594-030 
3-594-040 
3-594-800 


3-594-810 
3-596-000 


3-596-300 


3-597-000 
3-598-000 


3-598-020 
3-598-040 


NOMENCLATURE AND DESCRIPTION 


Pole Set, Balkan Frame: Consists of three 4 foot, five 6 foot and four 8 foot 
lengths. Replacement for 3-390-100. 

Probe, Bullet, Fluhrer, 8 inch: J//ustrated. 

Probe, Common Duct, Mayo, Set of 3: 

Probe, Frontal Sinus, Coakley, Set of 3: Sizes 1, 2 and 3. 

Probe, General Operating, Straight, 5 inch: With eye. 

Probe, General Operating, Straight, 8 inch: With eye. 

Probe, General Operating, Straight, 10 inch: With eye. J/lustrated. 

Probe, Lachrymal, Curved, Theobold, Set of 8: 6 inches long; double 
ended; 16 graduated sizes. Illustrated. 

Probe, Salivary Duct, Anel, 414 inch: Illustrated. 

Probe, Sinus, Ethmoid, Skillern: Graduated. J/lustrated. 

Probe, Uterine, Blunt, Sims, 111 inch: 

Proctosigmoidoscope, Electric, Distal Lighting, Pneumatic Type: In 


case with two lamps. For replacement lamp requisition 7-970-560, 
7-970-570 or 7-970-600, according to manufacturer. J/lustrated. 


Proctosigmoidoscope, Electric, Proximal Lighting, Pneumatic Type: 
In case with two lamps. For replacement lamp requisition 7-970-560, 
7-970-570 or 7-970-600, according to manufacturer. 


Pulley, Steel: For Balkan frame. (Army—Replacement for 3-390-100). 
Illustrated. 
Pump, Double Action: For mortuary use. J/lustrated. 


Rack, Suture Clip Holding, McKenzie: With cover. For forceps and su- 
ture clips requisition 3-326-900, 3-777-380 and 3-789-200. Illustrated. 


Rasp, Antrum, and Trocar, Weimer-Pierce: //]ustrated. 

Rasp, Antrum, Round, Good: Conical. J/lustrated. 

Rasp, Bone, Double Ended, Putti: Flat tapered blades, one curved on flat. 
Rasp, Frontal Sinus, Thompson, Full Curved: J//ustrated. 


Illustrated. 


‘Rasp, Frontal Sinus, Thompson, Half Curved: ///ustrated. 


Rasp, Nasal, Berne: With concave blade. J/lustrated. 
Rasp, Nasal, Lewis, Coarse: [/]ustrated. 
Rasp, Nasal, Lewis, Fine: [/lustrated. 
Raspatory, Mastoid and Sinus, Trelat, 64% inch: //lustrated. 
Raspatory, Rib, Doyen, Left: : 
Raspatory, Rib, Doyen, Right: 
Razor, Podiatry: Complete with 5 blades each of sizes No. 312, 313, 314 and 
316. Illustrated. 
Blade, Razor, Podiatry, No. 312, 5s: Jilustrated. 
Blade, Razor, Podiatry, No. 313, 5s: J/lustrated. 
Blade, Razor, Podiatry, No. 314, 5s: J/lustrated. 
Blade, Razor, Podiatry, No. 316, 5s: J/lustrated. 
Razor, Safety, Straight Type: Durham Duplex type; complete with 10 
blades. I/ustrated. . 
Blade, Straight Safety Razor, 5s: Durham Duplex type. J/lustrated. 
Reflector, Elliptical, Angle: For illuminating test type and depth percep- 
tion apparatus. I/lustrated. 
Regulator, Pressure, and Flowmeter, Oxygen: Replacement for inhala- 
tor, 3-425-200 (Army—3-425-140 and 3-425-160). 
Repositor and Probe, Iris, Knapp, 514 inch: J//ustrated. 


Resectoscope, Prostatic, 28 Fr: (Electrotome); convertible. Complete 
with two cutting loop electrodes, 3-598-020; two bakelite sheaths, 3-598-040; 
one foroblique telescope, 3-819-100; one Timberlake type obturator, one 
McCarthy type punctuate electrode, one obturator, one working element 
and stopcock. In case. For use with battery boxes, 3-097-800, 3-097-900 or 
rheostat, 3-622-200. For lamp requisition 7-973-000. Illustrated. 


Electrode, Cutting Loop, 28 Fr: Replacement for 3-598-000. Illustrated. 
Sheath, Bakelite, 28 Fr: Without obturator. Replacement for 3-598-000. 


Each 
Each 


Packaging 
and Notes 
Packing 


spt 


12/480 


1/96 
12/600 
12/600 
12/600 

6/144 


24/1440 

24/576 

15/576 
1/12 


1/12 


12/288 


1 /48 
1/48 


6/144 
6/288 
6/288 
6/288 


6/288 
6/288 
6/288 
6/288 
6/144 
6/144 
6/144 
6/288 


20/1000 
20/1000 
20/1000 
20/1000 
6/144 


10/200 
1/10 


1/6 


6/144 
1/12 


1/144 
1/96 
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Stock No. 


3-599-100 
3-599-600 
3-599-700 


3-599-800 


3-599-820 
3-599-940 


3-601-450 


3-601-550 


3-601-650 
3-603-450 
3-603-470 
3-603-490 
3-603-510 
3-603-530 
3-603-850 


3-604-100 
3-604-400 
3-604-900 
3-605-500 


3-605-900 
3-606-100 


3-606-600 


3-607-400 


3-607-700 


3-607-800 
3-607-900 


3-607-990 
3-608-800 


3-608-900 
3-609-200 


Reservoir, Glass, 250 ml: Graduated to 5 ml. 
Resuscitator, Bellows Type, Portable: 


Resuscitator, Inhalator, and Aspirator, 110 volt, 60 cycle, AC: Inter- 
mittent positive pressure. Approximately 150 watts. Mobile; adult size. 


Complete with oronasal inhalation and resuscitation masks, 3-472-100 
and 3-472-200. 


Resuscitator and Inhalator, Infant, Mobile, 110 volt, 60 cycle, AC: 
Intermittent positive pressure. Approximately 150 watts. Complete with 
electrically operated aspirator; electrically heated, thermostatically con- 
trolled bassinet with mattress, 3-599-820; intratracheal catheter and 
catheter adapter; manometer; head tent; humidifier; airways; and resusci- 
tation and inhalation masks with tubing. On mobile stand with trailer for 
cylinder. Illustrated. 


Mattress, Cotton, Resuscitator: Replacement for 3-599-800. 


Resuscitator, Portable, Intermittent Positive Pressure: Complete with 
large and small Lumbard airways; rebreathing bag; two inhalation masks, 
3-472-100; two adult resuscitator masks, 3-472-200; two infant resuscitator 
masks, 3-472-300; aspirating unit; bellows type resuscitator with con- 
nection; release valve; flowmeter and gage manifold and valve for simul- 
taneous operation of 2 resuscitator and 2 oronasal masks; automatic 
pressure valve; yoke adapter for medical type gas cylinder; 80 gal. oxygen 
cylinder; and carrying case. 

Retinoscope, Electric: Complete with battery handle, cord and plug. 
Without batteries. (Army—For lamp requisition 7-972-650; for batteries 
requisition Sig C BA 30). (Navy—For lamp and batteries requisition 
17-L-6320 and 17-B-7210 from BuS&A). Illustrated. 


Retinoscope, Streak Type, Reid: With battery handle, hard rubber handle, 
cord and _ six extra lamps. Without batteries. In case. For replacement 


lamp requisition 7-973-500. For batteries requisition 17-B-7210 from BuS&A. 


Retinoscope, Thorington: J/lustrated. 

Retractor, Abdominal, Deaver, 1 by 8 inches: 

Retractor, Abdominal, Deaver, 1 by 10 inches: 

Retractor, Abdominal, Deaver, 1 by 12 inches: J[Ilusirated. 
Retractor, Abdominal, Deaver, 112 by 125% inches: Jilustrated. 
Retractor, Abdominal, Deaver, 2 by 12 inches: 


Retractor, Abdominal, Double Ended, Richardson-Eastman, Nested: 
2 sizes. Illustrated. 


Retractor, Abdominal, Kelly, 114 by 3 inch Blade: J/lustrated. 
Retractor, Abdominal, Mayo, 234 inch Blade: J[/lustrated. 
Retractor, Abdominal, Self-Retaining, Balfour, 3 Blades: J[/lustrated. 


Retractor, Bladder, Suprapubic, Self-Retaining, Mason-Judd: 3 
bladed. Jilustrated. 


Retractor, Brain, Cushing, 8 inch: J/lustrated. 


Retractor, Brain, Frazier, Set of 3: Complete with two battery cords and 
three extra lamps. In case. For use with battery box, 3-097-800, 3-097-900 
and rheostat, 3-622-200. For replacement lamp requisition 7-970-570. 
Illustrated. 


Retractor, Brain, Self-Retaining, Weitlaner: 3 by 4 prongs; 614 inch 
length. Illustrated. 


Retractor, Decompression, 74% inch: Sharp prong; very heavy. Jilus- 
trated. 


Retractor, Eye, Arruga: (Metal protector). For use in detachment of re- 
tina operation. 

Retractor, Eye, Lachrymal Sac, Stevenson: J[//ustrated. 

Retractor, Eyelid, Nonmagnetic, Desmarres, Medium: For use with 
eye magnet, 3-467-200. Illustrated, 

Retractor, Eyelid, Fisher, 51% inch: 

Retractor, General Operating, Flexible, in Pairs: One 11% by 13 inches 
and one 2 by 13 inches. J/lustrated. 

Retractor, General Operating, Hibbs, 1 by 3 inch Blade: J/lustrated. 

Retractor, General Operating, Nested: One 814 inch and one 8% inch. 
Illustrated. 


PRELIMINARY EDITION 


Pair 


Each 
Pair 


Packaging 
and 


Packing 


OG+4 


PRELIMINARY EDITION 


3 


Avail- Expend- 
ability ; 
Status ability 


N-LS 


N-LS 


N-LS 


OG-! 


mm 


mm MM 


Stock No. 
3-609-450 
3-609-750 


3-610-250 
3-610-350 
3-610-450 
3-611-500 
3-611-600 


3-613-200 


3-613-950 
3-614-850 
3-615-650 
3-615-750 
3-615-850 
3-615-950 
3-617-100 
3-617-200 
3-617-600 
3-618-200 
3-618-600 
3-618-950 


3-618-980 


3-619-010 
3-619-800 
3-620-200 
3-622-200 


3-623-100 
3-624-100 


3-625-100 
3-625-300 
3-626-200 


3-628-200 


3-628-240 
3-631-100 


3-632-200 
3-632-300 
3-632-400 
3-632-500 
3-632-600 


3-635-100 


3-636-100 
3-636-120 
3-637-200 


Retractor, General Operating, Parker, Nested: One 614 inch and one 
61% inch. 

Retractor, General Operating, Sauerbruch, 34 by 2% inch Blade: 
Illustrated, 


Retractor, General Operating, Volkmann, 2 Blunt Prongs: 
Retractor, General Operating, Volkmann, 4 Blunt Prongs: //lustrated. 
Retractor, General Operating, Volkmann, 4 Sharp Prongs: I/]ustrated. 
Retractor, Goiter, Lahey: (Thyroid retractor). Illustrated. 


Retractor, Goiter, Self-Retaining, Beckman: (Thyroid retractor). 
1134 inches. I/lustrated. 


Retractor, Laminectomy, Frazier: With one 3 and one 4 pronged blade. 
Illustrated, 

Retractor, Mastoid, Jansen: I//ustrated. 

Retractor, Perineal, Self-Retaining, Gelpi, 614 inch: J/lustrated. 

Retractor, Prostatic, Lateral, Young, Narrow Blade: I/lustrated. 

Retractor, Prostatic, Anterior, Young, Wide Blade: 

Retractor, Prostatic, Young, Large: Bifurcated. J llustrated. 

Retractor, Prostatic, Young, Small: Semibifurcated. Illustrated. 

Retractor, Rib, Coryllos, 134 by 414 inch Blade: 

Retractor, Rib, Coryllos, 21/4 by 4142 inch Blade: 

Retractor, Rib, Self-Retaining, Tuffier: [//ustrated. 

Retractor, Tibia, Bennett, Large: //]ustrated. 

Retractor, Tonsil, Davis, 7 inch: 2 prong; angular. J/lustrated. 


Retractor, Trachea, Hupp, 1 Prong: Old Hupp type with hook at operator 
end. I/lustrated. 


Retractor, Trachea, Hupp, 3 Prong: Old Hupp type with hook at operator 
end. J/lustrated. 


Retractor, Trachea, Jackson, 2 Prong: Blunt. 
Retractor, Vaginal, Sims, 114 by 31% inch Blade: J/lustrated. 
Retractor, Vein, Cushing, 8}4 inch: Illustrated. 


Rheostat, Lamp Socket Type, 110 volt, 60 cycle, AC: For use with cautery 
tips and electrodiagnostic appliances. J/lustrated. 


Ring, Laparotomy, Metal, 214 inch, 12s: Jilustrated 

Rope, Cotton, Braided, 52 inch, 100 ft: For Balkan frame. (Army— 
Replacement for Balkan frame, 3-390-100). 

Rule, CRM, 6 inch: Graduated in mm. and inches. 

Rule, Bronchoscopic, Metal, Jackson, 30 cm: Jilustrated. 


Rule, Optical, 15 cm: Graduated on one side in millimeters and lignes, and 
on opposite side in inches. 
Rule, Refracting, Prince: Complete with Leake attachment and test cards. 
Illustrated. 
Card, Test, Prince Refracting Rule: 


Saw, Amputating, Satterlee, 8 inch Blade: Detachable blade. J/lustrated. 


Saw, Bone, Gigli: Requisition by separate components indented below. 
Conductor, Wire Saw, Adson: 
Conductor, Wire Saw, Bailey: J/lustrated. 
Handle, Gigli Saw: Iilustrated. 
Wire, Saw, Stille-Gigli, 12 inch: Four wires braided. Jilustrated. 
Wire, Saw, Stille-Gigli, 20 inch: Four wires braided. 


Saw, Metacarpal, Langenbeck, 41 inch Blade: Plain; nine inch length 
overall. Illustrated. 

Saw, Nasal, Bayonet Shaped, Joseph-Maltz, Left: Without knife edge. 

Saw, Nasal, Bayonet Shaped, Joseph-Maltz, Right: Without knife edge. 

Saw, Plaster, Curved Blade, Engel: J/lustrated. 


Packaging 
and 


Packing 


50/200 
1/48 
6/360 
1/18 


12/144 
1/36 


12/144 
6/96 
6/288 


1/36 


144/3456 
1/48 


_ 12/576 
12/576 
12/576 
12/600 
12/600 


6/144 


1/96 
1/96 
1/96 
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Avail- Expend- Unit Packaging 
ability | ability | Stock No. NOMENCLATURE AND DESCRIPTION of and 
Status Issue Packing 
A 3-638-400 | Scissors, Angular, Heavy, 8 inch: Field type scissors for cutting heavy or | Each 12/288 
multiple layers of cloth. 
3-638-800 | Scissors, Bandage, Lister, 542 inch: Angular. Each 12/288 
3-638-840 | Scissors, Bandage, Lister, 714 inch: Angular. Jilustrated. Each 12/144 
3-639-500 | Scissors, Corneal, Castroviego: J/lustrated. Each 6/288 
3-640-500 | Scissors, Dissecting, Curved, Mayo, 5! inch: Double blunt; curved on | Each 12/288 
flat. Illustrated. 
3-640-520 | Scissors, Dissecting, Curved, Mayo, 634 inch: Double blunt; curved on | Each 12/288 
flat. 
3-640-560 | Scissors, Dissecting, Curved, Mayo, 9 inch: Double blunt; curved on flat. | Each 12/144 
3-640-900 | Scissors, Dissecting, Straight, Mayo, 512 inch: Blunt. J/lustrated. Each 12/216 
3-640-920 | Scissors, Dissecting, Straight, Mayo, 634 inch: Blunt. Each 12/216 
3-642-100 | Scissors, Enterotomy, 8 inch: One blunt point and one probe pointed hook. | Each 6/144 
Illustrated. 
3-642-800 | Scissors, Enucleation, Full Curved, 5 inch: Double blunt. J//ustrated. Each 6/288 
3+644-200 | Scissors, Iris, Angular, 414 inch: Probe pointed blades. J/lustrated. Each 6/288 
3-644-400 | Scissors, Iris, Double Sharp, DeWecker: J/lustrated. Each 6/288 
3-644-600 | Scissors, Iris, Full Curved, 4 inch: Double sharp; curved on flat. J//ustrated. | Each 6/288 
3-644-800 | Scissors, Iris, Straight, Sharp Pointed: Very fine. J/lustrated. Each 6/288 
3-647-100 | Scissors, Nasal, Angular, Knight, 614 inch: J//ustrated. Each 6/144 
N-LS 3-649-100 | Scissors, Operating, Curved, Double Blunt, 51 inch: Each 6/288 
N-LS 3-649-600 | Scissors, Operating, Curved, Double Sharp, 5 inch: Each 6/288 
3-650-100 | Scissors, Operating, Curved, One Point Sharp, 614 inch: J//ustrated. Each 6/288 
3-650-640 | Scissors, Operating, Straight, Double Blunt, 7 inch: Heavy. J/lustrated. | Each 6/216 
3-651-200 | Scissors, Operating, Straight, Double Sharp, 514 inch: J/lustrated. Each 12/288 
A-LS 3-651-810 | Scissors, Operating, Straight, One Point Sharp, 414 inch: Each 12/432 
3-651-820 | Scissors, Operating, Straight, One Point Sharp, 514 inch: /Jilustrated. Each 12/288 
Scissors, Oral Surgical, Curved, 5 inch: Requisition 5-549-150. 
3-655-200 | Scissors, Strabismus, Straight, 41/4 inch: Semisharp points. Illustrated. | Each 6/288 
A xX 3-655-400 | Scissors, Straight, Double Blunt, 4 inch: For use in first aid and field kits. | Each 12/576 
A xX 3-655-480 | Scissors, Straight, One Point Sharp, 514 inch: For use in first aid and | Each 12/288 
field kits. 
ES 3-655-600 | Scissors, Suture, Littauer: Each 
3-656-200 | Scissors, Tenotomy, Curved, Stevens: Curved on flat. J/lustrated. Each 6/360 
3-656-300 | Scissors, Tenotomy, Straight, Stevens: //]ustrated. Each 6/360 
A-LS 3-657-050 Scissors, Tonsil, Bottcher, 714 inch: Double blunt; curved on flat. Each 6/216 
3-657-100 | Scissors, Tonsil, Metzenbaum, 7 inch: Curved on flat. J/lustrated. Each 6/216 
3-658-200 | Scissors, Uterine, Blunt, Sims, 714 inch: Curved on flat. Jilustrated. Each 6/216 
3-660-100 | Scoop, Common Duct, Mayo: Jilusirated. Each 12/360 
3-660-600 | Scoop, Gallstone, Ferguson, Set of 3: Three graduated sizes in set. Set 6/216 
Illustrated. 
A-LS 3-660-700 | Scoop, Gallstone, Mayo: Each 6/216 
ES 3-661-100 | Scoop, Lens, Chalazion, Daviel, 5 inch: Each 12/288 
3-661-200 | Scoop, Lens, Fenestrated, Arlt, 5 inch: Jilustraied. Each 6/360 
3-661-300 | Scoop, Lens, Knapp, 5 inch: JIlustrated. Each 6/360 
A-LS 3-661-350 | Scoop, Lens, Wire Loop, Lewis: Each 6/360 
dG 3-663-100 | Screw, Bone, Molybdenum Alloy, Sherman, %% inch: Each _ /|144/3456 
xX 3-663-110 | Screw, Bone, Molybdenum Alloy, Sherman, 14 inch: Each /|144/3456 
xX 3-663-120 | Screw, Bone, Molybdenum Alloy, Sherman, ¥@ inch: (Navy—Will not | Each /|144/3456 
be issued until stocks of 3-664-310 are exhausted). 
xX 3-663-130 | Screw, Bone, Molybdenum Alloy, Sherman, 34 inch: Each /144/3456 
xX 3-663-140 | Screw, Bone, Molybdenum Alloy, Sherman, ¥% inch: (Navy—Will not | Each |144/3456 
be issued until stocks of 3-664-315 are exhausted). 
>. 3-663-150 | Screw, Bone, Molybdenum Alloy, Sherman, 1 inch: Each /144/3456 


Notes 
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Stock No. 


3-663-160 


3-663-170 


' 3-663-180 


3-663-190 
3-663-200 


3-663-210 
3-663-220 


3-664-310 


3-664-315 


3-664-320 


3-664-325 


3-664-330 


3-664-335 


3-665-200 
3-665-300 


3-666-400 
3-667-400 


3-668-200 
3-669-200 
3-669-300 
3-669-930 
3-669-940 
3-670-400 
3-670-420 
3-672-100 
3-674-100 


3-674-140 
3-674-142 
3-674-700 


3-674-780 


3-674-790 


3-675-600 


3-676-400 


3-676-440 
3-676-450 
3-676-500 


3-679-100 


Unit Packaging 
NOMENCLATURE AND DESCRIPTION of and Notes 
Issue Packing 
Screw, Bone, Molybdenum Alloy, Sherman, 114 inch: (Navy—Will not | Each /|144/3456 
be issued until stocks of 3-664-320 are exhausted). 
Screw, Bone, Molybdenum Alloy, Sherman, 114 inch: Each _ /|144/3456 
Screw, Bone, Molybdenum Alloy, Sherman, 134 inch: (Navy—Will not | Each |144/3456 
be issued until stocks of 3-664-325 are exhausted). 
Screw, Bone, Molybdenum Alloy, Sherman, 11, inch: Each /144/3456 
Screw, Bone, Molybdenum Alloy, Sherman, 15% inch: (Navy—Will not | Each (|144/3456 
be issued until stocks of 3-664-330 are exhausted). 
Screw, Bone, Molybdenum Alloy, Sherman, 13, inch: Each _ /144/3456 
Screw, Bone, Molybdenum Alloy, Sherman, 2 inch: (Navy—Will not | Each /|144/3456 
be issued until stocks of 3-664-335 are exhausted). 
Screw, Bone, Vitallium, Sherman, % inch: Coarse thread. Will be issued | Each 
in lieu of 3-663-120 until stocks are exhausted. 
Screw, Bone, Vitallium, Sherman, % inch: Coarse thread. Will be issued | Each 
in lieu of 3-663-140 until stocks are exhausted. 
Screw, Bone, Vitallium, Sherman, 14 inch: Coarse thread. Will be issued | Each 
in lieu of 3-663-160 until stocks are exhausted. 
Screw, Bone, Vitallium, Sherman, 13 inch: Coarse thread. Will be issued | Each 
in lieu of 3-663-180 until stocks are exhausted. 
Screw, Bone, Vitallium, Sherman, 154 inch: Coarse thread. Will be issued | Each 
in lieu of 3-663-200 until stocks are exhausted. 
Screw, Bone, Vitallium, Sherman, 2 inch: Coarse thread. Will be issued | Each 
in lieu of 3-663-220 until stocks are exhausted. 
Screwdriver, Bone, Lane, 10 inch: J/]ustrated. Each 1/60 
Screwdriver, Bone, Richter: For Sherman bone screws. Consists of handle, | Each 1/60 
bit and screw holding sleeve. Illustrated, 
Separator, Dura, Horsley: [/]ustrated. Each 6/144 
Sharpener, Needle, 110 volt, 60 cycle, AC: Approximately 150 watts. | Each t/1 
Complete in case. I/lustrated. 
Shears, Plaster Cast, Stille, 15 inch: J/]ustrated. Each 1/18 
Shears, Rib Cutting, Bethune, 1314 inch: J/]ustrated. Each 1/18 
Shears, Rib Cutting, 814 inch: Eccentric joint; curved blades. Each +/36 
Sheet, Tantalum, 0.015 inch, 6 inch Square: For cranial plates. Each 12/120 
Sheet, Tantalum, 0.020 inch, 6 inch Square: For cranial plates. Each 12/120 
Shield, Eye, Double: J/lustrated. Each 12/600 
Shield, Eye, Single: Each 12/600 
Skid, Bone, Double Ended, Murphy, 131% inch: (Lever). J/lustrated. Each 1/48 
Snare, Ear, Krause: For snare wire requisition 3-674-140 or 3-674-142. | Each 1/96 
Illustrated. 
Wire, Snare, No. 28 Stubs Gage: Approximately 9 feet. For ear snares. | Spool | 12/1440 
Wire, Snare, No. 31 Stubs Gage: Approximately 11 feet. For ear snares. | Spool | 12/1440 
Snare, Nasal, Krause: With one straight and one angular tube. For snare | Each 1/96 
wire requisition 3-674-780. Illustrated. 
Wire, Snare, No. 27 Stubs Gage: Approximately 12 feet. For nasal | Spool | 12/1440 
snares. 
Wire, Snare, No. 30 Stubs Gage: Approximately 11 feet. For nasal | Spool | 12/1440 
and tonsil snares. 
Snare, Rectal, Electric, Frankfeldt: With hinged loop but without at- | Each 1/24 
tachments. For use with electrosurgical unit, 3-275-600, proctosigmoido- 
scopes, 3-579-500 and 3-579-600. Illustrated. 
Snare, Tonsil, Tyding: Complete with straight canula, 3-676-450 and one | Each 1/48 
package wire snares, 3-676-500. I/lustrated. 
Canula, Tonsil and Nasal Snare, Tyding, 234 inch: J/lustrated. Each 12/288 
Canula, Tonsil and Nasal Snare, Tyding, 314 inch: Each 12/288 
Wire, Snare, No. 24 Stubs Gage, 12s: Twelve 51% inch lengths. For | Pkg 12/1440 
tonsil snares. 
Sound, Urethral, Curved, LeFort, 12 Fr: With standard male threads at | Each 6/216 


tip for attachment of filiforms, 3-302-800 to 3-302-920. 
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3-679-120 


3-679-140 


3-679-160 


3-679-180 


3-680-200 
3-680-260 
3-680-280 
3-680-300 
3-680-320 
3-680-340 
3-680-360 
3-680-380 
3-680-400 
3-682-200 
3-684-400 
3-685-500 
3-686-100 
3-686-600 
3-689-600 
3-691-590 
3-691-595 


3-691-600 


3-693-500 


3-694-200 


3-694-300 


3-698-100 
3-698-250 


3-698-290 
3-698-300 


3-698-600 
3-698-900 
3-699-100 


3-702-100 
3-702-300 
3-702-500 
3-704-200 
3-705-600 
3-705-620 


3-705-640 
3-705-940 


3-705-980 


NOMENCLATURE AND DESCRIPTION 


Sound, Urethral, Curved, LeFort, 14 Fr: With standard male threads at 
tip for attachment of filiforms, 3-302-800 to 3-302-920. 


Sound, Urethral, Curved, LeFort, 16 Fr: With standard male threads at 
tip for attachment of filiforms, 3-302-800 to 3-302-920. 


Sound, Urethral, Curved, LeFort, 18 Fr: With standard male threads at 
tip for attachment of filiforms, 3-302-800 to 3-302-920. 


Sound, Urethral, Curved, LeFort, 20 Fr: With standard male threads at 
tip for attachment of filiforms, 3-302-800 to 3-302-920. IWustrated. 
Sound, Urethral, Curved, Van Buren, 12 Fr: 


Sound, Urethral, Curved, Van Buren, 16 Fr: 

Sound, Urethral, Curved, Van Buren, 18 Fr: J/lustrated. 

Sound, Urethral, Curved, Van Buren, 20 Fr: 

Sound, Urethral, Curved, Van Buren, 22 Fr: 

Sound, Urethral, Curved, Van Buren, 24 Fr: 

Sound, Urethral, Curved, Van Buren, 26 Fr: 

Sound, Urethral, Curved, Van Buren, 28 Fr: 

Sound, Urethral, Curved, Van Buren, 30 Fr: 

Sound, Uterine, Graduated, Simpson: Graduated in inches. Illustrated. 
Spatula, Brain, Cushing: (Brain depressor). Double ended. Illustrated. 
Spatula, Eye, Cyclodialysis, Elschnig: Single ended; angular. J/lustrated. 
Spatula, Eye, Flexible, 514 inch: Silver. Illustrated. 

Spatula, Eye, Smith, 534 inch: Double ended. J/lustrated. 

Spectacles, Smoked Lens: 

Specula, Ear, Examining, Brown, Set of 3: 


Specula, Ear, Examining, Erhardt, Set of 3: Will be issued in lieu of 
3-691-600 until stocks are exhausted. 

Specula, Ear, Examining, Gruber, Set of 4: Sizes 0, 1, 2 and 3. (Navy— 
Will not be issued until stocks of 3-691-595 are exhausted). Illustrated. 

Speculum, Esophageal, Jackson-Forbes: Complete with two light car- 


riers and two lamps. For esophageal examination and treatment. For re- 
placement lamp requisition 7-972-550. Illustrated. 


Speculum, Eye, Nonmagnetic, Weeks: For use with eye magnet, 3-467-200. 


Illustrated. 

Speculum, Eye, Ziegler: Jilustrated. 

Speculum, Nasal, Bosworth: 314 inches long. J/lustrated. 

Speculum, Nasal, Ingal: (Navy—Will be issued in lieu of 3-699-100 until 
stocks are exhausted). 

Speculum, Nasal, Killian, 3 inch Blade: 

Speculum, Nasal, Killian, Set of 3: 2 inch, 234 inch and 3% inch blades. 
Illustrated. 

Speculum, Nasal, Myles, Adult Size: J/lustraied. 

Speculum, Nasal, Septal, Goldstein: J//ustrated. 


Speculum, Nasal, Vienna: (Navy—Will not be issued until stocks of 
3-698-250 are exhausted). Illustrated. 


Speculum, Rectal, Bivalve, Pratt: J/lustrated. 

Speculum, Rectal, Brinkerhoff, Medium: /J//ustrated. 

Speculum, Rectal, Cook: 3-bladed. 

Speculum, Urethral, Mosher: With 2 sets of wire blades. J/lusirated. 

Speculum, Vaginal, Bivalve, Graves, Large: Blade approximately 5 inch. 

Speculum, Vaginal, Bivalve, Graves, Medium: Blade approximately 4 
inch. Illustrated. ; 

Speculum, Vaginal, Bivalve, Graves, Small: Blade approximately 314 
inch. 

Speculum, Vaginal, Double Ended, Sims, Size 2: Blades strongly con- 
cave. 

Speculum, Vaginal, Double Ended, Sims, Size 4: Blades strongly con- 
cave. Illustrated. 


Each 


Each 


Packaging 
and 


Packing 
6/216 
6/216 
6/216 
6/216 


6/216 
6/216 
6/216 
6/216 
6/216 
6/144 
6/144 
6/144 
6/144 
6/360 
6/288 
6/288 
6/288 
6/288 
12/720 
12/360 
—/100 


12/360 


1/24 


6/360 


6/360 
12/432 
6/288 


6/144 
1/48 


12/360 
12/360 
6/288 


1/48 
1/48 
1/36 
1/48 
1/48 
1/48 


1/48 
1/48 


1/48 
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Stock No. 


~ 3-707-300 


3-707-340 
3-707-900 
3-709-600 


3-709-620 
3-709-640 
3-709-660 
3-709-680 


3-712-300 


3-713-100 


3-713-200 


3-713-220 
3-713-260 
3-713-290 
3-713-360 


3-713-400 


3-713-440 


3-716-400 
3-716-550 
3-718-800 


3-719-600 
3-721-200 


3-721-310 
3-723-100 
3-723-400 
3-724-500 
3-724-600 
3-725-300 


3-725-450 
3-725-485 
3-725-500 


3-728-100 


NOMENCLATURE AND DESCRIPTION 


Speculum, Vaginal, Tubular, Glass, Ferguson, 7% inch Diameter: 
Illustrated. 


Speculum, Vaginal, Tubular, Glass, Ferguson, 134 inch Diameter: 

Speculum, Vaginal, Weighted, Auvard: JIlustrated. 

Sphere, Eye, Implantation, Berens, 10 mm: (Prosthesis ball). For in- 
troducer requisition 3-427-400. , 

Sphere, Eye, Implantation, Berens, 12 mm: (Prosthesis ball). For in- 
troducer requisition 3-427-400. 

Sphere, Eye, Implantation, Berens, 14 mm: (Prosthesis ball). For in- 
troducer requisition 3-427-400. 

Sphere, Eye, Implantation, Berens, 16 mm: (Prosthesis ball). For in- 
troducer requisition 3-427-400. 

Sphere, Eye, Implantation, Berens, 18 mm: (Prosthesis ball). For in- 
troducer requisition 3-427-400. 

Sphygmo-Oscillometer, Collens: For use in diagnosis of peripheral vascu- 
lar disease. For replacement bulb, sleeve and valve requisition 3-713-260, 
3-713-360 and 3-713-440. Jilustrated. 

Sphygmomanometer, Aneroid: Complete. For replacement compression 
bag, bulb, snap cuff or sleeve, and valve requisition 3-713-220 to 3-713-440. 
Illustrated. 

Sphygmomanometer, Mercurial: Complete. Desk type; in rectangular 


portable case. For replacement compression bag, bulb, snap cuff or sleeve, 
mercury tube and valve requisition 3-713-220 to 3-713-440. Illustrated. 


Sphygmomanometer and Sphygmo-Oscillometer Accessories: See fol- 
lowing indented items. 

Bag, Compression, Rubber, Sphygmomanometer: With inlet 

and outlet tubing. Replacement for 3-713-100 and 3-713-200. Illustrated. 


Bulb, Rubber, Sphygmomanometer: Replacement for 3-712-300, 
3-713-100 and 3-713-200. Illustrated. 


Cuff, Snap, Sphygmomanometer: Without rubber bag. Replace- 
ment for 3-713-100 and 3-713-200 when sleeve is not used. 


Sleeve, Sphygmomanometer: Cloth arm band. Replacement for 
3-712-300, 3-713-100 and 3-713-200. Illustrated. 


Tube, Mercury, Sphygmomanometer, Baum: Glass cartridge 


tube, calibrated at 260 mm. Replacement for Baum sphygmomano-, 


meter, 3-713-200. Illustrated. 
Valve, Sohygmomanometer: Replacement for 3-712-300, 3-713-100 
and 3-713-200. Illustrated. 

Splint, Aeroplane, Adult: Right or left. [/lustrated. 

Splint, Aeroplane, Youth or Small Adult: Right or left. 


Splint, Arm, Plaster of Paris, 4 by 15 inches, 50s: (Specia lists’ splint). 
Field type. Illustrated. 


Splint, Arm, Universal: Plastic. For evacuation of arm fracture cases in 
the field. I/lustrated. 


Splint, Basswood, 12s: Approximately 18 inches long by 4 inches wide by 
3% inches thick. ' 


Splint, Basswood, in Lengths: 

Splint, Leg and Thigh, Half Ring, Folding: Army. 

Splint, Leg, Bohler-Braun: For traction reduction of fractures. 
Splint, Leg Fixation, Cabot: Posterior 14 inch steel rod. Illustrated. 
Splint, Leg, Full Ring, Thomas: Illustrated. 


Splint, Leg, Half Ring, Thomas: For Pearson attachment, support and 
foot rest requisition 3-725-485 and 3-725-500 as required. (Army—Requisi- 
tion litter bar, 3-725-450 if required). Illustrated. 


Litter Bar, Leg Splint: For use with 3-725-300. 


Splint Attachment, Half Ring, Leg Splint, Pearson: For use with 
3-725-300. Illustrated. 

Splint Support and Foot Rest, Improved: For use with 3-725-300. 
Illustrated. 


Splint, Leg, Plaster of Paris, 5 by 30 inches, 50s: (Specialists splint). 
Field type. 
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12/1440 
12/1440 
12/1440 
12/1440 
12/1440 


1/12 D 


1/48 D 


1/18 D 


6/144 | D 
12/432 | D 
12/144 
12/576 


12/48 


12/288 


1/4 
1/4 
1/20 


1/12 
1/24 
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1/1 
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1/12 
1/12 
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1/24 
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of 


ability | bility Stock No. NOMENCLATURE AND DESCRIPTION 
Status 
N xX 3-729-800 | Splint, Leg, Universal: Plywood. For evacuation of leg fracture cases in the 
field. Illustrated. 
xX 3-781-100 | Splint, Walking Heel, 16 inch: For use with plaster cast. Illustrated. 
xX 3-732-100 | Splint, Wire Ladder, 31% by 31 inches: J//lustrated. 
x 3-732-800 | Splint, Wire Mesh, 514 inches by 1 yard: Jilustrated. 
Ss xX 3-733-800 | Splint, Wrist, Cockup: 
N-LS|} X 3-734-900 | Splitter, Nail: For removing ingrowing toe nails. 
xX 3-735-400 | Sponge, Natural, Unbleached: Approximately 44 inches perimeter meas- 
urement. For mortuary use. 
N-LS 3-736-700 | Spotlight, Muscle Testing, 110 volt, AC-DC: Approximately 7 watts. For 
Maddox rod screen test at 33 cm. For lamp requisition 7-976-100. 
A-LS 3-737-400 | Sprayer, Hand, Continuous: For burn treatment. 
3-737-800 | Spreader, Plaster Cast, Hennig: Blades 2 inches wide. J/lustrated. 
xX 3-738-500 | Sprinkler, Powder, 1% oz: J/lustrated. 
x 3-739-800 | Spud, Eye, Dix: Flat form. J//ustrated. 

3-742-200 | Stethoscope, Blood Pressure, Bracelet Type: Jllustrated. 

Xx 3-742-300 | Stethoscope, Ford: Heavy type; with Bowles chest piece attachment and 
tubing. Illustrated. 

3-742-305 | Stethoscope, Obstetric, DeLee-Hillis: With adjustable headband. 
Illustrated. 

Stethoscope Accessories: See following indented items. 

x 3-742-310 Bell, Stethoscope, Edward-Ford: Replacement for 3-742-300. 

xX 3-742-325 Chest Piece, Bracelet Type Stethoscope: Diaphragm type, with 
bracelet; bakelite. Replacement for 3-742-200. 

x 3-742-340 Diaphragm, Chest Piece, Bowles: Replacement for 3-742-300. 
Illustrated. 

xX 3-742-380 Tip, Ear, Stethoscope: Ford-Edward modification. Replacement 
for 3-742-200, 3-742-300 and 3-742-305. Illustrated. 
Tubing, Rubber, Stethoscope: Requisition item 4-460-480 for all 
types of stethoscopes. 

3-743-500 | Stimulator, Neurosurgical, Hinsey-Geohegan, 110 volt, 60 cycle, AC: 
Approximately 120 watts. Nonthyratron type; portable. 

x 3-744-600 | Stopcock, 1 Way, Syringe Attachment: For Luer slip and needle lock 
syringes. Illustrated. 

x 3-744-700 | Stopcock, 1 Way, Tubing Attachment: For Luer slip and needle lock 
syringes when used with 1% inch inside diameter rubber tubing. I//ustrated. 

xX 3-744-800 | Stopcock, 3 Way, Syringe and Needle Attachment, Ayer: For Luer slip 
needle and syringe. J/lustrated. 

xX 3-745-550 | Strainer, Slotted, Whole Blood: Blood filter for indirect blood transfusion. 
For use with 3-103-610 and 3-305-900. 

xX 3-745-800 | Strap, Splint: For adjustable traction. J//lustrated. 

x 3-745-900 | Strap, Splint, 36 inches, with Buckle: 11% inches wide. I/lustrated. 

A >.< 3-745-920 | Strap, Splint, 72 inches, with Buckle: 11% inches wide. 

3-746-900 | Stripper and Elevator, Rib, Matson: J//ustrated. 

3-747-400 | Stripper, Fascia, Wilson, 12 inch: J/lustrated. 

3-747-900 | Stripper, Vein, Mayo, Size 2: Medium size. Jilustrated. 

x 3-749-100 | Strop, Razor: 
i 3-751-100 | Stylet, Malleable, Straight: For rubber urethral catheters. 

3-752-500 | Suction Apparatus, Automatic, Thermotic, Portable, 110 volt, AC-DC: 
Approximately 300 watts. Complete. For gastrointestinal decompression, 
or suprapubic drainage. Illustrated. 

3-752-750 | Suction Apparatus, Portable, 110 volt 60 cycle, AC: Approximately 
200 watts. Complete. (Army—With TM 8-618). Illustrated. 

N 3-752-950 | Suction Apparatus, Portable, Foot Action: Complete. Lever type, spring 
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return. For suction and pressure. J/lustrated. 
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6/36 


1/24 
12/96 

1/96 
12/144 
12/600 

1/12 


1/12 


1/12 
1/24 
12/288 
6/288 
1/48 
1/96 


1/12 


12/576 
12/480 


12/576 


12/720 


1/1 
12/720 
12/720 
12/720 
12/432 
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12/480 
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1/48 
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NOMENCLATURE AND DESCRIPTION 


3-753-100 


3-753-600 
3-754-100 


3-754-105 


3-754-110 


3-754-115 


3-754-600 


3-755-200 
3-755-240 
3-755-280 
3-755-320 
3-756-100 
3-756-140 
3-756-180 
3-756-220 
3-756-260 
3-756-400 


3-758-300 
3-758-380 
3-758-460 
3-758-600 
3-758-605 
3-760-200 


3-760-300 


3-760-400 
3-765-600 


3-765-680 
3-765-720 
3-766-700 
3-766-780 
3-766-820 
3-766-860 
3-766-900 
3-766-940 
3-766-980 
3-767-020 
3-767-800 


3-767-900 


3-767-940 


Packaging 
and 


Suction and Pressure Apparatus, 110 volt, 60 cycle, AC: Approximately 
575 watts. (Ether vapor). Complete. Jilustrated. 


Suction and Pressure Apparatus, ENT: Requisition 3-128-200. 
Support, Pelvic, Myerding: 


Suture, Clip, Michel, 11 mm., 100s: For applying and removing forceps 
requisition 3-325-900. 


Suture, Clip, Michel, 14 mm., 100s: For applying ee removing forceps 
requisition 3-325-900. 


Suture, Clip, Michel, 16 mm., 100s: For applying and removing forceps 
requisition 3-325-900. 

Suture, Clip, Michel, 18 mm., 100s: For applying and removing forceps 
requisition 3-325-900. 


Suture, Clip, Scalp, Rainey: For applying forceps requisition 3-326-200. 
Illustrated. 


Suture, Corrosion Resisting Steel, 0.009 inch Diameter, 1 oz: 
Suture, Corrosion Resisting Steel, 0.014 inch Diameter, 1 oz: 
Suture, Corrosion Resisting Steel, 0.018 inch Diameter, 1 oz: 
Suture, Corrosion Resisting Steel, 0.028 inch Diameter, 1/4 lb: 
Suture, Cotton Thread, No. 20, 100 yards: White. 

Suture, Cotton Thread, No. 30, 125 yards: White. 

Suture, Cotton Thread, No. 50, 250 yards: White. 

Suture, Cotton Thread, No. 80, 150 yards: White. 

Suture, Cotton Thread, No. 120, 150 yards: White. 


Suture, Cotton Thread, Quilting, 150 yards: White; extra strong; mer- 
cerized. 


Suture, Dermal, Size 000, 12s: In sealed glass tube. 
Suture, Dermal, Size 0, 12s: In sealed glass tube. 
Suture, Dermal, Size 3, 12s: In sealed glass tube. 
Suture, Dermal, Coarse, 40 inch: In package. 
Suture, Dermal, Medium, 40 inch: In package. 


Suture, Dermal, Single Armed, Size 000000, 12s: *¢ circle, cutting edge, 
34 inch nontraumatic needle affixed. (For plastic surgery). In sealed glass 
tube. Illustrated. 

Suture, Dermal, Single Armed, Size 0000, 12s: %¢ circle, cutting edge, 
5% iy nontraumatic needle affixed. (For plastic surgery). In sealed glass 
tube 

Suture, Dermal, Single Armed, Size 000, 12s: 14 circle, cutting edge, 34 
inch nontraumatic needle affixed. In sealed glass tube. 

Suture, Silk, Braided, Size 000, 12s: Black; noncapillary. In sealed glass 
tube. 


Suture, Silk, Braided, Size 0, 12s: Black; noncapillary. In sealed glass tube. 


Suture, Silk, Braided, Size 2, 12s: Black; noncapillary. In sealed glass tube. 
Suture, Silk, Braided, Size 000000, 25 yards: Black; noncapillary. 
Suture, Silk, Braided, Size 0000, 25 yards: Black; noncapillary. 

Suture, Silk, Braided, Size 000, 25 yards: Black; noncapillary. 

Suture, Silk, Braided, Size 00, 25 yards: Black; noncapillary. 

Suture, Silk, Braided, Size 0, 25 yards: Black; noncapillary. 

Suture, Silk, Braided, Size 1, 25 yarde: Black; noncapillary. 

Suture, Silk, Braided, Size 2, 25 yards: Black; noncapillary. 

Suture, Silk, Braided, Size 3, 25 yards: Black; noncapillary. 


Suture, Silk, Braided, Single Armed, Size 0000, 12s: Half curved, cutting 
edge, % inch nontraumatic needle affixed. Black; noncapillary. (For plastic 
surgery). In sealed glass tube. 

Suture, Silk, Braided, Single Armed, Size 0, 12s: 14 circle, cutting edge, 
size 16 eyed needle affixed. Black; noncapillary. In sealed glass tube. 


‘Suture, Silk, Braided, Single Armed, Size 2, 12s: *% circle, cutting edge, 


size 16 eyed needle affixed. Black; noncapillary. In sealed glass tube. 


of 

Issue Packing 
Each 1/1 
Each 1/4 
Pkg 50/1000 
Pkg 50/1000 
Pkg 50/1000 
Pkg 50/1000 
Each 12/1440 
Spool | 12/288 
Spool | 12/288 
Spool | 12/288 
Coil 12/96 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Pkg 1/144 
Pkg 12/144 
Pkg 1/144 
Each _ /|144/3456 
Each _ /|144/3456 
Pkg 12/144 
Pkg 12/144 
Pkg 12/144 
Pkg 12/144 
Pkg 12/144 
Pkg 12/144 
Spool | 12/864 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Pkg 12/144 
Pkg 12/144 
Pkg 12/144 


Notes 
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3-767-980 
3-768-100 
3-769-050 
3-769-100 
3-769-400 


3+769-500 


3-774-600 
3-774-680 
3-774-720 
3-774-760 
3-774-800 
3-775-300 


3-775-320 
3-775-340 
3-776-300 
3-776-340 
3-777-380 
3-777-400 


3-777-700 
3-778-800 


3-778-802 
3-778-804 
3-778-806 


3-779-600 


3-779-800 


3-779-900 
3-780-100 


3-781-100 


3-781-300 


Suture, Silk, Braided, 3 Sizes: Two 18 inch lengths of sizes 00, 1 and 3. 
Black; noncapillary. For special kits and assemblies. 

Suture, Silk, Eye, Braided, Size 0000000, 25 yards: Black; noncapillary. 

Suture, Silk, Eye, Braided, Double Armed, Size 000000, 12s: °% circle, 
taper point, 44 inch nontraumatic needle affixed. Black; noncapillary; ap- 
proximately 12 inches long. (For eye muscle surgery). In sealed glass tube. 

Suture, Silk, Eye, Twisted, Double Armed, Size 000000, 12s: °¢ circle, 


cutting edge, size 3 nontraumatic needle affixed. Black; noncapillary; ap- 
proximately 12 inches long. In sealed glass tube. Jllustrated. 


Suture, Silk, Eye, Twisted, Single Armed, Size 000000, 12s: %% circle, 
cutting edge, size 3 nontraumatic needle affixed. Black; noncapillary; 
approximately 18 inches long. In sealed glass tube. 


Suture, Silk, Eye, Twisted, Single Armed, Size 000000, 12s: 1% circle, 
cutting edge, size 3 nontraumatic needle affixed. Black; noncapillary; 
approximately 18 inches long. In sealed glass tube. 


Suture, Silk, Twisted, Size 000, 12s: White; capillary. In sealed glass tube. 
Suture, Silk, Twisted, Size 0, 12s: White; capillary. In sealed glass tube. 
Suture, Silk, Twisted, Size 1, 12s: White; capillary. In sealed glass tube. 
Suture, Silk, Twisted, Size 2, 12s: White; capillary. In sealed glass tube. 
Suture, Silk, Twisted, Size 3, 12s: White; capillary. In sealed glass tube. 


Suture, Silk, Twisted, Single Armed, Size 00000, 12s: Straight, taper 
point, 34 inch nontraumatic needle affixed. Black; capillary. (For arterial 
surgery). In sealed glass tube. 

Suture, Silk, Twisted, Single Armed, Size 00000, 12s: %¢ circle, cutting 
edge, 54 inch nontraumatic needle affixed. Black; capillary.(For eye surgery). 
In sealed glass tube. 


Suture, Silk, Twisted, Single Armed, Size 00000, 12s: 1% circle, taper 


point, 134 inch nontraumatic needle affixed. Black; capillary. (For arterial | 


surgery). In sealed glass tube. 
Suture, Silkworm Gut, Coarse, 100s: White; approxtmately 12 inches long. 


Suture, Silkworm Gut, Medium, 100s: White; approximately 12 inches 
long. 


Suture, Silver, Formed Clip, Blood Vessel, 100s: (Brain clip suture). For 
introducing forceps and clip rack requisition 3-326-900 and 3-586-000. 


Suture, Silver, Flat Wire, 10 inch, 5s: For preparing blood vessel clips. 


For clip forming and introducing forceps requisition 3-326-500 and 3-326-900. 


Suture, Silver Wire, 25 Gage: 0.0179 inch diameter by 1 meter long. 


Suture, Surgical Gut, Boilable, Type A, Plain, Size 00, 12s: In sealed 
glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Size 0, 12s: In sealed 
glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Size 1, 12s: In sealed 
glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Size 2, 12s: In sealed 
glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Double Armed, Size 
000, 12s: %% circle, cutting edge, size 4 nontraumatic needle affixed. Ap- 
proximately 12 inches long. (For eye surgery). In sealed glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Single Armed, Size 
0000, 12s: % circle, cutting edge, size 3 nontraumatic needle affixed. Ap- 

. proximately 18 inches long. (For eye surgery). In sealed glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Single Armed, Size 
000, 12s: %% circle, cutting edge, size 4 nontraumatic needle affixed. Ap- 
proximately 18 inches long. (For eye surgery). In sealed glass tube. 

Suture, Surgical Gut, Boilable, Type A, Plain, Single Armed, Size 0, 
12s: 14 circle, cutting edge, No. 12, eyed needle affixed. In sealed glass tube. 

Suture, Surgical Gut, Boilable, Type B, Mild Treatment, Double 
Armed, Size 0000, 12s: 3% circle, cutting edge, size 3 nontraumatic needle 


affixed. Approximately 12 inches long. (For eye surgery). In sealed glass tube. 


Suture, Surgical Gut, Boilable, Type B, Mild Treatment, Single 
Armed, Size 0000, 12s: 3% circle, cutting edge, size 3 nontraumatic needle 


affixed. Approximately 18 inches long. (For eye surgery). In sealed glass tube. 


Unit 
of 
Issue 


Pkg 


Spool 


Pkg 


Pkg 


Pkg 


Pkg 


Pkg 
Pkg 
Pkg 
Pkg 
Pkg 
Pkg 


Pkg 


Pkg 


Pkg 
Pkg 
Pkg 


Bottle 


Each 
Pkg 


Pke 
Pkg 


Pke 


Pkg 


Pke 


Pkg 


Pkg 


Pkg 


Pkg 


Packaging 
and 
Packing 


144/3456 


12/1728 
1/144 


12/144 
12/144 
12/144 


12/144 
12/144 
12/144 
12/144 
12/144 
12/144 


12/144 
12/144 


12/576 
12/576 
12/1440 
12/144 


12/48 
12/1152 


12/1152 
12/1152 


12/1152 
12/144 
12/144 
12/144 


12/144 


12/144 
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ability exPiim | Stock No. NOMENCLATURE AND DESCRIPTION S| eee ee 
Status Issue Packing 
».4 3-781-500 | Suture, Surgical Gut, Boilable, Type B, Mild Treatment, Single 
Armed, Size 0, 12s: 14 circle, cutting edge, No. 12, eyed needle affixed. | Pkg 12/144 
In sealed glass tube. 
xX 3-781-600 | Suture, Surgical Gut, Boilable, Type B, Mild Treatment, Single 
Armed, Size 0, 12s: 1% circle, taper point, 14% inch needle affixed. (In- | Pkg 12/144 
testinal suture). In sealed glass tube. 
A-LS| X 3-781-908 | Suture, Surgical Gut, Boilable, Type C, Medium Treatment, Size 00, 
12s: In sealed glass tube. : Pkg 12/1152 
A-LS| X 3-781-902 | Suture, Surgical Gut, Boilable, Type C, Medium Treatment, Size 0, 
12s: In sealed glass tube. Pkg 12/1152 
A-LS xX 3-781-904 | Suture, Surgical Gut, Boilable, Type C, Medium Treatment, Size 1, 
12s: In sealed glass tube. Pkg 12/1152 
A-BS yf ot 3-781-906 | Suture, Surgical Gut, Boilable; Type C, Medium Treatment, Size 2, 
: 12s: In sealed glass tube. Pkg 12/1152 
Xx 3-782-900 | Suture, Surgical Gut, Nonboilable, Type A, Plain, Size 00, 12s: In | Pkg 12/144 
sealed glass tube. 
Xx 3-782-920 | Suture, Surgical Gut, Nonboilable, Type A, Plain, Size 0, 12s: In | Pkg 12/144 
sealed glass tube. 
x 3-782-940 | Suture, Surgical Gut, Nonboilable, Type A, Plain, Size 1, 12s: In | Pkg 12/144 
sealed glass tube. 
xX 3-782-960 | Suture, Surgical Gut, Nonboilable, Type A, Plain, Size 2, 12s: In | Pkg 12/144 
sealed glass tube. 
xX 3-784-100 | Suture, Surgical Gut, Nonboilable, Type B, Mild Treatment, Size 
0000, 12s: In sealed glass tube. Pkg 12/144 
x 3-784-140 | Suture, Surgical Gut, Nonboilable, Type B, Mild Treatment, Size 00, 
12s: In sealed glass tube. Pkg 12/144 
xX 3-784-160 | Suture, Surgical Gut, Nonboilable, Type B, Mild Treatment, Size 0, 
12s: In sealed glass tube. Pkg 12/144 
».4 3-784-180 | Suture, Surgical Gut, Nonboilable, Type B, Mild Treatment, Size 1, 
12s: In sealed glass tube. Pkg 12/144 
x 3-784-200 | Suture, Surgical Gut, Nonboilable, Type B, Mild Treatment, Size 2, 
12s: In sealed glass tube. Pkg 12/144 
>.< 3-786-300 | Suture, Surgical Gut, Nonboilable, Type C, Medium Treatment, 
Size 00, 12s: In sealed glass tube. Pkg 12/144 
xX 3-786-320 | Suture, Surgical Gut, Nonboilable, Type C, Medium Treatment, 
Size 0, 12s: In sealed glass tube. Pkg 12/144 
x 3-786-340 | Suture, Surgical Gut, Nonboilable, Type C, Medium Treatment, 
Size 1, 12s: In sealed glass tube. ~* Pkg 12/144 
x 3-786-360 | Suture, Surgical Gut, Nonboilable, Type C, Medium Treatment, 
Size 2, 12s: In sealed glass tube. Pkg 12/144 
x 3-787-100 | Suture, Surgical Gut, Nonboilable, Type C, Medium Treatment, 
Single Armed, Size 00, 12s: Straight, taper point, 134 inch nontraumatic | Pkg 12/144 
needle affixed. Approximately 28 inches long. In sealed glass tube. 
xX 3-787-140 | Suture, Surgical Gut, Nonboilable, Type C, Medium Treatment, 
Single Armed, Size 00, 12s: circle, taper point, 14 inch nontraumatic | Pkg 12/144 
needle affixed. Approximately 28 inches long. In sealed glass tube. 
xX 3-789-200 | Suture, Tantalum, Formed Clip, Blood Vessel, 100s: (Brain clip suture). | Bottle | 12/1440 
For introducing forceps and clip rack requisition 3-326-900 and 3-586-000. 
xX 3-789-600 | Suture, Tantalum, Size 0.025 inch, 25 ft: Spool | 12/144 
xX 3-790-100 | Suture, Tantalum, Single Armed, Size 000000, 12s: °% circle, taper point, | Pkg 12/1 44 
5 inch nontraumatic needle affixed. 0.003 inch diameter by 18 inches. 
xX 3-790-200 | Suture, Tantalum, Single Armed, Size 00000, 12s: °¢ circle, taper point, Pkg 12/144 
54 inch nontraumatic needle affixed. 0.005 inch diameter by 18 inches. 
N-LS| X 3-790-300 | Suture, Tantalum, Single Armed, Size 0000, 12s: %¢ circle, taper point, | Pkg 12/144 
54 inch nontraumatic needle affixed. 0.007 inch diameter by 18 inches. 
D.& 3-792-100 | Suture, Umbilical Tape, 18 inch, 12s; inch wide; sterile. In sealed glass | Pkg 12/144 
tube. Illustrated. 
x 3-794-200 | Syringe, Irrigating, 1% oz: Glass; with rubber bulb. J//ustrated. Each 12/288 D 
x 3-794-300 | Syringe, Irrigating, 1 oz: Glass; with rubber bulb. Each 12/144 D 
x 3-794-400 | Syringe, Irrigating, 3 oz: Glass; with rubber bulb. Each 12/72 D 
xX 3-795-600 | Syringe, Irrigating, Ear, 1 oz: Glass; with rubber bulb and tip. J/lustrated. | Each 12/144 D 
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NOMENCLATURE AND DESCRIPTION 


3-795-850 


3-796-600 
3-796-640 


3-796-820 


3-799-200 
3-799-700 
3-802~-100 
3-802-700 


3-802-800 


3-803-800 
3-804-100 
3-804-300 
3-804-500 
3-805-500 


3-805-800 
3-805-900 


3-805-980 
3-806-800 
3-808-205 


3-810-690 


3-810-700 


3-815-100 
3-817-600 


3-817-800 


3-817-840 


3-817-880 
3-817-920 
3-817-960 
3-818-000 
3-818-040 


3-819-100 


Syringe, Irrigating, Ear, Pomeroy, 2 oz: All metal; with shield and bulbous 
ear tip. Illustrated. 

Syringe, Irrigating, Urethral, 1 oz: Glass; with rubber bulb. 

Syringe, Irrigating, Urethral, 1/4 0z: Glass; with rubber bulb. For venereal 
prophylaxis. Illustrated. 

Syringe, Irrigating and Aspirating, 4 oz: Glass; with rubber bulb and tip. 
Illustrated. 

Syringe, Lachrymal, Anel: All metal; with 3 silver canulae. 

Syringe, Laryngeal, Lukens, 2 ce: J/lustrated. 

Syringe, Luer, Insulin, 20-40 Units, 1 cc: Glass; Luer slip. Illustrated. 

Syringe, Luer, Tuberculin, 1/4 cc: Glass; Luer slip; blue plunger; gradu- 
ated to 1/100 cc. For intracerebral inoculation of small animals. 

Syringe, Luer, Tuberculin, 1 cc: Glass; Luer slip; graduated to 1/100 cc. 
Illustrated. 

Syringe, Luer, 2 cc: Glass; Luer slip; graduated to 1/10 cc. 

Syringe, Luer, 10 cc: Glass; Luer slip; graduated to 1/5 cc. Illustrated. 

Syringe, Luer, 20 cc: Glass; Luer slip; graduated to 1 cc. 

Syringe, Luer, 30 cc: Glass; Luer slip; graduated to 1 cc.; with metal adapter. 

Syringe, Needle Lock, Control, 3 cc: Glass; graduated to 1/5 cc.; with 3 
finger rings. 

Syringe, Needle Lock, 5 cc: Glass; graduated to 1/5 cc. 

Syringe, Needle Lock, Control, 10 cc: Glass; graduated to 1/5 cc.; with 3 
finger rings. Illustrated. 

Syringe, Needle Lock, 100 cc: Glass; graduated to" 0icc:; 

Syringe, Pediatrics, Kaufman, Needle Lock: J/lustrated. 

Syringe and Needle Set, Local Anesthesia: One 3 cc. and one 10 cc. needle 
lock control syringe, and 12 assorted anesthesia needles. J/lustrated. 

Tangent Curtain, Folding Type: (Bjerrum screen). Approximately 53 by 
63 inches; folded to 18 by 20 inches. 

Tangent Curtain, Roller Type: (Bjerrum screen). Approximately 53 by 
63 inches; with wood frame. Jilustrated. 

Tantalum: See 3-309-500 and 3-309-510, Foil; 3-669-930 and 3-669-940, 
Plates; 3-789-200 to 3-790-300, Sutures. 

Tape, Cotton, 14 inch, 6 yards: 

Telebinocular, Ophthalmic, Keystone Type ‘‘A’’: Approximately 10 
watts. Complete with 2 sets of stereographs, 5 in series, and spare parts 
and accessories. For replacement stereographs requisition 3-817-840, 
3-817-880, 3-817-920, 3-817-960, 3-818-000 and 3-818-040. For lamp requisi- 
tion 7-981-050. Illustrated. 

Telebinocular, Ophthalmic, Keystone Type ‘‘B’’: Approximately 10 
watts. Complete with 2 sets of stereographs, 5 in series, and spare parts and 
accessories. For Navy Recruiting Service. For lamp requisition 7-981-050. 
Illustrated. 

Stereograph, Telebinocular, Set of 5: Consists of one each No. 
1-V-OD, No. 2-V-OS, No. 3-MB-LAT, No. 4-MB-V and No. 5 STER-V. 
For use with 3-817-600 and 3-817-800. 
Stereograph, No. 1, V-OD Test: For testing of visual acuity, right eye. 
For use with 3-817-600 and 3-817-800. 
Stereograph, No. 2, V-OS Test: For testing of visual acuity, left eye. 
For use with 3-817-600 and 3-817-800. 
Stereograph, No. 3, MB-LAT Test: For testing of lateral muscle 
balance. For use with 3-817-600 and 3-817-800. 
Stereograph, No. 4, MB-V Test: For testing of vertical muscle balance. 
For use with 3-817-600 and 3-817-800. 
Stereograph, No. 5, STER-V Test: For testing of stereographic vision. 
For use with 3-817-600 and 3-817-800. 

Telescope, Cystoscopic, Foroblique: Observation and operating; with cord 


and extra lamps. For use with cysto-urethroscope, 3-242-200 and prostatic 
resectoscope, 3-598-000. For lamp requisition 7-973-000. Illustrated. 


Unit Packaging 
of and Notes 

Issue Packing 
Each 1/148 
Each 12/576 D 
Each 12/360 D 
Each 6/72 D 
Each 1/144 
Each 12/144 
Each 12/360 
Each 12/360 
Each 12/360 
Each 12/360 
Each 12/288 
Each 12/288 
Each 12/216 
Each 12/288 
Each 12/288 
Each 12/288 
Each 
Each 12/288 
Set —/50 
Each 1/6 
Each 1/1 
Roll 12/480 
Each 1/1 
Each 1/1 
Set 6/72 
Each 12/288 
Each 12/288 
Each 12/288 
Each 12/288 
Each 12/288 
Each 1/24 
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Packaging 


Stock No. NOMENCLATURE AND DESCRIPTION of and 
Issue Packing 
3-820-100 | Tent, Oxygen, Motorless: Complete with accessories and gas analysis | Each 1/1 
apparatus. For replacement hood requisition 3-820-240 to 3-820-320, 
according to manufacturer. For sodium calcium hydrate requisition 
1-425-010. Illustrated. 
3-820-200 | Tent, Oxygen, Portable, 110 volt, AC-DC: Approximately 100 watts. For | Each 1/1 
replacement hood requisition 3-820-240 to 3-820-320, according to manu- 
facturer. For sodium calcium hydrate requisition 1-425-010. Illustrated. 
3-820-220 | Tent, Oxygen, Refrigerated, 110 volt, 60 cycle, AC: Approximately 425 | Each 1/1 
watts. Iceless type. For replacement hood requisition 3-820-240 to 3-820-320, 
according to manufacturer. For sodium calcium hydrate requisition 
1-425-010. Illustrated. 
3-820-240 Hood, Oxygen Tent, American Hospital: For use with 3-820-100, | Each 1/6 
3-820-200 and 3-820-220, American Hospital supply models. 
3-820-280 Hood, Oxygen Tent, Heidbrink: For use with 3-820-100, 3-820-200 | Each 1/6 
and 3-820-220, Heidbrink models. 
3-820-320 Hood, Oxygen Tent, McKesson: For use with 3-820-100, 3-820-200 | Each 1/6 
and 3-820-220, McKesson models. 
3-822-100 | Test Set, Bimanual, Pennsylvania: With manual for administration and | Set 1/36 
interpretation. 
3-822+300 | Test Set, Dexterity, Tweezer: With manual for administration and inter- | Set 1/36 
pretation. 
3-822-500 | Test Set, Job Preference Record, Kuder: Consists of answer pad, manual | Set 1/48 
of interpretation, table of norms for each sex, profile interpretation table 
and key for job recommendation. 
3-822-540 Pad, Answer, Kuder Job Preference Record, 25s: Pkg 1/48 
3-822-740 | Test Set, Peg Board, Purdue: Complete with manual for administration | Set 1/36 
and interpretation. 
3-822-765 | Test Set, Psychodiagnostic, Goldstein-Scheerer, Designs I to VI: | Book 12/144 
Spiral bound book. For record forms requisition 3-822-767. 
3-822-767 Record Form, Goldstein-Scheerer Psychodiagnostic Test Set, 
Designs I to VI, 50s: Pkg 1/36 
3-822-770 | Test Set, Psychodiagnostic, Goldstein-Scheerer, Designs VII to XII: | Book 12/144 
Spiral bound book. For record forms requisition 3-822-772. 
3-822-772 Record Form, Goldstein-Scheerer Psychodiagnostic Test Set, De- 
signs VII to XII, 50s: Pke 1/36 
3-822-780 | Test Set, Psychodiagnostic, Goldstein-Scheerer, Stick Test: A set of 30 | Set 12/144 
plastic sticks of four lengths. For record forms requisition 3-822-782. 
3-822-782 Record Form, Goldstein-Scheerer Psychodiagnostic Test, Stick 
Test, 50s: Pkg 1/48 
3-822-790 | Test Set, Psychodiagnostic, Harrower, Ink Blot Cards: Each 12/144 
3-822-800 | Test Set, Psychodiagnostic, Minnesota Personality Scale, 25s: A book- | Pkg 1/36 
let containing psychological questions designed to measure the personality 
of adults. For manual and stencils, and record forms requisition 3-822802 
and 3-822-803. 
3-822-802 Manual and Stencils, Psychodiagnostic Test, Minnesota Person- 
ality Scale: Pkg 12/144 
3-822-803 Record Form, Minnesota Psychodiagnostic Test, Personality 
Scale, 100s: Pkg 1/36 
3-822-805 | Test Set, Psychodiagnostic, Murray, Thematic Apperception Test: | Set 1/24 
20 cards and manual. 
3-822-808 | Test Set, Psychodiagnostic, Rorschach, Ink Blot: Set of 10 cards. For | Set 1/36 
record forms requisition 3-822-809. 
3-822-809 Record Form, Test Set, Psychodiagnostic, Rorschach, 100s: Pad 1/36 
3-822-810 | Test Set, Psychodiagnostic, Wechsler-Bellevue, Intelligence Scale: | Set 1/24 
For record forms requisition 3-822-812. 
3-822-812 Record Form, Wechsler-Bellevue Psychodiagnostic Test Set, In- 
telligence Scale, 25s: Pkg 12/144 
3-822-817 | Test Set, Psychodiagnostic, Weigl-Goldstein-Scheerer, Color Form 
Blocks: Set of 12 blocks. For record forms requisition 3-822-818. Set 1/36 
3-822-818 Record Form, Weigl-Goldstein-Scheerer Psychodiagnostic Test, 
Color Form Blocks, 50s: Pkg 1/36 
3-822-840 | Test Set, Rate of Manipulation, Minnesota: Complete with manual | Set 


for administration and interpretation. 
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3-823-900 
3-824-100 


3-824-500 
3-824-510 
3-826-100 
3-827-100 
3-827-140 
3-829-300 
3-829-400 
3-829-900 
3-830-400 
3-832-100 
3-833-400 


3-835-200 


3-835-900 


3-837-100 
3-837-600 
3-838-500 
3-838-900 
3-839-500 
3-839-600 
3-840-200 
3-844-100 
3-845-100 


3-845-200 
3-845-700 


3-845-740 
3-846-300 


3-846-400 


3-846-850 


3-846-950 


3-847-500 


3-848-600 


3-848-700 


3-850-200 
3-851-100 


3-853-100 


3-853-900 


3-855-100 
3-856-600 
3-856-900 


Tier, Knot, Middle Meningeal, Adson: J/lustrated. 

Tip, Duodenal Tube, Buckstein: For attachment to duodenal tubes. For 
removal of duodenal contents. Illustrated. 

Tip, Irrigating, Urethral, Young, 12s: Glass; short taper. J/lustrated. 

Tips, Irrigating, Urethral, Blunt and Tapered: Glass. 

Tonometer, Schioetz: //lusirated. 

Tonsillectome, LaForce, Adult: With hemostatic and cutting blades. 

Tonsillectome, LaForce, Child: With hemostatic and cutting blades. 

Tourniquet, Anchor, Kirk, 2s: 

Tourniquet, Elastic, 21% inches by 5 ft: 

Tourniquet, Lobectomy, Bethune: With slide ratchet catch. Illustrated. 

Tourniquet, Pneumatic: In case. J/lustrated. 

Tractor, Prostatic, Young, 1314 inch: Jilustrated. 

Transilluminator: (Diagnostic lamp). Antrum and frontal sinus. For lamp 


requisition 7-973-750 (Army—or 7-974-000 according to manufacturer). 
Tilustrated. 7 


Trephine, Cranial, Galt, 1 inch: J/lustrated. 

Trephine Set, Corneal, Elliott: Handle with chuck; 2 each 144 mm. di- 
ameter, and 2 each 2 mm. diameter blades. Illustrated. 

Trocar, Antrum, Coakley: J/lustrated. 

Trocar, Antrum, Lichtwicz: Needle type. Jilustrated. 

Trocar, Ascites, 18 Fr: 614 inches long. Jilustrated. 

Trocar, Drainage, Ochsner: Takes 22 Fr. catheter. 

Trocar, Gall Bladder, Ochsner, 12 Fr: 

Trocar, Gall Bladder, Ochsner, 20 Fr: J/lustrated. 

Trocar, Perforated: For mortuary use. Illustrated. 

Tube, Arterial, Metal, Medium: For mortuary use. J/lustrated. 

Tube, Aspirating, Bronchial and Esophageal, Jackson, 50 cm: 
Illustrated. 

Tube, Aspirating, Bronchial and Esophageal, Jackson, 60 cm: 

Tube, Aspirating, Bronchial, Clerf: With two pyrex cups, 3-845-740, for 
specimen collection. Illustrated. 

Cup, Specimen Collecting: Pyrex glass. Replacement for 3-845-700. 

Tube, Aspirating, Bronchial, Curved, Tucker, Large: 50 cm. in length; 
spiral flexible end. Illustrated. 

Tube, Aspirating, Bronchial, Curved, Tucker, Small: 50 cm. in length; 
spiral flexible end. 

Tube, Aspirating, Bronchial, Open End, Jackson, Warning Stop at 
30 cm: Jilustraied. 

Tube, Aspirating, Bronchial, Open End, Jackson, Warning Stop at 
40 cm: 

Tube, Aspirating, Bronchial, Open End, Jackson, 35 cm: To go through 
4 mm. tube. J/lustrated. 

Tube, Aspirating, Bronchial, Straight, Tucker, Large: 50 cm. in length; 
spiral flexible end. Illustrated. 

Tube, Aspirating, Bronchial, Straight, Tucker, Small: 50 cm. in length; 
spiral flexible end. Jllustrated. 

Tube, Aspirating, Cystoscopic, Furniss, 14 Fr: Safety tip. 

Tube, Aspirating, Laryngeal, Jackson, 20 cm: Velvet eye type. 
Illustrated. 

Tube, Colon, 30 Fr: (Rectal tube). 3% inch inside diameter, 6 inch wall, 
30 inch length. Illustrated. 

Tube, Connecting, Straight, Glass, 12s: For 14 inch inside diameter rub- 
ber tubing. Jilustrated. 

Tube, Diagnostic, Ear, Toynbee: 3 feet long; with ear tips. Illustrated. 

Tube, Drainage, Arterial: For mortuary use. Ji/ustrated. 

Tube, Drainage, Axillary, Metal, Medium: For mortuary use. J/lustrated. 


Unit 
of 
Issue 


Each 
Each 


Pkg 


Pair 


Packaging 
d 


Packing 


6/288 
12/480 


12/288 

12/288 
6/48 
1/24 
1/24 
6/108 

12/144 
1/48 
1/24 
1/48 
1/36 


1/72 
6/144 


6/144 
6/144 
6/288 
6/288 


6/288 

6/96 

6/96 
12/480 


12/480 
1/48 


12/144 
12/480 


12/480 


12/480 


12/480 
12/480 


12/480 
12/480 


12/480 
12/288 


12/288 
12/576 


12/360 
6/96 
6/96 
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Stock No. 


3-858-200 


3-858-300 


3-858-500 
3-859-400 


3-859-410 
3-859-800 
3-859-840 
3-859-880 
3-860-450 
3-860-470 
3-861-500 
3-863-400 
3-863-700 
3-864-100 
3-865-800 
3-866-600 
3-866-700 
3-866-800 
3-867-600 
3-869-500 
3-869-540 
3-869-580 
3-869-620 
3-869-660 
3-869-700 
3-870-400 
3-870-900 
3-874-100 
3-874-140 
3-874-180 
3-875-200 


3-881-000 


3-882-200 
3-883-400 


3-883-600 


3-883-800 


3-884-800 
3-885-680 
3-885-720 
3-885-760 
3-885-800 
3-885-830 
3-885-840 
3-885-880 


NOMENCLATURE AND DESCRIPTION 


Tube, Drip Glass: For intravenous infusion by Murphy drip method. 


Tube, Drip, Glass, Nonvented: (Vacodrip). For direct insertion into 
standard intravenous infusion bottles. J/lustrated. 


Tube, Drip, Murphy: 


Tube, Duodenal, Double Lumen, Miller-Abbott: With two balloons, 
3-859-410. Illustrated. 


Balloon, Duodenal Tube, Miller-Abbott: 
Tube, Duodenal, Levin, 12 Fr: J/lustrated. 
Tube, Duodenal, Levin, 14 Fr: 
Tube, Duodenal, Levin, 16 Fr: 
Tube, Duodenal, Rehfuss: Without syringe. J/lustrated. 

Tubing, Rubber, 14 Fr., 4 ft: For Rehfuss tube. 
Tube, Ether Vapor, Hastings: I/]ustrated. 
Tube, Nasal Feeding, 22 Fr: 36 inch length witn funnel end. Illustrated. 
Tube, Nasal: For mortuary use. J/lustrated. 
Tube, Needle Protecting, Glass, 12s: With rubber stopper. 
Tube, Stomach, 30 Fr: Side marked at 20 inches. J/lustrated. 
Tube, Suction, Abdominal, Pool, 23 Fr: 834 inches. Illustrated. 
Tube, Suction, Adson: 
Tube, Suction, Brain, Frazier, 8 Fr: J/lustrated. 
Tube, Suction, Metal, Yankauer: With removable tip. Illustrated. 
Tube, Trachea, Jackson, Size 2: Full curved. 
Tube, Trachea, Jackson, Size 3: Full curved. Jilustrated. 
Tube, Trachea, Jackson, Size 4: Full curved. 
Tube, Trachea, Jackson, Size 5: Full curved. 
Tube, Trachea, Jackson, Size 6: Full curved. 
Tube, Trachea, Jackson, Size 7: Full curved. 
Tube, Trachea, Laryngostomy, Jackson, Size 4: (Laryngostomy canula). 
Tube, Trachea, Life Saving, Mosher, Large: Metal; universal. 
Tubing, Drainage, Penrose, 34 inch: 36 inch length. 
Tubing, Drainage, Penrose, 54 inch: 36 inch length. 
Tubing, Drainage, Penrose, 7% inch: 36 inch length. 
Tubing, Irrigator, Rubber, 7 ft: With expanded end to fit irrigator. 
Tubing, Rubber: Rubber tubing cataloged in Class 4. See alphabetical index. 


Valve Disk, Sponge Rubber, Oxygen Inhalator: Replacement for inhala- 
tor, 3-425-200, (Army—and 3-425-140 and 3-425-160), and resuscitators, 
3-599-700 and 3-599-940. 


Vaporizer, Hard Rubber, Dench: With hard rubber eustachian catheter, 
catheter connection and air bulb. 


Vision Test Apparatus, Cabinet Type, 110-220 volt, AC-DC: Approxi- 
mately 25 watts. Illustrated. 


Vision Test Apparatus, Chart Projection Type, 110 volt, AC-DC: 
Approximately 50 watts. On floor stand with wall mounted screen and 
slides. For lamp requisition 7-979-250. Illustrated. 


Vision Test Apparatus, Color Vision, Lantern Type, 110 volt, AC-DC: 


Approximately 15 watts. Electric lantern type; rheostat control; complete 
with 2 spare lamps. For lamp requisition 7-978-870. Illustrated. 


Vision Test Card, Astigmatic, Thomas: 

Vision Test Card, Astigmatic Dial, Green: Clock face type; triple line. 
Vision Test Card, Black Background, Distant Vision, Snellen: 
Vision Test Card, Distance Letters, Grow: 

Vision Test Card, Illiterates: 

Vision Test Card, Near Vision, Related Letters, Jaeger: 

Vision Test Card, Near Vision, Unrelated Letters: Complete with holder. 
Vision Test Card, Reversed Letters, Distant Vision, Snellen: 
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Each 


Each 
Each 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Box 

Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each ~ 


Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 


Each 


Each 


Each 


Each 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Packaging 
id 


12/576 


12/576 


12/120 
1/48 


1/48 
12/576 
12/576 
12/576 
12/360 
12/300 
6/288 
12/360 
6/288 
12/576 
12/360 
6/288 


6/288 
6/288 
6/288 
6/288 
6/288 
6/288 
6/288 
6/288 
6/288 
6/144 
12/288 
12/288 
12/288 
1/48 


1/24 


1/48 
1/1 


1/1 


1/1 


24/192 
12/480 
12/144 
12/144 
12/144 
24/480 
24/480 
12/144 


Notes 


DOD 


a 


ee ee Se | 


OG. 


Page 45 


JULY 1947 


TAO Gun 


PRELIMINARY EDITION 


Avail- Expend- 


ability ability Stock No. NOMENCLATURE AND DESCRIPTION 
Status 

x 3-885-920 | Vision Test Card, White Background, Distant Vision, Snellen: 

X 3-885-930 | Vision Test Instruction Pamphlet: Explains method of determining and 
recording acuity of vision, and method of examining arid recording color 
sense. 

A xX 3-885-945 | Vision Test Set: Consists of one astigmatic dial, 3-885-680; one Jaeger near 
vision, 3-885-830; one Snellen distant vision, 3-885-920; instruction pamph- 
let, 3-885-930; and test wools, 3-886-750. 
N xX 3-885-960 | Vision Test Set, Color Vision, 46 Plate: Consists of 46 pseudoisochromatic 
plates in bound volume. 
A 3-886-605 | Vision Test Set, Color Vision, 19 Plate: Consists of 19 selected pseudoiso- 
chromatic plates in ring binder and stylus. 
A 3-886-750 | Vision Test Set, Color Vision, Test Wools: 
3-889-200 | Watch, Stop: Graduated to % second. Illustrated. 
x 3-889-900 | Wax, Bone, 3 Gm: Sterile. 
xX 3-892-200 | Webbing, Splint, 1 inch: Gray; nonelastic. For buckle requisition 
3-126-500. 

xX 3-892-300 | Webbing, Splint, 142 inch: Gray; nonelastic. For buckle requisition 
3-126-520. 

>.< 3-892-400 | Webbing, Splint, 2 inch: Gray; nonelastic. For buckle requisition 
3-126-540. 

x 3-893-700 | Wire, Cleaning, Bronchoscope, 12 ft: For Jackson electrically lighted 
instruments. 

x 3-896-150 | Wire, Hypodermic Needle, 2 inch, 12s: No. 33 B&S gage. For use with 21 
to 26 gage needles. 

Xx 3-896-200 | Wire, Hypodermic Needle, 234 inch, 12s: No. 28 B&S gage. For use with 
19 and 20 gage needles. 

x 3-896-250 | Wire, Hypodermic Needle, 4 inch, 12s: No. 33 B&S gage. For use with 21 


to 26 gage needles. 
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3-1 


3-000-600 Adapter, Catheter, Ureteral, Eynard: 

3-000-700 Adapter, Luer Needle, Glass: 

3-000-755 Adapter and Electrode Set, Eye Surgery: 
3-000-810 Adaptometer, Telesilhouette, Self Illuminating: 
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3-001-940 Adenotome, LaForce, Size 1: 
3-002-900 Airway, Hard Rubber, Guedel, Large: 
3-003-900 Airway, Metal, Connell, Large: 
3-008-390 Anesthesia Apparatus, Intratracheal: 
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PLATE 3-2 


-010-420 Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether: 


A 3-0 
B 3-010-430 Anesthesia Apparatus, Nitrous Oxide, Oxygen and Ether, Field, Portable: 
C 3-024-980 Anesthesia Set, Spinal, Lemmon: 
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PLATE 3-3 


3-010-400 Anesthesia Apparatus, Nitrous Oxide, Oxygen 

and Ether, 4 Cylinder Capacity: 
3-010-500 Bag, Rubber, Heidbrink, 5 liter: 
3-010-900 Mask, Face, Rubber, McKesson, Large, Adult: 
3-020-500 Regulator, Pressure, and Gage, Oxygen, Heidbrink: 
3-021-500 Tubing, Inhaler, Heidbrink: 
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PLATE 3-4 


A 3-026-020 Anoscope, Hirschman, Medium: D 3-0 
B  3-033-000 Applicator, Ear, Triangular End, Allen: E 3-035-100 Applicator, Pharyngeal, 9 inch: 
F 3-0 


33-600 Applicator, Nasal, Triangular Point, Uebe, 744 inch: 
C 3-033-100 Applicator, Ear, Twisted End: 


37-100 Applicator, Surgical, Metal, 10 inch: 
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A 3-070-100 Atomizer, Hand, Glass: D  3-070-900 Atomizer, Spray Nozzle, Hard Rubber: 
B  3-070-400 Atomizer, Nebulizer, Plastic: E 3-074-100 Audiometer, 110 volt, AC-DC: 
C 3-070-600 Atomizer, Set of 4: F 3-085-400 Bag, Ear, Politzer, 8 oz: 
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PLATE 3-6 
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4 


3-087-200 Bag, Obstetrical, Empty: E 3-095-100 Basal Metabolism Apparatus, 110 volt, 60 cycle, 
3-088-200 Bag, Physician, Empty: AC: 

3-089-100 Bag, Wet Dressing, Arm: 3-097-800 Battery Box, 3 Circuit, Large: 

3-089-200 Bag, Wet Dressing, Leg: 3-097-900 Battery Box, Tubular, Small, with Rheostat: 


on 
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PLATE 3-7 


3-098-150 Bistoury, Probe Pointed, Straight, 2 inch: 
3-098-200 Bistoury, Probe Pointed, Curved, Jackson: 
3-102-200 Block, Bite, Jackson, Adult: 

3-103-000 Blood Aspirating-Donor Set: 


3-103-560 Blood Donor Set, Indirect Blood Transfusion, M-2: 
3-103-610 Blood Recipient Set, Indirect Blood ,Transfusion, M-2: 
3-104-100 Blower, Powder: 
3-104-400 Blowpipe, Plain: 
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PLATE 3-8 


3-107-820 Handle, Chuck, Bone Pin, Steinraann: 

3-107-860 Holder, Bone Pin, Steinmann, Small, 5 inch: 

3-109-120 Bow, Traction, Kirschner, Extra Long: 

3-109-220 Drill, Twist, Bone, 3% inch Diameter: 

3-109-280 Drill, Wire, Bone, Bayonet Point, Kirschner, 9 by .037 inch, 12s: 


A 
B 
c 
D 
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A 3-116-200 Extractor-Impactor-Driver, Bone Nail, Smith- 
Peterson: 

3-116-220 Guide Pin, Bone Nail, Calibrated, Smith-Peterson: 

3-116-240 Nail, Bone, Hip, Flanged, Smith-Peterson, 3 inch: 


ow 
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3-117-300 Bone Set, Operating, Luck, 110 volt, AC-DC: 
3-118-300 Bone Set, Skull Traction, Crutchfield: 
3-119-350 Bottle, Infusion, Kelly, 700 cc: 

3-119-450 Bottle, Irrigating, Eye, Ziegler, 8 oz: 
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A 3-120-700 Bougie, Esophageal, Jackson, 10 Fr: H  3-124-260 Extension, Cranial Drill Brace, Cerebellar, 

B  3-122-400 Bougie, Urethral, 10 Fr: Hudson: 

C 3-123-500 Brace, Bone Drill, Hand, Universal, Smedberg: 1 3-125-320 Bronchoscope, Adult, Jackson, 8 mm. by 40 cm: 
D 3-124-100 Brace, Cranial Drill, Cushing, 9 inch: J = 3-125-380 Bronchoscope, Full Lumen, Jackson, 6 mm. by 
E 3-124-120 Bur, Cranial, Enlarging, Adson-Rogers, 16 mm: 40 cm: 

F 3-124-140 Bur, Cranial, Perforating, Adson-Rogers: K 3-125-520 Bronchoscope, Standard Aspirating, Jackson, 7 
G_  3-124-210 Drill, Flat, Cushing, 14 mm. Wide: mm. by 40 cm: 
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PLATE 3-11 


A 3-128-200 Cabinet, Specialists, ENT, Suction and Pressure, 
110 volt, 60 cycle, AC: 

B  3-138-200 Canula, Antrum, Pierce: 

C 3-138-300 Canula, Antrum Wash, Killian: 

D  3-138-800 Canula, Brain, Exploring, Frazier, Set of 3: 

E 3-138-840 Canula, Brain, Ventricular, Frazier, 10 Fr: 
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3-139-510 Canula, Frontal Sinus, Curved, Bresgen: 

3-139-550 Canula, Frontal Sinus, Full Curved, Van Alyea: 

3-139-590 Canula, Frontal Sinus, Lesser Curved, Van 
Alyea: 

3-139-900 Canula, Intravenous, Curved, Webster: 

3-140-400 Canula, Lachrymal, Set of 3: 
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PLATE 3-12 
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3-145-600 Cardiograph, Vacuum Tube Amplifier, Mobile: 

3-149-800 Carrier,:Sponge, Child, Jackson, 60 cm: 

3-152-200 Case, Bronchoscopic, Storage and Sterilizing, 
Empty: 


3-140-600 Canula, Laryngeal, Curved, Abraham, 6 inch: 

3-141-600 Canula, Sphenoid, Curved, Casselberry: 

3-142-200 Canula, Urethral, Modified Keyes-Ultzman: 

3-145-400 Cardiograph, Quartz String, Mobile, 110 volt, 60 
cycle, AC: 
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PLATE 3-13 


3-160-110 Catheter, Eustachian, Hartmann, Size 2: F 3-174-240 Catheter, Urethral, Rubber, Robinson, 16 Fr: 
3-165-200 Catheter, Ureteral, X-ray, Olive Tip, 4 Fr: G_ 3-175-500 Catheter, Urethral, Rubber, Hemostatic, Foley, 
3-166-200 Catheter, Ureteral, X-ray, Round Tip, 5 Fr: 24 Fr: 

3-166-800 Catheter, Ureteral, X-ray, Whistle Tip, 4 Fr: H French Scale, actual size, for reference purposes 
3-170-620 Catheter, Urethral, Male, Metal, LeFort, 14 Fr: only: 


A 
B 
Cc 
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PLATE 3-14 
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3-180-140 Catheter, Urethral, Woven, Mercier, 16 Fr: 
3-180-740, Catheter, Urethral, Woven, Straight, 16 Fr: 
3-181-300 Catheter, Urethral, Woven, Straight, Philips, 


3-176-530 Catheter, Urethral, Rubber, Nelaton, 16 Fr: 

3-177-640 Catheter, Urethral, Rubber, Self-Retaining, 
Foley, 22 Fr: 

3-177-980 Catheter, Urethral, Rubber, Self-Retaining, 
Malecot, 32 Fr: 

3-178-550 Catheter, Urethral, Rubber, Self-Retaining, 
Pezzer, 20 Fr: 


xz am 


12F re; 
3-181-700 Catheter, Urethral, Woven, Double Eye, 16 Fr: 
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PLATE 3-15 


3-184-100 
3-184-300 
3-184-500 
3-184-510 
3-184-520 
_ 3-184-620 
~ 3-184-640 
3-184-800 
* 3-184-850 
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Cord, Cautery, Regular: 

Electrode, Cautery, Cervix, Large, NEI No. 7: 
Electrode, Cautery, Eye, NEI No. NA-N49: 
Electrode, Cautery, Eye, NEI No. NB-N49: 
Electrode, Cautery, Eye, NEI No. NC-N49: 
Electrode, Cautery, Flat Wire, Medium, 7% inch: 
Electrode, Cautery, Flat Wire, Small, 71% inch: 


Electrode, Cautery, Knife Point, Large, NEI No. 6: 


Electrode, Cautery, Nasal, Knife Point: 


DOVOZSrAO 


3-184-855 Electrode, Cautery, Nasal, Needle Point: 
3-184-900 Electrode, Cautery, Nasal, NEI No. NB-N47: 
3-184-910 Electrode, Cautery, Nasal, NEI No. NC-N47: 
3-184-920 Electrode, Cautery, Nasal, NEI No. ND-N47: 
3-184-950 Electrode, Cautery, Nasal, NEI No. NG-N47: 
3-185-800 Handle, Cautery, Eye and Nasal, Pencil Type: 
3-185-900 Handle, Cautery, Pistol Grip: 

3-186-100 Handle, Cautery, Straight, 8 inch: 

3-186-800 Transformer, Cautery, Large, 110 volt, 60 cycle, AC: 
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PLATE 3-16 


3-191-200 Chisel, Bone, 12 mm: 

3-191-400 Chisel, Bone, Lambotte, 25 mm: 

3-191-800 Chisel, Bone, Mastoid, Alexander, 3 mm: 

3-193-200 Chisel, Bone, Postmortem, 5 inch: 

3-196-600 Chisel, Nasal, Submucous, Straight, Freer, 61% inch: 
3-199-100 Clamp, Bone Holding, Lowman’s Modified, 434 inch: 
3-201-750 Clamp, Harelip, Right and Left, Ivy: 
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PLATE 3-17 


3-201-800 Clamp, Hemorrhoidal, Buie, 814 inch: 
3-202-800 Clamp, Intestinal, Anastomosis, Furniss: 
3-203-100 Clamp, Intestinal, Anastomosis, Rankin: 
3-203-800 Clamp, Pylorus, Payr, 8 inch: 

3-203-840 Clamp, Pylorus, Payr, 11 inch: 


A 
B 
Cc 
D 
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PLATE 3-18 


A 3-204-600 Clamp, Towel, Backhaus, 514 inch: G 3-210-680 Cord, Electric, Diagnostic Appliances, Boehm: 
B  3-205-200 Clamp, Penis, Zipser: H 3-210-720 Cord, Electric, Diagnostic Appliances, National 
C 3-206-205 Cleaning Tool, Light Carrier, Imperatori: Electric: 
D  3-207-100 Clipper, Hair, Surgical, 1 mm. Cut; 1  3-210-760 Cord, Electric, Diagnostic Appliances, Welch- 
E 3-210-600 Cord, Electric, Diagnostic Appliances, ACMI: Allyn: 
F 3-210-640 Cord, Electric, Diagnostic Appliances, American 

Optical: 
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PLATE 3-19 


3-217-500 Curette, Adenoid, Barnhill, Size 1 

3-219-850 Curette, Chalazion, Meyhoefer, Medium: 
3-220-770 Curette, Ear, Foreign Body, Billeau, Medium: 
3-220-800 Curette, Ear, Sharp, Buck, Size 2: 

3-221-100 Curette, Ear, Spoon and Hook, Gross, 5 inch: 
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3-221-600 Curette, Ethmoid, Faulkner, 8 inch: 
3-221-800 Curette, Ethmoid, Mosher, Set of 3: 
3-222-400 Curette, Eustachian, Yankauer, Set of 3: 
3-225-500 Curette, Mastoid, Oval, Spratt, Size 1: 
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PLATE 3-20 


3-226-600 Curette, Mastoid, Richard, Size 1: 

3-229-200 Curette, Sinus, Coakley, Set of 6: 

3-230-700 Curette, Uterine, Blunt, Thomas, Size 4: 

3-231-300 Curette, Uterine, Blunt, Irrigating, Thomas, Medium: 
3-232-200 Curette, Uterine, Sharp, Sims, Size 2: 


mMoOOWD 
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PLATE 3-21 


3-234-600 Cutter, Gauze, 5 inch Knife, 110-220 volt, 60 cycle, AC: 
3-235-400 Cutter, Wire, Surgical, Berbecker: 

3-237-800 Cystoscope, Convertible, Brown-Buerger, 24 Fr: 

3-239-900 Cystotome, Eye, Graefe: 


loKek: Bb - 
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PLATE 3-22 
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Cystoscope, Double Catheterizing, Brown-Buerger, 16 Fr: 
42-200 Cysto-Urethroscope: 


OGe Page 23 


See en a a a ae ee ee ee. TEE 


I a a a Oe Ne ee rn re ee i Be a ee re 


3 


ILL. SUPP. 


JULY 1947 PRELIMINARY EDITION 


PLATE 3-23 


3-245-205 Depressor, Tongue, Metal, Weder: 

3-247-500 Depth Perception Apparatus, Portable: 
3-249-500 Dermatome Set, Padgett: 
3-2 
3-2 


moQW> 


54-400 Dilator, Tracheal, Trousseau, 51% inch: 
55-500 Dilator, Uterine, Double Ended, Hank, Set of 6: 
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PLATE 3-24 


3-256-500 Dilator, Uterine, Goodell, 13% inch: 
3-256-900 Dilator, Uterine, Palmer, 9 inch: 
3-259-400 Director, Grooved, Probe Point, 51% inch: 
3-259-600 Director, Grooved, Round Point, 6 inch: 
3-259-900 Director, Grooved, Cooper, 5 inch: 
3-262-400 Dissector, Nasal, Submucous, Pierce: 
3-262-900 Dissector, Tonsil, Hurd: 
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PLATE 3-25 
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3-266-800 Drain, Rubber, Nephrostomy, Cummings, 24 Fr: F  3-273-200 Electrode, Fulguration, Proctoscopic, Buie: 


3-268-520 Drain, Rubber, T-Type, 18 Fr: G 3-273-400 Electrode, Fulguration, Flexible, Cystoscopic, 
3-268-840 Drainage and Suction Apparatus, Wangensteen Bugbee, 6 Fr: 

Type: H 3-273-600 Electrode, Fulguration, Flexible, Cystoscopic, 
3-269-700 Drum, Test: McCarthy, 8 Fr., Set of 3: 


3-272-600 Electrode, Coagulation, Rigid, Cystoscopic, 
McCarthy, 8 Fr: 
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PLATE 3-26 


A 3-275-590 Electrosurgical Unit, Mobile, Davis-Bovie, 110 volt, 60 cycle, AC: 
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PLATE 3-27 


A  3-275-600 Electrosurgical Unit, Portable, 110-220 volt, 60 cycle, AC: 
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PLATE 3-28 


3-276-600 Elevator, Nasal, Double Ended, Freer: 
3-277-200 Elevator, Nasal, Sharp, Freer, 71% inch: 
3-277-900 Elevator, Periosteal, Blunt, Langenbeck, 814 


3-279-400 Elevator, Periosteal, with Raspatory, Costal, 
Large, Doyen: 

3-280-200 Elevator, Periosteal, Sharp, Sayre, 61% inch: 

3-280-700 Elevator, Periosteal, Sharp, 734 inch: 

3-281-200 Elevator, Periosteal, Wide, Lane, 634 inch: 


o ODP 
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inch: 
3-278-400 Elevator, Periosteal, Blunt, Sayre, 634 inch: 


OG.I Page 29 


3 


ILL. SUPP. 


JULY 1947 PRELIMINARY EDITION 


PLATE 3-29 
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3-284-800 Esophagoscope, Adult, Jackson, 9 mm. by 45 cm: 
3-285-700 Esophagoscope, Full Lumen, Jackson, 6 mm. by 35 cm: 
3-287-500 Evacuator, Cystoscopic, Ellick: 

3-288-100 Evacuator, Cystoscopic, Toomey: 

3-288-900 Evacuator, Esophageal, Jackson: 
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PLATE 3-30 


3-301-300 File, Bone, 31% inch Blade: 

3-302-920 Filiform, LeFort, 6 Fr: 

3-305-100 Filter, Air, Blood Transfusion Apparatus: 
3-305-900 Filter Drip Apparatus, Indirect Blood Transfusion: 


3-305-920 Housing, Glass, Filter Drip Apparatus: 
3-305-940 Nipple, Connecting, Filter Drip Apparatus: 
3-305-960 Screw Cap, Filter Drip Apparatus: 
3-305-980 Stopper, Rubber, Filter Drip Apparatus: 
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PLATE 3-31 


A 3-310-100 Forceps, Advancement, Prince, 41% inch: C 3- 
B 3-311-300 Forceps,, Bone Cutting, Curved, Liston-Stille, D 3-312-500 Forceps, Bone Holding, Straight, Farabeuf- 
1014 inch: Lambotte, 10% inch: 


311-800 Forceps, Bone Cutting, Straight, Liston, 834 inch: 


Page 32 OG.1 


3 


ILL. SUPP. 


PRELIMINARY EDITION JULY 1947 


PLATE 3-32 


3-312-900 Forceps, Bone Holding, Straight, Lane, 12 inch: 

3-313-900 Forceps, Bone, Rongeur, Cranial, DeVilbiss, 84% inch: 
3-314-200 Forceps, Bone, Rongeur, Cranial, Curved, Horsley, 534 inch: 
3-314-600 Forceps, Bone, Rongeur, Curved, Hartmann, 71% inch: 
3-314-800 Forceps, Bone, Rongeur, Curved, Stille, 9 inch: 


4 
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PLATE 3-33 


A 3-315-050 oa Bone, Rongeur, Mastoid, Curved, Bane, D  3-315-400 Forceps, Bone, Rongeur, Straight, Stille-Luer, 
inch: 9 inch: 
B  3-315-100 Forceps, Bone, Rongeur, Mastoid, Half Curved, E 3-315-800 Forceps, Bone Screw Holding, Lane, 9 inch: 


Hartmann, 534 inch: 
C 3-315-150 Forceps, Bone, Rongeur, Mastoid, Kerrison, 
Large: 
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3-317-200 Forceps, Bronchoscopic, Bead, Medium, Tucker, 
50 cm: 

3-317-400 Forceps, Bronchoscopic, Forward Grasping, Jack- 
son, 60 cm: 

3-317-600 Forceps, Bronchoscopic, Globular Objects, Jack- 
son, 50 cm: 
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PLATE 3-34 


D  3-317-900 Forceps, Bronchoscopic, Meat, Jackson, 50 cm: 
E 3-318-400 Forceps, Bronchoscopic, Right Angle Rotation, 
Jackson, 50 cm: 


F 3-318-700 Forceps, Bronchoscopic, Ring Rotation, Jackson, 
60 cm: 
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PLATE 3-35 


A 3- 318- 900. Forceps, Bronchoscopic, Side Curved, Medium, 
‘Jackson, 40 cm: 

‘B. 3- 319-100 Forceps, Bronchoscopic, Side Gurved, Regular, 
‘Jackson, 50 cm: 

C  3-319-500 Forceps, Bronchoscopic, Tack and Pin, Tucker, 
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3-319-800 Forceps, Bronchoscopic, Tissue Specimen, Jack- 
son, 50 cm: 

3-321-100 Forceps, Bullet, Straight, Senn, 8 inch: 

3-322-200 Forceps, Capsule, Curved, Arruga: 

3-322-700 Forceps, Capsule, Curved, Schweigger: 

3-323-300 Forceps, Catheter, Magill, Tattai#itheal: 
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PLATE 3-36 


A 3-323-900 Forceps, Chalazion, Desmarres, 31% inch: D  3-325-900 Forceps, Clip Applying and Removing, Michel: 
B  3-324-100 Forceps, Chalazion, Lambert, 334 inch: E 3-326-200 Forceps, Clip Applying, Rainey: 
C 3-324-900 Forceps, Cilia, Douglas, 3 inch: F 3-326-900 Forceps, Clip Introducing, McKenzie: 
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3-330-500 Forceps, Cystoscopic, Ureteral, Stone Removing, 
Ferguson, 10 Fr: 
3-327-900 Forceps, Cystoscopic, Alligator, Rigid, 12 inch: 
3-328-100 Forceps, Cystoscopic, Bladder Specimen, Braasch: 
3-328-600 pee Cystoscopic, Foreign Body, Flexible, 
Ks 
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3-329-100 Forceps, Cystoscopic, Scissors, Double Cutting 
Edge, Flexible, 7 Fr: 
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3-329-600 Handle, Cystoscopic Forceps: 

3-330-400 Forceps, Cystoscopic, Ureteral, Stone Removing, 
Councill, 7 Fr: 

3-330-300 Forceps, Cystoscopic, Ureteral, Stone Dislodger, 
Spiral, Howard: 

1 3-330-200 Forceps, Cystoscopic, Ureteral, Stone Basket, 

Johnson: 
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A 3-330-900%F orceps, Cystoscopic, Utility, Lowsley, 22 Fr: D 3-333-100 Forceps, Dressing, Straight, Cushing, 7 inch: 
B 3-331-400: Forceps, Cystoscopic, Visual, Hemostatic, Mc- E 3-333-600 Forceps, Dressing, Straight, 514 inch: 
. Carthy: F 3-333-700 Forceps, Dressing, Straight, 10 inch: 
C 3-332-400 ori Dressing, Bayonet Shaped, Adson, 7% G 3-334-200 cor Dressing, Uterine, Curved, Bozeman, 
inch: 10 inch: 
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PLATE 3-39 


3-335-900 Forceps, Ear, Angular, Serrated Jaws, Wilde: 
3-336-600 Forceps, Ear, Bayonet Shaped, Lucae, 5% inch: 


A E 
B F 
C 3-337-600 Forceps, Eye, Conjunctival, Straight, Nonmag- G 

i H 
D I 


netic: 
3-338-800 Forceps, Eye, Dressing, Straight, Regular: 
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3-339-700 Forceps, Eye, Fixation, Straight, Graefe, 414 inch: 
3-340-600 Forceps, Eye, Strabismus, Straight, 4% inch: 
3-341-400 Forceps, Gall Duct, Curved, Lahey, 714 inch: 
3-341-800 Forceps, Gallstone, Curved, Rochester, 81% inch: 
3-342-800 Forceps, Hemorrhoidal, Pennington, 534 inch: 


OG-I 
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3-343-800 Forceps, Hemostatic, Curved, Kelly, 51% inch: 


3-344-100 Forceps, Hemostatic, Curved, Mayo-Carmalt, 
8 inch: 

3-344-300 Forceps, Hemostatic, Curved, Rochester-Pean, 
614 inch: 


3-344-900 Forceps, Hemostatic, Mosquito, Curved, Hal- 
stead, 5 inch: 
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3-346-800 Forceps, Hemostatic, Straight, Kelly, 514 inch: 

3-347-100 Forceps, Hemostatic, Straight, Rankin, 614 inch: 

3-347-500 Forceps, Hemostatic, Straight, Rochester-Ochs- 
ner, 744 inch: 

3-349-900 Forceps, Hysterectomy, Straight, Pean, 9 inch: 
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3-352-900 Forceps, Intestinal, Straight, Babcock, 734 inch: 
3-353-200 Forceps, Intestinal, Straight, Doyen, 9 inch: 
3-353-500 Forceps, Intestinal, Straight, Judd-Allis, 74 inch: 
3-354-500 Forceps, Iris, Curved, Graefe, 21% inch: 

3-354-600 Forceps, Iris, Half Curved, 4 inch: 

3-354-900 Forceps, Iris, Straight, 4 inch: 

3-355-800 Forceps, Kidney Pedicle, Curved, Guyon-Pean, 9 inch: 
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3-355-900 Forceps, Kidney Stone, Full Curved, Randall: 
3-356-100 Forceps, Kidney Stone, Half Curved, Randall: 
3-356-200 Forceps, Kidney Stone, Quarter Curved, Randall: 
3-356-300 Forceps, Kidney Stone, Three Quarter Curved, 3-358-500 Forceps, Laryngeal, Rotation, Jackson, 28 cm: 
Randall: 3-358-800 Forceps, Laryngeal, Tissue Specimen, Jackson, 
3-357-300 Forceps, Laryngeal, Applicating, Jackson: 28 cm: 
3-357-400 Forceps, Laryngeal, Basket Punch, Medium, 
Jackson, 28 cm: 
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3-357-700 Forceps, Laryngeal, Cup, Straight Jaw, Large, 
Jackson, 28 cm: 
3-358-300 Forceps, Laryngeal, Grasping, Jackson, 28 cm: 
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3-362-900 Forceps, Nasal, Cupped Blades, Jansen-Middleton, 714 inch: 
3-363-200 Forceps, Nasal, Cutting Blades, Jansen-Middleton, 74% inch: 
3-363-300 Forceps, Nasal, Cutting, Knight: 
3-363-800 Forceps, Nasal, Cutting, McCoy: 


0G 
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PLATE 3-44 | 


A. 3-365-600 Forceps, Nasal, Septal Ridge, Lutz: D = 3-367-200 Forceps, Obstetrical, Axis Traction, Curved, 


B 3-365-800 Forceps, Nasal, Septum Compression, Asch, 8144 Tarnier, 15 inch: 
i 3-367-600 Forceps, Obstetrical, Curved, Simpson, 15 inch: 


3-368-600 Forceps, Pituitary, Bayonet Shaped, Adson: 


7m 


inch: 
C 3-366-200 Forceps, Nasal, Sphenoid, Rongeur, Upcutting, 
Ferris Smith-Kerrison: 
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. A 3-369-600 Forceps, Placenta, Kelly, 12 inch: D 3-373-900 Forceps, Sponge, Straight, Foerster, 914 inch: 
: H B  3-371-500 Forceps, Rectal Specimen, Turrell: E 3-375-400 Forceps, Sterilizer, 7 inch: 
ue C 3-372-400 Forceps, Splinter, Regular, 34% inch: F 3-376-400 Forceps, Tenaculum, Curved, Skene, 91% inch: 
f ; ‘ 
Al 
_ 
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A 3-377-800 Forceps, Tissue, Adson, 4% inch: D 3-380-300 Forceps, Tissue, Straight, Allis, 6 inch: 
B 3-379-800 Forceps, Tissue, Spring, 5 inch: E 3-380-950 Forceps, Tissue, Straight, Stone, 6 inch: 
C 3-379-900 Forceps, Tissue, Spring, 54% inch: F 3-381-200 Forceps, Tissue, Straight, 10 inch: 


OG. } Page 47 


ILL. SUPP. 


PLATE 3-47 


Page 48 


JULY 1947 PRELIMINARY EDITION 


A 
B 
Cc 
D 
E 


* 3-382-700 Forceps, Tonsil, Hemostatic and Sponge, Lewis, 71% inch: 


3-382-900 Forceps, Tonsil, Hemostatic, Schnidt, 744 inch: 
3-383-400 Forceps, Tonsil Seizing, Angular, Tivnen: 
3-383-500 Forceps, Tonsil Seizing, Angular, Tyding, 8 inch: 
3-383-800 Forceps, Tonsil Seizing, Curved, White, 9 inch: 
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A 3-385-700 Forceps, Universal, Antrum, Backward Cutting, G 3-386-550 Forceps, Universal, Scissors, Turbinate, Right, 
Wagner: Holmes: 

B  3-385-800 Forceps, Universal, Antrum, Forward Cutting, H 3-386-700 Forceps, Universal, Sphenoid, Flat, Faraci- 
Wagner: Skillern: 

C 3-386-100 Forceps, Universal, Antrum, Spies: 1  3-386-800 Forceps, Universal, Sphenoid, Ostrom: 

D 3-386-200 Forceps, Universal, Ethmoid, Freer, No. 2: J 3-386-900 Handle, Ear, Nose and Throat Instruments, — 

E 3-386-300 Forceps, Universal, Nasal Cutting, Straight, Universal: 
Gruenwald, No. 3: ; Pesce 

F 3-386-450 Forceps, Universal, Scissors, Turbinate, Left, oe WEDICAL LIBRA py 
Holmes: JO 
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3-387-600 Forceps, Vulsellum, Curved Sideways, Skene, 10 inch: 

3-387-700 Forceps, Vulsellum, Goiter, Lahey, 6 inch: 

3-387-900 Forceps, Vulsellum, Tumor, Curved, Segond, 10 inch: 
* 3-389-200 Fork, Tuning, Set of 5: 

3-390-200 Frame, Bradford: 
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3-393-200 Gag, Mouth, Denhardt: 
3-393-400 Gag, Mouth, Jennings, Adult: 


3-399-900 Goggles, Opaque, Pinhole, Lindner: 


3-401-200 Goniometer, Orthopedic, Conzett: 
3-401-800 Gooseneck, Metal: 
3-403-400 Gouge, Bone, 18 mm: 


w= 


3-403-920 Gouge, Bone, Mastoid, Alexander, No. 2: 

3404-400 Gouge, Bone, Mastoid, Schwartz, Size 1: 

3-404-600 Gouge, Bone, Mastoid, Very Thin, Andrews, 
Size 2: 

3-405-600 Gouge, Bone, Nasal, Freer, 3% inch: 
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3-406-500 Hammer, Metal, with Hook: 

3-406-700 Hammer, Percussion, Taylor: 

3-407-600 Hanger, Reservoir, Gravity Intravenous Set: 
3-408-100 Headlight, National, 3.8 volt, AC-DC: 
3-408-200 Headlight, 110 volt, AC-DC: 

3-417-200 Holder, Needle, Collier, 5 inch: 

3-417-800 Holder, Needle, Eye, Kalt: 
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3-419-200 Holder, Needle, Hegar-Mayo, 7 inch: 
3-419-800 Holder, Needle, Masson, 1014 inch: 
3-420-800 Hook, Blunt, Nonmagnetic, Wilder: 
3-421-400 Hook, Dissecting, Blunt, Adson: 
3-421-700 Hook, Dissecting, Triple, with Chains: 


3-422-300 Hook, Dura, Adson, 8 inch: 
3-422-500 Hook, Dura, Frazier: 

3-423-100 Hook, Iris, Blunt, Tyrell: 

3-423-800 Hook, Strabismus, Graefe, Medium: 
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3-424-700 Inhaler, Anesthesia, Yankauer: 

3-425-200 Inhalator, MaskType, Oxygen Therapy Apparatus: 
3-427-400 Introducer, Eye Spheres, Allen: 

3-427-600 Introducer, Needle: 

3-428-600 Irrigator, Anterior Chamber, Dougherty: 


MOQOD>Y 
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3-431-200 Keratome, Angular, Jaeger, Large: 

3-435-800 Knife, Amputating, Liston, 6 inch: 

3-436-400 Knife, Brain, Postmortem, Virchow, 6%% inch: 
3-437-100 Knife, Cartilage, Postmortem, 7 inch: 


rom 


PLATE 3-54 


3-438-100 Knife, Ear, Bayonet Shaped, Buck: 
3-438-600 Knife, Ear, Myringotome, Straight, Sexton: 
3-439-600 Knife, Eye, Canaliculus, Bowman, 5% inch: 
3-439-900 Knife, Eye, Cataract, Graefe, Size 1: 
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A 3-440-700 Knife, Eye, Discission, Wheeler: E 3-445-400 Knife, Nasal, Septum, Swivel, Ballenger, Small: 
B  3-442-500 Knife, Eye, Needle, Knapp, Medium: F 3-445-800 Knife, Nasal, Submucous, Half Round, Straight, 
C 3-442-900 Knife, Eye, Needle, Ziegler, 6 mm: Freer: 

D 3-444-600 Knife, Nasal, Cartilage, Freer: G 3-445-900 Knife, Nasal, Submucous, Round, Straight, Freer: 
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3-447-100 Blade, Operating Knife, No 
3-447-120 Blade, Operating Knife, No 
3-447-140 Blade, Operating Knife, No 
3-447-200 Blade, Operating Knife, No 
3-447-300 Blade, Operating Knife, No 
3-447-320 Blade, Operating Knife, No 


. 10, 6s: 
rag 9 ie 
. 12, 6s: 
sO siels 2 
, 20,08: 
. 21, 6s: 
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3-447-800 Handle, Operating Knife, No. 3: 
3-447-880 Handle, Operating Knife, No. 7: 
3-447-920 Handle, Operating Knife, No. 9: 
3-449-900 Knife, Plaster, 5 inch: 

3-452-310 Knife, Skin Grafting, Ferris Smith: 
3-453-710 Knife, Tenotomy, Sharp, 614 inch: 


PLATE 3-56 
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D 


3-454-100 Knife, Tonsil, Canfield, 714 inch: 

3-454-300 Knife, Tonsil, Douglas, 81% inch: 

3-456-600 Lamp, Chimney, Darkroom: 

3-457-400 Lamp, Floor Stand, Coakley, 110 volt, AC-DC: 


PRELIMINARY EDITION 
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3-460-400 Laryngoscope, Adult, Jackson : 

3-460-440 Laryngoscope, Adult, Anterior Commissure, 
Jackson: 

C 3-461-400 Lens, Eye, Condensing, 2 inch Diameter: 


3-461-600 Lens Set, Trial, Large: 

3-461-550 Lens Set, Trial, Portable, Small: 
3-462-240 Frame, Trial Lens Set, Improved: 
3-463-400 Lenses, Trial, Polarized, Set of 3: 


n> 
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3-464-100 Lithotriptoscope, Full Vision, Ravich, 27 Fr: 
3-465-900 Loupe, Binocular, Beebe: 

3-467-200 Magnet, Eye, Lancaster, Small, 110 volt, AC-DC: 
3-468-400 Mallet, Metal, Orthopedic: 

3-469-200 Manometer, Spinal, Water Type: 


A 
B 
Cc 
D 
2 
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3-486-100 Needle, Aneurism, Cooper, 61% inch: 
3-486-900 Needle, Aspirating, 13 Gage, 10 inch: 
3-488-500 Needle, Eye, Foreign Body, Plain, Curved: 
3-491-400 Needle, Hypodermic, 15 Gage, 2 inch, 12s: 
3-502-100 Needle, Paracentesis, Desmarres, 434 inch: 
3-502-600 Needle, Pedicle, Ivy, Large: 

3-506-800 Needle, Sternal Puncture Set, Turkel: 


A 3-478-500 Mirror, Laryngeal, Size 1: 

B  3-484-100 Needle, Anesthesia, 20 Gage, 3 inch: 

C 3-485-100 Needle, Anesthesia, Security Stop, 22 Gage, 4 inch: 

D 3-485-300 Needle, Anesthesia, Tonsil, Curved, 23 Gage, 
Y% inch: 

E 3-485-310 Needle, Anesthesia, Tonsil, Straight, 23 Gage, 
34 inch: 


rxo-ron 
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3-509-100 
3-509-600 
3-509-680 
3-510-700 
3-510-740 
3-511-200 
3-511-240 
3-511-280 
3-511-300 
3-512-600 
3-512-640 
3-512-740 
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NOTE: All needles are illustrated actual size. 


Needle, Suture, Abdominal, Ferguson, 14 Circle, 
Taper Point, Size 12, 6s: 


Needle, Suture, Abdominal, 
Triangular Point, 134 inch, 6s: 
Needle, Suture, Abdominal, Keith, Straight, Tri- 
angular Point, 2% inch, 6s: 

Needle, Suture, Catgut, Mayo, % Circle, Trocar 
Point, Size 1, 6s: 

Needle, Suture, Catgut, Mayo, 3 Circle, Trocar 
Point, Size 3, 6s: 

Needle, Suture, Catgut, Mayo, 14 Circle, Taper 
Point, Size 1, 6s: 

Needle, Suture, Catgut, Mayo, 1% Circle, Taper 
Point, Size 2, 6s: 

Needle, Suture, Catgut, Mayo, 4 Circle, Taper 
Point, Size 3, 6s: 

Needle, Suture, Catgut, Mayo, 4% Circle, Taper 


Point, Size 4, 6s: 
Needle, Suture, Eye, % Circle, Cutting Edge, 
Eye, % Circle, Cutting Edge, 


Keith, Straight, 


Size 2, 6s: 
Needle, Suture, 
4, 6s: 
Needle, Suture, Eye, 4% Circle, Cutting Edge, 

Size 2, 6s: 


x*stccHaon#nonvw9szz 


3-512-780 
3-512-880 
3-512-920 
3-514-880 
3-516-600 
3-516-620 
3-516-630 
3-518-200 
3-518-220 
3-518-260 
3-519-200 
3-519-220 


Needle, Suture, Eye, 4 Circle, Cutting Edge, 
Size 4, 6s: 
Newle.8 Suture, Eye, 4% Circle, Taper Point, 
Needle, Suture, Eye, 14% Circle, Taper Point, 
Size 3, 6s: 
Needle, Suture, Eye, gies Kalt, 3% Circle, 


Taper Point, 18 mm., 

Needle, Suture, Fanaa: Gallie, 1% Circle, Taper 
Point, Large, 6s: 

Needle, Suture, Fascia, Gallie, 144 Circle, Taper 
Point, Medium, 6s: 

Needle, Suture, Fascia, Gallie, 44 Circle, Taper 
Point, Small, 6s: 

Needle, Suture, Intestinal, 14 Circle, Taper Point! 
Size:3; ‘6s: 

Needle, Suture, Intestinal, 4 Circle, Taper Point, 
Size 4, 6s: 

Needle, Suture, Intestinal, 4% Circle, Taper Point, 
Size 6, 6s: 

Needle, Suture, Intestinal, Mayo, Straight, Taper 
Point, 2 inch, 6s: 

Needle, Suture, Intestinal, Mayo, Straight, Taper 
Point, 234 inch, 6s: 
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3-519-620 
3-519-640 
3-519-660 
3-520-800 
3-520-900 
3-522-200 
3-522-300 
3-523-300 
3-523-400 
3-524-400 
3-524-420 
3-524-440 


3-524-460 


JULY 1947 


NOTE: All needles are illustrated actual size. 


Needle, Suture, Intestinal, Murphy, 4 Circle, 

Taper Point, Size 2, 6s: 

Needle, Suture, Intestinal, Murphy, 4% Circle, 

Taper Point, Size 3, 6s: 

Needle, Suture, Intestinal, Murphy, 4 Circle, 

Taper Point, Size 4, 6s: : 

Needle, Suture, Kidney, Straight, Blunt Point, 6s: 

Needle, Suture, Kidney, 14 Circle, Blunt Point, 6s: 

Needle, Suture, Postmortem, Half Curved, Cut- 

ting Edge, 3 inch: 

Needle, Suture, Postmortem, Half Curved, Cut- 

ting Edge, 5 inch: , 

Needle, Suture, Skin, 34 Circle, Cutting Edge, 

2% inch, 6s: 

Needle, Suture, Skin, 34 Circle, Cutting Edge, 

3% inch, 6s: 

Needle, Suture, Surgeons 3% Circle, 

Cutting Edge, Size 2, 6s: 

Needle, Suture, Surgeons 3% Circle, 
34 Circle, 
3% Circle, 


Regular, 


Regular, 
Cutting Edge, Size 4, 6s: 

Needle, Suture, Surgeons Regular, 
Cutting Edge, Size 6, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 8, 6s: 


Regular, 


A 
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3-524-480 
3-524-500 


3-524-540 
3-524-560 
3-524-580 
3-525-100 
3-525-120 
3-525-140 
3-525-700 
3-526-500 


3-526-520 Needle, 


Needle, Suture, Surgeons 
Cutting Edge, Size 10, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 12, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 16, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 18, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 20, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 1, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 3, 6s: 
Needle, Suture, Surgeons 
Cutting Edge, Size 5, 6s: 
Needle, Suture, Surgeons, 
Taper Point, Size 2, 6s: 
Needle, Suture, Uterine, 
Cutting Edge, Size 5, 6s: 
Suture, Uterine, 
Cutting Edge, Size 7, 6s: 
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Regular, 
French, 
Martin, 


Martin, 
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3% Circle, 
% Circle, 
36 Circle, 
3% Circle, 
4 Circle, 
¥% Circle, 
¥% Circle, 
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3-529-600 Nipper, Nail, Concave, 51% inch: 

3-533-100 Ophthalmic Unit, High Frequency, Retinal De- 
tachment, Walker, 110 volt, 60 cycle, AC: 

3-533-900 Ophthalmoscope, Electric, May Type: 

3-537-200 Osteotome, 12 mm: 
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PLATE 3-64 


3-540-200 Otoscope, Electric: 

3-540-800 Otoscope and Ophthalmoscope Set, Electric: 
3-543-200 Oxygenation Apparatus, Nasal Catheter Insufflator: _ 
3-546-200 Packer, Gauze, Uterine: 

3-547-200 Pad, Surgical: 
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A 3-549-800 Pelvimeter, Martin: 

B  3-550-650 Perimeter, Brombach, 110 volt, AC-DC: 
C 3-551-200 Perimeter, Schweigger, Hand: 
D 
E 


*3-559-120 Plate, Bone, Molybdenum Alloy, Sherman, Size 1: 
*3-559-180 Plate, Bone, Molybdenum Alloy, Sherman, Size 4: 
*3-559-200 Plate, Bone, Molybdenum Alloy, Sherman, Size 5: 
*3-559-260 Plate, Bone, Molybdenum Alloy, Sherman, Size 7: 
*3-559-280 Plate, Bone, Molybdenum Alloy, Sherman, Size 8: 


3-553-300 Periosteotome, Costal, Alexander-Farabeuf: 
*3-559-100 Plate, Bone, Molybdenum Alloy, Sherman, Size 0: 


*NOTE: Illustration shown is actual size. 
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3-554-800 Phorometer, Floor Stand Type: 
3-561-000 Plate, Eyelid, Jaeger: 

3-563-000 Pneumothorax Apparatus, Davidson: 
3-567-100 Probe, Bullet, Fluhrer, 8 inch: 
3-568-100 Probe, Frontal Sinus, Coakley, Set of 3: 
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3-569-500 Probe, General Operating, Straight, 10 inch: 
3-573-500 Probe, Lachrymal, Curved, Theobold, Set of 8: 
3-576-000 Probe, Salivary Duct, Anel, 4% inch: 
3-576-800 Probe, Sinus, Ethmoid, Skillern: 
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3-579-500 Proctosigmoidoscope, Electric, Distal Lighting, Pneumatic Type: 
3-582-000 Pulley, Steel: 

3-583-000 Pump, Double Action: 

3-586-000 Rack, Suture Clip Holding, McKenzie: 

3-587-000 Rasp, Antrum, and Trocar, Weiner-Pierce: 

3-587-500 Rasp, Antrum, Round, Good: 


A 
B 
Cc 
D 
2 
a 
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3-590-500 Rasp, Frontal Sinus, Thompson, Full Curved: 
3-590-600 Rasp, Frontal Sinus, Thompson, Half Curved: 
3-591-200 Rasp, Nasal, Berne: 

3-591-600 Rasp, Nasal, Lewis, Coarse: 

3-591-700 Rasp, Nasal, Lewis, Fine: 

3-593-400 Raspatory, Mastoid and Sinus, Trelat, 614 inch: 
3-594-000 Razor, Podiatry: 


ores 


3-594-010 Blade, Razor, Podiatry, No. 312, 5s: 
3-594-020 Blade, Razor, Podiatry, No. 313, 5s: 
3-594-030 Blade, Razor, Podiatry, No. 314, 5s: 
3-594-040 Blade, Razor, Podiatry, No. 316, 5s: 
3-594-800 Razor, Safety, Straight Type: 
3-594-810 Blade, Straight Safety Razor, 5s: 
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3-596-000 Reflector, Elliptical, Angle: 

3-597-000 Repositor and Probe, Iris, Knapp, 514 inch: 
3-598-020 Electrode, Cutting Loop, 28 Fr: 

3-598-000 Resectoscope, Prostatic, 28 Fr: 
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A 3-599-800 Resuscitator and Inhalator, Infant, Mobile, 110 volt, 60 cycle, AC: 
B  3-601-450 Retinoscope, Electric: 
C 3-601-650 Retinoscope, Thorington: 
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PLATE 3-71 


3-603-490 Retractor, Abdominal, Deaver, 1 by 12 inches: 

3-603-510 Retractor, Abdominal, Deaver, 1% by 12% inches: 

3-603-850 Retractor, Abdominal, Double Ended, Richardson-Eastman, Nested: 
3-604-100 Retractor, Abdominal, Kelly, 14% by 3 inch Blade: 

3-604-400 Retractor, Abdominal, Mayo, 234 inch Blade: 

3-604-900 Retractor, Abdominal, Self-Retaining, Balfour, 3 Blades: 


A 
B 
Cc 
D 
E 
- 
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3-605-500 Retractor, Bladder, Suprapubic, Self-Retaining, Mason-Judd: 
3-605-900 Retractor, Brain, Cushing, 8 inch: 

3-606-100 Retractor, Brain, Frazier, Set of 3: 

3-606-600 Retractor, Brain, Self-Retaining, Weitlaner: 

3-607-400 Retractor, Decompression, 71% inch: 

3-607-800 Retractor, Eye, Lachrymal Sac, Stevenson: 


A 
B 
Cc 
D 
E 
F 
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3-607-900 Retractor, Eyelid, Nonmagnetic, Desmarres, E 3-609-750 Retractor, General Operating, Sauerbruch, 34 by 
Medium: ; 2% inch Blade: 
3-608-800 Retractor, General Operating, Flexible, in Pairs: F 3-610-350 Retractor, General Operating, Volkmann, 4 Blunt 
3-608-900 Retractor, General Operating, Hibbs, 1 by 3 inch Prongs: 
Blade: G 3-610-450 Retractor, General Operating, Volkmann, 4 
3-609-200 Retractor, General Operating, Nested: Sharp Prongs: 


3 


ILL. SUPP. 


PRELIMINARY EDITION JULY 1947 


PLATE 3-74 


A 3-611-500 Retractor, Goiter, Lahey: E 3-615-650 Retractor, Prostatic, Lateral, Young, Narrow 
B  3-611-600 Retractor, Goiter, Self-Retaining, Beckman: Blade: 
C 3-613-200 Retractor, Laminectomy, Frazier: F 3-615-850 Retractor, Prostatic, Young, Large: 
D 3-614-850 Speen Perineal, Self-Retaining, Gelpi, 614% G 3-615-950 Retractor, Prostatic, Young, Small: 
inch: 
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PLATE 3-75 


A 3-613-950 Retractor, Mastoid, Jansen: E 3-618-950 Retractor, Trachea, Hupp, 1 Prong: 
B  3-617-600 Retractor, Rib, Self-Retaining, Tuffier: F 3-618-980 Retractor, Trachea, Hupp, 3 Prong: 
C 3-618-200 Retractor, Tibia, Bennett, Large: G _ 3-619-800 Retractor, Vaginal, Sims, 114 by 31% inch Blade: 
D 3-618-600 Retractor, Tonsil, Davis, 7 inch: H 3-620-200 Retractor, Vein, Cushing, 81% inch: 
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3-622-200 Rheostat, Lamp Socket Type, 110. volt, 60 cycle, 
AC: 
3-623-100 Ring, Laparotomy, Metal, 214 inch, 12s: 


3-632-300 Conductor, Wire Saw, Bailey: 

3-632-400 Handle, Gigli Saw: 

3-632-500 Wire, Saw, Stille-Gigli, 12 inch: 

3-635-100 Saw, Metacarpal, Langenbeck, 41% inch Blade: 
3-636-100 Saw, Nasal, Bayonet Shaped, Joseph-Maltz, Left: 
3-637-200 Saw, Plaster, Curved Blade, Engel: 


3-628-200 Rule, Refracting, Prince: 
3-631-100 Saw, Amputating, Satterlee, 8 inch Blade: 


Re-roO. 


A 
B 
. 3-625-300 Rule, Bronchoscopic, Metal, Jackson, 30 cm: 
E 
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PLATE 3-77 


3-642-100 Scissors, Enterotomy, 8 inch: 

3-642-800 Scissors, Enucleation, Full Curved, 5 inch: 
3-644-200 Scissors, Iris, Angular, 41% inch: 
3-644-400 Scissors, Iris, Double Sharp, DeWecker: 


3-638-840 Scissors, Bandage, Lister, 714 inch: 

3-639-500 Scissors, Corneal, Castroviego: 

3-640-500 Scissors, Dissecting, Curved, Mayo, 514 inch: 
3-640-900 Scissors, Dissecting, Straight, Mayo, 5% inch: 
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PLATE 3-78 


3-644-600 Scissors, Iris, Full Curved, 4 inch: 

3-644-800 Scissors, Iris, Straight, Sharp Pointed: 

3-647-100 Scissors, Nasal, Angular, Knight, 614 inch: 

3-650-100 Scissors, Operating, Curved, One Point Sharp, 6% inch: 
3-650-640 Scissors, Operating, Straight, Double Blunt, 7 inch: 
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PLATE 3-79 


3-651-200 Scissors, Operating, Straight, Double Sharp, 514 inch: 
3-651-820 Scissors, Operating, Straight, One Point Sharp, 5% inch: 
3-655-200 Scissors, Strabismus, Straight, 414 inch: 

3-656-200 Scissors, Tenotomy, Curved, Stevens: 

3-656-300 Scissors, Tenotomy, Straight, Stevens: 

3-657-100 Scissors, Tonsil, Metzenbaum, 7 inch: 

3-658-200 Scissors, Uterine, Blunt, Sims, 71% inch: 
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A 
B 
c 
D 


3-660-100 Scoop, Common Duct, Mayo: 
3-660-600 Scoop, Gallstone, Ferguson, Set of 3: 
3-661-200 Scoop, Lens, Fenestrated, Arlt, 5 inch: 
3-661-300 Scoop, Lens, Knapp, 5 inch: 


romm 


3-665-200 Screwdriver, Bone, Lane, 10 inch: 
3-665-300 Screwdriver, Bone, Richter: 

3-666-400 Separator, Dura, Horsley: 

3-667-400 Sharpener, Needle, 110 volt, 60 cycle, AC: 
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3-668-200 Shears, Plaster Cast, Stille, 15 inch: 

3-669-200 Shears, Rib Cutting, Bethune, 1314 inch: 
3-670-400 Shield, Eye, Double: 

3-672-100 Skid, Bone, Double Ended, Murphy, 13% inch: 


A 
B 
Cc 
D 
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674-100 Snare, Ear, Krause: 
674-700 Snare, Nasal, Krause: 


675-600 Snare, Rectal, Electric, Frankfeldt: 
676-400 Snare, Tonsil, Tyding: 


ramnm 


PLATE 3-82 


3-676-440 Canula, Tonsil and Nasal Snare, Tyding, 23% inch: 
3-679-180 Sound, Urethral, Curved, LeFort, 20 Fr: 
3-680-280 Sound, Urethral, Curved, Van Buren, 18 Fr: 
3-682-200 Sound, Uterine, Graduated, Simpson: 


Page 83 


3 


ILL. SUPP. 


JULY 1947 


PLATE 3-83 


3-684-400 Spatula, Brain, Cushing: 


3-686-100 Spatula, Eye, Flexible, 514 inch: 
3-686-600 Spatula, Eye, Smith, 534 inch: 


A 
B 
c 
D 
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3-685-500 Spatula, Eye, Cyclodialysis, Elschnig: 
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3-691-600 Specula, Ear, Examining, Gruber, Set of 4: 
3-693-500 Speculum, Esophageal, Jackson-Forbes: 
3-694-200 Speculum, Eye, Nonmagnetic, Weeks: 
3-694-300 Speculum, Eye, Ziegler: 
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3-698-100 Speculum, Nasal, Bosworth: E 3-699-100 Speculum, Nasal, Vienna: 

3-698-300 Speculum, Nasal, Killian, Set of 3: F 3-702-100 Speculum, Rectal, Bivalve, Pratt: 
3-698-600 Speculum, Nasal, Myles, Adult Size: G__3-702-300 Speculum, Rectal, Brinkerhoff, Medium: 
3-698-900 Speculum, Nasal, Septal, Goldstein: 
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3-704-200 Speculum, Urethral, Mosher: 

3-705-620 Speculum, Vaginal, Bivalve, Graves, Medium: 

3-705-980 Speculum, Vaginal, Double Ended, Sims, Size 4: 

3-707-300 Speculum, Vaginal, Tubular, Glass, Ferguson, % inch Diameter: 
3-707-900 Speculum, Vaginal, Weighted, Auvard: 
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3-712-300 Sphygmo-Oscillometer, Collens: 

3-713-100 Sphygmomanometer, Aneroid: 

3-713-200 Sphygmomanometer, Mercurial: 

3-713-220 Bag, Compression, Rubber, Sphygmomanometer: 


romMm 


PLATE 3-86 


3-713-260 Bulb, Rubber, Sphygmomanometer: 
3-713-360 Sleeve, Sphygmomanometer: 

3-713-400 Tube, Mercury, Sphygmomanometer, Baum: 
3-713-440 Valve, Sphygmomanometer: 
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3-716-400 Splint, Aeroplane, Adult: 

3-718-800 Splint, Arm, Plaster of Paris, 4 by 15 inches, 50s 
3-719-600 Splint, Arm, Universal: 

3-724-500 Splint, Leg Fixation, Cabot: 

3-724-600 Splint, Leg, Full Ring, Thomas: 

3-725-300 Splint, Leg, Half Ring, Thomas: 


A 
B 
Cc 
D 
E 
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3-725-485 Splint Attachment, Half Ring, Leg Splint, Pearson: 
3-725-500 Splint Support and Foot Rest, Improved: 
3-729-800 Splint, Leg, Universal: 

3-731-100 Splint, Walking Heel, 16 inch: 

3-732-100 Splint, Wire Ladder, 31% by 31 inches: 

3-732-800 Splint, Wire Mesh, 514 inches by 1 yard: 
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3-737-800 Spreader, Plaster Cast, Hennig: 

3-738-500 Sprinkler, Powder, 4% oz: 

3-739-800 Spud, Eye, Dix: 

3-742-200 Stethoscope, Blood Pressure, Bracelet Type: 


joked: Bb - 


Page 90 


rQmm 


3-742-300 Stethoscope, Ford: 

3-742-340 Diaphragm, Chest Piece, Bowles: 
3-742-380 Tip, Ear, Stethoscope: 

3-742-305 Stethoscope, Obstetric, DeLee-Hillis: 
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3-744-600 Stopcock, 1 Way, Syringe Attachment: 

3-744-700 Stopcock, 1 Way, Tubing Attachment: 

3-744-800 Stopcock, 3 Way, Syringe and Needle Attach- 
ment, Ayer: 

3-745-800 Strap, Splint: 


3-745-900 Strap, Splint, 36 inches, with Buckle: 
3-746-900 Stripper and Elevator, Rib, Matson: 
3-747-400 Stripper, Fascia, Wilson, 12 inch: 
3-747-900 Stripper, Vein, Mayo, Size 2: 


ronm 


A 
B 
Cc 
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3-752-500 Suction Apparatus, Automatic, Thermotic, Portable, 110 volt, AC-DC: 
3-752-750 Suction Apparatus, Portable, 110 volt, 60 cycle, AC: 

3-752-950 Suction Apparatus, Portable, Foot Action: 

3-753-100 Suction and Pressure Apparatus, 110 volt, 60 cycle, AC: 
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A 3-754-600 Suture, Clip, Scalp, Rainey: E 3-794-200 Syringe, Irrigating, 14 oz: 
B  3-760-200 Suture, Dermal, Single Armed, Size 000000, 12s: F 3-795-600 Syringe, Irrigating, Ear, 1 oz: 
C 3-769-100 Suture, Silk, Eye, Twisted, Double Armed, Size G_ 3-795-850 Syringe, Irrigating, Ear, Pomeroy, 2 oz: 
000000, 12s: H 3-796-640 Syringe, Irrigating, Urethral, 44 oz: 
D- 3-792-100 Suture, Umbilical Tape, 18 inch, 12s: | 3-796-820 Syringe, Irrigating and Aspiring, 4 oz: 
OG.l 
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3-799-700 Syringe, Laryngeal, Lukens, 2 cc: 

3-802-100 Syringe, Luer, Insulin, 20-40 Units, 1 ce: 
3-802-800 Syringe, Luer, Tuberculin, 1 cc: 

3-804-100 Syringe, Luer, 10 cc: 

3-805-900 Syringe, Needle Lock, Control, 10 cc: 
3-806-800 Syringe, Pediatrics, Kaufman, Needle Lock: 
3-808-205 Syringe and Needle Set, Local Anesthesia: 
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Cc 
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3-810-700 Tangent Curtain, Roller Type: 

3-817-600 Telebinocular, Ophthalmic, Keystone ;Type ‘‘A’”’: 
3-817-800 Telebinocular, Ophthalmic, Keystone Type ‘‘B”’: 
3-819-100 Telescope, Cystoscopic, Foroblique: 

3-820-100 Tent, Oxygen, Motorless: 
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3-820-200 Tent, Oxygen, Portable, 110 volt, AC-DC: 

3-820-220 Tent, Oxygen, Refrigerated, 110 volt, 60 cycle, AC: 
3-823-900 Tier, Knot, Middle Meningeal, Adson: 

3-824-100 Tip, Duodenal Tube, Buckstein: 

3-824-500 Tip, Irrigating, Urethral, Young, 12s: 

3-826-100 Tonometer, Schioetz: 
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3-829-900 Tourniquet, Lobectomy, Bethune: 
3-830-400 Tourniquet, Pneumatic: 

3-832-100 Tractor, Prostatic, Young, 131% inch: 
3-833-400 Transilluminator: 


A 
B 
Cc 
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A 3-835-200 Trephine, Cranial, Galt, 1 inch: E 3-838-500 Trocar, Ascites, 18°Fr: 
B  3-835-900 Trephine Set, Corneal, Elliott: F 3-839-600 Trocar, Gall Bladder, Ochsner, 20 Fr: 
C  3-837-100 Trocar, Antrum, Coakley: G  3-840-200 Trocar, Perforated: 
D 3-837-600 Trocar, Antrum, Lichtwicz: 
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3-844-100 Tube, Arterial, Metal, Medium: F 
3-845-100 Tube, Aspirating, Bronchial and Esophageal, 35-cm: 
Jackson, 50 cm: G 3-848-600 Tube, Aspirating, Bronchial, Straight, Tucker, 
H 


3-847-500 Tube, Aspirating, Bronchial, Open End, Jackson, 


3-845-700 Tube, Aspirating, Bronchial, Clerf: 
3-846-300 Tube, Aspirating, Bronchial, Curved, Tucker, 


Large: 
3-848-700 Tube, Aspirating, Bronchial, Straight, Tucker, 


m OO OP 


Large: Small: 
3-846-850 Tube, Aspirating, Bronchial, Open End, Jackson, I 3-851-100 Tube, Aspirating, Laryngeal, Jackson, 20 cm: 
Warning Stop at 30 cm: 
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A 3-853-100 Tube, Colon, 30 Fr: 

B  3-853-900 Tube, Connecting, Straight, Glass, 12s: 
Cj} 3-855-100 Tube, Diagnostic, Ear, Toynbee: 

D 3-856-600 Tube, Drainage, Arterial: 
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3-856-900 Tube, Drainage, Axillary, Metal, Medium: 
3-858-300 Tube, Drip, Glass, Nonvented: 

3-859-400 Tube, Duodenal, Double Lumen, Miller-Abbott: 
3-859-800 Tube, Duodenal, Levin, 12 Fr: 
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3-860-450 Tube, Duodenal, Rehfuss: 
3-861-500 Tube, Ether Vapor, Hastings: 
3-863-400 Tube, Nasal Feeding, 22 Fr: 
3-863-700 Tube, Nasal: 

3-865-800 Tube, Stomach, 30 Fr: 


3-866-600 Tube, Suction, Abdominal, Pool, 23 Fr: 
3-866-800 Tube, Suction, Brain, Frazier, 8 Fr: 
3-867-600 Tube, Suction, Metal, Yankauer: 
3-869-540 Tube, Trachea, Jackson, Size 3; 


en 
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3-883-400 Vision Test Apparatus, Cabinet Type, 110-220 volt, AC-DC: 
3-883-600 Vision Test Apparatus, Chart Projection Type, 110 volt, AC-DC: 


3-883-800 Vision Test Apparatus, Color Vision, Lantern Type, 110 volt, AC-DC: 
3-889-200 Watch, Stop: 
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Stock No. 


4-001-000 


4-003-000 


4-013-000 


4-014-010 


4-017-100 


4-017-195 


4-017-275 


4-018-400 


4-018-600 


4-018-700 


4-018-725 


4-018-750 


4-018-800 


4-018-820 


4-018-830 


4-018-850 


4-029-150 
4-029-250 
4-030-000 
4-030-300 
4-030-340 
4-030-380 


4-030-420 


4-030-425 


4-030-450 


4-030-460 


4-030-465 


NOMENCLATURE AND DESCRIPTION 


Adapter, Curved, 25 by 180 mm: Glass; for connecting condensers with re- 
ceivers. 

Albuminometer, Esbach: 

Balance, Analytical: Capacity 200 Gm.; sensitivity 1/10 mg.; without 
weights. For pans requisition 4-018-700; for rests requisition 4-018-725; 
for weights requisition 4-018-800. Illustrated. 

Balance, Analytical, Keyboard: Ainsworth type; capacity 200 Gm.; sensi- 
tivity 1/40 mg.; without weights. For pans requisition 4-018-700; for rests 
requisition 4-018-725; for weights requisition 4-018-800. Illustrated. 

Balance, Babcock Bottle: One bottle type; with one 9 Gm. and one 18 Gm. 
weight. I/lustrated. 

Balance, Harvard Trip, Double Beam: Capacity 2000 Gm.; sensitivity 0.1 
Gm.; without weights. For weights requisition 4-018-830. Illustrated. 

Balance, Harvard Trip, Single Beam: Capacity 2000 Gm.; without 
weights. For weights requisition 4-018-820. 

Balance, Prescription, 120 Gm. Capacity: Without weights. For weights 
requisition 4-018-850. Illustrated. 

Balance, Specific Gravity, Westphal: Complete with rider weights and 
thermometer-plummet. Illustrated. 


Balance Accessories: See following indented items. 
Pans, Glass, Analytical Balance, Counterpoised: Approximately 
3 inch diameter. For use with analytical balances, 4-013-000 and 
4-014-010. 
Rest, Glass, Analytical Balance: With rubber cushion. For use with 
analytical balances, 4-013-000 and 4-014-010. 
Thermometer-Plummet, Reimann, Specific Gravity Balance: 
Illustrated. 
Weights, Analytical Balance: Class S; corrosion resisting; .001 Gm. 
to 100 Gm.; with forceps; in case. For use with analytical balances, 
4-013-000 and 4-014-010. I/lustrated. 
Weights, Harvard Trip Balance, 10 mg. to 500 Gm: With forceps; 
in case. For use with 4-017-275. 
Weights, Harvard Trip Balance, 100 Gm. to 1000 Gm: For use 
with 4-017-195. Illustrated. 
Weights, Prescription Balance: 10 mg. to 100 Gm.; with forceps; in 
case. For use with 4-018-400. J/lustrated. 


Basin, Solution, White Enamel, 9 qt: For examination of mosquito larvae. 
Basin, Staining, Rectangular: 
Basket, Test Tube: 6 by 6 by 6 inches; corrosion resistant wire. Illustrated. 


Bath, Water, for Inflammable Liquids: 15 cm. diameter, 9 cm. deep. 
(Navy—wWill not be issued until stocks of 4-030-380 are exhausted). 
Illustrated. 

Bath, Water, Inoculating: 20 cm. diameter, 9 cm. deep; for 18 test tubes; 
with tripod. J/lustrated. 

Bath, Water, Pharmaceutical, 5 inch: With cover of 4 rings and center 
disk. Will be issued in lieu of 4-030-300 until stocks are exhausted. 

Bath, Water, Serological, 110 volt, AC-DC: 200 watts; operation at 37° or 
56°C.; size 16 by 8 by 12 inches high; complete with one spare heating 
element, 4-030-425, one spare lamp, and one Wassermann rack, 4-426-457. 
(Army—For lamp requisition 7-978-600). (Navy—For lamp requisition 
17-L-3914-100 from BuS&A). Illustrated. 

Heating Element, 200 watt, 110 volt, AC-DC: Replacement for 
4-030-420. 

Bath, Water, Serological, 6 Rack, 110 volt, AC-DC: Approximately 400 
watts; complete with 6 Wassermann racks, thermometer, and TM 8-620. 
Bath, Water, Serological, 6 Rack, 110-220 volt, AC-DC: 800 watts; for 
operation at 37° to 56°C.; overall size 12 by 15 by 13 inches high; complete 
with 2 spare heating elements, 4-030-465, one spare lamp, and 6 Wasser- 
mann racks, 4-426-450. (Army—For lamp requisition 7-978-600). (Navy— 

For lamp. requisition 17-L-3914-100 from BuS&A). Illustrated. 
Heating Element, 6 Rack Water Bath, 400 watt, 110 volt, AC-DC: 
Replacement for 4-030-460. 
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Avail- pen Unit Packaging 

ability ability Stock No, NOMENCLATURE AND DESCRIPTION of and Notes 

Statu Issue Packing 
ES 4-030-475 | Bath, Water, Serological, 10 Rack, 110 volt, AC-DC: Approximately 385 | Each | —/1 

watts; complete with 10 Wassermann racks, thermometer, stand and 
(Army—TM 8-620). 
4-030-485 | Bath, Water, Serological, 10 Rack, 110-220 volt, AC-DC: 1600 watts; for | Each —/1 
operation at 37° or 56°C.; overall size 12 by 30 by 13 inches high; complete 
with 4 spare heating elements, 4-030-490, one spare lamp, and 10 Wasser- 
mann racks, 4-426-450. (Army—For lamp requisition 7-978-600). (Navy— 
For lamp requisition 17-L-3914-100 from BuS&A), 
xX 4-030-490 Heating Element, 10 Rack Water Bath, 400 watt, 110 volt, AC-DC: | Each 12/48 
Replacement for 4-030-485. 
A-LS 4-030-545 | Bath, Water, Serological, 20 Rack, 110 volt, AC-DC: Approximately | Each | —/1 
1100 watts; complete with 20 Wasserman racks, thermo-regulator and 
thermometer, and TM 8-620. 

> 4-031-000 | Beads, Glass, 1 lb: Solid; 5 mm. diameter. Box 1/40 

x 4-031-500 | Beaker, 50 ml: Griffin low form; with spout; heat resistant glass. Each 12/240 

x 4-032-000 | Beaker, 100 ml: Griffin low form; with spout; heat resistant glass. I//ustrated. | Each 12/120 

x 4-033-000 | Beaker, 250 ml: Griffin low form; with spout; heat resistant glass. Each 12/120 

x 4-033-500 | Beaker, 400 ml: Griffin low form; with spout; heat resistant glass. Each 12/84 

x 4-034-000 | Beaker, 600 ml: Griffin low form; with spout; heat resistant glass. Each 6/72 

x 4-035-000 | Beaker, 1000 ml: Griffin low form; with spout; heat resistant glass. Each 6/48 

xX 4-036-000 | Beaker, 2000 ml: Griffin low form; with spout; heat resistant glass. Each 1/12 

xX 4-042-000 | Block, Embedding: J//ustraied. Each _ /|100/1200 

xX 4-042-100 | Block, Insect Fixation, Double Mount, 100s: Cork. Pkg 120/1440 

Blood Gas Apparatus, Van Slyke: Consists of burette with supporting 
frame, leveling bulb, support stand, 2 open rings and 3 feet of rubber tubing. 
Requisition by separate components as indented below. 
4-042-500 Bulb, Leveling, Van Slyke Blood Gas Apparatus, 250 ml: 3 inch | Each 1/48 
diameter. Illustrated. 

x 4-042-525 Burette, Blood Gas, Van Slyke: Volumetric model with Shohl trap; | Each 1/12 

mounted on support frame. J/lustrated. 

xX 4-042-550 Ring, Open, Leveling Bulb Support: J/lustrated. Each 12/72 

Stand, Apparatus Support: Requisition 4-401-300. 
Tubing, Rubber: Requisition 4-464-000. 

xX 4-044-250 | Board, Dissecting: 12 by 26 inches. J/lustrated. Each obey 1 
A xX 4-044-420 | Book, Blank, Prescription Filing: Each 1/12 
A x 4-044-800 | Bottle, Acid, 2 liter: With automatic 17.5 ml. pipette; for use with 4-046-600 | Each 1/6 

and 4-048-800. 

A ».4 4-044-820 Pipette, Automatic, 17.5 ml: For use with 4-044-800. Each 12/144 
D4 4-045-000 | Bottle, Aspirator, 4 liter: J/]ustrated. Each 1/6 
xX 4-046-000 | Bottle, Balsam, 45 ml: J/lustrated. Each 12/144 
xX 4-046-400 | Bottle, Carboy, Cork Finish, 5 gal: Heat resistant glass. Each —/1 
».4 4-046-600 | Bottle, Cream Test, Babcock: 61% inch; 9 Gm.; 50% in 0.5% divisions. | Each 12/288 

Illustrated. 
D.¢ 4-048-001 | Bottle, Dropping, 60 ml: With ground-in glass pipette and rubber bulb. | Each 12/144 
For replacement bulb requisition 4-097-000. 

A-LS | X 4-048-005 | Bottle, Dropping, 60 ml., with Glass Stopper: Each 12/144 
N p 4 4-048-200 | Bottle, Embalming Solution, Cork Finish, 42 gal: With rubber stopper. | Each 1/6 
A xX 4-048-350 | Bottle, Glass, Glass Stoppered: Three fit in 9-144-000, metal container | Each 24/432 

No. 1. 

Ds 4-048-800 | Bottle, Milk Test, Babcock: 61% inch; 18 Gm.; 8% in 0.1% divisions. | Each 12/288 
Illustrated. 

xX 4-049-000 | Bottle, Narrow Mouth, Round, 30 ml: With low mushroom stopper; heat | Each 12/288 
resistant glass. . 

xX 4-049-200 | Bottle, Narrow Mouth, Round, 60 ml: With low mushroom stopper; heat | Each 12/144 
resistant glass. 

xX 4-050-000 | Bottle, Narrow Mouth, Round, 120 ml: With low mushroom stopper; | Each 12/96 
heat resistant glass. [//ustrated. 
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4-051-000 


4-051-500 


4-053-000 


4-054-000 


4-054-010 
4-054-200 


4-054-225 


4-054-250 


4-055-025 


4-056-400 
4-056-500 
4-058-100 
4-058-125 
4-058-150 
4-058-175 
4-060-120 
4-060-150 
4-060-180 
4-060-210 
4-060-240 
4-060-270 
4-069-100 
4-069-110 
4-082-000 
4-082-100 


4-082-105 


4-082-200 
4-082-300 
4-083-000 


4-084-000 
4-085-000 
4-086-000 
4-087-000 
4-087-650 
4-089-000 


4-089-055 
4-089-075 
4-089-095 
4-089-125 


4-089-135 
4-089-150 
4-089-185 
4-089-195 


NOMENCLATURE AND DESCRIPTION 


Bottle, Narrow Mouth, Round, 250 ml: With low mushroom stopper; heat 
resistant glass. 

Bottle, Narrow Mouth, Round, 500 ml: With low mushroom stopper; heat 
resistant glass. 

Bottle, Narrow Mouth, Round, 1 liter: With low mushroom stopper; heat 
resistant glass. 

Bottle, Narrow Mouth, Round, 4 liter: With low mushroom stopper; heat 
resistant glass. For use in shipping water samples. 


Bottle, Narrow Mouth, Round, 1 gal: With low mushroom stopper. 


Bottle, Narrow Mouth, Round, Amber, 60 ml: With low mushroom stop- 
per; heat resistant glass. 

Bottle, Narrow Mouth, Round, Amber, 60 ml., without Stopper: Takes 
rubber stopper No. 2; fits in 9-144-015, metal container No. 4. 


Bottle, Narrow Mouth, Round, Amber, 120 ml: With low mushroom stop- 
per; heat resistant glass. 

Bottle, Narrow Mouth, Round, Cork Finish, 214 gal: Without stopper; 
heat resistant glass. 

Bottle, Narrow Mouth, Round, Screw Cap, 120 ml., 12s: 


Bottle, Narrow Mouth, Square, Screw Cap, 240 ml., 12s: 
Bottle, Poison, Blue Glass, 2 oz: 

Bottle, Poison, Blue Glass, 4 oz: 

Bottle, Poison, Blue Glass, 8 oz: 

Bottle, Poison, Blue Glass, 16 oz: 

Bottle, Prescription, 1 oz., 12s: With screw cap. 
Bottle, Prescription, 2 oz., 12s: With screw cap. 
Bottle, Prescription, 4 oz., 12s: With screw cap. 
Bottle, Prescription, 8 oz., 12s: With screw cap. 
Bottle, Prescription, 16 oz., 12s: With screw cap. 
Bottle, Prescription, 32 oz: With screw cap. 
Bottle, Serum, 2 ml: Without rubber stopper. 

Stopper, Rubber, Serum Bottle, 2 ml: For use with 4-069-100. 
Bottle, Specific Gravity, 25 ml: Conical, with thermometer. J/lustrated. 
Bottle, Specimen, Urine, 7 oz: Glass; graduated; without cap. For caps 

requisition 4-082-105. Illustrated. 

Cap, Urine Specimen Bottle, 100s: Heavy cardboard with lift tab. 

Illustrated. : 

Bottle, Specimen Vial, Round, 9 ml: With screw cap. 

Bottle, Specimen Vial, Round, 22 ml: With screw cap. Jilustrated. 

Bottle, Specimen Vial, 30 by 55 mm: Heavy wall; uses No. 10 cork. (Spu- 
tum bottle). Z//ustrated. 

Bottle, Vaccine, 5 ml: For rubber stopper requisition 4-422-214. 

Bottle, Vaccine, 10 ml: For rubber stopper requisition 4-422-214. 

Bottle, Vaccine, 25 ml: For rubber stopper requisition 4-422-214. 

Bottle, Vaccine, 50 ml: For rubber stopper requisition 4-422-214. Jilustrated. 

Bottle, Vacuum, 1 qt: With case for mailing. J//ustrated, 

Bottle, Weighing: 50 mm. height by 40 mm. diameter; with glass stopper. 
Illustrated. 

Bottle, Wide Mouth, Round, 120 ml: With low mushroom stopper. 

Bottle, Wide Mouth, Round, 250 ml: With low mushroom stopper. 

Bottle, Wide Mouth, Round, 500 ml: With low mushroom stopper. 


Bottle, Wide Mouth, Round, Cork Finish, 50 ml: Takes No. 14 cork; 
for specimens. 
Bottle, Wide Mouth, Round, Cork Finish, 120 ml: Takes No. 20 cork. 


Bottle, Wide Mouth, Round, Screw Cap, 60 ml., 12s: 
Bottle, Wide Mouth, Round, Screw Cap, 120 ml., 12s: (Specimen bottle). 
Bottle, Wide Mouth, Round, Screw Cap, 240 ml., 12s: 
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MINARY EDITION 


Stock No. 


4-089-820 


4-089-950 
4-089-955 
4-089-962 
4-089-964 


' 4-089-970 


4-089-980 


4-090-000 


4-090-200 


4-090-300 


4-090-650 
4-090-750 


4-091-000 
4-092-000 
4-093-000 
4-094-000 
4-094-500 
4-095-500 
4-095-550 
4-097-000 


4-098-000 
4-098-500 
4-099-000 


4-100-000 


4-100-050 


4-101-000 


4-101-200 
4-102-820 
4-102-840 
4-105-000 
4-106-000 
4-107-000 


4-108-000 


4-108-025 


4-109-000 
4-110-000 


4-111-000 
4-112-250 


4-114-000 


4-114-500 


ene Zs 


NOMENCLATURE AND DESCRIPTION 


Box, Insect Specimen, 244 by 9 by 13 inches: Wood, with hinged cover 
and bottom pinning surface. J/lustrated. 


Box, Micro Slide, 25 Slides: Wood; for 25 by 75 mm., slides. Jilustrated. 

Box, Micro Slide, 100 Slides: Wood; for 25 by 75 mm. slides. Illustrated. 

Box, Ointment, Tin, 1 oz., 12s: 

Box, Ointment, Tin, 2 oz., 12s: 

Box, Ointment, Tin, 4 oz., 12s: 

Box, Ointment, Nest of 3, 12s: One 1% oz., one 1 oz., and one 2 oz., in nest; 
twelve nests in package. 


Box, Paraffin Embedding: Consists of 2 metal angle pieces and 1 metal base 
plate. Illustrated. 


Box, Pipette Sterilizing, CRM: Cylindrical; approximately 415 mm. long 
and 60 mm. in diameter, inside measurement. Illustrated. 


Box, Powder, Nest of 3, 12s: Small, medium and large sizes in nest; twelve 
nests in package. 
Box, Tablet, Folding, 500s: 
Box, Tablet, Nest of 3, 12s: One each 114, 114 and 134 inch diameter sizes 
in nest; twelve nests in package. 
Brush, Beaker: J//ustrated. 
Brush, Burette: J/lustrated. 
Brush, Camel Hair, 1 inch: Flat. J/lustrated. 
Brush, Flask: J/lustrated. 
Brush, Milk and Cream Testing Bottle: ///ustrated. 
Brush, Test Tube, 14 inch Diameter: //]ustrated. 
Brush, Test Tube, 114 inch Diameter: [/lustrated. 
Bulb, Rubber, 3 ml., 12s: For use with dropping pipette, 4-048-001, and 
medicine dropper, 4-228-120. Illustrated. 
Bulb, Rubber, 114 inch: For large pipettes. J/lustrated. 
Burette, 10 ml: Graduated in 0.05 ml.; with straight glass stopcock. 
Burette, 25 ml: Graduated in 0.1 ml.; with straight glass stopcock. 
Illustrated. 
Burette, 50 ml: Graduated in 0.1 ml.; with straight glass stopcock. 
Illustrated. 
Burette, Analytical, Mohr, 10 ml: With glass beads, rubber tubing and 
outlet tip. 
Burette, Automatic, 50 ml: Graduated in 0.1 ml.; with three way stop- 
cock. Illustrated. 
Burette, Micro, 5 ml: Graduated in 0.01 ml. Jilustrated. 
Burner, Alcohol, Barthel Type: Self-generating. Jilustrated. 
Burner, Alcohol, Bunsen Type: With reservoir and metallic tubing. 
Burner, Bunsen, Blast: J/lustrated. 
Burner, Bunsen, High Temperature: ///ustrated. 
Burner, Bunsen, Tirrill Type: 4% inch diameter tube; for chimney, tripod, 
and wing top requisition 4-108-000, 4-109-000 and 4-110-000. Illustrated. 
Burner, Bunsen, Accessories: See following indented items. 
Chimney, Bunsen Burner: With adjustable support for 11 mm. and 
13 mm. burner tube. 
Guard, Bunsen Burner: Vitrified earthenware, 210 mm. height. 
Illustrated. 
Tripod, Bunsen Burner: For 14 inch burner tube. J/lustrated. 


Wing Top, Bunsen Burner: For 14 inch diameter burner. J//ustrated. 


Burner, Gas, Radial, Fletcher: Jilustrated. 
Burner, Gasoline, Blast: With swivel burner and removable tripod; 1 pint 
capacity, 
Burner, Micro: With flame retainer. For flame shield requisition 4-114-500. 
Iilustrated. 
Flame Shield, Micro Burner: For use with 4-114-000. J/lustrated. 
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4-114-975 


4-114-980 


4-117-650 


4-117-655 


4-117-675 


4-118-275 


4-120-120 


4-120-150 
4-120-200 
4-122-160 
4-124-020 


4-124-050 


4-124-060 


4-124-090 
4-124-250 
4-124-410 


4-128-300 
4-128-400 
4-128-500 
4-128-600 
4-128-655 


4-128-720 


4-128-906 


4-128-960 


4-129-008 


4-129-108 


4-129-300 


4-129-315 


Cage, Animal, CRM, 8 by 11 by 8 inches: Complete with refuse pan, 
4-114-980. Illustrated. 


Pan, Refuse, Animal Cage, CRM, 8 by 11 inches: Replacement for 
4-114-975. 


Cage, Animal, CRM, 15 by 20 by 22 inches: Complete with refuse pan, 
4-117-655. Illustrated. 


Pan, Refuse, Animal Cage, CRM, 20 by 22 inches: Replacement for 
4-117-650. 


Cage, Animal, Galvanized Iron, 9 by 15 by 9 inches: Complete with 
refuse pan. 


Cage, Animal, Galvanized Iron, 15 by 20 by 22 inches: Complete with 
refuse pan. : 


Camera, Clinical, Still, 35 mm., 110 volt, 60 cycle, AC: Approximately 
150 watts. Issued only upon approval of Chief of Materiel Division. 
Flashtube, 35 mm. Still Camera: 
Rectifier Power Unit, 35 mm. Still Camera: 
Card, Micro Guide, Breed and Brew: For making milk smears. 
Case, Mailing, Double, 1 by 7 inches: Dimensions are inside measure- 
ments; takes one 16 by 150 mm. tube. J//ustrated. 
Case, Mailing, Double, 134 by 3716 inches: Dimensions are inside measure- 
ments; takes 4 antigen dilution tubes. Illustrated. 
Case, Mailing, Double, 234 by 654 inches: Dimensions are inside measure- 
ments; takes 120 ml. glass stoppered bottle. I/lustrated. 
Case, Mailing, Double, 4 by 514 inches: Takes 14 pint jar, 4-306-000. 


Case, Mailing, Micro Slide, 12s: For mailing 25 by 75 mm. slides. Illustrated. 


Case, Mailing, Single, 114 by 43% inches: Dimensions are inside measure- 
ments; takes 6 Wassermann tubes. J/lustrated. 


Casserole, 140 ml: Porcelain; without lid. I/lustrated. 
Casserole, 340 ml: Porcelain; without lid. 
Casserole, 750 ml: Porcelain; without lid. 
Casserole, 1200 ml: Porcelain; without lid. 


Cell, Counting, Sedgwick-Rafter, 1 ml. Capacity: Compiete with 3 cover 
glasses, 4-188-800. 


Cement, Cellulose Nitrate, 134 oz: Waterproof cement for china, glass, 
wood, metal, paper, leather and fabric. 


Centrifuge, Blood Plasma, 110 volt, 60 cycle, AC: Approximately 725 
watts. Complete with 4 place windshield head, four 650 ml. cups, tachome- 
ter, rheostat, time switch and portable stand. Issued only upon approval 
of Chief of Materiel Division. Illustrated. 


Centrifuge, Hand: Complete with 2 place head and 2 shields for 15 ml. 
tubes. Illustrated. 


Centrifuge, Size 1, 110 volt, AC-DC: Medium duty; approximately 525 
watts; complete with 8 place head; eight 50 ml. metal tubes; twenty-four 
10 ml. metal tubes; eight reducing caps; eight 8 place multiple carriers; 
eight 3 place trunnion carriers; eight Babcock trunnion cups; eight 50 ml. 
trunnion rings; time switch; tachometer; rheostat and mobile stand. 
Illustrated, 


Centrifuge, Size 1, 220 volt, 60 cycle, AC: Medium duty; approximately 
525 watts; complete with 8 place head; eight 50 ml. metal tubes; twenty- 
four 10 ml. metal tubes; eight reducing caps; eight 8 place multiple carriers; 
eight 3 place trunnion carriers; eight Babcock trunnion cups; eight 50 ml. 
trunnion rings; time switch; tachometer; rheostat and mobile stand. 


Centrifuge, Size 2, 110 volt, AC-DC: Heavy duty; approximately 725 
watts; complete with 16 place head; sixteen 50 ml. metal tubes; forty-eight 
10 ml. metal tubes; sixteen 8 place multiple carriers; sixteen 3 place trun- 
nion carriers; sixteen Babcock trunnion cups; sixteen 50 ml. trunnion rings; 
time switch; tachometer; rheostat and mobile stand. Jilustrated. 

Centrifuge, Size 2, 220 volt, 60 cycle, AC: Heavy duty; approximately 
725 watts; complete with 16 place head; sixteen 50 ml. metal tubes; forty- 
eight 10 ml. meta! tubes; sixteen 8 place multiple carriers; sixteen 3 place 
trunnion carriers; sixteen Babcock trunnion cups; sixteen 15 ml. trunnion 
rings; time switch; tachometer; rheostat and mobile stand. 
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4-129-450 | Centrifuge, Small, 110 volt, AC-DC: Approximately 135 watts; complete | Each 1/4 
with 6 place conical safety head; six 15 ml. metal tubes, and rheostat. 
Illustrated. 
Centrifuge Accessories and Replacement Parts: See following indented 
items. 
xX 4-130-005 Cap, Reducing, Centrifuge Tube: For supporting 10 and 15 ml. | Each 48/1920 
glass centrifuge tubes in 50 ml. metal tube, 4-144-150. I/lustrated. 
x 4-130-010 Carrier, Centrifuge, Multiple, 8 Place: With 8 rubber cushions. | Each —/48 
‘ Without glass tubes. For use with heads, 4-130-050 and 4-130-055. 
Takes tubes 14 inch diameter by 4 inch length and smaller. J/lustrated. 
xX 4-130-012 Carrier, Centrifuge, Trunnion, 3 Place: Takes three 15 ml. metal | Each 8/96 
tubes, 4-144-100; for use with size 2 centrifuge. J/lustrated. 
4-130-015 Cup, Centrifuge, Trunnion, Babcock: For Babcock bottles, | Each 8/96 
4-046-600 and 4-048-800; for use with heads, 4-130-050 and 4-130-055. 
Illustrated. 
>.< 4-130-020 Cushion, Rubber, Centrifuge Multiple Carrier, 12s: For use with | Pkg 12/576 D 
4-130-010. 
xX 4-130-025 Cushion, Rubber, Centrifuge Trunnion Cup, 12s: For use with| Pkg 12/576 D 
4-130-015. Illustrated. 
Bs 4-130-030 Cushion, Rubber, 15 ml. Centrifuge Tube, 12s: For use with | Pkg 12/1728. 
4-144-100. 
xX 4-130-035 Cushion, Rubber, 50 ml. Centrifuge Tube, 12s: For use with | Pkg 12/576 D 
4-144-150. Illustrated. 
x 4-130-050 Head, Centrifuge, 8 Place: Without rings, tubes or cups. For use on | Each —/1 
centrifuges sizes 1 and 2 with 15 ml. and 50 ml. tubes, 3 and 8 place 
multiple carriers and Babcock cups. 
xX 4-130-055 Head, Centrifuge, 16 Place: Without rings, tubes or cups. For use | Each —/1 
on centrifuge size 2 only with 15 ml. and 50 ml. tubes, 3'and 8 place 
multiple carriers and Babcock cups. J/lustrated. 
pf 4-130-058 Head, Conical, Centrifuge, 15 ml., 20 Place: Takes twenty 15 ml. | Each —/1 
metal tubes; fits sizes 1 and 2 centrifuges. Illustrated. 
xX 4-130-060 Head, Conical, Centrifuge, 15 ml., 36 Place: Takes thirty-six 15 | Each —/1 
ml, metal tubes; fits only size 2 centrifuge. J//ustrated. 
x 4-130-065 Ring, Trunnion, Centrifuge, 50 ml: For metal tube, 4-144-150. | Each 6/288 
For use with heads, 4-130-050 and 4-130-055. Illustrated. 
».¢ 4-130-088 Tip, Rubber, Centrifuge, Tachometer: For sizes 1 and 2 centri- | Each 12/96 D 
fuges. 
X 4-132-120 Tube, Centrifuge, Babcock: For fat determination in human milk. | Each 36/864 
Illustrated. 
x 4-133-160 Tube, Centrifuge, Celluloid, Round Bottom, Ungraduated, 
10 ml: Transparent; unbreakable. (Lusteroid centrifuge tube). Each 12/576 
xX 4-133-560 Tube, Centrifuge, Celluloid, Round Bottom, Ungraduated, 
50 ml: Transparent; unbreakable. (Lusteroid centrifuge tube). Each 12/288 
x 4-141-700 Tube, Centrifuge, Glass, Graduated, 6.5 ml: Combined Shevky- | Each 12/576 
Stafford and McNaught. Heat resistant glass. I/lustrated. 
x 4-142-000 Tube, Centrifuge, Glass, Conical Bottom, Graduated, 15 ml., 
12s: Fits any centrifuge. Takes cork No. 6 or rubber stopper No. 1. | Pkg 1/48 
Illustrated, 
xX 4-143-000 Tube, Centrifuge, Glass, Conical Bottom, Ungraduated, 15 ml., 
12s: Fits any centrifuge. Takes cork No. 6 or rubber stopper No. 1. | Pkg 1/48 
Illustrated. 
x 4-144-000 Tube, Centrifuge, Glass, Round Bottom, Ungraduated, 50 ml., 
12s: Illustrated, Pkg 1/24 
x 4-144-100 Tube, Centrifuge, Metal, 15 ml: With rubber cushion, 4-130-030; | Each 12/432 
shields 15 ml. glass centrifuge tube. For use with 4-129-450. Illustrated. 
B 4-144-150 Tube, Centrifuge, Metal, 50 ml: With rubber cushion, 4-130-035; | Each “hag /240 
shields 50 ml. glass centrifuge tube; for use with sizes 1 and 2 centri- 
fuges. Illustrated. 
x 4-144-175 Tube, Hand Centrifuge, Metal, 15 ml: Shields 15 ml. glass centri- | Each 12/432 
fuge tube; for use with 4-128-960. 
OG.| 
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Status Issue Packing 
xX 4-170-000 | Chlorine Test Kit: Consists of 4 glass color standards, 3 square glass tubes | Each 1/30 
for water samples, and 150 tablets o-Tolidine; packed in wooden case. For 
testing drinking water in the field. For replacement o-Tolidine requisition 
1-487-670. Illustrated. 
Xx 4-174-920 | Clamp, Burette, Double: Holds 2 burettes. Each 1/60 
x 4-175-000 | Clamp, Burette, Single: Holds 1 burette. J//ustrated. Each 12/144 
xX 4-176-000 | Clamp, Extension, 9 inch: Grips objects up to 2% inches in diameter. | Each | 12/144 
X 4-177-000 | Clamp, Extension, 1014 inch: Three prong grip; grips objects 4 to 314 | Each 1/48 
inches in diameter. J/llustrated. 
x 4-180-000 | Clamp, Mohr’s Pinchcock: For rubber tubing. J/lustrated. Each 12/576 
xX 4-180-680 | Clamp, Shutoff, Regulating: Tomac type; for use with transfusion ap- | Each 12/360 
paratus. Illustrated. 
xX 4-180-700 | Clamp, Shutoff, Rubber Tubing: Plain. J/lustrated. Each 12/480 | 
xX 4-180-800 | Clamp, Shutoff, Rubber Tubing, Screw Adjustment: Hoffman swivel | Each 12/864 | 
jaw. For rubber tubing. J/lustrated. | 
xe 4-181-000 | Clamp, Test Tube: Stoddard. Jilustrated. Each 12/288 | 
4-182-000 | Clock, Interval Timer: Alarm clock type. Jilustrated. Each 1/24 
Bx 4-182-500 | Cloth, Asbestos: Medium weave; '% inch thick; 40 inches wide. Foot —/150 
4-183-500 | Colorimeter, Chlorine and Toxic Gases, Field: Complete with one illumi- | Each 1/10 
nator comparator; one chlorine determination disk; one war gas determina- 
tion disk; one wide range pH determination disk; three 13 mm. tubes; 
three 26 mm. tubes; two 1 ounce bottles with graduated screw cap dropping 
pipettes and one extra lamp. In carrying case. For replacement lamp 
requisition 7-970-300. (Navy—For replenishment of class 9 items). 
Illustrated, 
xX 4-183-510 Disk, Chlorine Residual Determination: Range 0.1 to 10 ppm chlor- | Each 1/144 
ine; in steps of 0.1, 0.15, 0.25, 0.5, 1.0, 1.5, 2.5, 5.0 and 10.0. Replacement 
for 4-183-500. 
x 4-183-520 Disk, War Gas Determination: With color’standards for 5, 10,15 and | Each 1/144 
20 ppm HN-3, and for 10, 15, 20 and 25 ppm AS,O,. Replacement for 
4-183-500. 
4-183-540 Disk, Wide Range pH Determination: Range 3.0 to 7.0 in steps of 0.5 | Each 1/144 | 
for wide range indicator solution. Replacement for 4-183-500. 
axe 4-183-560 Tube, Colorimeter, 13 mm: Glass; square. For use with 4-183-500. Each | 12/576 
x 4-183-580 |. Tube, Colorimeter, 26 mm: Glass; standard. For use with 4-183-500. | Each 12/288 
A-LS 4-184-000 | Colorimeter, Duboscq: (Klett). Direct result or top reading; for 110 volts, | Each 1/1 
AC-DC; complete with 2 spare lamps, 1 extra pair plungers and 1 extra 
pair cups. For microscope attachment requisition 4-185-105. 
LS x 4-185-005 Cup, Colorimeter, Klett: (Army—Replacement for 4-184-000 only). | Pair Lice 
(Navy—Replacement for old type Klett biocolorimeter). 
A-LS > 4-185-105 Micro Attachment, Colorimeter, Klett: Consists of 2 cups, 62 mm. | Each 1/72 
long, 2 cc. capacity and 2 plungers 67 mm. long. For use with Klett top 
reader, 4-184-000. 
A-LS |) XX 4-185-205 Plunger, Colorimeter, Klett, 67 mm: Replacement for 4-184-000 only. | Pair 1/72 
4-185-225 | Colorimeter, Duboscq, Inclined: Complete with cups, plungers and lamp. | Each —/1 
(Army—Uses lamp 7-978-830). (Navy—For lamp requisition 17-L-4015 
from BuS&A). Jilustrated. 
xX 4-185-240 Cup, Inclined Duboscq Colorimeter: Replacement for 4-185-225. Each 6/72 
xX 4-185-245 Filter, Gelatin, Wratten, No. 75: Transmits in the region of 490 milli- | Each 12/144 
microns wave length, for colorimeters; for use with 4-185-225. 
xX 4-185-250 Plunger, Inclined Duboscq Colorimeter: Replacement for 4-185-225. | Each 6/72 
x 4-185-500 | Condenser, Allihn: 400 mm. J/lustrated. Each 6/48 
ARS a) Xe 4-185-525 | Condenser, Liebig: 400 mm. Each 1/48 
xX 4-186-120 | Container, Shipping, Insulated, Type 1, M-1: For the air shipment of | Each —/1 
whole blood at installations designated by The Surgeons General. Not for 
general issue. 
A xX 4-187-105 | Cork, Assorted, 300s: Twenty each of sizes 1, 2, 3, 4, 5, 6, 7, 8, 10, 12, 13, 14, | Bag —/24 
: 16, 18 and 20. 
x 4-187-110 | Cork, No. 1, 100s: Tapered from 1% to 5% inch diameter. Bag 12/288 
xX 4-187-120 | Cork, No. 2, 100s: Tapered from 1% to 3¢ inch diameter. Bag 12/288 
4 4-187-130 | Cork, No. 3, 100s: Tapered from % to 2%4 inch diameter. Bag 12/288 
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Stock No. 


4-187-140 


4-187-150 
4-187-160 
4-187-170 
4-187-180 
4-187-190 
4-187-205 
4-187-210 
4-187-220 
4-187-230 
4-187-240 
4-187-300 
4-187-500 
4-187-525 
4-187-530 
4-188-010 
4-188-200 


4-188-205 
4-188-450 


4-188-550 
4-188-800 
4-189-000 
4-190-000 
4-192-000 


4-192-200 
4-193-050 
4-193-375 


4-193-500 
4-194-000 


4-194-200 
4-196-050 
4-197-000 
4-198-000 
4-199-000 
4-200-000 
4-201-000 
4-202-000 
4-203-000 
4-203-500 
4-203-750 


4-204-000 
4-205-000 
4-206-000 


4-207-000 


| 


Cork, No. 


NOMENCLATURE AND DESCRIPTION 


4, 100s: Tapered from %% to 154 inch diameter. 
5, 100s: Tapered from !%@ to 14% inch diameter. 
6, 100s: Tapered from *%4 to 34 inch diameter. 
7, 100s: Tapered from '3% to % inch diameter. 
8, 100s: Tapered from % to % inch diameter. 
10, 100s: Tapered from 1 to 4% inch diameter. 
12, 12s: Tapered from 11% to °% inch diameter. 
13, 12s: Tapered from 1° to ® inch diameter. 
14, 12s: Tapered from 114 to 11%; inch diameter. 
18, 12s: Tapered from 11% to 1% inch diameter. 
20, 12s: Tapered from 1% to 1114 inch diameter. 


Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, No. 
Cork, Short Taper, 50s: Tapered from 14 to 13% inch diameter. 

Cork Borer, Set of 12: Graduated sizes from 1 to 12 inclusive. Illustrated. 
Corkscrew: IIlustrated. 

Corkscrew, Folding: 

Counter, Blood Cell, Differential: Marble; 8 keys. J/lustrated. 


Counter, Colony, Quebec, 110 volt, AC-DC: Complete with medium 


screw base 60 watt lamp, and Wolffhuegel counting plate, 4-188-205. 
Illustrated, 


Counting Plate, Wolffhuegel: Replacement for 4-188-200. 


Counter, Hand Tally: Veeder type; tally register in metal case, with range 
from 0 to 9999, For counting blood cells, bacterial colonies, etc. Illustrated. 


Counting Apparatus, Wolffhuegel: Plate with hard wood base. 

Cover Glass, Counting Cell, Set of 3: 25 by 55 mm. 

Cover Glass, Micro, 22 mm. Square, 14 oz: No. 1, 0.13 to 0.17 mm. thick. 
Cover Glass, Micro, 22 by 40 mm., 4 oz: No. 1, 0.13 to 0.17 mm. thick. 


Crucible, Gooch, 25 ml: Porcelain; without cover. For cover requisition 
4-192-200. Illustrated. 


Cover, Gooch Crucible: Porcelain; 42 mm. diameter; for use with 
4-192-000. 


Crucible, Gooch, Low Form, Fritted, Fine Porosity, 30 ml: Heat resist- 
ant glass; 30 mm. diameter disk. 

Crucible, Nickel, 250 ml: 83 mm. diameter at top by 83 mm. height; com- 
plete with cover. 

Crucible, Platinum, 20 ml: With cover. J/lustrated. 


Crucible, Porcelain, 30 ml: High form; without cover. For cover requisi- 
tion 4-194-200. 


Cover, Porcelain Crucible: 47 mm. diameter; for use with 4-194-000. 
Cutter, Filter Paper, 10 inch: 
Cylinder, Graduated, 10 ml: Glass; with spout. 
Cylinder, Graduated, 25 ml: Glass; with spout. 
Cylinder, Graduated, 50 ml: Glass; with spout. 
Cylinder, Graduated, 100 ml: Glass; with spout. J/lustrated. 
Cylinder, Graduated, 250 ml: Glass; with spout. 
Cylinder, Graduated, 500 ml: Glass; with spout. 
Cylinder, Graduated, 1000 ml: Glass; with spout. 
Cylinder, Graduated, 2000 ml: Glass; with spout. 


Cylinder, Graduated, Mixing, 10 ml: Glass; with standard taper glass 
stopper. 

Cylinder, Graduated, Mixing, 25 ml: Glass; with standard taper glass 
stopper. 

Cylinder, Graduated, Mixing, 50 ml: Glass; with standard taper glass 
stopper. 

Cylinder, Graduated, Mixing, 100 ml: Glass; with standard taper glass 


stopper. Illustrated. 
Cylinder, Graduated, 
stopper. 


Mixing, 250 ml: Glass; with standard taper glass 


Unit 
of 
Issue 


Bag 


| Bag 


Bag 
Bag 
Bag 
Bag 
Bag 
Bag 
Bag 
Bag 
Bag 
Bag 
Set 
Each 


| Each 


Each 


| Each 


Packaging 


and 
| Packing 


| 12/288 
| 12/144 
| 12/144 
| 12/144 
| 12/144 
| 12/144 
72/288 
72/288 
72/288 
72/288 
72/288 
12/432 
6/72 
3/96 
12/576 
1/6 


1/24 
12/144 


1/24 


20/1000 
20/1000 
12/576 


12/576 
12/576 
12/576 


1/48 
12/576 


12/576 
1/12 
12/240 
12/216 
12/144 
6/96 
1/48 
1/24 
1/12 
1/6 


12/192 
12/144 
6/96 


1/48 


Page 9 - 


{ 
Avail- 


xpend- 
seity bit 
ALS | x 
at Si) og 
xX 
A 
A xX 
A 
A 
A 
xX 
xX 
x 
AS |X 
x 
x 
xX 
x 
x 
x 
x 
xX 
A-LS| X 
A-LS| X 
A-LS| X 
AIS | x 
x 
x 
xX 
xX 
x 
A 


A 


JULY 1947 


Stock No. 


4-208-000 
4-209-000 
4-209-150 
4-209-160 
4-209-170 
4-209-600 
4-209-605 
4-209-650 
4-209-655 


4-210-000 
4-210-200 


4-210-250 


4-210-400 
4-210-500 


4-213-100 


4-213-900 


4-214-000 
4-214-010 


4-214-500 
4-215-000 
4-215-500 
4-220-000 
4-221-000 
4-222-000 
4-222-200 
4-223-500 


4-223-600 


4-223-650 


4-223-700 


4-223-810 


4-223-815 


4-223-820 


4-224-000 


4-225-000 
4-225-550 


PRELIMINARY EDITION 


NOMENCLATURE AND DESCRIPTION 


Desiccator, Scheibler, 150 mm: Complete with plate. 
Plate, Scheibler Desiccator, 145 mm: Replacement for 4-208-000. 


Desiccator, with Cover, 200 mm: With ground sleeve, overall height 313 
mm. without plates. For plates requisition 4-209-160 and 4-209-170. 
Illustrated. 

Plate, Desiccator, with Three Feet, 190 mm: Porcelain; with 30 mm. 
holes. For use with 4-209-150. Illustrated. 


Plate, Desiccator, without Feet, 190 mm: Porcelain; with 5 mm. 


holes. For use with 4-209-150. Illustrated. 
Detector, Halogenated Hydrocarbons: Complete torch assembly. 


Replacement Set, Halogenated Hydrocarbons Detector: Consists 


of 1 base cap washer; 1 chromel screen; 4 flame rings and 1 fuel jet. 
Replacement for 4-209-600. 


Detector, Hydrogen Sulfide, Supersensitive: Range 0 to 50 ppm. Hydro- 
gen sulfide in air; complete with 12 detector tubes. 


Tube, Supersensitive, Hydrogen Sulfide Detector, Set of 12: Range 
0 to 50 ppm. Replacement for 4-209-650. 


Diamond, Marking: With handle; for marking glass. 


Digester, Micro, Kjeldahl: Holds 4 digestion tubes, 25 by 200 mm. 
Illustrated, 


Digestion Apparatus, Kjeldahl: Fumeless; 4 burner; complete except for 
filter pump, glassware and rubber tubing. 


Dipper, White Enamel, 500 ml: For collecting mosquito larvae. 


Dish, Aluminum, 55 mm. Diameter by 50 mm. High: With overlapping 
cover. 


Dish, Evaporating, Glazed Silica, 200 ml: 105 mm. diameter; with lip for 
pouring. 


Dish, Evaporating, Platinum, 100 ml: Plain form; flat bottom; without 
spout; for water analysis. Illustrated. 


Dish, Evaporating, Porcelain, 70 ml: 75 mm. diameter; with spout. 


Dish, Evaporating, Porcelain, 90 ml: 85 mm. diameter; with spout. 
Illustrated, 


Dish, Evaporating, Porcelain, 150 ml: 100 mm. diameter; with spout. 
Dish, Evaporating, Porcelain, 250 ml: 115 mm. diameter; with spout. 
Dish, Evaporating, Porcelain, 525 ml: 160 mm. diameter; with spout. 
Dish, Petri: Top 15 by 100 mm., bottom 15 by 95 mm. Jilustrated. 
Dish, Petri, Top, 15 by 100 mm: 

Dish, Petri, Bottom, 15 by 94 mm: 

Dish, Petri, Large: Top 15 by 150 mm., bottom 15 by 145 mm. 


Dish, Staining, 30 Slide, Complete: 51 by 102 by 127 mm.; glass; complete 
with removable metal rack for thirty 1 by 3 inch slides, and staining dish. 
Dish, Staining, Glass, 51 by 102 by 127 mm: Replacement for 4-223- 
500. 
Handle, Wire, Staining Dish: For removing rack from staining dish. 
For use with 4-223-600. 
Rack, Metal, Staining Dish: For thirty 1 by 3 inch slides. Replace- 
ment rack for 4-223-500. 
Dish, Staining, 20 Slide, Complete: 64 by 70 by 90 mm.; glass; complete 
with cover, removable glass tray and wire tray remover; for twenty 1 by 3 
inch slides. Illustrated. 


Dish, Staining, Glass, 64 by 70 by 90 mm: Complete with cover. Re- 
placement for 4-223-810, 2 


Tray, Glass, Staining Dish: For twenty 1 by 3 inch slides. Replace- 
ment for 4-223-810. 


Dish, Stender, 50 mm. Diameter by 25 mm. High: With cover. 
Illustrated. 


Dish, Stender, 60 mm. Diameter by 90 mm. High: With cover. 


Dispenser, Wrapping Paper, 12 inch: Holds one 20 lb., 12 inch roll, dis- 
pensary paper, 4-365-110. 


Packaging 
and 


1/24 


12/576 


6/96 
12/576 


12/144 
1/48 


12/432 
12/216 


12/192 
12/144 
1/48 
12/144 
—/144 
—/144 
792 
1/24 


1/24 
12/576 
12/216 


1/24 


1/24 
1/48 
12/144 


6/72 


Notes 
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4-226-505 


4-226-510 


4-226-520 


4-226-700 


4-226-705 
4-228-120 
4-228-250 
4-229-000 


4-229-010 
4-229-020 
4-229-030 


4-229-400 
4-229-600 


4-229-800 


4-230-120 
4-230-250 
4-230-720 
4-237-500 
4-237-700 
4-238-000 
4-238-500 
4-239-000 
4-240-000 
4-241-000 
4-242-000 
4-243-000 
4-244-000 
4-245-000 
4-246-000 
4-247-000 
4-247-100 
4-247-225 
4-247-250 
4-248-000 
4-249-000 
4-250-000 
4-251-000 
4-252-000 
4-253-000 
4-254-000 


Distilling Apparatus, 1000 ml. with Graham Condenser: Heat resistant 
glass. Illustrated. 


Each 


Condenser, Graham: With standard taper No. 19/38 outer ‘ciate Re- Each 


placement for 4-226-500. 


Flask, Distilling, Graham Condenser, 1000 ml: With standard taper 


No. 27 stopper and standard taper No. 19/38 side arm inner joint. 
Replacement for 4-226-500. 


Stopper, Glass, Standard Taper No. 27: Solid, penny head. Replace- 
ment for 4-226-500. 


Distilling Apparatus, Kjeldahl: With stand and 6 adjustable burners; 
complete except for glassware. Suitable for coal, natural gas, or gasoline. 
For connecting bulb requisition 4-226-705 


Bulb, Connecting, Kjeldahl: For use with 4-226-700. 
Dropper, Medicine, 12s: With rubber bulb. 
Envelope, Drug, Dispensing, 100s: 244 by 414 inches. 
Extraction Apparatus, ASTM: For rubber analysis. 
Extraction Apparatus, ASTM: For rubber analysis. Requisition by com- 
ponents as indented below. 
Condenser, Block Tin, ASTM Extraction Apparatus: //]ustrated. 
Cup, Syphon, ASTM Extraction Apparatus: I//ustrated. 
Flask, ASTM Extraction Apparatus: I[//ustrated. 
Extraction Apparatus, with Friedrichs Condenser: Requisition by separ- 
ate components as indented below. 


Condenser, Friedrichs, Small: Standard taper; 34/45 at bottom; 
glass. Illustrated. 


Extractor, Soxhlet, 50 ml: Standard taper; top 34/45, bottom 24/40; 
glass. Illustrated. 


Flask, Boiling, Flat Bottom, 250 mi: Standard taper; top 24/40; 
glass. Illustrated. 

Extractor, Cork, Wire: For extracting cork from inside of bottle. Illustrated. 
Extractor, Stopcock: Stopper puller 
File, Triangular, 5 inch: Slim taper file suitable for cutting glass ampuls. 
Filter, Seitz: Vacuum type, 100 ml. without filter disks, J/lustrated. 

Disk, Filter, 100s: Seitz type; 60 mm. diameter. For use with 4-237-500. 
Flask, Culture, Kolle: 320 ml. J/lustrated. 
Flask, Distillation, 125 ml: Heat resistant glass. 
Flask, Distillation, 250 ml: Heat resistant glass. [/lustrated. 
Flask, Distillation, 500 ml: Heat resistant glass. 
Flask, Distillation, 1000 ml: Heat resistant glass. 
Flask, Erlenmeyer, 50 ml: Narrow mouth; heat resistant glass. 
Flask, Erlenmeyer, 125 ml: Narrow mouth; heat resistant glass. 
Flask, Erlenmeyer, 250 ml: Narrow mouth; heat resistant glass. Illustrated. 
Flask, Erlenmeyer, 500 ml: Narrow mouth; heat resistant glass. 
Flask, Erlenmeyer, 1000 ml: Narrow mouth; heat resistant glass. 
Flask, Erlenmeyer, 2000 ml: Narrow mouth; heat resistant glass. 
Flask, Erlenmeyer, 4000 ml: Narrow mouth; heat resistant glass. 
Flask, Fat Extraction, Mojonnier: Without hanger. 

Hanger, Fat Extraction Flask: For use with 4-247-225. 
Flask, Filtering, 500 ml: With side tubulation. J/lustrated. 
Flask, Filtering, 1000 ml: With side tubulation. 
Flask, Florence, 250 ml: Heat resistant glass. Illustrated. 
Flask, Florence, 1000 ml: Heat resistant glass. 
Flask, Florence, 3000 ml: Heat resistant glass. 
Flask, Kjeldahl, 500 ml: Round bottom; long neck. 
Flask, Volumetric, 25 ml: With glass stopper. 


Each 


Each 


Each 


Each 
Pkg 


Each 
Each 


Each 


Each 
Each 
Each 
Each 
Pkg 

Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Packaging 


and 


Packing 


1/3 
1/12 


1/6 


—/36 


Notes 


12/288 D 


—/48 


1/24 


12/144 


36/72 


1/12 
1/24 


12/72 


12/216 
12/144 
12/864 


1/36 
1/48 
6/96 
1/24 
1/24 
1/18 
1/12 


12/240 
—/144 
—/132 


Bf. 
—/36 
pay) | 

1/12 


12/144 


12/43 
—/24 
=48 
—/96 
1/36 
1/12 
1/12 


2 
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ability | “Gbility Stock No. NOMENCLATURE AND DESCRIPTION of an Notes 
Status Issue Packing 
x 4-255-000 | Flask, Volumetric, 50 ml: With glass stopper. Each 12/216 
xX 4-256-000 | Flask, Volumetric, 100 ml: With glass stopper. Illustrated. Each 12/96 
x 4-257-000 | Flask, Volumetric, 250 ml: With glass stopper. Each 12792 
B,4 4-258-000 | Flask, Volumetric, 500 ml: With glass stopper. Each 1/36 
x 4-259-000 | Flask, Volumetric, 1000 ml: With glass stopper. Each 1/24 
xX 4-260-000 | Flask, Volumetric, 2000 ml: With glass stopper. Each 1/12 
x 4-260-250 | Forceps, Curved, Blunt Points: 115 mm. pinning forceps. For entomologi- | Each 12/288 
cal specimens. Illustrated. 
xX 4-260-300 | Forceps, Micro Cover Glass: Straight tips, 110 mm. long. J/lustrated. Each 12/1800 
xX 4-260-315 | Forceps, Micro Slide: 130 mm. long. J/lustrated. Each 12/360 
xX 4-260-525 | Funnel, Enamelware, 5 inch: J/lustrated. Each —/144 
xX 4-260-600 | Funnel, Filtering, Glass, Buechner Type, Fine, 30 ml: With filtering | Each 6/96 
be hee b> sintered disk. 
x 4-260-650 | Funnel, Filtering, Glass, Buechner Type, Fine, 150 ml: With filtering | Each 4/48 
sintered disk. 
x 4-260-700 | Funnel, Filtering, Glass, Buechner Type, Fine, 350 ml: With filtering | Each 3/48 
sintered disk. J/lustrated. 
x 4-260-800 | Funnel, Filtering, Glass, Buechner Type, Fine, 600 ml: With filtering | Each 3/18 
sintered disk. 
x 4-260-850 | Funnel, Filtering, Glass, Buechner Type, Medium, 30 ml: With filter- | Each 6/96 
ing sintered disk. 
x 4-260-900 | Funnel, Filtering, Glass, Buechner Type, Medium, 150 ml: With filter- | Each 4/48 
i § ing sintered disk. 
x 4-261-025 | Funnel, Filtering, Porcelain, Buechner Type, Size O: Outside diameter | Each 12/72 
approximately 51 mm.; with permanent perforated filter plate. 
xX 4-261-125 | Funnel, Filtering, Porcelain, Buechner Type, Size 2A: Outside diameter | Each 6/36 
approximately 106 mm.; with permanent perforated filter plate. //ustrated. 
x 4-261-225 | Funnel, Filtering, Porcelain, Buechner Type, Size 4A: Outside diameter | Each 1/12 
approximately 171 mm.; with permanent perforated filter plate. 
xX 4-267-100 | Funnel, Glass, Ribbed, 16 oz: Each 1/48 
x 4-268-000 | Funnel, Glass, Ribbed, 32 oz: Jilustrated. Each 6/24 
x 4-268-050 | Funnel, Glass, Smooth, 65 mm: 150 mm. stem. Each 12/288 
xX 4-268-060 | Funnel, Glass, Smooth, 100 mm: 100 mm. stem. Each 6/72 
xX 4-268-070 | Funnel, Glass, Smooth, 125 mm: 125 mm. stem. Jilustrated. Each 6/48 
».4 4-269-000 | Funnel, Separatory, Cylindrical, 60 ml: With glass stopper. Illustrated. Each 6/36 
x 4-270-500 | Funnel, Separatory, Squibb, 125 ml: With glass stopper. Each 6/36 
x 4-271-000 | Funnel, Separatory, Squibb, 250 ml: With glass stopper. Jilustrated, Each 1/24 
xX 4-272-000 | Funnel, Separatory, Squibb, 500 ml: With glass stopper. Each 1/18 
N-LS 4-273-840 | Gage, Vacuum, McLeod: For use with lyophile apparatus, 4-314-175. Each 1/24 
xX 4-273-900 | Gage, Manometer, Mercury: Pressure or vacuum. J/lustrated. Each 1/24 
xX 4-273-905 Tube, Manometer Mercury Gage: Replacement for 4-273-900. Each 1/24 
x 4-273-960 | Gauze, Wire: 15 by 15 cm.; asbestos or clay center. Each 12/432 
x 4-274-000 | Generator, Gas, Kipp, 1000 ml: Complete. J/lustrated. Each 1/4 
x 4-274-002 Stopcock, Kipp Gas Generator: Replacement for 4-274-000. Each 12/288 
Dé 4-274-005 Tube, Collar, Kipp Gas Generator: Replacement for 4-274-000. Each 12/288 
xX 4-274-010 Tube, Funnel, Kipp Gas Generator: Replacement for 4-274-000, Each 6/144 
xX 4-274-580 | Gloves, Asbestos, Large: Fleece lined. Pair 12/144 
A x 4-275-055 | Graduate, Enamelware, 60 ml: Each 12/288 
A ».4 4-275-065 | Graduate, Enamelware, 500 ml: Each 1/48 
N-LS} X 4-275-070 | Graduate, Glass, 5 ml: Each 
x 4-275-085 | Graduate, Glass, 30 ml: Each |. 6/84 
x 4-275-115 | Graduate, Glass, 60 ml: Each 6/72 
».4 4-275-120 | Graduate, Glass, 125 ml: Each 6/48 
xX 4-275-165 | Graduate, Glass, 250 ml: J/lustrated. Each 1/24 
x 4-275-210 | Graduate, Glass, 500 ml: Each 1/24 
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~ 
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mm 


Stock No. 


4-275-250 


4-275-520 


4-275-810 
4-275-830 
4-276-850 
4-276-875 


4-276-925 


4-276-935 


4-277-000 


4-281-180 


4-281-200 


4-281-400 


4-281-600 


4-282-120 
4-282-460 
4-285-000 
4-286-000 


4-286-050 


4-286-600 
4-287-000 
4-287-005 
4-287-030 
4-287-035 


4-287-040 


4-287-042 


4-287-043 


4-287-050 


4-287-055 


4-287-065 


ae 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Graduate, Glass, 1000 ml: Conical; graduated in metric and apothecary 
scales, 


Graduates, Glass, Nested, Set of 4: One each 15, 30,60 and 120 ml. In case. 
For field use only. 


Grinder, Tissue, TenBroeck, Large: Heat resistant glass. Illustrated. 
Grinder, Tissue, TenBroeck, Small: Heat resistant glass. 
Hemacytometer Counting Chamber: With two Neubauer rulings. 


Hemacytometer Cover Glass: 0.4 mm. thickness; rectangular; 20 by 25 mm. 
For use with 4-276-850. 

Hemacytometer Pipette, Red Corpuscle: Complete with rubber tubing 
and mouthpiece. For replacement tubing requisition 4-463-100. 

Hemacytometer Pipette, White Corpuscle: Complete with rubber tubing 
and mouthpiece. For replacement tubing requisition 4-463-100. 

Hemacytometer Set, Complete: Consists of one counting chamber, 
4-276-850; two cover glasses, 4-276-875; one pipette for white corpuscles, 
4-276-935; one pipette for red corpuscles, 4-276-925; and tubing and 
mouthpiece, in case. For replacement tubing requisition 4-463-100. 
Illustrated. 

Hemoglobin Scale, Tallquist: Book containing color chart and test paper; 
sufficient for approximately 144 tests. Illustrated. 

Hemometer, Sahli Type: Hellige modification; complete with two nonfad- 
ing prismatic precision color standards with one housing; one measuring 
tube; one diluting pipette; one dropping pipette; one glass stirring rod; one 
rectangular bottle; in plastic case. For measuring percentage of hemoglobin 
in blood, and number of grams per 100 cc. Jilustrated. 

Pipette, Diluting, Hemometer: Replacement for 4-281-200. 
Illustrated. 

Tube, Measuring, Hemometer: Square; replacement for 4-281-200. 
Illustrated. 


Holder, Crucible, Walter: For use with Gooch crucible. JJlustrated. 

Holder, Extension Clamp, Swivel Type: J/lustrated. 

Holder, Needle, Dissecting: With clamp to hold any needle. Jilustrated. 

Holder, Needle, Kolle, 10 inch: For wire loop; uses platinum and platinum- 
iridium wire, 4-489-000 and 4-489-100. I/lustrated. 

Holder, Petri Dish: Metal container with removable rack; 118 mm. 
diameter by 255 mm. high; holds twelve 15 by 100 mm. dishes. J/lustrated. 

Hydrometer, Brine Testing, 12 inch: Salimeter; for salt saturation test. 

Hydrometer, for Liquids Heavier than Water: 

Hydrometer, for Liquids Lighter than Water: 


Illuminator, Microscope, Adjustable: Complete with one 100 watt lamp. 
Suitable for darkfield illumination and general use. Uses lamp, 7-979-500 
(with adapter, 4-287-035). , 

Adapter, Microscope Illuminator: To convert illuminator, 4-287-030, 
to use lamp, 7-979-500. 

Illuminator, Microscope, Junior, 110 volt, AC-DC: Complete with two 
100 watt lamps. Suitable for darkfield illumination and general use. For 
replacement lamp requisition 7-979-500. 

Filter, Microscope Illuminator, Blue Clear Glass, 3 by 3 inches: 
Replacement for 4-287-040. 
Filter, Microscope Illuminator, White Ground Glass, 3 by 3 inches: 
Replacement for 4-287-040. 

Illuminator, Microscope, Senior, 110 volt, AC-DC: Approximately 100 
watts. Complete with iris diaphragm, integral heat absorbing glass filter, 
removable daylight filter, and two 100 watt lamps. Suitable for all types of 
micro illumination including color photography. For replacement lamp 
requisition 7-979-500. For hospitals, large dispensaries, hospital ships and 
special laboratory units, as authorized. Illustrated. 

Filter, Microscope Illuminator, Daylight, 2 by 2 inches: Ground on 
one side. Replacement for 4-287-050. 

Illuminator, Microscope, Substage, Daylight, 110 volt, AC-DC: Not 
suitable for darkfield illumination, (Army—For lamp requisition 7-978-830). 
(Navy—For lamp requisition 17-L-4015 from BuS&A). Illustrated. 


Each 


Each 


Packaging 
an 
Packing 
1/32 
1/24 


6/24 
6/48 
12/576 
300/7200 


12/576 
12/576 


1/50 


12/288 


1/36 


12/576 
100/600 


12/288 
12/216 
12/432 

6/360 


1/24 


6/144 
12/288 
12/288 

1/6 


25/500 
25/500 


1/6 


12/144 


1/48 
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N-LS 
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> 


> 


> 


> 


> 


~ 


a 


Stock No. 


4-287-180 


4-288-120 


4-288-580 


4-288-620 


4-289-120 


4-289-125 


4-292-004 


4-295-000 


4-295-006 
4-295-011 


4-295-500 


4-295-505 


4-296-000 
4-296-005 
4-296-010 


4-297-000 
4-298-100 


4-298-120 
4-298-130 


4-298-140 


4-298-150 


NOMENCLATURE AND DESCRIPTION 


Incubator, Bacteriological, Large, 110 volt, AC-DC: 300 watts. Inside di- 
mensions 26 by 35 by 18 inches. Temperature range 37° to 55° C. 
Incubator, Bacteriological, Large, 110-220 volt, AC-DC: 1200 watts. 
Gravity convection, wet type. Double doors. Temperature range 30° to 60° C 
Width Depth (Height 
Inside Dimensions:....... ; Si 19” 256 
49” PH fk 40” 


Incubator, Bacteriological, Medium, 110 volt, AC-DC: 150 watts. Inside 
dimensions 18 by 18 by 26 inches. Temperature range 37° to 55° C. 

Incubator, Bacteriological, Medium, 110-220 volt, AC-DC: 800 watts. 
Gravity convection, wet type. Single door. Temperature range 30° to 60° C. 
Illustrated. 

Width 
Se 
BY Ad 


Depth Height 
19 uv uv 


19 
w+ bos 34” 


Incubator, Bacteriological, Small, 110-220 volt, AC-DC: 400 watts. 


Gravity convection, wet type. Single door. Temperature range 30° to 60° C. 


Width 
13” 
25 u 


Depth Height 
14” 13 
22° 28” 


Incubator, Bacteriological, Small, 110 volt, AC-DC: 210 watts. Inside 
dimensions 12 by 12 by 13 inches. 

Incubator, Bacteriological, Small, Combination: 110 volt, AC-DC, 200 
watts, or kerosene, water jacketed type, with 2 spare elements. Inside di- 
mensions 15 by 15 by 18 inches. (Navy—For special assemblies or field use). 
Illustrated. 

Indicator, Benzol: Range 0 to 1000 ppm benzol in air. With desiccator and 
benzol scrubber assembly complete with 1 desiccator cartridge and 1 benzol 
scrubber cartridge and 5 pairs of replacement cartridges. Without batteries. 

Cartridge, Benzol Indicator, Set of 10: 5 each for desiccator and 5 
each for benzol scrubber. Replacement for 4-295-000. 


Filament Set, Benzol Indicator: Consists of 1 detector and 1 com- 


pensator filament, with gaskets. Replacement for 4-295-000. 

Indicator, Carbon Monoxide, Portable: Hand operated, with sampling 
line; 1 dehydrating canister; 1 active catalyst charge; 1 inactive catalyst 
charge; and 1 calcium chloride charge. 

Supplemental Set, Carbon Monoxide Indicator: Consists of 10 ac- 
tive catalyst refills; 2 inactive catalyst refills; 10 calcium chloride refills; 
3 dehydrating canisters; 4 large cloth cell disks; 2 small cloth cell disks; 
2 cotton pads for air filter; and 3 wrenches. For use with 4-295-500. 

Indicator, Combustible Gas: Calibrated for petroleum vapors. Without 
sampling line or batteries. 


Filament Set, Combustible Gas Indicator: Consists of 1 detector and 
1 compensator filament; with gaskets. Replacement for 4-296-000. 
Line, Sampling, Combustible Gas Indicator: Complete with coup- 
lings. For use with 4-296-000. 


Indicator, Speed: In case. 


Indicator Kit, Bromthymol Blue: pH 6.0 to 7.6; complete with 50 cc. of 
indicator solution, 9 individual color standards, 2 comparison tubes and 1 
distilled water tube. Subject to damage by freezing. (Army—Requisition 
from Army Medical Center, Washington, D. C.). 

Color Standard, Bromthymol Blue, Individual: Specify pH of stand- 
ard desired. Requisition from Army Medical Center, Washington, D, C. 
Indicator Solution, Bromthymol Blue, pH 6.0 to 7.6: 0.4%, 50 cc. 
Subject to damage by freezing. Requisition from Army Medical Center, 
Washington, D. C. 

Tube, Comparison, Graduated, 10 ml: Replacement for 4-298-100 
and 4-298-200. Requisition from Army Medical Center, Washington, D.C. 
Tube, Distilled Water: Contains distilled water for use as a blank in 
4-298-100 and 4-298-200. Requisition from Army Medical Center, 
Washington, D. C. 


Unit Packaging 
of and 


Packing 
—/1 
oe 


Issue 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Bottle 


Each 


Each 
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N-LS 
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NOMENCLATURE AND DESCRIPTION 


NS ee eee 


~ 


MM OO OM 


mm OM 


4-298-200 


4-298-220 


4-298-230 


4-298-500 


4-298-510 
4-298-560 


4-301-000 
4-301-200 
4-301-210 


4-301-212 


4-301-230 


4-301-240 


4-302-000 
4-303-000 
4-304-000 
4-305-000 
4-305-380 
4-305-390 
4-305-400 
4-305-410 
4-305-420 
4-305-436 
4-306-000 
4-307-000 
4~308-000 
4-311-750 
4-311-765 
4-312-000 
4-312-100 
4-312-120 
4-312-150 


4-312-850 
4-313-975 
4-314-087 
4-314-175 


4-314-360 
4-314-375 
4-314-420 
4-314-485 


Indicator Kit, Phenol Red: pH 6.8 to 8.4; complete with 50 cc. of indicator 
solution, 9 individual color standards, 2 comparison tubes and 1 distilled 
water tube. Subject to damage by freezing. (Army—Requisition from 
Army Medical Center, Washington, D. C.). Illustrated. 


Color Standard, Phenol Red, Individual: Specify pH of standard 
desired. Requisition from Army Medical Center, Washington, D. C. 


Indicator Solution, Phenol Red, pH 6.8 to 8.4: 0.2%, 50 cc. Subject 


to damage by freezing. Requisition from Army Medical Center, Wash- 
ington, D. C, 


Tube, Comparison, Graduated, 10 ml: Requisition 4-298-140. 
Tube, Distilled Water: Requisition 4-298-150. 


Jar, Anaerobic Culture, 110 volt, AC-DC: (Anaerobic Culture Apparatus); 
approximately 25 watts; complete with lid, jar clamp, electric cord; sealing 
Pope 4-314-087, molding clay, 5-166-150, and instruction chart. 

ustrated. 


Jar, Anaerobic Culture, Glass: Replacement for 4-298-500. Illustrated. 


Jar, Anaerobic Culture, Glass, Smillie Type: For use with Smillie type 
anaerobic culture apparatus only. 


Jar, Coplin: For slide staining; holds 10 slides. J/Justrated. 
Jar, Glass, Cylindrical, 6 inch: 12 inches high. One gallon capacity. 


Jar, Glass, Cylindrical, 81/4 inch: 8 inches high; without cover; for small 
animals. Illustrated. 


Cover, Wire, Cylindrical Jar, 9 inch: For use with 4-301-210. 
Illustrated. 


Jar, Glass, 344 gal: Cylindrical, 834 inch diameter by 18 inches high; for 
pipette cleaning solution. Illustrated. 


Jar, Glass, 444 gal: Cylindrical, 12 inch diameter by 12 inches high; for 
cleaning solution. 


Jar, Museum, 16 cm. High: 8 cm. deep by 10 cm. wide; with cover. 

Jar, Museum, 22 cm. High: 5.5 cm. deep by 15 cm. wide; with cover. 

Jar, Museum, 25 cm. High: 12 cm. deep by 25 cm. wide; with cover. 

Jar, Museum, 36cm. High:10cm. deep by 15 cm. wide; with cover. J/lustrated. 

Jar, Ointment, 14 oz., 12s: Glass; screw top. 

Jar, Ointment, 1 oz., 12s: Glass; screw top. 

Jar, Ointment, 2 0z., 12s: Glass; screw top. 

Jar, Ointment, 4 oz., 12s: Glass; screw top. 

Jar, Ointment, 8 oz: Glass; screw top. 

Jar, Ointment, 1 lb: Glass; screw top. 

Jar, Specimen, 14 pt: With cover and gasket. (Fruit jar). Illustrated. 

Jar, Specimen, 1 pt: With cover and gasket. (Fruit jar). 

Jar, Specimen, 1 qt: With cover and gasket. (Fruit jar). 

Label, Gummed, Large, 750s: Blank; 156 by 25% inches. 

Label, Gummed, Small, 750s: Blank; 134 by 1% inches. 

Label, Micro Slide, 500s: 22 mm. square. 

Label, Poison, Large, 750s: 

Label, Poison, Small, 750s: 

Lactometer, Quevenne, with Thermometer: 300 mm. length; thermom- 
eter graduated from 20° to 100° F. Illustrated. 

Lancet, Blood: Automatic. J/lustrated. 

Lifter, Section: Blade approximately 35 mm.wide by 45 mm. long. Jilustrated. 

Lubricant, Sealing, 1 oz: (Celloseal). 

Lyophile Apparatus, Metal, Flosdorf-Mudd, 24 Container Size: For 
gage and pump requisition 4-273-840 and 4-384-020. 

Magnifier, 40 mm: Lens 3.5. Jilustrated. 

Magnifier, Folding, 14-15x: Triple aplanat. 

Mat, Asbestos: 1% inch thick; 4 inches square. 


Measure, Acid, Glass: Graduated to deliver 17.5 ml.; for Babcock test. 
Illustrated. 


Packaging 


of and Notes 

Issue Packing 
Each —/— D 
Each D 
Bottle D 
Each 1/6 
Each 1/6 
Each 1/6 
Each 6/36 
Each 1/12 
Each 1/6 
Each —/36 
Each 1/4 
Each —/1 
Each 6/24 
Each 1/12 
Each 1/12 
Each 1/8 
Box 1/36 
Box 1/24 
Box 1/12 
Box 1/6 
Each 12/48 
Each 12/36 
Each 12/48 
Each 12/48 
Each 12/24 
Book 12/96 
Book | 12/288 
Book | 24/576 
Book | 12/144 
Book | 12/144 
Each 12/288 
Each 12/288 
Each 12/288 
Tube | 12/288 
Each —/1 
Each 12/288 
Each 12/144 
Each _ /|100/1200 
Each 12/576 
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Avail- idcneuits' Unit Packaging 
ability | ability Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status i Issue __ Packing 
N 4-314-520 | Measure, Liquid, CRM, 1000 ml: Each 1/48 
N-LS 4-314-525 | Measure, Liquid, Enamelware, 1000 ml: Each 
| 4-314-750 | Meter, pH: Beckman laboratory model G. Complete except for batteries. | Each —/1 
Requires 3 each ‘‘A” batteries, 114 volt, 4 cell, Burgess No. 4 FH, 
3-145-620; one each ‘‘B”’ battery, 221% volt, 15 cell, Burgess No. 5156; two | 
each ‘‘C”’ batteries, 7144 volt, 5 cell, Burgess No. 5540. (Army—Sig C BA | | 
35, BA 211/U and BA 34). Illustrated. | 
xX 4-314-760 Electrode, Calomel, pH Meter: Replacement for 4-314-750. Each | 6/144 
xX 4-314-770 Electrode, Glass, pH Meter: Replacement for 4-314-750. Each 6/144 
4-315-000 | Microscope, Monocular: Complete with 10x, 44x and 95x achromatic ob- | Each —/1 
jectives; 5x and 10x Huygenian eyepieces; Abbe condenser; and mechanical | 
stage. Illustrated. | 
4-316-000 | Microscope, Binocular: Complete with 10x, 44x and 95x achromatic objec- | Each —/{i 
tives; 5x and 10x paired Huygenian eyepieces; Abbe condenser; and 
mechanical stage. J//ustrated. 
N 4-316-250 | Microscope, Research: Inclined binocular and monocular bodies; com- | Each —/1 
plete with five objectives, 3.5x 30mm. 0.09 N.A. achromatic parfocal, 
10x 16 mm. 0.30 N.A. apochromatic, 20x 8 mm. 0.60 N.A. apochromatic, 
44x 4mm. 0.95 N.A. apochromatic, 90x 2mm. 1.30 N.A. apochromatic; 
3 pairs of compensating eyepieces, 5x, 10x and 15x; condenser, achromatic 
and aplanatic, 1.30 N.A.; mechanical stage; research type substage; and 
quadruple nosepiece. Issued only upon approval of Chief of Materiel 
Division. For authorized research groups. Illustrated. 
4-316-500 | Microscope, Stereoscopic: Low power, dissecting; complete with 1x, 3x and | Each —/1 
4x paired objectives; 10x and 15x paired wide field eyepieces; background 
stage and hand rests. J/lustrated. 
Microscope Accessories and Replacement Parts: See following indented 
items. 
N-LS; X 4-317-005 Condenser, Microscope, Abbe: With iris diaphragm. Each 
Die 4-317-010 Condenser, Microscope, Darkfield: With adapter rings and funnel | Each 1/12 
stops; in case; fits microscopes, 4-315-000 and 4-316-000. I/lustrated. 
A-LS 4-317-020 Darkfield Apparatus, Microscope, 110 volt, AC-DC: Each 1/6 
».4 4-317-050 Eyepiece, Microscope, Huygenian, 5x: For use with 4-315-000 and | Each 6/216 
4-316-000 only. 
4 4-317-060 Eyepiece, Microscope, Huygenian, 10x: For use with 4-315-000 and | Each 6/216 
4-316-000 only. 
xX 4-317-080 Eyepiece, Microscope, Huygenian, Paired, 10x: For use with | Pair 6/108 
4-316-000 only. 
oe 4-317-160 Eyepiece, Microscope, Wide Field, Paired, 10x: For 4-316-000 and | Pair 6/108 
4-316-500 microscopes. 
N-LS|~ X 4-317-210 Filter, Ray, Microscope, Blue Ground Glass, Round: Each 25/500 
NEES | Xx 4-317-220 Filter, Ray, Microscope, Blue Clear Glass, Round: Each 25/500 
D4 4-317-250 Funnel Stop, Microscope, Bausch and Lomb: For model B micro- | Each 6/108 
scopes, 4-315-000 and 4-316-000. 
x 4-317-275 Funnel Stop, Microscope, Spencer: For models 33 MH and 13 | Each 6/108 
MLH microscopes, 4-315-000 and 4-316-000. Fits only 1.8 oil immer- 
sion objective of serial No. 403311 or higher. 
xX 4-317-500 Micrometer, Disk, Microscope Eyepiece: 5 mm., ruled to 0.1 mm. | Each 12/144 
xX 4-317-525 Micrometer, Disk, Microscope Eyepiece, Whipple: For water | Each 12/144 
analysis. Illustrated. 
xX 4-317-650 Micrometer, Stage, Microscope: 2 mm. in 0.01 mm. divisions; for | Each 1/12 
; use in the calibration of eyepiece micrometers. J/Justrated. 
x 4-317-720 Mirror, Microscope, Substage, 50 mm: Plane and concave; with | Each 12/120 
fork; for all Spencer microscopes. 
».4 4-317-750 Mirror, Microscope, Substage, 55 mm: Plane and concave; with | Each 12/120 
fork; for Bausch and Lomb microscopes models B & C. 
x 4-318-100 Objective, Microscope, Achromatic, 10x: 16 mm. focal length; | Each 6/216 
0.25 N.A.; for use with 4-315-000 and 4-316-000 only. 
».4 4-318-200 Objective, Microscope, Achromatic, 44x: 4 mm. focal length; 0.65 | Each 6/216 
N.A.; for use with 4-315-000 and 4-316-000 only. 
xX 4-318-300 Objective, Microscope, Achromatic, 95x: 1.8 mm. focal length; | Each 6/216 
1.25 N.A.; for use with 4-315-000 and 4-316-000 only. 
ASS 48 OX 4-321-100 Resistance, Microscope Darkfield Apparatus, Bausch and 
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Stock No. 


4-321-110 


4-322-150 


4-322-375 


4-336-000 


4-337-000 


4-337-500 
4-338-000 


4-338-500 


4-338-650 
4-338-660 
4-339-000 


4-339-500 


4-341-000 


4-344-000 
4-345-000 


4-355-200 


4-355-400 


4-355-645 


4-355-650 


4-355-654 


4-355-655 


4-355-664 


4-355-690 
4-355-705 
4-355-710 


4-355-715 


4-355-720 


4-356-100 
4-356-105 


NOMENCLATURE AND DESCRIPTION 


Microscope Accessories and Replacement Parts: (Cont’d) 
Resistance, Microscope Darkfield Apparatus, Spencer: For 
4-317-020 Spencer models. 
Shield, Microscope, Cellulose: Made of clear cellulose acetate sheet; 
approximately 9 inch diameter by 16 inches high. 
Stage, Microscope, Mechanical, Graduated: Fits all microscores 
with square stages. [/lustrated. 


Microtome, Automatic, Rotary: Complete with 2 knives, 4-339-500, 3 
object disks, safety razor blade holder, 4-338-500, and 3 package microtome 
razor blades, 4-337-500. Illustrated. 


Microtome, Clinical, Automatic: Complete with knife, back and handle 
and freezing attachment, 4-338-000; in case. Illustrated. 


Microtome Accessories and Replacement Parts: See following indented 
items. 


Blade, Razor, Microtome, 10s: Replacement for 4-336-000. 


Freezing Attachment, Carbon Dioxide, Clinical Microtome: 
Replacement for 4-337-000. 


Holder, Safety Razor Blade, Microtome: For use only on rotary 
microtomes, 4-336-000. Illustrated. 


Hone, Microtome Knife, Coarse: 


Hone, Microtome Knife, Fine: 


Knife, Microtome, 110 mm: With back and handle. For use with 
4-337-000 only. 

Knife, Microtome, 120 mm: Complete with back and handle. For 
clinical and rotary microtome. Replacement for 4-336-000 and 
4-337-000. (Navy—Dull knives to be retained and reported to supply- 
ing distribution depot for instructions for securing resharpening 
service, or resharpening service will be obtained in accordance with 
standing instructions). J/lustrated. 

Knife Back, Microtome Knife: Replacement for 4-339-000 and 
4-339-500. 

Strop, Microtome Knife, Coarse: 


Strop, Microtome Knife, Fine: 


Milk Testing Kit, Pasteurization, Scharer: Complete phosphatase test 
for pasteurization control; includes seventy buffered disodium pheny]l- 
phosphate (white) tablets, and thirty 2, 6-dibromoquinone-chloramide 
(yellow) tablets. For replacement of n-butyl alcohol requisition 1-108-560; 
for methyl alcohol requisition 1-285-900. Illustrated. 

Tablet Set, Milk Testing, Pasteurization: Phosphatase type; 1 bottle 


of 70 buffered disodium phenylphosphate (white) tablets and 1 bottle of 
paeeh 2, 6-dibromoquinone-chloramide (yellow) tablets; replacement 
or 4-355-200. 


Mixer, Chopping, 110 volt, AC-DC: Approximately 250 watts. Complete 
with 1000 ml. metal container with cap and blending assembly. Illustrated. 


Mixer, Chopping, 110 volt, AC-DC: Approximately 200 watts. Complete 
with metal base and 3 heat resistant 1000 ml. glass containers with caps 
and blending assembly. 


Blending Assembly, Large: Replacement for 1000 ml. containers for 
chopping mixers. 


Container, Glass, Plain, 1000 ml: Complete with blending assembly. 
Replacement for 4-355-650. 


Container, Metal, 1000 ml: Complete with blending assembly and cap. 
Replacement for chopping mixers, 4-355-645. 


Mold, Suppository: With compartments for 12 suppositories. [/lustrated. 
Mortar and Pestle, Porcelain, 70 mm: 


Mortar and Pestle, Porcelain, 100 mm: Unglazed (Wedgwood); capacity 
150 ml. 


Mortar and Pestle, Porcelain, 186 mm: Unglazed (Wedgwood); capacity 
1185 ml. 

Mortar and Pestle, Porcelain, 248 mm: Unglazed (Wedgwood); capacity 
2840 ml. ° 

Net, Insect: Complete with two bags, metal frame and handle. 


Bag, Insect Net: Replacement for 4-356-100. 


Each 


Each 
Each 


Each 


Set 


Each 


Each 


Each 


Each 


Each 


Each 
Each 
Each 


Each 


Each 


Each 
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1/24 
1/24 


1/12 


12/216 
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A-LS 


A-LS 


A-LS 


Expend- 
ability 


a ia a a fo a a sD a 


Stock No. 


4-356-180 


4-357-120 


4-357-180 


4-357-220 


4-357-310 


4-357-320 


4-357-345 


4-357-360 


4-357-570 
4-357-600 
4-357-650 
4-357-800 


4-357-825 


4-358-000 
4-359-000 
4-360-000 
4-361-000 
4-361-500 
4-363-000 


4-364-000 


4-364-620 


4-365-000 
4-365-030 


4-365-100 
4-365-105 
4-365-110 


4-365-210 
4-365-220 
4-365-250 
4-365-252 
4-365-285 
4-365-288 


NOMENCLATURE AND DESCRIPTION 


Oven, Drying, Large, 110 volt, AC-DC: 2000 watts. Inside dimensions 24 
by 29 by 19 inches. 

Oven, Drying, Large, 110-220 volt, AC-DC: 3600 watts. Double doors. 
Temperature range 35° to 260° C. Illustrated. 


3Width Depth Height 
Inside Dimensions:....... elu 19” 250 
Outside Dimensions:...... 49” 270 = AOE 


Oven, Drying, Medium, 110 volt, AC-DC: 1200 watts. Inside dimensions 
19 by 25 by 14 inches, 

Oven, Drying, Medium, 110-220 volt, AC-DC: 1600 watts. Single door. 
Temperature range 35° to 260° C. 


Pied 


Width Depth Height! 
Inside Dimensions:....... 19” 14” 19” 
Outside Dimensions:...... eh Bal 22” 34" 


Oven, Drying, Small, 110 volt, AC-DC: 1000 watts. Inside dimensions 15 
by 12 by 12 inches. 

Oven, Drying, Small, 110-220 volt, AC-DC: 1200 watts. Single door. Tem- 
perature range 35° to 260° C. Illustrated. 


Width Depth Height 
Inside Dimensions:....... 13” 14” 13” 
Outside Dimensions:...... Gy A 22%. 28” 


Cylinder, Vacuum, Drying Oven: Complete; to convert small drying 
oven, 4-357-320 to a vacuum oven. I/lustrated. 


Thermometer, Chemical, 0° to Plus 300° C: 24 inch length. Re- 
placement for 4-357-345. 


Pad, Prescription, 100s: 
Paper, Filter, Agar, 25s: 
Paper, Filter, Blotting, 250 mm. Square, 100s: 


Paper, Filter, Hardened, 110 mm., 100s: Specially hardened to resist pres- 
sure. 


Paper, Filter, Hardened, 240 mm., 100s: Double acid washed; specially 
hardened to resist pressure. 


Paper, Filter, Qualitative, 90 mm., 100s: Not acid washed. 

Paper, Filter, Qualitative, 150 mm., 100s: Not acid washed. 
Paper, Filter, Qualitative, 185 mm., 100s: Not acid washed. 
Paper, Filter, Qualitative, 250 mm., 100s: Not acid washed. 
Paper, Filter, Qualitative, 380 mm., 100s: (Pharmaceutical). 


Paper, Filter, Quantitative, 110 mm., 100s: Double acid washed; for 
moderately fine precipitates. 


Paper, Filter, Quantitative, 110 mm., 100s: Double acid washed; for very 
fine precipitates. 


Paper, Graph, Cross Section, 11 by 16 inches, 100s: 10 by 10 lines to the 
inch; tenth line heavy. 


Paper, Lens, 1 ream: Tissue; 71% by 11 inch sheets. 


Paper, pH Indicator, 100 Strips: Nitrazene paper for determining pH range 
4.5 to 7.5; with color chart. 


Paper, Wrapping, Blue, 24 by 36 inches: (Dispensary paper). 
Paper, Wrapping, White, 24 by 36 inches: (Dispensary paper). 


Paper, Wrapping, White, 12 inch Width: 20 lb. rolls; dispensary paper. 
For dispenser requisition 4-225-550. 


Pencil, Wax, Blue, 12s: Paper wrapped; for writing on glass. 
Pencil, Wax, Red, 12s: Paper wrapped; for writing on glass. 
Pill Tile, 10 inch: 

Pill Tile, 10 inch, Bakelite: 


Pin, Transfixion, Insect, Minuten Nadeln, 1000s: For double mounting. 
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Each 


Each 


Each 


Each 
Each 


Each 
Pkg 
Pkg 
Pkg 


Pkg 


Pkg 
Pkg 
Pkg 
Pkg 
Pkg 
Pkg 


Pkg 
Pkg 
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Quire 
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Pkg 
Pkg 
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Packing 


ee 
ey 
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ah 
12/432 


12/288 

12/576 
6/36 

12/144 


6/36 


12/288 
12/96 
12/72 
6/36 
1/24 
12/144 


12/144 
1/12 


6/72 
10/360 


20/40 
20/40 


6/120 

6/120 

6/24 
12/144 
12/144 


Pin, Transfixion, Insect, No. 3, 100s: 34 mm. long. 
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N-LS 
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PP MO OOO OO 


mw 


4-365-300 
4-365-325 


4-365-350 
4-365-850 
4-365-860 
4-365-890 
4-366-000 
4-367-000 
4-368-000 
4-369-000 
4-370-000 
4-370-050 
4-370-100 
4-371-000 
4-372-000 
4-372-100 


4-372-300 
4-373-000 
4-374-000 


4-375-000 
4-377-960 
4-377-980 
4-378-000 
4-379-000 
4-380-000 
4-380-250 
4-380-500 
4-380-755 
4-380-760 
4-382-100 


4-382-150 


4-382-200 


4-382-205 
4-382-208 


4-382-210 


4-382-220 
4-382-230 
4-382-350 


4-382-400 


Pipette, Blood, Micro, Folin: Graduated at 0.1 and 0.2 ml. Jilustrated. 


Pipette, Capillary, Breed and Brew: For use in microscopic milk count. 
Illustrated, 


Pipette, Cream: Capacity 9 ml. J/lustrated. 

Pipette, Milk: Capacity 17.6 ml. J/lustrated. 

Pipette, Milk Diluting: Graduated to deliver 1.0 ml. and 1.1 ml. J/lustrated. 

Pipette, Milk Diluting, 11 ml: Graduated at 1 ml. intervals. 

Pipette, Ostwald, 1 ml: 

Pipette, Ostwald, 2 ml: 

Pipette, Ostwald, 3 ml: 

Pipette, Ostwald, 5 ml: J/lustrated. 

Pipette, Ostwald, 10 ml: 

Pipette, Ostwald-Folin, 0.5 ml: J//ustrated. 

Pipette, Ostwald-Van Slyke, with Stopcock, 1 ml: J//ustrated. 

Pipette, Serological, 0.1 ml: Graduated to 0.01 ml. to tip. 

Pipette, Serological, 0.2 ml: (Kahn pipette); graduated to 0.01 ml. to tip. 

Pipette, Serological, 0.25 ml: (Kahn pipette); graduated to 0.0125 ml. to 
tip. 

Pipette, Serological, 0.6 ml: (Kahn pipette); graduated to 0.15 ml. to tip. 

Pipette, Serological, 1 ml: Graduated to 0.01 ml. to tip. J/lustrated. 


Pipette, Serological, 5 ml: Mohr’s shape; graduated to 0.1 ml. to tip. 
Illustrated, 


Pipette, Serological, 10 ml: Mohr’s shape; graduated to 0.1 ml. to tip. 

Pipette, Transfer, 1 ml: 

Pipette, Transfer, 3 ml: J/lustrated. 

Pipette, Transfer, 5 ml: Jilustrated. 

Pipette, Transfer, 10 ml: 

Pipette, Transfer, 25 ml: J/lustrated. 

Pipette, Transfer, 50 ml: 

Pipette, Transfer, 100 ml: 

Pipette, Whole Blood, Folin-Wu, 5 ml: Graduated in 1.0 ml. Illustrated. 

Pipette, Whole Blood, Folin-Wu, 10 ml: Graduated in 1.0 ml. 

Plate, Spot, White Porcelain, Coors: 92 by 112 mm., 12 cavities 5 mm. 
deep. Illustrated. 


Presser, Cork, Rotary Type: For compressing corks up to 14 inch top di- 
ameter. Illustrated. 


Processor, Tissue, Automatic, 110 volt, 60 cycle, AC: (Autotechnicon); 
approximately 100 watts; complete with accessories (12 beakers, 12 timing 
disks, 2 paraffin baths, 2 thermometers, 2 baskets, 50 receptacles, 1 dis- 
placer rotor assembly complete, 1 displacer rotor only, 2 hydrometers, 1 
tissue washer, 4 one ampere fuses, 10 pilot lamps, and 12 beaker lids with 
holes). For dehydrating, fixing, washing and infiltrating. (Army—For 
replacement pilot lamp requisition 7-978-600). (Navy—lIssued only on 
approval of Chief, Materiel Division, BuMed. For replacement pilot lamp 
requisition 17-L-3914-100 from BuS&A). Jilustrated. 

Beaker, 1000 ml: Without cover or spout. Replacement for 4-382-200. 


Clock, One-Hour, Staining: Converts tissue processor to automatic 

staining. With staining racks, timing disks, beakers and lids. 

Cover, Beaker, 135 mm. Diameter: With hole; replacement for 

4-382-200. 

Fuse, 1 Ampere: Replacement for 4-382-200. 

Receptacle, Tissue: 37 mm. inside diameter; replacement for 4-382-200. 
Projector, Still Picture, 115 volt, AC-DC: Approximately 530 watts. Com- 

bined slide and opaque projection. Complete with extra 500 watt medium 


prefocus base lamp and enclosed blower cooling system. For replacement 
lamp requisition 17-L-4823 from BuS&A. 


Psychrometer, Sling: (Hygrometer); range 20° to 120° F. Complete with 
12 extra wicks, in case. Illustrated. 
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12/432 
12/432 
12/576 
12/288 
12/432 
12/432 
12/432 
12/288 
12/288 
12/288 
12/144 
18/288 
18/288 
12/432 


12/288 
18/288 
18/162 


18/162 
12/288 
12/288 
12/288 
12/288 
12/144 
12/72 

12/72 

12/288 
12/288 
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4-382-875 


4-382-885 
4-383-000 


4-383-100 


4-383-175 


4-384-020 


4-384-100 


4-385-000 
4-385-950 


4-386-000 
4-387-000 
4-388-000 
4-388-110 
4-388-120 
4-389-500 


4-389-505 


4-390-400 


4-390-500 


4-390-505 


4-390-550 


4-390-555 


4-390-560 


4-390-800 
4-391-100 
4-392-500 


4-392-525 


4-392-720 


4-393-450 


4-393-460 
4-393-500 


4-395-000 
4-395-885 


* 4-396-000 


4-396-575 


Pump, Circulating, Motor Driven, 110 volt, 60 cycle, AC: Approximately 
430 watts. Without suction-discharge assembly. For mechanically circu- 
lating water or other noncorrosive liquids. 


Suction-Discharge Assembly: For use with 4-382-875. 
Pump, Filter, Richards: 7 inches long, for 34 inch I.P.S. threaded faucet, 


with 1% inch I.P.S. threaded air inlet tube. Complete with threaded and 
friction couplings. Illustrated. 


Coupling, Filter Pump, Smooth: For attaching filter pump with 3% 


inch I.P.S. threads to unthreaded faucet; replacement for 4-383-000. 
Illustrated. 


Coupling, Filter Pump, Threaded: For attaching male threaded filter 
pump to male threaded faucets; 3% inch I.P.S. female thread opening for 
attachment to filter pump, and 34 inch I.P.S. female thread opening for 
attachment to faucet; replacement for 4-383-000. I/lustrated. 


Pump, Vacuum, Megavac, 110 volt, 60 cycle, AC: Approximately 450 
watts. 

Pump, Vacuum, Small, 110 volt, 60 cycle, AC: Approximately 250 watts. 
Produces vacuum of 0.0003 mm. of mercury. Jilustrated. 

Ring, Cork: Inside diameter 60 mm.; for supporting flasks, etc. Illustrated, 

Rod, Glass, Assorted, 1 lb: 1 foot lengths of 4, 6 and 8 mm. diameter; soft 
glass. 

Rod, Glass, 4 mm., 4 foot Length: Soft glass. 

Rod, Glass, 6 mm., 4 foot Length: Soft glass. 

Rod, Glass, 8 mm., 4 foot Length: Soft glass. 

Rod, Glass, Stirring, 946 inch: 8 inches long. (Pharmaceutical). 

Rod, Glass, Stirring, %16 inch: 12 inches long. (Photographic). 

Rotameter, Type 1: Maximum capacity 3.4 cubic feet per minute. Complete 
with 3 calibration and 3 correction charts. 

Rotameter, Type 2: Maximum capacity 0.60 cubic feet per minute. Com- 
plete with 3 calibration and 3 correction charts. 

Rule, 6 inch: Graduated from 0 to 6 inches and from 0 to 150 mm., with 
temperature conversion scale and scale for cork and rubber stopper sizes. 
Sampler, Dust, Midget Impinger Type, Portable: Complete with 9 im- 

pinger flasks with nozzles and stoppers. 
Flask, Impinger, Dust Sampler, Set of 9: Complete with nozzles and 
stoppers; in case. Replacement for 4-390-500. 
Sampler, Dust and Fume, Electrostatic, 110-120 volt, 60 cycle, AC: 
Approximately 700 watts. Complete with 4 sampling tubes and 4 electrodes. 
Fuse, Dust and Fume Sampler, 3 Ampere, Set of 5: Replacement for 
4-390-550. 
Tube, Sampling, Dust and Fume Sampler, Set of 8: Without elec- 
trodes; replacement for 4-390-550. 
Sand, White, 1 lb: 
Scale, Autopsy: Illustrated. 
Shaker, Clinical, 110 volt, 60 cycle, AC: Approximately 100 watts. Com- 
plete with six hole pipette platform and outlet cord. Illustrated. 
Platform, Hemacytometer Pipette, 6-Hole: 
4-392-500. Illustrated. 
Shaking Machine, Kahn, 6 Rack, 110 volt, 60 cycle, AC: Without racks; 


approximately 275 watts. Base dimension approximately 9 by 16 by 24 
inches; !/g h.p. motor. For racks requisition 4-424-100. Illustrated. 


Shield, Face, Protective, Clear Plastic: J/lustrated. 

Shield, Test Tube Filling: Large. J/Justrated. 

Sieve, Mesh, Set of 5: 60, 100, 140, 160 and 200 mesh; complete with cover 
and receiver. Illustrated. 

Slide, Glass, Micro, Plain, 25 by 75 mm., 72s: 

Slide, Glass, Microculture, Double Concavity, 25 by 75 mm: Medium 
thickness. J/lustrated. 

Slide, Glass, Microculture, Single Concavity, 25 by 75 mm: Meduim 
thickness. Illustrated. 

Slide Rule, Polyphase, 20 inch: With instructions. J/lustrated. 


Replacement for 
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Stock No. 


4-397-350 
4-397-365 
4-397-375 
4-398-100 


4-398-120 


4-398-140 
4-398-180 


4-398-200 


4-398-250 
4-398-260 
4-398-350 


4-398-355 
4-398-360 
4-398-380 


4-398-420 
4-398-440 


4-398-750 


4-400-000 
4-400-950 
4-401-200 


4-401-250 
4-401-300 
4-401-315 
4-401-325 


4-401-340 


4-404-832 


4-404-882 


4-404-883 


NOMENCLATURE AND DESCRIPTION 


Spatula, 3 inch Blade: 
Spatula, 6 inch Blade: 
Spatula, 8 inch Blade: 


Spectrophotometer, Beckman Quartz: For measurements in the range 
220 to 1000 millimicrons. Complete with phototubes, tungsten filament 
lamp, cell holder, 4 corex absorption cells and operation manual. Without 
batteries; requires one 6 volt storage battery of 120 ampere hour minimum 
capacity and 6 dry cell ‘‘C”’ batteries, 744 volt, Burgess No. 5540. For 
replacement lamp requisition 7-974-390. Issued only upon approval of 
Chief of Materiel Division. J//ustrated. 

Cell, Corex, 10 mm. Light Path, 4s: When ordered as replacement, 
give serial number of old cell. 


Holder, Absorption Cell: Replacement for 4-398-100. 

Phototube, Caesium Oxide Type: Range 600 to 1000 millimicrons; 
replacement for Beckman model D and DU 4-398-100. 

Phototube, Ultraviolet Sensitive Type: Range 220 to 625 milli- 
microns; replacement for Beckman model DU 4-398-100. 

Tube, Amplifier, Beckman, No. 2531: For use with 4-398-100. 
Tube, Amplifier, Beckman, No. 2532: For use with 4-398-100. 


Spectrophotometer, Electric: For biochemical analysis. Complete with 6 
volt, 105 ampere, wet cell battery; trickle charger; 4 exciter lamps; 4 gal- 
vanometer lamps; 48 test tubes, 10 by 75 mm., 4-398-420; 48 test tubes, 
19 by 150 mm., 4-398-440; 1 test tube adapter for 10 by 75 mm. test tubes, 
4-398-555; 1 test tube adapter for 19 by 150 mm. test tubes, 4-398-360; 
and operation manual, 4-398-380. For galvanometer and exciter lamps 
requisition 7-974-370 and 7-974-450. 

Adapter, 10 by 75 mm. Test Tube, Electric Spectrophotometer: 
Complete with light shield. Replacement for 4-398-350. 

Adapter, 19 by 150 mm. Test Tube, Electric Spectrophotometer: 
Complete with light shield. Replacement for 4-398-350. 

Manual, Operation of Electric Spectrophotometer: Replacement 
for 4-398-350. 

Test Tube, Electric Spectrophotometer, 10 by 75 mm., 12s: Se- 
lected curvettes; round; for biological culture tests. Replacement for 
4-398-350. 

Test Tube, Electric Spectrophotometer, 19 by 150 mm., 12s: Se- 
lected curvettes; round; for biological culture tests. Replacement for 
4-398-350. 

Spectroscope, Direct Vision, 16 by 95 mm: With adjustable slit and com- 
parison prism. 

Spoon, Metal, Laboratory, 1000s: 

Stamp, Rubber, Laboratory Examination, Set of 5: 


Stand, Apparatus Support, Base 614 by 9 inches: Rod 24 inches long; 
without attachments. J/lustrated. 

Stand, Apparatus Support, Base 61 by 11 inches: Rod 36 inches long; 
without attachments. 

Stand, Apparatus Support, Porcelain Base, 7 by 13 inches: Rod 23 
inches long; without attachments. Jilustrated, 

Ring, Support, 214 inch: With screw clamp. For use with support 
stands, 4-401-200, 4-401-250 and 4-401-300. 
Ring, Support, 312 inch: With screw clamp. For use with support 
stands, 4-401-200, 4-401-250 and 4-401-300. 
Ring, Support, 5 inch: With screw clamp. For use with support 
stands, 4-401-200, 4-401-250 and 4-401-300. 

Sterilizer, Steam, Laboratory: For special assemblies or field use. Requi- 
sition 4-084-965. 

Still, Water, Electrically Heated, 1 gal., 110-220 volt, AC-DC: 2600 
watts. Complete with heating elements including spare set of two elements, 
7-404-883, 

Still, Water, Electrically Heated, 3 gal., 110-220 volt, AC-DC: 7800 
watts. Complete with heating elements including spare set of six heating 
elements, 4-404-883. 

Heating Element, Electrical, Type R, 1300 watt, AC-DC: Replace- 

ment for water still, 4-404-832 and 4-404-882. 
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Stock No. 


4-404-916 


4-405-025 


4-405-500 


4-405-600 


4-405-750 


4-407-000 


4-407-500 
4-408-000 
4-409-000 
4-410-000 
4-411-000 
4-412-000 
4-413-000 
4-414-000 
4-415-000 
4-415-500 
4-416-000 
4-416-500 
4-417-000 
4-419-000 
4-419-500 
4-420-000 
4-421-000 
4-422-000 
4-422-214 
4-422-700 
4-422-705 
4-424-100 
4-424-500 


4-425-100 


4-425-600 


4-426-459 


4-426-457 


4-426-465 


4-426-475 


4-427-120 
4-430-300 


Unit Packaging 
NOMENCLATURE AND DESCRIPTION of and Notes 
Issue Packing 
Still, Water, Electrically Heated, 5 gal., 110-220 volt, AC-DC: 12,960 | Each —/1 
watts. Complete with heating elements including spare set of six heating 
elements, 4-405-025. 
Heating Element, Electrical, Type P, 2160 watt, AC-DC: Replace- | Each 6/72 
ment for water still, 4-404-916. 
Still, Water, Portable, 2 qt: Ralston; capacity 2 quarts per hour. Without | Each —/1 
heater; for use with hot plate or gas burner. J/lustrated. 
Still, Water, Steam Heated, 2 gal: For operation on steam line. Complete. | Each —/1 
(Army—With TM 8-612). 
Still, Water, Steam Heated, 5 gal: For operation on steam line. Complete. | Each —/1 
(Army—With TM 8-612). 
Stopcock, Glass, 2 mm: Straight. Each 12/576 
Note: The rubber stoppers listed below are 
25 mm. long. The dimension given is 
the diameter at bottom of stopper. 
Stopper, Rubber, One Hole, No. 0: 13 mm. Each__/|100/2400 
Stopper, Rubber, One Hole, No. 1: 14 mm. Each _/|100/2400 
Stopper, Rubber, One Hole, No. 2: 16 mm. Each _ /100/2400 
Stopper, Rubber, One Hole, No. 4: 20 mm. Each _ /100/1800 
Stopper, Rubber, One Hole, No. 6: 26 mm. Each 50/1000 
Stopper, Rubber, Solid, No. 00: 10 mm. Each _ /|100/2400 
Stopper, Rubber, Solid, No. 0: 13 mm. Each _ /100/2400 
Stopper, Rubber, Solid, No. 1: 14 mm. Each _ /|100/1800 
Stopper, Rubber, Solid, No. 2: 16 mm. Each _/|100/1800 
Stopper, Rubber, Solid, No. 3: 18 mm. Each §100/1800 
Stopper, Rubber, Solid, No. 4: 20 mm. Each _ /|100/1800 
Stopper, Rubber, Solid, No. 5: 23 mm. Each__/|100/1400 
Stopper, Rubber, Solid, No. 6: 26 mm. Each 50/1000 
Stopper, Rubber, Solid, No. 8: 33 mm. Each 50/500 
Stopper, Rubber, Solid, No. 10:42 mm. Each 25/200 
Stopper, Rubber, Two Hole, No. 5: 23 mm. Each _ /|100/1800 
Stopper, Rubber, Two Hole, No. 6: 26 mm. Each 50/1000 
Stopper, Rubber, Two Hole, No. 7: 30 mm. Each 50/1000 
Stopper, Rubber, Vaccine Bottle, No. 14: With sleeve. Each |500/9000 
Support, 50 ml. Color Comparison Tube: Holds 12 tubes. Each 1/12 
Support, 100 ml. Color Comparison Tube: Holds 12 tubes. Each BAe 
Support, Test Tube, Kahn, Rubber Covered: Holds 30 tubes. I/lustrated. | Each 1/24 D 
Support, Test Tube, Metal, Circular, 19 Tube: 55% inches diameter; with | Each 1/24 
handle. For use in water baths. Illustrated. 
Support, Test Tube, Metal, 14 Tube: Double shelf, double row. Holds | Each 1/12 
fourteen 32 mm. test tubes. 
Support, Test Tube, Metal, 20 Tube: Double shelf, double row. Holds | Each 1/12 
twenty 20 mm. test tubes. 
Support, Test Tube, Metal, Wassermann, 20 Tube: 2 by 10 inches; holds | Each 1/36 
twenty 13 mm. test tubes. J/lustrated. 
Support, Test Tube, Metal, Wassermann, 40 Tube: 4 by 9 inches; holds | Each /24 
forty 13 mm. test tubes. For use with water bath, 4-030-420. Illustrated. 
Support, Test Tube, Wire, 40 Tube: Double shelf; holds forty test tubes | Each 1/36 
up to 20 mm. diameter. 
Support, Test Tube, Wood, 24 Tube: Single deck; double row; holds 24 | Each 1/24 
test tubes up to 22 mm. diameter. 
Table, Laboratory, Folding, 30 by 72 inches: For field use only. Each —/1 
Test Tube, Antigen Dilution, 17 mm. by 55 mm., Kahn, 12s: Flat bot- | Pkg 12/144 
tom. 
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4-433-150 
4-433-450 


4-433-750 


4-433-775 


4-433-850 


4-434-350 


4-434-650 


4-434-950 


4-435-250 


4-435-550 


4-435-850 
4-443-000 
4-444-000 


4-445-000 
4-446-000 


4-447-000 


4-447-350 


4-448-000 
4-449-000 


4-450-000 
4-451-000 
4-451-500 
4-451-600 
4-451-630 
4-451-655 
4-451-700 
4-451-705 
4-451-800 


4-451-810 
4-452-000 
4-452-500 


4-453-000 
4-453-500 


4-454-085 


4-454-100 


4-454-120 


4-454-500 
4-455-000 


Test Tube, 6 by 50 mm., 12s: Without lip; heat resistant glass. 

Test Tube, 12 by 75 mm., 12s: Without lip; takes cork No. 2 or rubber stop- 
per No. 00; heat resistant glass. (Kahn tube). 

Test Tube, 13 by 100 mm., 12s: Without lip; takes cork No. 3 or rubber 
stopper No. 0; heat resistant glass. (Wassermann tube). 

Test Tube, 13 by 100 mm., Glass Stoppered: Without lip; with ground 
glass stopper. 

Test Tube, 13 by 120 mm: Without lip; takes cork No. 3 or rubber stopper 
No. 0. (Loeffler tube). 

Test Tube, 15 by 125 mm., 12s: Without lip; takes cork No. 3 or rubber 
stopper No. 0; heat resistant glass. (Loeffler tube). 


Test Tube, 15 by 125 mm., Screw Cap, 12s: With cap. For shipping, ° 


requisition mailing case, 4-124-020. 
Test Tube, 16 by 150 mm., 12s: Without lip; takes cork No. 6 or rubber 
stopper No. 1; heat resistant glass. (Culture tube). 


Test Tube, 25 by 150 mm., 12s: Without lip; takes cork No. 11 or rubber 
stopper No. 4; heat resistant glass. 


Test Tube, 25 by 200 mm., 12s: Without lip; takes cork No. 11 or rubber 
stopper No. 4. (Ignition tube). 

Test Tube, 32 by 200 mm., 12s: Without lip; takes rubber stopper No. 6. 

Thermometer, Chemical, Minus 10° to Plus 110° C: Graduated to 1°. 

Thermometer, Chemical, Minus 10° to Plus 200° C: Graduated to 1°. 
Illustrated. 

Thermometer, Chemical, Minus 10° to Plus 360° C: Graduated to 1°. 

Thermometer, Chemical, Precision, Minus 10° to Plus 105° C: Gradu- 
ated to %°, 


Thermometer, Incubator, 0° to 80° C: With 3714° indicated by red line. 
Illustrated. 


Thimble, Extraction, 25s: Double thickness, fat-free filter paper; 22 by 80 
mm. 


Tongs, Crucible, 9 inch: J//ustrated. 
Triangle, 2 inch: Nichrome wire; covered with glazed silica tubes. 
Illustrated, 
Triangle, 3 inch: Nichrome wire; covered with glazed silica tubes. 
Tripod, Iron: 6 inch ring; 9 inches high. J//ustrated. 
Tube, Aeration, Inlet, 12s: //lustrated. 
Tube, Aeration, Outlet, 12s: J/lustrated. 
Tube, Blood Collecting, Evacuated, Kimble Venule, 10 ml: 
Tube, Blood Collecting, Vacuum, 30 ml: 
Tube, Blood Sedimentation, Cutler, 1 ml: J//ustrated. 
Tube, Blood Sedimentation, Cutler, 5 ml: 
Tube, Blood Sugar, 22 by 220 mm: Rothberg-Evans; graduated to 25 ml. 
. Illustrated. 
Tube, Blood Sugar, 20 by 300 mm: Rothberg-Evans; graduated to 50 ml. 
Tube, Color Comparison, Nessler, 50 ml., Set of 6: 
Tube, Color Comparison, Nessler, 50 ml: State distance of mark 
from bottom, Replacement for 4-452-000. 
Tube, Color Comparison, Nessler, 100 ml., Set of 6: 
Tube, Color Comparison, Nessler, 100 ml: State distance of mark 
from bottom. Replacement for 4-453-000. 
Tube, Connecting, Glass, Right Angle: For 14 inch inside diameter rubber 
tubing. 
Tube, Connecting, Glass, Y-Shaped: 5 mm. inside diameter; for 14 inch 
rubber tubing. 


Tube, Connecting, Metal, Y-Shaped: %% inch outside diameter, 3% inch 
bore. 


Tube, Digestion, Folin-Wu: Graduated at 35 and 50 ml. Jilustrated. 


Tube, Drying, 150 mm: Straight; with one buib. J/lustrated, 


12/288 
60/240 


60/240 
144/2160 
144/1728 

60/120 

6/108 
48/96 
—/30 

1/24 


6/18 
12/576 
12/576 


12/432 
12/288 


12/144 
1/48 


12/216 
12/432 


12/288 
1/36 
6/108 
6/108 

144/1728 

36/432 

144/1728 


12/432 
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1/36 
12/288 


1/18 
12/144 


12/600 
12/1152 
12/288 


12/288 


| 12/288 
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Stock No. 


4-456-015 
4-456-025 
4-456-100 


4-456-525 
4-456-950 
4-457-525 
4-457-750 


4-457-775 


4-458-000 
4-459-000 
4-459-250 


4-460-420 
4-460-450 


4-460-480 
4-460-520 


4-460-720 
4-461-000 
4-461-420 


4-461-470 
4-461-530 


4-463-100 


4-463-200 
4-464-000 


4-465-000 
4-470-000 
4-470-800 


4-473-600 
4-473-625 


4-474-000 
4-474-200 
4-474-400 
4-474-600 
4-488-000 
4-489-000 
4-489-100 
4-493-000 


4-456-000 


NOMENCLATURE AND DESCRIPTION 


Tube, Drying, 200 mm: Straight; with one bulb. 

Tube, Electron, Halfwave Rectifier: 

Tube, Fat Extraction, Rohrig-Biesterfeld: Without stand. 

Tube, Hematocrit, Wintrobe: With rubber cap. Fits 15 ml. metal tube. 
Illustrated. 

Tube, Melting Point, Thiele-Dennis: Heat resistant glass. J/lustrated. 

Tube, Receiving, Folin-Wu: Graduated at 12.5 and 25 ml. Jllustrated. 

Tubing, Dialyzing, Cellophane, 10 ft: 28 mm. diameter. 

Tubing, Glass, Hard, 6 mm. Outside Diameter, 4 foot Length: Re- 
quires a blast lamp for working. 

Tubing, Glass, Hard, 10 mm. Outside Diameter, 4 foot Length: Re- 
quires a blast lamp for working. 

Tubing, Glass, Soft, 6 mm., 5 foot Length: 

Tubing, Glass, Soft, 10 mm., 5 foot Length: 

Tubing, Glass, Soft, Assorted, 25s: 30 inches long; 5 pieces 4 mm., 10 
pieces 6 mm., and 10 pieces 8 mm. 


Tubing, Rubber, 46 inch Inside Diameter, A6 inch Wall, 3 ft: White. 
For connecting syringe and spinal needles for continuous spinal anesthesia. 


Tubing, Rubber, 1 inch Inside Diameter, 32 inch Wall: Red. For 
drainage. 


Tubing, Rubber, *46 inch Inside Diameter, 9/32 inch Wall, 12 ft: Black. 
Tubing, Rubber, *16 inch Inside Diameter, 346 inch Wall, 12 ft: Black. 
Laboratory pure gum tubing; for pressure. 


Tubing, Rubber, 14 inch Inside Diameter, 16 inch Wall: Red. For 
drainage and laboratory use. 

Tubing, Rubber, 14 inch Inside Diameter, 9/32 inch Wall: Black. Labora- 
tory pure gum tubing. 

Tubing, Rubber, 3% inch Inside Diameter, 1 inch Wall: For use with 
3-008-390. 

Tubing, Rubber, 14 inch Inside Diameter, */32 inch Wall: For drainage. 

Tubing, Rubber, 14 inch Inside Diameter, 1 inch Wall: Black. Labora- 
tory pure gum tubing. 

Tubing, Rubber, Latex, 14 inch Inside Diameter, 32 inch Wall: For 


intravenous solutions, laboratory work, etc., and replacement tubing for 
4-276-925, 4-276-935 and 4-277-000. 


Tubing, Rubber, Latex, 16 inch Inside Diameter, 332 inch Wall: 
Donor tubing for blood transfusion, etc. 


Tubing, Rubber, Translucent, 16 inch Inside Diameter, *44 inch 
Wall: Pure gum. 


Turbidimeter and Water Colorimeter: 
Urinometer, Squibb: With cylinder. /lustrated. 


Velometer: Scale range 0 to 300 feet per minute, with jet attachments regis- 
tering to 6000 feet per minute. 
Vials: See bottles. 


Washer, Pipette: Complete. With pipette rack. J/lustrated. 


Rack, Pipette, Pipette Washer: 51% inch diameter; holds 200 1 ml. 
serological pipettes. Replacement for 4-473-600. Z/lustrated. 


Watch Glass, Set of 6: One pair each of 37.5, 75 and 100 mm, sizes. 
Watch Glass, 25 mm., 12s: 

Watch Glass, 50 mm., 12s: 

Watch Glass, 137.5 mm., 12s: 

Wire, Copper, No. 20, 14 lb: B & S gage; 0.032 inch diameter. 
Wire, Platinum, No. 22: B &S gage. 

Wire, Platinum-Iridium, No. 26: B & S gage. 

Wool, Glass, 14 lb: (Glass fibre). 


Each 
Each 
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6/72 
12/432 
12/144 D 
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10/270 
1/25 
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4/24 D 


50/1000 | D 
50/200 | D 
50/1000 | D 


50/1000 | D 
50/200 D 


50/3000 | D 


50/1000 | D 


50/200 | D 
1/24 

—/96 
1/24 


1/1 
1/6 


12/288 
24/864 
24/432 
1/48 
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24/48 
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PLATE 4-1 


4-013-000 Balance, Analytical: 

4-014-010 Balance, Analytical, Keyboard: 

4-017-100 Balance, Babcock Bottle: 

4-017-195 Balance, Harvard Trip, Double Beam: 

4-018-600 Balance, Specific Gravity, Westphal: 

4-018-750 Thermometer-Plummet, Reiman, Specific Gravity Balance: 


A 
B 
Cc 
D 
2 
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4-030-000 Basket, Test Tube: 

4-030-300 Bath, Water, for Inflammable Liquids: 
4-030-340 Bath, Water, Inoculating: 

4-030-420 Bath, Water, Serological, 110 volt, AC-DC: 


4-018-400 Balance, Prescription, 120 Gm. Capacity: 

4-018-800 Weights, Analytical Balance: 

4-018-830 Weights, Harvard Trip Balance, 100 Gm. to 1000 Gm: 
4-018-850 Weights, Prescription Balance: 
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A 
B 
c 
D 
E 
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4-030-460 Bath, Water, Serological, 6 Rack, 110-220 volt, 
AC-DC: 

4-032-000 Beaker, 100 ml: 

4-042-000 Block, Embedding: 


4-042-500 Bulb, Leveling, Van Slyke Blood Gas Apparatus,, 


250 ml: 
4-042-525 Burette, Blood Gas, Van Slyke: 


ASC@RION 


4-042-550 Ring, Open, Leveling {Bulb Support: 
4-044-250 Board, Dissecting: 

4-045-000 Bottle, Aspirator, 4 liter: 

4-046-000 Bottle, Balsam, 45 ml: 

4-046-600 Bottle, Cream Test, Babcock: 
4-048-800 Bottle, Milk Test, Babcock: 
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4-050-000 Bottle, Narrow Mouth, Round, 120 ml: 
4-082-000 Bottle, Specific Gravity, 25 ml: 
4-082-100 Bottle, Specimen, Urine, 7 oz: 
4-082-105 Cap, Urine Specimen Bottle, 100s: 
4-082-300 Bottle, Specimen Vial, Round, 22 ml: 


4-083-000 Bottle, Specimen Vial, 


4-087-650 Bottle, Vacuum, 1 qt: 
4-089-000 Bottle, Weighing: 


=-ZOam 


30 by 55 mm: 


4-087-000 Bottle, Vaccine, 50 ml: 
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4-089-820 Box, Insect Specimen, 2% by 9 by 13 inches: 
4-089-950 Box, Micro Slide, 25 Slides: 

4-089-955 Box, Micro Slide, 100 Slides: 

4-090-000 Box, Paraffin Embedding: 

4-090-200 Box, Pipette Sterilizing, CRM: 
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4-097-000 Bulb, Rubber, 3 ml., 12s: 
4-098-000 Bulb, Rubber, 114 inch: 
4-099-000 Burette, 25 ml: 

4-100-000 Burette, 50 ml: 

4-101-000 Burette, Automatic, 50 ml: 
4-101-200 Burette, Micro, 5 ml: 


4-091-000 Brush, Beaker: 

4-092-000 Brush, Burette: 

4-093-000 Brush, Camel Hair, 1 inch: 

4-094-000 Brush, Flask: 

4-094-500 Brush, Milk and Cream Testing Bottle: 
4-095-500 Brush, Test Tube, 4% inch Diameter: 
4-095-550 Brush, Test Tube, 14% inch Diameter: 
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PLATE 4-7 


4-102-820 Burner, Alcohol, Barthel Type: 
4-105-000 Burner, Bunsen, Blast: 

4-106-000 Burner, Bunsen, High Temperature: 
4-107-000 Burner, Bunsen, Tirrill Type: 
4-108-025 Guard, Bunsen Burner: 


4-109-000 Tripod, Bunsen Burner: 
4-110-000 Wing Top, Bunsen Burner: 
4-111-000 Burner, Gas, Radial, Fletcher: 
4-1 

4-1 


a 
B 
Cc 
D 
E 


-114-000 Burner, Micro: 
-114-500 Flame Shield, Micro Burner: 


¢-ro7 
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4-114-975 Cage, Animal, CRM, 8 by 11 by 8 inches: 
4-117-650 Cage, Animal CRM, 15 by 20 by 22 inches: 
4-124-020 Case, Mailing, Double, 1 by 7 inches: 
4-124-050 Case, Mailing, Double, 134 by 3% inches: 


o0ON>D 


rom 


4-124-060 Case, Mailing, Double, 234 by 65% inches: 
4-124-250 Case, Mailing, Micro Slide, 12s: 
4-124-410 Case, Mailing, Single, 144 by 4% inches: 
4-128-300 Casserole, 140 ml: 
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PLATE 4-9 


4-128-906 Centrifuge, Blood Plasma, 110 volt, 60 cycle, AC: 
4-128-960 Centrifuge, Hand: 

4-129-008 Centrifuge, Size 1, 110 volt, AC-DC: 

4-129-300 Centrifuge, Size 2, 110 volt, AC-DC: 

4-129-450 Centrifuge, Small, 110 volt, AC-DC: 
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4-130-005 
4-130-010 
4-130-012 
4-130-015 
4-130-025 
4-130-035 
4-130-055 
4-130-058 
4-130-060 
4-130-065 


Cap, Reducing, Centrifuge Tube: 

Carrier, Centrifuge, Multiple, 8 Place: 

Carrier, Centrifuge, Trunnion, 3 Place: 

Cup, Centrifuge, Trunnion, Babcock: 

Cushion, Rubber, Centrifuge Trunnion Cup, 12s: 
Cushion, Rubber, 50 ml. Centrifuge Tube, 12s: 
Head, Centrifuge, 16 Place: 

Head, Conical, Centrifuge, 15 ml., 20 Place: 
Head, Conical, Centrifuge, 15 ml., 36 Place: 
Ring, Trunnion, Centrifuge, 50 ml: 


ov 0 2 zs 


4-132-120 Tube, Centrifuge, Babcock: 

4-141-700 Tube, Centrifuge, Glass, Graduated, 6.5 ml: 

4-142-000 Tube, Centrifuge, Glass, Conical Bottom, Gradu- 

ated;-15-mi., 125. 

4-143-000 Tube, Centrifuge, Glass, Conical Bottom, 
Ungraduated, 15 ml., 12s: 

4-144-000 Tube, Centrifuge, Glass, Round Bottom, 
Ungraduated, 50 ml., 12s: 

4-144-100 Tube, Centrifuge, Metal, 15 ml: 

4-144-150 Tube, Centrifuge, Metal, 50 ml: 
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170-000 Chlorine Test Kit: 

175-000 Clamp, Burette, Single: 

177-000 Clamp, Extension, 101% inch: 
180-000 Clamp, Mohr’s Pinchcock: 
180-680 Clamp, Shutoff, Regulating: 
180-700 Clamp, Shutoff, Rubber Tubing: 


IMOOWD 
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4-180-800 Clamp, Shutoff, Rubber Tubing, Screw Adjust- 
ment: 

4-181-000 Clamp, Test Tube: 

4-182-000 Clock, Interval Timer: 

4-183-500 Colorimeter, Chlorine and Toxic Gases, Field: 

4-185-225 Colorimeter, Duboscgq, Inclined: 

4-185-500 Condenser, Allihn: 
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4-187-500 Cork Borer, Set of 12: 

4-187-525 Corkscrew: 

4-188-010 Counter, Blood Cell, Differential: 

4-188-200 Counter, Colony, Quebec, 110 volt, AC-DC: 
4-188-450 Counter, Hand Tally: 
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4-192-000 
4-193-500 
4-200-000 
4-206-000 
4-209-150 
4-209-160 
4-209-170 
4-210-200 
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Crucible, Gooch, 25 ml: 

Crucible, Platinum, 20 ml: 

Cylinder, Graduated, 100 ml: 

Cylinder, Graduated, Mixing, 100 ml: 
Desiccator, with Cover, 200 mm: 

Plate, Desiccator, with Three Feet, 190 mm: 
Plate, Desiccator, without Feet, 190 mm: 
Digester, Micro, Kjeldahl: 


ak al cote 3 te 


4-213-900 Dish, Evaporating, Platinum, 100 ml: 

4-214-010 Dish, Evaporating, Porcelain, 90 ml: 

4-220-000 Dish, Petri: 

4-223-810 Dish, Staining, 20 Slide, Complete: 

4-224-000 Dish, Stender, 50 mm. Diameter by 25 mm. High: 

4-226-500 Distilling Apparatus, 1000 ml. with Graham 
Condenser: 
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4-229-010 Condenser, Block Tin, ASTM Extraction¥ Ap- 
paratus: 

4-229-020 Cup, Syphon, ASTM Extraction Apparatus: 

4-229-030 Flask, ASTM Extraction Apparatus: 

4-229-400 Condenser, Friedrichs, Small: 

4-229-600 Extractor, Soxhlet, 50 ml: 


AoT TON 


4.0 
ILL. SUPP. 


PLATE 4-14 


JULY 1947 


Sac ara ame le coe 


4-229-800 Flask, Boiling, Flat Bottom, 250 ml: 
4-230-120 Extractor, Cork, Wire: 

4-237-500 Filter, Seitz: 

4-238-000 Flask, Culture, Kolle: 

4-239-000 Flask, Distillation, 250 ml: 
4-244-000 Flask, Erlenmeyer, 250 ml: 
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4-248-000 Flask, Filtering, 500 ml: 
4-250-000 Flask, Florence, 250 ml: 
4-256-000 Flask, Volumetric, 100 ml: 
4-260-250 Forceps, Curved, Blunt Points: 
4-260-300 Forceps, Micro Cover, Glass: 
4-260-315 Forceps, Micro Slide: 


4-260-525 Funnel, Enamelware, 5 inch: 

4-260-700 Funnel, Filtering, Glass, Buechner Type, Fine, 350 ml: 
4-268-000 Funnel, Glass, Ribbed, 32 oz: 

4-268-070 Funnel, Glass, Smooth, 125 mm: 

4-261-125 Funnel, Filtering, Porcelain, Buechner Type, Size 2A: 
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4-275-165 Graduate, Glass, 250 ml: 

4-275-810 Grinder, Tissue, TenBroeck, Large: 
4-277-000 Hemacytometer Set, Complete: 
4-281-180 Hemoglobin Scale, Tallquist: 


4-269-000 Funnel, Separatory, Cylindrical, 60 ml: 
4-271-000 Funnel, Separatory, Squibb, 250 ml: 
4-273-900 Gage, Manometer, Mercury: 

4-274-000 Generator, Gas, Kipp, 1000 ml: 
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4-281-200 Hemometer, Sahli Type: 


A F. 
B  4-281-400 Pipette, Diluting, Hemometer: G 
C 4-281-600 Tube, Measuring, Hemometer: H 
D 4-282-120 Holder, Crucible, Walter: I 
E 4-282-460 Holder, Extension Clamp, Swivel Type: 

Page 18 


4-285-000 Holder, Needle, Dissecting: 

4-286-000 Holder, Needle, Kolle, 10 inch: 

4-286-050 Holder, Petri Dish: 

4-288-620 Incubator, Bacteriological, Medium, 110-220 volt, 
AC-DC: 
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4-287-050 Illuminator, Microscope, Senior, 110 volt, AC-DC: 

4-287-065 Illuminator, Microscope, Substage, Daylight, 110 volt, AC-DC: 
4-292-004 Incubator, Bacteriological, Small, Combination: 

4-298-200 Indicator Kit, Phenol Red: 
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4-298-500 Jar, Anaerobic Culture, 110 volt, AC-DC: 
4-301-000 Jar, Coplin: 

4-301-210 Jar, Glass, Cylindrical, 814 inch: 
4-301-212 Cover, Wire, Cylindrical Jar, 9 inch: 
4-301-230 Jar, Glass, 31% gal: 

4-305-000 Jar, Museum, 36 cm. High: 

4-306-000 Jar, Specimen, % pt: 
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PLATE 4-20 


4-312-150 Lactometer, Quevenne, with Thermometer: 
4-312-850 Lancet, Blood: 

4-313-975 Lifter, Section: 

4-314-360 Magnifier, 40 mm: 

4-314-485 Measure, Acid, Glass: 

4-314-750 Meter, pH: 


A 
B 
Cc 
D 
E 
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PLATE 4-21 


A 4-315-000 Microscope, Monocular: E 4-317-010;j\Condenser, Microscope, Darkfield: 
B  4-316-000 Microscope, Binocular: F- 4-317-525 Micrometer, Disk, Microscope Eyepiece, Whipple: 
C 4-316-250 Microscope, Research: G 4-317-650 Micrometer, Stage, Microscope: 
D 4-316-500 Microscope, Stereoscopic: H 4-322-375 Stage, Microscope, Mechanical, Graduated: 
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4-355-200 Milk Testing Kit, Pasteurization, Scharer: 
4-355-645 Mixer, Chopping, 110 volt, AC-DC: 
4-355-690 Mold, Suppository: 

4-357-120 Oven, Drying, Large, 110-220 volt, AC-DC: 


4-336-000 Microtome, Automatic, Rotary: 
4-337-000 Microtome, Clinical, Automatic: 
4-338-500 Holder, Safety Razor Blade, Microtome: 
4-339-500 Knife, Microtome, 120 mm: 
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4-357-320 Oven, Drying, Small, 110-220 volt, AC-DC: F 

4-357-345 Cylinder, Vacuum, Drying Oven: G 

4-365-300 Pipette, Blood, Micro, Folin: H 4-369-000 Pipette, Ostwald, 5 ml: 
I 
J 


4-365-850 Pipette, Milk: 
4-365-860 Pipette, Milk Diluting: 


4-365-325 Pipette, Capillary, Breed and Brew: 


4-370-050 Pipette, Ostwald-Folin, 0.5 ml: 
4-365-350 Pipette, Cream: 


4-370-100 Pipette, Ostwald-Van Slyke, with Stopcock, 1 ml: 


mMOQW>S 
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PLATE 4-24 


A 4-382-200 Processor, Tissue, Automatic, 110 volt, 60 cycle, AC: 
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A 4-373-000 Pipette, Serological, 1 ml: F  4-380-755 Pipette, Whole Blood ,Folin-Wu, 5 ml: 
B  4-374-000 Pipette, Serological, 5 ml: G 4-382-100 Plate, Spot, White Porcelain, Coors: 
C 4-377-980 Pipette, Transfer, 3 ml: H 4-382-150 Presser, Cork, Rotary Type: 
D 4-378-000 Pipette, Transfer, 5 ml: 1 4-382-400 Psychrometer, Sling: 
E 4-380-000 Pipette, Transfer, 25 ml: 
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PLATE 4-26 


A 
B 
Cc 
D 
E 
F 


Q 
? 


4-383-000 Pump, Filter, Richards: G 4-392-500 Shaker, Clinical, 110 volt, 60 cycle, AC: 
4-383-100 Coupling, Filter Pump, Smooth: H 4-392-525 Platform, Hemacytometer Pipette, 6-Hole: 
4-383-175 Coupling, Filter Pump, Threaded: 1 4-392-720 Shaking Machine, Kahn, 6 Rack, 110 volt, 60 
4-384-100 Pump, Vacuum, Small, 110 volt, 60 cycle, AC: cycle, AC: 

4-385-000 Ring, Cork: J 4-393-450 Shield, Face, Protective, Clear Plastic: 


4-391-100 Scale, Autopsy: 
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A 4-393-460 Shield, Test Tube Filling: E 
B  4-393-500 Sieve, Mesh, Set of 5: F 
C 4-395-885 Slide, Glass, Microculture, Double Concavity, G 
25 by 75 mm: H 
D 4-396-000 Slide, Glass, Microculture, Single Concavity, 
25 by 75 mm: 
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4-396-575 ‘Slide Rule, Polyphase, 20 inch: 
4-398-100 Spectrophotometer, Beckman Quartz: 
4-401-200 Stand, Apparatus Support, Base 61% by 9 inches: 


4-401-300 Stand, Apparatus Support, Porcelain Base, 7 by 
13 inches: 
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A 
B 
Cc 
D 
E 
E 


4-404-882 Still, Water, Electrically Heated, 3 gal., 110-220 volt, AC-DC: 

4-405-500 Still, Water, Portable, 2 qt: . 
4-424-100 Support, Test Tube, Kahn, Rubber Covered: 

4-424-500 Support, Test Tube, Metal, Circular, 19 Tube: 

4-426-450 Support, Test Tube, Metal, Wassermann, 20 Tube: 

4-426-457 Support, Test Tube, Metal, Wassermann, 40 Tube: 
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PLATE 4-29 


4-444-000 Thermometer, Chemical, Minus 10°. to Plus 
2007 C 


4-447-000 Thermometer, Incubator, 0° to 80° C: 
4-448-000 Tongs, Crucible, 9 inch: 

4-449-000 Triangle, 2 inch: 

4-451-000 Tripod, Iron: 


erron 


4-451-500 Tube, Aeration, Inlet, 12s: 
4-451-600 Tube, Aeration, Outlet, 12s: 


4-451-700 Tube, Blood Sedimention, Cutler, 1 ml: 


4-451-800 Tube, Blood Sugar, 22 by 220 mm: 
4-454-500 Tube, Digestion, Folin-Wu: 
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PLATE 4-30 


55-000 Tube, Drying, 150 mm: 

56-100 Tube, Hematocrit, Wintrobe: 
56-525 Tube, Melting Point, Thiele-Dennis: 
56-950 Tube, Receiving, Folin-Wu: 

70-000 Urinometer, Squibb: 

73-600 Washer, Pipette: 

73-625 Rack, Pipette, Pipette Washer: 
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CLASS 


ARMY-NAVY CATALOG 
of MEDICAL MATERIEL 
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PRELIMINARY EDITION 


ARMY-NAVY CATALOG 


OF 


MEDICAL MATERIEL 


* 


DENTAL EQUIPMENT 
and SUPPLIES 


ARMY =NAVY MEDICAL PROCUREMENT OFFICE 
PEARL & SANDS STS., BROOKLYN 1, N. Y. 


JULY 1947 


PRELIMINARY EDITION 


ability emine| Stock No, NOMENCLATURE AND DESCRIPTION of ag Pe 
Status Issue Packing 
x 5-000-300 | Abrasive Paste, 3 oz: Tube 6/96 
xX 5-000-520 | Alginate Compound, 1 oz: Tinfoil substitute; makes sufficient solution to | Pkg 12/192 
process 1500 dentures. 
x 5-001-005 | Alloy, Fusible, 1 lb: Bismuth, lead and tin; ingots. Box — /36 
LS mK: 5-002-000 | Alloy, Silver, 1 oz: For amalgam. (Navy—Will be issued in lieu of 5-002-050 | Pkg 24/288 
until stocks are exhausted). 
x 5-002-050 | Alloy, Silver, 50z: For amalgam. (Navy—Will not be issued until stocks of | Pkg 6/96 
5-002-000 are exhausted). 
5-005-010 | Amalgamator, Mechanical, 110 volt, 60 cycle, AC: Approximately 8 | Each —/12 
watts; complete with electric timer; wall bracket; set of instructions for 
use; and one alloy and mercury dispenser, 5-005-050 and 5-005-055; two 
capsule and pestle and capsule holders, 5-005-150 and 5-005-350; and one 
alloy and mercury scale, 5-005-550. Illustrated. 
Da 5-005-050 Bottle, Alloy Dispensing: Replacement for 5-005-010. Illustrated. Each 12/144 
x 5-005-055 Bottle, Mercury Dispensing: Replacement for 5-005-010. Illustrated. | Each 12/144 
x 5-005-150 Capsule and Pestle, Metal: Replacement for 5-005-010. Jilustrated. | Each 12/144 
xX 5-005-350 Holder, Capsule, Rubber: Replacement for 5-005-010. Illustrated. Each 12/144 D 
x 5-005-550 Scale, Alloy and Mercury: Replacement for 5-005-010. Jilustrated. Each 1/144 
x 5-006-050 | Anesthetic Solution, Local, Cartridges, 21/4 cc., 25s: Subject to damage | Can 4/96 
by freezing. For use with cartridge type syringe, 5-593-000. 
N-LS 5-007-050 | Anvil, with Base: Each 1/48 
x 5-009-500 | Arbor, Emery, Handpiece: Set of two arbors, four sleeves and four hundred | Set —/48 
bands. Illustrated. 
5-010-050 | Articulator, Anatomical, Hanau: JIlustrated. Each —/12 
x 5-010-060 Face-Bow: For use with 5-010-050. Illustrated. Each —/12 
xX 5-011-000 | Articulator, Crown and Bridge, Hanau: JIlustrated. Each 24/96 
LS 5-013-000 | Articulator, Gysi: Each —/24 
x 5-013-150 | Articulator, Model M, Stephan: Jilustrated. Each | —/48 
5-013-510 | Aspirator, Mobile, 110 volt, 60 cycle, AC: Approximately 175 watts;com- | Each | —/1 
plete; mounted on stand; supplied with plates for permanent mounting 
where desired. Iilustrated. 
5-014-000 | Balance, Dental Laboratory: Complete with set of troy weights, 14 gr. to | Each cae At 
2 oz., 5-015-000. Illustrated. 
Bd 5-015-000 Weights, Troy: 14 gr. to 2 0z.; in wooden case. Replacement for | Set —/96 
5-014-000. Illustrated. 
x 5-015-150 | Bands, Arbor, Abrasive, Medium, 100s: Box —/96 
x 5-015-250 | Bands, Copper, Assorted, 100s: Box —/96 
A-LS| X 5-015-285 | Bands, Copper, Size 5: Each 12/96 
A-LS| X 5-015-286 | Bands, Copper, Size 6: Each 12/96 
A-LS|} X 5-015-287 | Bands, Copper, Size 7: Each 12/96 
xX 5-015-323 | Bands, Ligature, Rubber, Large, 175s: Box 24/288 D 
x 5-015-325 | Bands, Ligature, Rubber, Small, 225s: Box 24/288 D 
A-LS| X 5-016-000 | Baseplate, 12s: Nine uppers and three lowers. Box 12/144 D 
x 5-016-050 | Baseplate, Lower Form, 12s: Box 12/144 D 
xX 5-016-150 | Baseplate, Upper Form, 12s: Box 12/144 D 
N 5-017-050 | Bench, Prosthetic Laboratory: J/lustrated. Each —/1 
N-LS|} X 5-017-750 | Block, Soldering, Asbestos: Each 6/144 
xX 5-017-850 | Block, Soldering, Charcoal: 3 by 5 inches. Each 6/144 
xX 5-018-000 | Blower, Chip: Complete with bulb. Jilustrated. Each | —/96 D 
xX 5-019-000 Bulb, Chip Blower, Rubber: Replacement for 5-018-000. Each 12/288 D 
5-020-000 | Blowpipe, Gas: For use with artificial or natural gases, singly or in mixtures, | Each —/48 
and with propane or butane. Without tubing. For tubing requisition 
4-460-720. Illustrated. 
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x 
x 
x 
Xx 
X 
Xx 
xX 
xX 
Xx 
Xx 
Xx 
x 
D4 
xX 
x 
XxX 
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xX 
xX 
x 
».¢ 
XxX 
xX 
xX 
X 
xX 
Xx 
xX 
xX 
xX 
xX 
xX 
x 
x 


Stock No. 


5-022-000 


5-022-200 


5-022-400 


5-022-600 


5-022-800 


5-023-000 
5-023-550 
5-024-000 
5-024-500 
5-024-750 
5-025-050 
5-026-550 


5-027-750 
5-027-850 
5-027-950 
5-029-050 
5-030-000 
5-030-550 


5-031-000 
5-033-000 
5-035-000 
5-036-000 
5-036-250 
5-037-000 
5-039-000 
5-041-000 
5-043-000 
5-043-250 
5-044-000 
5-045-000 
5-052-000 
5-053-000 
5-053-250 
5-054-000 
5-055-000 
5-057-000 
5-059-000 
5-061-000 
5-063-000 
5-064-000 
5-065-000 
5-066-000 
5-069-000 
5-071-000 
5-072-000 
5-082-000 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 
Issue 


Blowpipe Outfit, Acetylene: Complete with blowpipe with 4 tips, | Each 


5-022-200; bunsen burner, 5-022-400; pressure regulator, 5-022-600; brass 
tubing, 5-022-800; and bench valve, 5-023-000. For acetylene (Army— 
Requisition 1-008-710). (Navy—Requisition from BuS&A). Illustrated. 


Blowpipe, Acetylene: Replacement for 5-022-000. For tubing requisi- 
tion 4-464-000. 
Burner, Bunsen, Acetylene: With spider. Replacement for 5-022-000. 
For tubing requisition 4-464-000. 
Regulator, Pressure, Acetylene: With fittings. Replacement for 
5-022-000. 
Tubing, Brass, Acetylene: *% inch inside diameter, 8 feet long; 14 inch 
female swivel connection on both ends. Replacement for 5-022-000. 
Valve, Bench, 3-Way: Replacement for 5-022-000. 

Bottle, Dropping, Amber, 30 ml: J//ustrated. 

Bottle, Office: 

Bottle, 14 oz: 

Bowl, Plaster, Rubber, Large: 

Bowl, Plaster, Rubber, Medium: ; 

Box, Work, Empty: 3 by 7 by 8 inches; for holding prosthetic case during 

fabrication. 

Broach, Root Canal, Barbed, Coarse, 12s: J/lustrated. 

Broach, Root Canal, Barbed, Extra Fine, 12s: 

Broach, Root Canal, Barbed, Fine, 12s: 

Brush, Denture, 714 inch: I/lustrated. 

Brush, Inlay, No. 3: Round; camel hair. Jilustrated. 


Brush, Mandrel Mounted, Assorted: Consists of three SHP and nine AHP 
mounted brushes. J/lustrated. 


Brush, Scratch: Flexible wire. 
Bur, AHP, No. 14, 6s: Round. 
Bur, AHP, No. 2, 6s: Round. 
Bur, AHP, No. 4, 6s: Round. 
Bur, AHP, No. 4, Short Neck, 6s: Round. 

Bur, AHP, No. 6, 6s: Round. 

Bur, AHP, No. 8, 6s: Round. 

Bur, AHP, No. 3314, 6s: Inverted cone. 

Bur, AHP, No. 35, 6s: Inverted cone. 

Bur, AHP, No. 35, Short Neck, 6s: Inverted cone. 
Bur, AHP, No. 37, 6s: Inverted cone. 

Bur, AHP, No. 39, 6s: Inverted cone. 

Bur, AHP, No. 557, 6s: Crosscut fissure. 

Bur, AHP, No. 558, 6s: Crosscut fissure. 

Bur, AHP, No. 558, Short Neck, 6s: Crosscut fissure. 
Bur, AHP, No. 559, 6s: Crosscut fissure; flat end. 
Bur, AHP, No. 560, 6s: Crosscut fissure. 

Bur, AHP, No. 700, 6s: Crosscut fissure; tapered. 
Bur, AHP, No. 702, 6s: Crosscut fissure; tapered. 
Bur, SHP, No. 14, 6s: Round. 

Bur, SHP, No. 2, 6s: Round. 

Bur, SHP, No. 4, 6s: Round. 

Bur, SHP, No. 6, 6s: Round. 

Bur, SHP, No. 8, 6s: Round. 

Bur, SHP, No. 3314, 6s: Inverted cone. 

Bur, SHP, No. 35, 6s: Inverted cone. 

Bur, SHP, No. 37, 6s: Inverted cone. 

Bur, SHP, No. 557, 6s: Crosscut fissure. 


Illustrated. 


Packaging 
and 
Packing 
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—/48 
—/48 
—/12 
—/48 


—/48 
12/288 
12/288 
12/360 
—/60 
—/60 
12/144 


12/1440 
12/1440 
12/1440 
12/288 
12/480 
12/480 


36/720 

12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/2304 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
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N-LS 


A-LS 


A-LS 


LS 


Expend- 
ability 
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id <i <i <i Ai <i <i nada 


Stock No. 


5-083-000 
5-084-000 
5-087-000 
5-088-000 
5-089-000 
5-095-050 
5-096-050 
5-098-980 


5-098-990 


5-100-650 
5-101-050 
5-101-550 
5-102-550 
5-103-650 
5-105-050 
5-106-050 


5-107-150 
5-107-550 
5-108-150 
5-109-050 
5-110-010 


5-110-050 
5-111-005 
5-111-016 


5-111-017 
5-111-018 
5-111-019 
5-111-020 


5-111-070 
5-112-050 
5-112-700 
5-113-000 
5-114-000 
5-115-000 
5-115-250 
5-115-400 
5-115-425 
5-115-450 
5-115-550 
5-115-750 
5-115-775 
5-115-850 
5-116-050 
5-116-350 
5-116-450 


NOMENCLATURE AND DESCRIPTION 


Bur, SHP, No. 558, 6s: 
Bur, SHP, No. 559, 6s: 
Bur, SHP, No. 700, 6s: 
Bur, SHP, No. 701, 6s: 
Bur, SHP, No. 702, 6s: Crosscut fissure; tapered. 
Bur, Bone, AHP, Henahan, No. 41, 6s: 

Bur, Bone, SHP, Henahan, No. 41, 6s: J/lustrated. 


Bur, Denture, SHP, No. 1, 6s: Flame-shaped. (Navy—Will not be issued 
until stocks of 5-098-990 are exhausted). Illustrated. 


Bur, Denture, SHP, No. 3, 6s: Will be issued in lieu of 5-098-980 until stocks 
are exhausted. 


Bur, Finishing, AHP, No. 200, 6s: Round. 
Bur, Finishing, AHP, No. 218, 6s: Oval. 
Bur, Finishing, AHP, No. 224, 6s: Bud. 

Bur, Finishing, AHP, No. 242, 6s: Sugar loaf. 
Bur, Finishing, SHP, No. 200, 6s: Round. - 
Bur, Finishing, SHP, No. 224, 6s: Bud. 


Burner, Bunsen, with Spider: For natural or artificial gas. Without tub- 
ing. For tubing requisition 4-464-000. Illustrated. 
Burnisher, Ovoid, Medium: 


Crosscut fissure. 
Crosscut fissure. 
Crosscut fissure; tapered. 
Crosscut fissure; tapered. 


Burnisher, Round, Large: 
Burnisher, Round, Small: 
Burnisher, Stellite, ‘‘J’’: Double end. Jilustrated. 


Cabinet, Compartmented, Porcelain Teeth: For the use of dental pros- 


thetic laboratories for segregation and filing of teeth replacements by mold 
and shade. 


Cabinet, Dental, Portable, Field: J/lustrated. 
Cabinet, Dental Instrument: Complete with trays. Illustrated. 


Tray, Instrument Cabinet, Glass, No. 16: For long handled instru- 
ments. Replacement for 5-111-005. Illustrated. 


Tray, Instrument Cabinet, Glass, No. 17: For clamps and matrix 
bands. Replacement for 5-111-005. Illustrated. 


Tray, Instrument Cabinet, Glass, No. 18: For polishing strips. Re- 
placement for 5-111-005. Illustrated. 


Tray, Instrument Cabinet, Glass, No. 19: For foil carriers, pliers, 
shears, etc. Replacement for 5-111-005. Illustrated. 


Tray, Instrument Cabinet, Glass, No. 20: For disks, wheels and 
stones. Replacement for 5-111-005. Jilustrated. 


Cabinet, Dental Instrument, 10 Drawer: 

Carrier, Amalgam: [/lusirated. 

Carrier, Amalgam, No. 5: Barrel and plunger type. 
Carver, Amalgam, Frahm, No. 1: J/lustrated. 

Carver, Amalgam, Frahm, No. 2: Jilustraied. 

Carver, Amalgam, Frahm, No. 3: Jilustrated. 

Carver, Amalgam, Stellite, ‘‘H’’: Double end. Jilustrated. 
Carver, Wax and Amalgam, Hollenback, No. 1: 
Carver, Wax and Amalgam, Hollenback, No. 2: 
Carver, Wax and Amalgam, Hollenback, No. 3: 
Carver, Wax, Roach: Double end. Jilustrated. 

Case, Mailing, Dental, Large: 

Case, Mailing, Dental, Small: 

Case, Silicate Cement, Empty: Holds twelve bottles. 
Casserole, Porcelain: J/lustrated. 

Casting Machine, Large: Complete with accessories. Illustrated. 
Casting Machine, Small: Complete with accessories. 


Packaging | 
and 


12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 


12/1152 


12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
12/1152 
—/48 


12/288 
12/288 
12/288 
6/288 
sey f 


aes (| 
6/48 


6/48 
6/48 
6/48 
6/48 


mls | 

12/288 
50/200 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
—/48 
—/96 
—/24 
—/48 
sail 

ee 


Packing 


Notes 


Page 4 


OG-} 


OFRMEDICGATMMALERTE 


none gear ee ee ee ee nae aay 


hs) 


Avail- Expend- Unit Packaging 
ability | ability Stock No NOMENCLATURE AND DESCRIPTION of and Notes 
Status Issue Packing 
Casting Machine Accessories: See following indented items. ree 
xX 5-116-550 Asbestos Strip, 100 ft: 2 by 134 inches. Replacement for 5-116-350. | Roll 6/48 
LS x 5-116-650 Crucible, Casting Machine: Replacement for 5-116-450. Each 12/144 
xX 5-116-750 Crucible, Casting Machine, Large: Replacement for 5-116-350. Each 12/144 
x 5-116-850 Crucible, Casting Machine, Small: Replacement for 5-116-350. Each 12/144 
x 5-116-950 Flask, Bridge, Casting Machine, 154 inch: Inside diameter. Re- | Each 12/144 
placement for 5-116-350. 
x 5-117-150 Flask, Denture, Casting Machine, Large: 314 inch inside diameter. | Each —/48 
Replacement for 5-116-350. 
x 5-117-250 Flask, Denture, Casting Machine, Medium: 2°% inch inside di- | Each —/48 
ameter. Replacement for 5-116-350. 
x 5-117-650 Flask, Inlay, Casting Machine, 1°46 inch: Inside diameter. Re- | Each 12/144 
placement for 5-116-350. 
xX 5-117-850 Former, Crucible, Casting Machine, Large: Replacement for | Each 12/144 
5-116-350. 
x 5-117-950 Former, Crucible, Casting Machine, Small: Replacement'sfor Each 12/288 
5-116-350. 
A-LS;} X 5-118-050 Liners, Asbestos, 50s: For use with 5-116-450. Box 6/288 
».4 5-118-500 | Cellophane Sheets, 100s: 4 by 4 inches. Pkg 12/480 
x 5-120-050 | Cement, Copper, Red, 1 oz: With liquid. Pkg 6/96 
A-LS; X 5-130-050 | Cement, Silicate, Brown, Powder, 14 oz: Without liquid. Bottle | 6/288 
A-LS| X 5-132-500 | Cement, Silicate, Gray, Powder, 14 oz: Without liquid. Bottle 6/288 
x 5-133-050 | Cement, Silicate, Light, 2 oz: With liquid. Pkg 6/96 
A-LS| X 5-133-055 | Cement, Silicate, Light, Powder, 12 oz: Without liquid. Bottle 6/288 
x 5-134-050 | Cement, Silicate, Light Yellow, 1 oz: With liquid. Pkg 6/96 
A-LS xX 5-134-055 | Cement, Silicate, Light Yellow, Powder, 1 oz: Without liquid. Bottle 6/288 
xX 5-135-050 | Cement, Silicate, Light Yellow Gray, 1 oz: With liquid. Pkg 6/96 
A-LS v4 5-135-055 | Cement, Silicate, Light Yellow Gray, Powder, 12 oz: Without liquid. Bottle 6/288 
xX 5-136-050 | Cement, Silicate, Medium Gray, } oz: With liquid. Pkg 6/96 
A-LS xX 5-136-055 | Cement, Silicate, Medium Gray, Powder, 12 oz: Without liquid. Bottle 6/288 
x 5-137-050 | Cement, Silicate, Medium Yellow, 1 oz: With liquid. Pkg 6/96 
A-LS xX 5-137-055 | Cement, Silicate, Medium Yellow, Powder, 14 oz: Without liquid. Bottle 6/288 
x 5-138-050 | Cement, Silicate, Medium Yellow Gray, 14 oz: With liquid. Pkg 6/96 
A-LS ».¢ 5-138-055 | Cement, Silicate, Medium Yellow Gray, Powder, 1 oz: Without liquid. | Bottle 6/288 
A-LS| xX 5-139-150 | Cement, Silicate, White, Powder, 14 oz: Without liquid. Bottle | 6/288 
A-LS xX 5-140-050 | Cement, Silicate, Yellow, Powder, 14 oz: Without liquid. Bottle 6/288 
A-LS|} X 5-140-075 Liquid, Silicate Cement: Bottle | 12/480 
A-LS x 5-142-200 | Cement, Temporary, Antiseptic, 60 Gm: With liquid. Pkg 6/96 
A-LS| xX 5-142-325 | Cement, Zinc Phosphate, Dark Brown, 1 oz: With liquid. Pkg 6/96 
x 5-142-350 | Cement, Zinc Phosphate, Light Gray, 1 oz: With liquid. Pkg 6/96 
x 5-142-450 | Cement, Zinc Phosphate, Light Yellow, 1 oz: With liquid. Pkg 6/96 
5-143-000 | Chair, Dental Operating: Use SAE #30 oil for hydraulic pump. J/lustrated. | Each —/1 
A 5-143-250 Chair, Dental Operating, Folding, Field: (Navy—Requisition 9-175-275). | Each —/2 
5-145-050 | Chair, Dental Prosthetic Laboratory: J/lustrated. Each —/1 
x 5-147-050 | Chisel, No. 48: Triangular working end. J/lustrated. Each 12/288 
Xe 5-147-550 | Chisel, Laboratory, Left Bevel: Jilustrated. Each 12/288 
p.4 5-148-050 | Chisel, Laboratory, Right Bevel: J//ustrated. Each 12/288 
5-148-700 | Chisel, Osseous, Stout, No. 1: J/lustrated. Each 12/288 
5-149-500 | Chisel, Osseous, Stout, No. 2: Jilustrated.. Each 12/288 
5-150-500 | Chisel, Osseous, Stout, No. 3: J/lustrated. Each 12/288 
xX 5-151-050 | Chisel, Wedelstaedt, No. 41: J/lustrated. Each 12/288 
xX 5-151-550 | Chisel, Wedelstaedt, No. 42: Jilustrated. Each 12/288 
x 5-153-150 | Clamp, Cervix, Multiple Jaw: J/lustrated. Each 12/288 | 
OG-1 
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5-155-150 | Clamp, Flask: Two-flask size. Illustrated. Each 1/10 
x 5-155-750 | Clamp, Rubber Dam, No. 2A: Jilustrated. Each 12/288 
xX 5-156-050 | Clamp, Rubber Dam, No. 3: Jilustrated. Each 12/288 
>.< 5-156-550 | Clamp, Rubber Dam, No. 7: Jilustrated. Each 12/288 
xX 5-157-050 | Clamp, Rubber Dam, No. 9: J/lustrated. Each 12/288 
x 5-157-550 | Clamp, Rubber Dam, No. 14: Jilustrated. Each 12/288 
xX 5-158-050 | Clamp, Rubber Dam, No. 14A: Jilustrated. Each 12/288 
De 5-158-550 | Clamp, Rubber Dam, No. 15: Jilustrated. Each 12/288 
x 5-159-000 | Clamp, Rubber Dam, No. 19: Jilustrated. Each 12/288 
x 5-160-000 | Clamp, Rubber Dam, No. 20: Jilustrated. . Each 12/288 
xX 5-161-050 | Clamp, Rubber Dam, No. 21: J/lustrated. Each 12/288 
X 5-162-050 | Clamp, Rubber Dam, No. 22A: Jilustrated. Each 12/288 
x 5-163-050 | Clamp, Rubber Dam, No. 23A:: Jilustrated. Each 12/288 
x 5-163-550 | Clamp, Rubber Dam, No. 40: Jilustrated. Each 12/288 
xX 5-164-000 | Clamp, Rubber Dam, No. 56: J/lustrated. Each 12/288 
xX 5-165-050 | Clamp, Rubber Dam, Binap: J//lustrated. Each 12/288 
xX 5-166-150 | Clay, Molding, 1 lb: Pkg aay 
xX 5-167-150 | Cloth, Squeeze, 100s: For amalgam. Box 50/400 
5-174-015 | Compressor, Air, with 8 gal. Tank, 110 volt, 60 cycle, AC: Approximately | Each —/1 
330 watts; complete with two lengths of tubing with connections; electric 
connecting cord; and extra transmission belt. 
5-175-008 | Compressor, Air, with 40 gal. Tank, 110 volt, 60 cycle, AC: Approxi- | Each —/1 
imately 700 watts; complete with six lengths of tubing with connections; 
25 ft. of air hose; electric connecting cord; and extra transmission belt. 
Air Compressor Accessories: See following indented items. 
xX 5-175-125 Belt, Flat, Leather, Air Compressor, 43 inch Circumference: For | Each —/24 i 
Pelton-Crane air compressors bearing serial numbers below 20,000. 
Replacement for 5-174-015 and 5-175-008. 
x 5-175-150 Belt, V-Type, Rubber, Air Compressor, 30 inch Circumference: | Each —/24 D 
é For Pioneer air compressors bearing serial numbers above 3,800. 
Replacement for 5-174-015 and 5-175-008. 
x 5-175-225 Belt, V-Type, Rubber, Air Compressor, 36 inch Circumference: | Each —/24 D 
For Pelton-Crane air compressors bearing serial numbers above 20,000. 
Replacement for 5-174-015 and 5-175-008. 
x 5-175-250 Belt, V-Type, Rubber, Air Compressor, 40 inch Circumference: | Each —/24 D 
For Pioneer air compressors bearing serial numbers below 3,800. 
Replacement for 5-174-015 and 5-175-008. 
5-175-450 Cock, Terminal, Air Compressor: Replacement for 5-174-015 and | Each 12/144 
5-175-008. 
5-175-650 T-Connection, Air Compressor: Replacement for 5-174-015 and | Each 12/144 
5-175-008. 
x 5-176-000 Tubing, Metal, Air Compressor, 12 ft: Seamless copper; 14 inch di- | Each 1/24 
ameter. Replacement for 5-174-015 and 5-175-008. 
x 5-179-000 | Cone, Felt, Pointed: 1 by 2 inches. J/lustrated. Each _ /|12/864 
N 5-179-550 | Converter, Rotary, DC to AC: Output 115 volt, plus or minus 10 volt, 60 | Each —/1 
cycle, single phase, AC; input, 110 volt, DC; temperature rise 50°C; 3 KVA 
capacity. For use with AC dental operating equipment when only 110 volt, 
DC is available. 
N x 5-181-550 | Cotton Pellets, 2500s: Box —/60 
xX 5-182-000 | Cotton Roll, 14 inch, 100s: 6 inches long. (Navy—Will not be issued until | Box —/48 
stocks of 5-182-250 are exhausted). 
N-LS| X 5-182-250 | Cotton Roll, 1% inch, 45 feet: In continuous coil. (Will be issued in lieu of | Pkg —/105 
5-182-000 until stocks are exhausted). 
xX 5-183-000 | Cover, Bracket Table, Paper, Round, 100s: Box —/18 
x 5-184-050 | Cover, Headrest, Paper, 100s: Box —/12 
xX 5-188-050 | Cup, Dissolving, 10 ml: With wire holder. J/lustrated. Each 6/144 
x 5-189-000 | Cup, Drinking, Paper, 100s: Four ounce; two piece; nonparaffined. For | Pkg —/50 
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xX 
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mm 


Stock No. 


5-190-050 


5-196-550 
5-196-600 
5-196-700 
5-196-740 
5-196-770 
5-196-800 
5-196-900 
5-200-050 
5-206-000 
5-207-000 
5-223-050 
5-229-700 
5-230-000 
5-230-150 
5-231-150 
5-232-150 
5-232-350 
5-232-550 
5-232-650 
5-234-550 


5-235-050 
5-236-050 


5-240-050 
5-241-050 
5-241-550 
5-242-550 
5-243-050 
5-243-550 


5-244-050 


5-244-550 
5-245-050 
5-246-500 
5-247-550 
5-248-050 
5-248-150 
5-249-700 
5-249-800 
5-250-000 


5-251-000 
5-252-000 
5-252-500 


5-253-008 


STS. 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Cup, Polishing, Rubber, 12s: With one detachable mandrel for SHP and 


one detachable mandrel for AHP. J/lustrated. 
Curette, Alveolar, Molt, No. 1: 
Curette, Alveolar, Molt, No. 2: J/lustrated. 
Curette, Alveolar, Molt, No. 4: Jilustrated. 
Curette, Alveolar, Molt, No. 5L: 
Curette, Alveolar, Molt, No. 6R: 
Curette, Alveolar, Molt, No. 9L: J/lustrated. 
Curette, Alveolar, Molt, No. 10R: J/]ustrated. 
Cuspidor, Dental, Field: With stand. 
Dentimeter, Kirk: Without wire. For wire requisition 5-207-000. Jilustrated. 
Wire, Iron, Dentimeter, 1 oz: 36 gage. 
Disk, Diamond, Safesided: % inch diameter. 
Disk, Metal, Safesided, 7% inch, 12s: 
Disk, Paper, Assorted, 525s: 
Disk, Paper, Cuttlefish, 34 inch, 100s: 7/0 grit. 
Disk, Rubber, Wheel Shape, Square Edge, 30s: Burlew type. 
Disk, Silicon Carbide, Double Cutting, 7% inch, 100s: 
Disk, Silicon Carbide, Knife Edge, 7% inch: 
Disk, Silicon Carbide, Safesided, 7% inch, 100s: 
Disk, Silicon Carbide, Separating, 34 inch, 100s: Grit on one side. 


Dispenser, Alloy-Mercury: For proportioning alloy and mercury. 
Illustrated. 


Dispenser, Paper Cup: For cups requisition 5-189-000. 


Dispenser, Strip: For strip articulating paper, strip celluloid and strip ma- 
trix band, 54 inch width or less. Illustrated. 


Elevator, Malar, Ivy: J/lustrated. 

Elevator, Periosteal, Seldin, No. 22: Double ended. Jilustrated. 
Elevator, Periosteal, Seldin, No. 23: Double ended. Jilustrated. 
Elevator, Root, No. 34-S: Jilustrated. 

Elevator, Root, No. 301: Jilustrated. 


Elevator, Root, Barry, No. 320: Crossbar handle. Will be issued in lieu of 
5-250-000 until stocks are exhausted. 


Elevator, Root, Barry, No. 321: Crossbar handle. Will be issued in lieu of 
5-251-000 until stocks are exhausted. 


Elevator, Root, Miller, No. 73: J/lustrated. 

Elevator, Root, Miller, No. 74: Jilustrated. 

Elevator, Root, Stout, A: Ji/lustrated. 

Elevator, Root, Apical Fragment, Howard, No. 1: Jilustrated. 
Elevator, Root, Apical Fragment, Woodward, No. 3E: Iilustrated. 
Elevator, Root, Apical Fragment, Woodward, No. 4E: J/lustrated. 
Elevator, Winter, No. 1L: Jilustrated. 

Elevator, Winter, No. 1R: Jilustrated. 


Elevator, Winter, No. 122: (Navy—Will not be issued until stocks of 
5-243-550 are exhausted). Illustrated. 

Elevator, Winter, No. 123: (Navy—Will not be issued until stocks of 
5-244-050 are exhausted). Illustrated. 

Elevator, Winter, No. 135: Jilustrated. 

Engine, Dental, Bench Type, 110 volt, 60 cycle, AC: Approximately 185 


watts; complete with table base, all cord arm, electric cord and foot switch. 
Illustrated. 


Engine, Dental, Mobile, 110 volt, 60 cycle, AC: Approximately 100 watts; 
complete; mounted on base with casters. Illustrated. 


Packing 


12/480 


12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
eke 
12/288 
6/288 
12/288 
12/288 
10/100 
12/432 
6/360 
12/432 
100/5000 
12/432 
12/288 
—/96 


9A 
12/288 


6/96 

6/192 
6/192 
6/192 
6/192 
6/192 


6/192 


6/192 
6/192 
6/192 
6/192 
6/192 
6/192 
6/192 
6/192 
6/192 


6/192 
6/192 
—/1 


Packaging 
and 


Notes 
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A-LS 


A-LS 


A-LS 


N-LS 


| A-LS 
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et el A 


Stock No. 


5-253-750 


5-254-050 


5-254-150 


5-254-175 


5-260-050 
5-261-050 
5-266-050 
5-267-050 
5-280-000 
5-280-005 
5-281-000 
5-285-025 
5-285-050 


5-286-050 


5-287-050 
5-288-000 
5-289-000 
5-300-150 
5-300-650 
5-301-150 
5-301-650 
5-302-650 
5-303-150 
5-310-150 
5-310-500 


5-310-600 


5-310-725 
5-310-750 
5-310-850 
5-311-000 
5-311-350 
5-311-450 


5-312-050 
5-313-150 
5-313-250 
5-316-000 
5-317-500 


5-317-750 
5-318-050 


5-318-450 


5-320-000 


NOMENCLATURE AND DESCRIPTION 


Engine, Dental, Foot Pedal Type: Complete. (Navy—Requisition 
9-176-625). For replacement belt requisition 5-254-150, or for old type 


a ce Paes For converting to electrical engine requisition motor, 
-254-175. 


Belt, Foot Pedal Type Engine, 15 feet, 6 inches: For old type engine, 
5-253-750. 


Belt, Foot Pedal Type Engine, 17 feet, 3 inches: Replacement belt for 
(Army—5-253-750 and 9-180-100) (Navy—9-176-625). 
Motor, Dental Engine, 110 volt, AC-DC: Approximately 145 watts; 


conversion unit for foot pedal type dental engines, (Army —5-253-750 
and 9-180-100) (Navy—9-176-625). 


Engine, Dental, Accessories: See Operating Unit and Dental Unit Ac- 
cessories. 


Excavator, Darby-Perry, No. 5: Jilustrated. 

Excavator, Darby-Perry, No. 6: Jilustrated. 

Excavator, Darby-Perry, No. 21: Jilusirated. 

Excavator, Darby-Perry, No. 22: Jilustrated. 

Explorer, No. 6: J/lustrated. 

Explorer, No. 17: Jilustrated. 

Explorer, No. 23: Jilustrated. 

File, Bone, Double End, No. 60 and 61: 

File, Bone, Seldin, No. 11: Double end. Illustrated. 

File, Finishing, Rhein, No. 31: J/lustrated. 

File, Finishing, Rhein, No. 32: J/lustrated. 

File, Gold, Flat, 6 inch: 

File, Gold, Half Round, 6 inch: JIlustrated. 

File, Periodontal, Bunting, No. 15: Jilustrated. 

File, Periodontal, Bunting, No. 16: J/lustrated. 

File, Periodontal, Bunting, No. 17: Jilustraied. 

File, Periodontal, Bunting, No. 18: Jilustrated. 

File, Root Canal, Long Handle, Assorted, 6s: Jilustrated. 
File, Root Canal, Short Handle, Assorted, 6s: 

Flask, Denture, Ejector Type: (Buffalo type). Illustrated. 


Flask, Denture, Ejector Type: Without ejector; (Hanau type). For ejector 
requisition 5-310-600. 


Ejector, Flask: With pry bar and screws for bench mounting. For use 
with 5-310-500. 


Flask, Duplicating, Large: 

Flask, Duplicating, Set of 2: Large and small. 

Flask, Duplicating, Small: 

Floss, Dental, 100 yards: Waxed. 

Flux, Reducing, 1 oz: 

Flux, Soldering, Paste, ¥4 oz: For precious metals and alloys or chromium 
bearing alloys. 

Foil, Tin, 14 lb: 0.001 inch thick. 

Forceps, Bone, Rongeur, No. 1A, Mead: End cutting. J/lustrated. 

Forceps, Bone, Rongeur, No. 4A: J/lustrated. 

Forceps, Rubber Dam Clamp: I/lustrated. 


Forceps, Tooth Extracting, No. 1, Winter: For extracting upper anteriors. 
Iilustrated. 

Forceps, Tooth Extracting, No. 10H: For extracting upper molars. 

Forceps, Tooth Extracting, No. 15: For extracting lower first and second 
molars. Jilustrated. 

Forceps, Tooth Extracting, No. 16: Hornbeaked; for extracting lower first 
and second molars. Illustrated. 

Forceps, Tooth Extracting, No. 18L: For extracting left upper first and 
second molars. 


Each 


Each 


Each 


Packaging 
and 
Packing 


aang 


12/288 


1/6 


12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/144 
12/144 
12/288 
12/288 
12/288 
12/288 
12/720 
12/720 
21/96 
1/24 


1/24 


6/48 
—/46 

6/96 
12/144 
12/288 
12/288 


6/96 
6/96 
6/96 
6/96 
6/96 


6/96 
6/96 


6/96 


50/100 
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Avail- 
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Status 


Expend- 
ability 


Stock No. 


NOMENCLATURE AND DESCRIPTION 


Packaging 


and 
Packing 


re | | | A |S | | SS 


N-LS 
N-LS 
A-LS 


LS 


A-LS 
A-LS 


A-LS 


A-LS 


A-LS 


A-LS 


A-LS 


A-LS 


OG-| 


am OM OM 


Se a Be poke Meee i oa Ak i, 1 


~ 


5-320-020 


5-320-150 


5-321-050 


5-322-000 


5-323-000 


5-324-000 


5-325-000 


5-325-550 


5-326-000 


5-326-400 


5-326-410 


5-326-420 


5-326-480 
5-326-510 
5-326-550 
5-326-555 
5-326-600 


5-326-605 


5-326-630 
5-326-650 


5-326-750 


5-326-805 


5-326-810 


5-326-820 


5-326-830 


5-326-840 


' 5-327-000 


5-327-325 


5-327-350 


5-327-500 


5-327-550 


Forceps, Tooth Extracting, No. 18R: For extracting right upper first and 
second molars. 

Forceps, Tooth Extracting, No. 53L: Bayonet shape; for extracting left 
upper first and second molars. Jilustrated. 

Forceps, Tooth Extracting, No. 53R: Bayonet shape; for extracting right 
upper first and second molars. Jilustrated. 

Forceps, Tooth Extracting, No. 65: Bayonet shape; for extracting upper 
anteriors and roots. Jilustrated. 

Forceps, Tooth Extracting, No. 103: For extracting lower anteriors, bicus- 
pids and roots. Illustrated. 

Forceps, Tooth Extracting, No. 150A: For extracting upper anteriors, bi- 
cuspids and roots. J/lustrated. 

Forceps, Tooth Extracting, No. 151A: For extracting lower anteriors, bi- 
cuspids and roots. Illustrated. 

Forceps, Tooth Extracting, No. 203: For extracting lower anteriors, bicus- 
pids and roots. Jilustrated. 

Forceps, Tooth Extracting, No. 210: For extracting upper third molars. 
Illustrated, 

Forceps, Tooth Extracting, No. 217: For extracting lower third molars. 
Illustrated. 

Forceps, Tooth Extracting, No. 286: Bayonet shape; for erecting upper 
anteriors, bicuspids and roots. J/lustrated. 

Forceps, Tooth Extracting, Hawkbill: For extracting lower anteriors and 
bicuspids. I/lustrated. 

Former, Bite Rim: J/lustrated. 

Forms, Crown, Celluloid, Assorted, 36s: 

Fracture Appliance, Facial Bones: Complete. 

Wire, Arch Fracture Attachment: Replacement for 5-326-550. 


Fracture Set, Mandible, Large: Consists of 24 small universal fracture 
units, 28 small double-clamp universal fixation rod clamps, 22 small % inch 
assorted universal fixation rods, one universal socket wrench and one hand 
drill, In metal carrying case. 

Fracture Set, Mandible, Small: Consists of twelve small universal fracture 
units, fourteen small double-clamp universal fixation rod clamps, twelve 
small 1% inch assorted universal fixation rods, one universal socket wrench 
and one hand drill. In metal carrying case. 


Clamp, Bone Pin: Replacement for mandible fracture sets. 


Clamp, Fracture Fixation Rod: Replacement for mandible fracture 
sets. 
Pin, Bone, 214 inch: Threaded; triangular point and shank; 0.080 inch 
diameter; replacement for mandible fracture sets. 
Rod, Fracture Fixation, 2 inch: Replacement for mandible fracture 
sets. 
Rod, Fracture Fixation, 214 inch: Replacement for mandible frac- 
ture sets. 
Rod, Fracture Fixation, 3 inch: Replacement for mandible fracture 
sets. 
Rod, Fracture Fixation, 4 inch: Replacement for mandible fracture 
sets. 
Rod, Fracture Fixation, 5 inch: Replacement for mandible fracture 
sets. 
Frame, Soldering: Wire; 41% by 4% inches; (investment spider). Ji/ustrated. 
Furnace, Dental Laboratory, Small, 110 volt, AC-DC: Approximately 
1000 watts; complete with inlay tong and extra heating element. J/lustrated. 
Heating Element, Small Dental Furnace, 110 volt, AC-DC: Ap- 
proximately 1000 watts; replacement for 5-327-325. 
Furnace, Laboratory, Muffle Type, 110 volt, AC-DC: Approximately 


1500 watts; complete with rheostat, pyrometer and thermocouple. Illustrated. 


Dimensions Width Depth Height 
Inside 414” 10” on 
Outside 1614" 1914” 22" 


Rheostat, Laboratory Furnace, 110 volt, AC-DC: Replacement for 
5-327-500. 


Each 


Each 
Each 


Each 
Each 
Each 
Each 
Each 
Each 


Each 
Each 


Each 


Each 


Each 


50/100 
6/96 
6/96 
6/96 
6/96 
6/96 
6/96 
6/96 
6/96 
6/96 
6/96 
6/96 


6/144 
—/144 
wey 
—/48 

1/6 


1/6 


6/288 
6/288 


6/288 
6/288 
6/288 
6/288 
6/288 
6/288 


12/144 
—/1 


12/288 


Set 


—/12 
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d- 
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Stock No. 


5-327-650 
5-328-050 
5-330-050 
5-332-150 
5-335-150 
5-340-150 
5-345-150 
5-345-500 
5-346-150 
5-347-150 
5-347-155 
5-348-150 
5-348-160 
5-352-125 


5-352-150 
5-353-025 
5-353-050 
5-355-000 


5-356-006 


5-357-006 
5-357-725 


5-358-050 
5-358-075 
5-358-150 
5-358-250 


5-358-750 
5-359-000 
5-360-000 
5-362-000 
5-362-150 
5-362-450 
5-362-500 
5-362-700 
5-362-710 
5-362-730 
5-362-740 
5-362-770 


5-363-005 
5-363-050 
5-363-105 
5-363-150 
5-363-175 
5-363-250 
5-363-305 
5-363-350 


NOMENCLATURE AND DESCRIPTION 


Furnace, Porcelain, 110 volt, AC-DC: Approximately 750 watts. 
Gage, Millimeter, Boley: J/lustrated. 

Gauze, Iodoform, 14 inch by 5 yards: 

Gauze, Plain, 1/4 inch by 5 yards: 

Glaze, Porcelain Finishing, 1 oz: 

Grease, Handpiece, 1/2 oz: 

Guide, Mold, Teeth: 

Guide, Occlusal Plane, Fox: 

Guide, Shade, 2 Fusing Porcelain: 


Guide, Shade, Silicate Cement, Caulk: 

Guide, Shade, Silicate Cement, S.S. White: 

Guide, Shade, Teeth, New Hue: J/lustrated. 

Guide, Shade, Teeth, Twentieth Century: 

Handpiece, Angle, Hexagonal Sleeve: Complete with TM 8-638. 
Illustrated. 

Handpiece, Contra-Angle, Slip-Joint Type: Ji/ustrated. 

Handpiece, Straight, Hexagonal Nose: Complete with TM 8-638. 

Handpiece, Straight, Slip-Joint Type, No. 7: Jilustrated. 


Heater, Impression Compound, 110 volt, AC-DC: Approximately 422 
watts; complete. Illustrated. 
Heating Element, Compound Heater, 110 volt, AC-DC: Approxi- 
mately 422 watts. Replacement for 5-355-000. 
Thermometer, Compound Heater: Replacement for 5-355-000. 


Holder, Ammoniacal Silver Nitrate Ampul: For silver nitrate ampul 
requisition 1-405-010. 

Holder, Broach: Jilustrated. 

Holder, Cotton: 

Holder, Cotton Pellet: J/lustraied. 

Holder, Cotton Roll, Right and Left: J//ustrated. 

Holder, Flask: Requisition Skimmer 64-S-779 from BuS&A. 

Holder, Flattened Clasp Wire: For wire requisition 5-806-450. Illustrated. 

Holder, Mercury: Jilusiraied. 

Holder, Napkin: Jilustrated. 

Holder, Rubber Dam: Illustrated. 

Hone, Dental Instrument, Grooved: Arkansas stone. 

Hydrocolloid, Agar Type, 12s: Impression material; in tubes. 

Hydrocolloid, Alginate Type, 12s: Impression material; in tubes. 

Impression Compound, Cakes, Black, 1 lb: For trays. 

Impression Compound, Cakes, Red, 1 lb: 

Impression Compound, Sticks, Green, 1 Ib: Low heat type. 

Impression Compound, Sticks, Red, 4 Ib: 


Impression Paste: One tube each of base material and accelerator, zinc 
oxide-eugenol type. 
Instrument, Cutting, Black, No. 8: (Hatchet). J/lusirated. 


Instrument, Cutting, Black, No. 17: (Hatchet). J/lustrated. 
Instrument, Cutting, Black, No. 23: (Hatchet). J/lustrated. 
Instrument, Cutting, Black, No. 29: (Hoe). Jilustrated. 
Instrument, Cutting, Black, No. 30: (Hoe). 

Instrument, Cutting, Black, No. 34: (Hoe). Jilustrated. 
Instrument, Cutting, Black, No. 51: (Enamel hatchet). //ustrated. 
Instrument, Cutting, Black, No. 52: (Enamel hatchet). J//ustrated. 
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Stock No. 


5-363-405 . 


5-363-450 
5-363-505 
5-363-550 
5-363-605 
5-363-650 
5-363-705 


5-363-750 


5-363-805 


5-363-850 


5-363-905 
5-363-950 
5-364-025 
5-364-050 
5-364-125 
5-364-150 
5-364-225 
5-364-250 
5-364-350 
5-364-425 
5-364-450 
5-364-750 
5-365-050 
5-365-150 
5-365-205 
5-365-250 
5-365-305 
5-365-350 
5-365-405 
5-365-450 
5-366-500 


5-367-550 
5-368-050 
5-368-550 
5-371-050 
5-372-000 
5-372-350 
5-372-450 
5-372-550 
5-373-000 
5-374-050 
5-375-010 


5-375-015 


5-375-020 


5-384-050 


NOMENCLATURE AND DESCRIPTION 


Instrument, Cutting, Black, No. 53: (Enamel hatchet). Illustrated, 
Instrument, Cutting, Black, No. 54: (Enamel hatchet). Illustrated. 
Instrument, Cutting, Black, No. 63: (Spoon). J/lustrated. 
Instrument, Cutting, Black, No. 64: (Spoon). Jilustrated. 
Instrument, Cutting, Black, No. 65: (Spoon). J/lustrated. 
Instrument, Cutting, Black, No. 66: (Spoon). J/lustrated. 


Instrument, Cutting, Black, No. 77: 
Illustrated. 


Instrument, Cutting, Black, No. 78: 
Illustrated. 


Instrument, Cutting, Black, No. 79: 
Illustrated. 


Instrument, Cutting, Black, No. 80: 
Illustrated. 


Instrument, Cutting, Black, No. 81: (Binangle chisel). [/lustrated. 
Instrument, Cutting, Black, No. 83: (Binangle chisel). I/lustrated. 
Instrument, Cutting, Black, No. 84: (Chisel). J//ustrated. 
Instrument, Cutting, Black, No. 85: (Chisel). 

Instrument, Cutting, Black, No. 86: (Chisel). [/Justrated. 
Instrument, Cutting, Black, No. 87: Side cutting. 


(Gingival margin trimmer). 
(Gingival margin trimmer). 
(Gingival margin trimmer). 


(Gingival margin trimmer). 


Instrument, Cutting, Black, No. 88: Side cutting. 

Instrument, Cutting, Black, No. 89: (Discoid). Illustrated. 

Instrument, Cutting, Black, No. 92: (Cleoid). J/lustrated. 

Instrument, Cutting, S. S. White, No. 2: (Hatchet). 

Instrument, Cutting, S. S. White, No. 5: (Hatchet). 

Instrument, Holding, Gold Foil, Black: J/lustrated. 

Instrument, Plastic, Gregg, No. 2: Jilustrated. 

Instrument, Plastic, Gregg, No. 3: Jilustrated. 

Instrument, Plastic, Ladmore, No. 3: J/lustrated. 

Instrument, Plastic, Stellite, No. 1-2: Double end. Jilustrated. 

Instrument, Plastic, Stellite, No. 5-7: Double end. Jilustrated. 

Instrument, Plastic, Woodson, No. 1: J/lustrated. 

Instrument, Plastic, Woodson, No. 2: J/lustrated. 

Instrument, Plastic, Woodson, No. 3: J/lustrated. 

Investment, Inlay, Cristobalite, 314 lb: For control powder and scale 
requisition 5-502-200 and 5-541-010. 

Investment, Model, Cristobalite, 35 lb: 

Investment, Soldering, 5 lb: Crown and bridge investment. 

Investment, Soldering, 25 lb: Crown and bridge investment. 

Knife, Finishing, Black, No. 8: J/lustrated. 

Knife, Office and Compound: ///ustrated. 

Knife, Periodontal, Black, Left: 

Knife, Periodontal, Black, Right: 

Knife, Periodontal, Black, Straight: 

Knife, Plaster: Ji/ustrated. 

Lacquer, Model, 4 oz: 


Lamp, Alcohol, Metal: Adjustable wick. For annealing tray requisition 
5-375-015. Illustrated. 


Tray, Annealing: For gold foil pellets. For use with 5-375-010. 
Illustrated. 


Wick, Alcohol Lamp, Small: 144 inch diameter. Replacement for 
5-375-010. 


Lamp, Bench, Laboratory, 110 volt, AC-DC: Approximately 100 watts. 
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JULY 1947 


PRELIMINARY EDITION 


Stock No. 


5-385-050 


5-386-050 
5-387-050 


5-388-005 


5-389-150 


5-389-195 


5-389-250 


5-390-050 


5-390-150 
5-390-250 
5-390-350 
5-390-450 
5-390-750 


5-391-050 


5-391-075 


5-392-150 
5-396-150 


5-396-450 


5-397-150 
5-397-250 
5-397-350 
5-397-450 
5-397-550 
5-397-650 
5-398-050 


5-399-150 
5-399-250 
5-399-350 
5-399-450 
5-399-550 


5-399-650 


NOMENCLATURE AND DESCRIPTION 


Lamp, Dental Operating, with 16 inch Extension Arm, 110 volt, | 


AC-DC: Approximately 100 watts; for Ritter E units. (Army—For in- 
candescent lamp requisition 7-979-550). (Navy—For incandescent lamp 
requisition 17-L-4521 from BuS&A). Illustrated. 


Lens, Dental Operating Lamp, 12 inch: For use with 5-385-050. 
Lamp, Dental Operating, Field Type, 110 volt, AC-DC: Approximately 
100 watts. For incandescent lamp requisition 7-979-500. 


Lamp, Dental Operating, Wall Bracket Type, 110 volt, AC-DC: Ap- 
proximately 100 watts. (Army—For incandescent lamp _ requisition 
7-979-550). (Navy—For incandescent lamp requisition 17-L-4521 from 
BuS&A). 

Lathe, Dental Laboratory, 110 volt, 60 cycle, AC: Approximately 360 
watts; complete with one each 5-390-050, 5-390-150, 5-390-250, 5-390-350 
and 5-390-450 chucks; without dust collector and hood. For dust collector 
and hood requisition 5-390-750 and 5-391-050. Illustrated. 


Lathe, Dental Laboratory, Heavy Duty, 110 volt, 60 cycle, AC: Approxi- 
mately 520 watts; complete. 

Lathe, Dental Laboratory, Polishing, 110 volt, 60 cycle, AC: Approxi- 
mately 780 watts; complete with dust collector. Illustrated. 


Lathe Accessories: See following indented items. 
Chuck, Arbor Band: 34 inch band; right. Replacement for 5-389-150. 
Illustrated. 
Chuck, Bur: Replacement for 5-389-150. Illustrated. 
Chuck, Spindle, Left: Replacement for 5-389-150. Illustrated. 
Chuck, Stone, Left: Replacement for 5-389-150. J/lustrated. 
Chuck, Stone, Right: Replacement for 5-389-150. 
Collector, Dust, Four Hood Capacity, 110 volt, 60 cycle, AC: Ap- 
proximately 700 watts; for use with 5-389-150. Illustrated. 
Hood, Dental Lathe: For wet and dry polishing. For use with 
5-389-150. Illustrated. 
Hood, Dental Lathe, Porcelain and Metal Grinding: For use with 
5-389-150. 


Lubricant, Silicate Cement, 1 oz: 


Mallet, Gold Foil, Automatic: Without accessories. For accessories requi- 
sition 5-396-450 through 5-398-050. Illustrated. 


Mallet and Gold Foil Accessories: See following indented items. 


Handle, Cone Socket, No. 4: For use with foil points, 5-397-150 to 
5-398-050. Illustrated. 


Instrument Holding, Gold Foil, Black: See 5-364-750. 
Point, Foil, Black, No. 1: For use with 5-396-150. J/lustrated. 
Point, Foil, Black, No. 2: For use with 5-396-150. Jilustrated. 
Point, Foil, Black, No. 3: For use with 5-396-150. Illustrated. 
Point, Foil, Black, No. 4: For use with 5-396-150. Illustrated. 
Point, Foil, Black, No. 5: For use with 5-396-150. Illustrated. 
Point, Foil, Black, No. 6: For use with 5-396-150. Illustrated. 
Point, Foil, Black, No. 10: For use with 5-396-150. Jilustrated. 
Tray, Annealing: Requisition 5-375-015. 


Mallet, Oral Surgery, Engine Driven, Dudley: With five impactor (chisels, 
elevator and gouge) points, 5-399-250 through 5-399-650. For use with slip 
joint type of wrist joint. J//ustrated. 

Chisel, Bone, Dudley, No. C 1: Replacement for 5-399-150. Jilustrated. 

Chisel, Bone, Bi-Bevel, Dudley, No. C 13: Replacement for 5-399-150. 

Illustrated. 

Elevator, Root, Dudley, No. E 6: Replacement for 5-399-150. 

Illustrated, 

Elevator, Root, Dudley, No. E 21: Replacement for 5-399-150. 

Illustrated. 

Gouge, Bone, Dudley, No. G 7: Replacement for 5-399-150. Illustrated. 
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5-401-000 


5-402-050 
5-407-000 
5-407-250 
5-408-000 
5-408-250 
5-409-050 
5-409-550 
5-411-000 
5-412-150 
5-413-050 
5-418-005 


5-419-005 


5-419-350 


5-419-400 
5-419-550 
5-420-500 
5-420-700 
5-421-110 


5-421-125 


5-421-150 


5-421-350 
5-421-425 
5-421-430 
5-421-475 


5-421-490 


5-421-550 
5-421-555 


5-421-560 


5-421-567 . 


5-421-580 
5-421-585 
5-421-605 


5-421-610 


5-421-615 
5-421-620 


5-421-640 


NOMENCLATURE AND DESCRIPTION 


Mallet, Plugging: J/lustrated. 

Mallet, Rawhide Face: 1°4 inch face diameter, 4 inch head length, 12 inch 
handle. Requisition #41-H-471-175 from BuS&A. 

Mallet, Surgical: J/lustrated. 

Mandrel, AHP, Morgan-Maxfield, 6s: J/lustrated. 

Mandrel, AHP, Screwhead, No. 303, 6s: J/lustrated. 

Mandrel, SHP, Morgan-Maxfield, 6s: [/lustrated. 

Mandrel, SHP, Screwhead, No. 303, 6s: J/lustrated. % 

Marker, Pocket, Periodontal, Crane-Kaplan, No. 2: 

Marker, Pocket} Periodontal, Crane-Kaplan, No. 3: 

Mat, Floor, Rubber: Semicircular; for use with dental chair, 5-143-000. 

Matrix, Cervical, Celluloid, Assorted, 12s: Three each of sizes 1, 2, 3 and 4. 

Measure, Silicate Cement: For proportioning powder. 

Mirror, Mouth, No. 4: Plane glass; cone socket; without handle. For handle 
requisition 5-419-350. Illustrated. 


Mirror, Mouth, No. 5: Magnifying glass; cone socket; without handle. For 
handle requisition 5-419-350. Illustrated. 


Handle, Mouth Mirror: Cone socket. For use with 5-418-005 and 
5-419-005. Illustrated. 


Mixer, Mechanical: Without rubber bowl. J/lustrated. 
Bowl, Plaster, Rubber, Small: For use with 5-419-400. 

Mortar and Pestle, Glass: [/lustrated. 

Napkin, Gauze, 500s: 6 by 6 inches; sterile. 

Needle, Anesthesia, Ruthenio-Platinum, 26 Gage, 1 inch: Lock type. 
For syringe requisition 5-596-150. 

Needle, Anesthesia, Ruthenio-Platinum, 26 Gage, 154 inch: Lock type. 
For syringe requisition 5-596-150. 

Needle, Anesthesia, Stainless Steel, 26 Gage, 154 inch, 12s: Lock type. 
For syringe requisition 5-596-150. 

Nippers, Wire, Side Cutting, 514 inch: Jilustrated. 

Oil, Lubricating, 1 oz: For dental engine. 

Oil, Lubricating, 3 oz: For dental engine. 

Operating Unit, Dental, 110 volt, 60 cycle, AC: Approximately 300 watts; 
complete with accessories. I/lustrated. 


Operating Unit, Dental, Junior Model, 110 volt, 60 cycle, AC: Complete 
with accessories. (Navy—Not for general issue). 


Operating Unit and Dental Engine Accessories: See following indented 
items. 


Belt, Engine, 9 foot, 4 inch: For Ritter laboratory engine. 

Belt, Engine, 9 foot, 10 inch: For Ritter E and Tri-Dent B units, 
mobile and bracket engines. 

Belt, Engine, 10 foot, 8 inch: For Ritter C and D units. 

Belt, Engine, 11 foot: For Weber F units and Weber mobile dental 
engines. 

Bottle, Spray, Clear: For S. S. White Master units. 

Bottle, Spray, Opal: For Ritter units. [/lustrated. 

Brush, Carbon, Dental Engine, Ritter, Set of 2: For Ritter Model 
C, 110 volt, AC, dental engines, bench engines and dental units. 
Brush, Carbon, Dental Engine, S. S. White Junior Units, Set of 
2: For S. S. White Model 10, 11, 21 and 22 dental engines, 110 volt, 
AC-DC. 

Brush, Carbon, Dental Engine, S. S. White Master Units, Set of 
2: For S. S. White Master units, 110 volt, AC-DC. 

Brush, Carbon, Dental Engine, Weber, Set of 2: For Weber F 
dental engines, 110 volt, AC-DC. 

Engine, Dental, Ritter Units, 110 volt, 60 cycle, AC: Approxi- 
mately 100 watts; without yoke. J/lustrated. 
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5-421-695 


5-421-705 


5-421-725 


5-421-730 


5-421-750 
5-421-775 


5-421-780 


5-421-790 


5-421-795 


5-421-805 


5-421-810 


5-421-815 


5-421-840 


5-421-845 


5-421-850 
5-421-855 
5-421-870 


5-421-880 
5-421-885 
5-421-895 
5-421-905 
5-421-910 


5-421-928 
5-421-935 


5-421-945 


5-421-955 
5-421-960 


5-421-965 


Operating Unit and Dental Engine Accessories: (Cont’d) 


NOMENCLATURE AND DESCRIPTION 


Heating Element, Warm Air Syringe, Ritter E and Tri-Dent B 
Units: Approximately 100 watts; Mfg. part No. 210-G-2. 

Heating Element, Warm Air Syringe, S. S. White Master and 
Junior Units: Approximately 100 watts; Mfg. part No. 347-110-X-A. 
Holder, Syringe, Ritter Units: For holding unit syringe on bracket 
table. 

Holder, Syringe, S. S. White Junior and Weber Units: For hold- 
ing unit syringe on bracket table. 

Mouthpiece, Saliva Ejector: J/lustrated. 

Nozzle, Cold Air Syringe, Ritter Units: Mfg. part No. 260-G-2. 
Illustrated. 

Nozzle, Cold Air Syringe, S. S. White Units: Mfg. part No. 
346-55 X. 

Nozzle, Warm Air Syringe, Ritter E and Tri-Dent B Units: Com- 
plete with base, guard and spring. Mfg. part No. 208-G-2. Illustrated. 
Nozzle, Warm Air Syringe, S.S. White Master and Junior Units: 


complete with tip and spring Mfg. parts No. 347-205X, 347-206 and 
347-208. 


Nozzle, Warm Water Syringe, Ritter E Units Serial 3E3411 and 
Above: Mfg. part No. 1464-G-23..Iilustrated. 

Nozzle, Warm Water Syringe, Ritter E Units Serial 3E3410 and 
Below: Mfg. part No. 1380-G-2. Jilusjrated. 

Nozzle, Warm Water Syringe, S. S. White Master Units: Mfg. 
part No. 338-230X. 

Syringe, Cold Air, Ritter E Units: Complete with tubing. Mfg. 
part No. 1381-G-1. 

Syringe, Cold Air, Ritter Tri-Dent B Units: Complete with tub- 
ing. Mfg. part No. 1830-G-1. 

Syringe, Cold Air, S. S. White Junior Units: Complete with tub- 
ing. Mfg. part No. 346-210Y. 

Syringe, Cold Air, S. S. White Master Units: Complete with tub- 
ing. Mfg. part No. 346-160Y. 

Syringe, Warm Air, Ritter E Units, 110 volt, AC-DC: Approxi- 
mately 100 watts; complete with tubing. Mfg. part No. 1403-G-1. 
Syringe, Warm Air, S. S. White Junior Units, 110 volt, AC-DC: 


Approximately 100 watts; complete with tubing. Mfg. part No. 
347-290-Y. 


Syringe, Warm Air, S. S. White Master Units, 110 volt, AC-DC: 


Approximately 100 watts; complete with tubing. Mfg. part No. 
347-200-Y. 


Syringe, Warm Water, Ritter E Units Serial Above 3410, 110 volt, 
AC-DC: Approximately 100 watts; complete with tubing. Mfg. part 
No. 1464-G-18. 

Syringe, Warm Water, Ritter E Units Serial Below 3411, 110 volt, 


AC-DC: Approximately 100 watts; complete with tubing. Mfg. part 
No. 1380-G-1. 


Syringe, Warm Water, S. S. White Master Units, 110 volt,_ 


AC-DC: Approximately 100 watts; complete with tubing. Mfg. part 
No. 338-400-Y. 


Table Top, Glass, Ritter Units: 

Tip, Atomizer: For spray bottle. Consists of spraying attachment 
and glass tube. 

Tubing, Aspirator, Gomco: Complete with rubber stoppers for 


vacuum bottle and four chamois valve filters. Replacement tubing for 
Gomco Aspirator. 


Tubing, Cold Air Syringe, Ritter E and Tri-Dent B Units: Com- 
plete with fittings. Mfg. part No. 1381-G-4. Illustrated. 

Tubing, Cold Air Syringe, S. S. White Junior Units: Complete 
with fittings. Mfg. part No. 346-116Y. 

Tubing, Cold Air Syringe, S. S. White Master Units: Complete 
with fittings. Mfg. part No. 346-40YA. 
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NOMENCLATURE AND DESCRIPTION 


Operating Unit and Dental Engine Accessories: (Cont’d) 


Tubing, Saliva Ejector, Ritter Units: Complete with fittings. Mfg. 
part No. 673-G-32. Illustrated. 


Tubing, Saliva Ejector, S. S. White Units: Complete with fittings. 
Mfg. part No. D combination. J/lustrated. 


Tubing, Saliva Ejector, Weber F Units: Complete with fittings. 
Mfg. part No. 1-G-500-67. 

Tubing, Warm Air Syringe, Ritter A, B, C and D Units: Com- 
plete with wiring and fittings. Mfg. part No. 209-G-2. 


Tubing, Warm Air Syringe, Ritter E Units: Complete with wiring 
and fittings. Mfg. part No. 1403-G-9. Illustrated. 


Tubing, Warm Air Syringe, S. S. White Master Units: Complete 
with wiring and fittings. Mfg. part No. 347-170X. Illustrated. 


Tubing, Warm Air Syringe, Weber F Units Serial F3700-F7217: 
Complete with wiring and fittings. Mfg. part No. 1G-804-G. Illustrated. 
Tubing, Warm Water Syringe, Ritter A, B, C and D Units: 
Complete with fittings. Mfg. part No. 860-G-3. Illustrated. 

Tubing, Warm Water Syringe, Ritter E Units Serial No. 3410 and 
Below: Complete with fittings. Mfg. part No. 1380-G-3. Illustrated. 
Tubing, Warm Water Syringe, Ritter E Units Serial No. 3411 and 
Above: Complete with fittings. Mfg. part No. 1464-G-3. 


Tubing, Warm Water Syringe, S. S. White Units: Complete with 
fittings. Mfg. part No. 337-A-154Y. Illustrated. 


Tubing, Warm Water Syringe, Weber F Units Serial F5659-F7858: 
Complete with fittings. Mfg. part No. 1G-1552-G. Illustrated. 

Pad, Cement Mixing, Paper: Bound waxed paper sheets. 

Pad, Rubber Dam, 50s: Disposable tissue. 

Pan, Pickling: 

Paper, Articulating, 12 Sheets: 

Paper, Articulating, Blue, 25 ft: For dispenser requisition 5-236-050. 

Pencil, Slate, Dental, 12s: 

Plaster of Paris, Impression, 5 lb: 


Plaster of Paris, Orthopedic and Dental Modeling: Requisition 2-037-205 
and 2-037-235. 


Pliers, No. 2: Cotton dressing. 

Pliers, No. 6: Cotton dressing; stellite. [//ustrated. 
Pliers, No. 17: Dressing. Illustrated. 

Pliers, No. 102: Cone socket. 

Pliers, No. 104: Flat nose; serrated beak. 

Pliers, No. 107: Round nose. 

Pliers, No. 111, How: Serrated. Illustrated. 

Pliers, No. 114, Johnson: Contouring. 

Pliers, No. 118, Peeso: Collar and crown. Jilustrated. 
Pliers, No. 122: Smooth beak; office. 

Pliers, No. 134, McKellops: Clasp bending. J/lustrated. 
Pliers, No. 136, Goslee: Contouring. I/lustrated. 
Pliers, No. 137, Gordon: Contouring. J/lustrated. 
Pliers, No. 200, Aderer: Clasp adjusting. J/lustrated. 
Pliers, Clasp Bending, Jelenko: //lustrated. 

Pliers, Laboratory, Parallel Jaws: Flat nose; 5 inch. 
Pliers, Lingual Bar, Aderer: J/lustrated. 

Pliers, Parallel Jaws with Nippers, 514 inch, Bernard: Jilustrated. 


Pliers, Wire Bending and Clasp Adjusting, 5 inch: Beak % inch; round 
on flat. Illustrated. 


Plugger, Amalgam, Black, No. 1: 
Plugger, Amalgam, Black, No. 2: 
Plugger, Amalgam, Black, No. 3: 
Plugger, Amalgam, Black, No. 4: 


Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 


Each 


Each 
Each 


Each 


Each 
Box 
Each 
Book 
Roll 
Box 


Can 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each © 


Each 
Each 


Each 
Each 
Each 


Packaging 
and 
Packing 


1/48 
1/48 
1/48 
1/48 
1/48 
1/48 
1/48 


1/48 


1/48 


1/48 
1/48 


1/48 


1/144 

1/24 

1/36 
48/1152 
48/1152 
12/432 
= 


12/576 
12/576 
12/576 

6/144 
12/576 


12/360 — 


6/144 
12/360 
6/144 
12/360 
6/144 
6/144 
6/144 
6/144 
6/144 
12/360 
6/144 
6/144 
6/144 


12/288 
12/288 
12/288 
12/288 


Notes 
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Stock No. 


NOMENCLATURE AND DESCRIPTION 


5-439-000 
5-440-150 
5-440-650 
5-441-150 
5-441-650 
5-442-150 
5-442-650 
5-443-150 
5-444-000 
5-445-000 
5-446-000 
5-447-000 
5-448-000 
5-449-000 
5-450-650 
5-451-150 
5-452-150 


5-452-750 
5-453-300 
5-453-350 
5-453-600 
5-453-650 
5-453-750 


5-453-800 
5-453-950 
5-454-150 


5-454-250 
5-454-350 
5-454-450 
5-454-650 
5-454-950 
5-455-000 
5-456-150 
5-457-150 
5-460-000 
5-465-150 


5-470-150 
5-475-000 
5-476-150 
5-477-150 
5-478-000 
5-480-000 
5-483-000 
5-484-150 


5-490-050 
5-502-000 
5-502-200 


5-503-000 


Plugger, Amalgam, Black, No. 5: 

Illustrated. 
Illustrated. 
Illustrated. 
Illustrated. 
Illustrated. 
Illustrated. 
Illustrated. 


Plugger, Amalgam, Sweeney, No. 1: Double end. 
Plugger, Amalgam, Sweeney, No. 2: Double end. 
Plugger, Amalgam, Sweeney, No. 3: Double end. 
Plugger, Amalgam, Sweeney, No. 4: Double end. 
Plugger, Amalgam, Sweeney, No. 5: Double end. 
Plugger, Amalgam, Sweeney, No. 6: Double end. 
Plugger, Amalgam, Sweeney, No. 7: Double end. 
Plugger, Root Canal, No. 1: 

Plugger, Root Canal, No. 3: 

5: Illustrated. 

Plugger, Root Canal, No. 7: 


Plugger, Root Canal, No. 


Plugger, Root Canal, No. 9: 

Plugger, Root Canal, No. 11: 

Point, Abrasive, Mounted, 12s: For finishing dentures. 

Point, Diamond, AHP, Cylindrical: 4% by 1% inches long. Illustrated. 

Point, Diamond, AHP, Inverted Cone: 5%; by 6 by 24 inches long. 
Illustrated. 

Point, Diamond, AHP, Round: )% inch diameter. 

Point, Diamond, AHP, Tapered: 6 by 2; by 14 inches long. Illustrated. 

Point, Diamond, AHP, Wheel, 14 by 2 inches: Jilustrated. 

Point, Diamond, AHP, Wheel, 546 by 364 inches: I/lustrated. 

Point, Diamond, SHP, Cylindrical: % by 16 inches long. J/lustrated. 

Point, Diamond, SHP, Inverted Cone: % by 6 by %4 inches long. 
Illustrated. 

Point, Diamond, SHP, Tapered: 6 by °4 by 14 inches long. J/lustrated. 

Point, Diamond, SHP, Wheel: 14 by 2 inches. J/lustrated. 


Point, Root Canal, Gutta-Percha, Assorted, 150s: Fifty coarse, fifty 
medium and fifty fine points. 


Point, Root Canal, Gutta-Percha, No. 6 150s: 

Point, Root Canal, Gutta-Percha, No. 8, 150s: 

Point, Root Canal, Gutta-Percha, No. 10, 150s: 

Point, Root Canal, Paper, Assorted, 200s: 

Point, Silicon Carbide, AHP, Cone, 6s: Jilustrated. 

Point, Silicon Carbide, AHP, Cylinder, 6s: Illustrated. 

Point, Silicon Carbide, AHP, Inverted Cone, 6s: J/lustrated. 

Point, Silicon Carbide, AHP, Knife Edge, 6s: Jilustrated. 

Point, Silicon Carbide, AHP, Tapered Cylinder, 6s: J/lustrated. 

Point, Silicon Carbide, AHP, Wheel, with Rounded Edges, 6s: 
Illustrated. 

Point, Silicon Carbide, SHP, Cone, 6s: //lustrated. 

Point, Silicon Carbide, SHP, Cylinder, 6s: J/]ustrated. 

Point, Silicon Carbide, SHP, Inverted Cone, 6s: J/lusirated. 

Point, Silicon Carbide, SHP, Knife Edge, 6s: Jilustrated. 

Point, Silicon Carbide, SHP, Large Rounded Cone, 6s: J/lustrated. 

Point, Silicon Carbide, SHP, Tapered Cylinder, 6s: J/lustrated. 

Point, Silicon Carbide, SHP, Wheel, 6s: J//ustrated. 

Point, Silicon Carbide, SHP, Wheel, with Rounded Edges, 6s: 
Illustrated. 

Porcelain, Fusing, Medium: Sixteen 1% oz. jars. 

Pot, Medicine, Glass: Dappen dish. J/lustrated, 


Powder, Control, Inlay Investment, 414 Ib: For use with investment, 
5-366-500. 


Press, Flask: J/lustraied. 


Packaging 
and 
Packing 


12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 


12/288 
12/288 
12/288 
12/288 
12/288 
12/288 


12/288 
12/288 
12/600 


12/600 
12/600 
12/600 
12/600 
12/576 
12/576 
12/576 
12/576 
12/576 
12/576 


12/576 
12/576 
12/576 
12/576 
12/576 
12/576 
12/576 
12/576 


1/12 
12/480 
1/12 


1/4 
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Avail- E Unit Packaging 
ability xpend- Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 


Status | bility Issue Packing 


5-503-050 | Press, Injector, Acrylic Flask: Without flasks or former. For flasks and | Each 1/6 
former requisition 5-503-060, 5-503-065 and 5-503-075. Illustrated. 


>. 5-503-060 Flask, Acrylic Crown and Bridge: Two piece. For use with 5-503-050. | Each —/36 
Illustrated. 
B8 5-503-065 Flask, Acrylic Inlay: Tapered. For use with 5-503-050. Illustrated. Each 12/144 
De 5-503-075 Former, Flask: For use with 5-503-050. J/lustrated. Each 6/96 
xX 5-504-000 | Probe, Abscess, Silver: In case. J/lustrated. Each 12/288 
x 5-506-150 | Pumice, Coarse, 1 lb: Can 1/48 
xX 5-506-650 | Pumice, Flour, 1 lb: NF. Can 1/48 
5-508-150 | Punch, Rubber Dam: //lustrated. : Each 6/144 
A-LS xX 5-509-750 | Reamer, Root Canal, Long Handle, Tapered, Fine, 6s: Pkg 12/480 
A-LS;} X 5-510-000 | Reamer, Root Canal, Long Handle, Tapered, XX Fine, 6s: Pkg 12 /480 
xX 5-510-150 | Reamer, Root Canal, Short Handle, Assorted, 6s: Pkg 12/480 
A-LS x 5-510-250 | Reamer, Root Canal, Short Handle, Tapered, Coarse, 6s: Pke 12/480 
RES ox 5-510-358 | Reamer, Root Canal, Short Handle, Tapered, XX Coarse, 6s: Pkg 12/480 
A-LS x 5-510-450 | Reamer, Root Canal, Short Handle, Tapered, Fine, 6s: Pkg 12/480 
A-LS | X 5-510-550 | Reamer, Root Canal, Short Handle, Tapered, XX Fine, 6s: Pkg 12/480 
N 5-513-150 | Receptacle, Waste: With lid. Each —/1 
N x 5-513-250 Bag, Paper, Waste Receptacle, 100s: Pkg 5/20 
5-516-150 | Remover, Crown, Simplex: J/lustrated. Each 6/144 
x 5-517-050 | Resin, Acrylic, Denture Base, Clear: Ten unit package. Pkg 1/24 D 
x 5-517-550 | Resin, Acrylic, Denture Base, Pink: Ten unit package. Pkg 1/24 D 
xX 5-518-062 | Resin, Acrylic, Shade 62, 100 Gm: Powder only; incisal. Bottle | 6/96 
xX 5-518-063 | Resin, Acrylic, Shade 63, 100 Gm: Powder only; gingival. Bottle 6/96 
».4 5-518-064 | Resin, Acrylic, Shade 64, 100 Gm: Powder only; incisal. Bottle 6/96 
<< 5-518-065 | Resin, Acrylic, Shade 65, 100 Gm: Powder only; gingival. Bottle 6/96 
xX 5-518-066 | Resin, Acrylic, Shade 66, 100 Gm: Powder only; gingival. Bottle | 6/96 
x 5-518-067 | Resin, Acrylic, Shade 67, 100 Gm: Powder only; gingival. Bottle 6/96 
x 5-518-069 Resin, Acrylic, Shade 69, 100 Gm: Powder only; gingival. Bottle 6/96 
x 5-518-073 | Resin, Acrylic, Shade 73, 100 Gm: Powder only; gingival. Bottle | 6/96 
xX 5-518-077 | Resin, Acrylic, Shade 77, 100 Gm: Powder only; gingival. Bottle 6/96 
xX 5-518-079 | Resin, Acrylic, Shade 79, 100 Gm: Powder only; gingival. Bottle 6/96 
D4 5-518-081 | Resin, Acrylic, Shade 81, 100 Gm: Powder only; gingival. Bottle 6/96 
».4 5-518-085 | Resin, Acrylic, Shade 85, 100 Gm: Powder only; gingival. Bottle 6/96 
xX 5-518-550 Liquid, Acrylic Resin, 8 oz: Suitable for all acrylic resins, both tooth | Bottle 1/48 
and denture base. 
5-519-000 | Retainer, Matrix, No. 1: Without bands. J/lustrated. Each 12/360 
xX 5-520-150 Bands, Matrix, Assorted, No. 1, 12s: For use with 5-519-000. Pkg 100/600 
A-LS xX 5-520-550 Bands, Matrix, Bicuspid, Medium, No. 1, 12s: For use with 5-519-000. | Pkg 100 /3600 
A-LS | X 5-521-000 Bands, Matrix, Bicuspid, Narrow No. 1, 12s: For use with 5-519-000. | Pkg 100/3600 
A-LS xX 5-522-000 Bands, Matrix, Molar, Medium, No. 1, 12s: For use with 5-519-000. | Pkg 100/3600 
A-LS xX 5-523-000 Bands, Matrix, Molar, Narrow, No. 1, 12s: For use with 5-519-000. Pkg 100/3600 
5-523-200 | Retainer, Matrix, No. 9: Without bands. Jilustrated. Each 12/360 
5-523-350 Bands, Matrix, Assorted, No. 9, 12s: For use with 5-523-200. Pkg 100/3600 
A-LS} X 5-523-400 Bands, Matrix, Bicuspid, Medium, No. 9, 12s: For use with | Pkg 100/3600 
5-523-200. 
A-LS| X 5-523-600 Bands, Matrix, Molar, Medium, No. 9, 12s: For use with 5-523-200. | Pkg 100/3600 
5-523-750 | Retainer, Matrix, Siqveland: Without bands. Jilustrated. Each 12/360 
x 5-523-950 Bands, Matrix, 20 ft: For use with 5-523-750. Roll 12/288 
5-524-400 | Retractor, Tissue, Thoma, No. 1: Jilustrated. Each 12/288 
5-524-500 | Retractor, Tissue, Thoma, No. 2: Jilustrated. Each 12/288 
x 5-528-000 | Rouge, 1 oz: Stick | 12/576 
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Stock No. 


5-529-000 


5-530-150 


5-538-150 
5-538-250 


5-541-010 
5-541-150 
5-542-000 
5-544-000 
5-545-000 
5-545-150 
5-545-250 
5-545-450 
5-545-550 
5-546-150 
5-547-150 
5-548-150 
5-549-150 
5-551-150 
5-555-150 
5-556-150 
5-557-000 
5-558-650 


5-559-500 
5-562-000 
5-563-150 


5-565-150 


5-566-150 
5-568-000 
5-569-000 
5-570-000 
5-571-000 
5-572-000 
5-574-150 
5-576-000 
5-577-000 
5-577-015 
5-577-500 
5-577-650 
5-577-850 
5-578-000 
5-580-000 


5-581-000 


5-582-000 


5-582-500 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Rubber Dam, 18 ft: 
Rubber Dam, 9 ft: 
Saw, Dental Laboratory: For cutting plaster, acrylic resins, and sprues. 
Requisition by separate components indented below. 
Frame, Dental Laboratory Saw: I/lustrated. 
Blade, Dental Laboratory Saw, Spiral, No. 2, 12s: 


Scale, Inlay Investment: For use with investment, 5-366-500. 
Scaler, No. B: Jilustrated. 

Scaler, No. 6: J/lustrated. 

Scaler, No. 33: Jilustrated. 

Scaler, No. 34: Jilustrated. 

Scaler, Darby-Perry, No. 5: Ji/ustrated. 

Scaler, Darby-Perry, No. 6: Illustrated. 

Scaler, Gracey, No. P-1: J/lustrated. 

Scaler, Gracey, No. P-2: Jilustrated. 

Scaler, Younger-Good, No. 15: J/lustrated. 

Scaler, Zerfing: J/lustrated. 

Scissors, Crown, Universal, 41% inch: Tilustrated. 

Scissors, Oral Surgical, Curved, 5 inch: Double blunt. J/lustrated. 
Scissors, Oral Surgical, Saw-Toothed, 634 inch, Dean: Iilustrated. 
Sealer, Root Canal: 

Selector, Formula, Set of 2: For fusing porcelain. 

Separator, Curved Jaw, Elliott: J//ustrated. 


Sharpener, Mandrel Mounted, Abrasive, Assorted, Set of 6: Assortment 
of sizes 5, 7, 9, 11, 14 and 17. 
Shears, Metal Plate, Straight: J//ustrated. 


Slab, Mixing, 3 by 6 inches: Glass. 
Slab, Silicate Cement Mixing: With thermometer. 


Soldering Machine, Dental, 110 volt, 60 cycle, AC: Approximately 200 


watts; complete with two brass electrodes, two carbon electrodes, 5-566-150, 
model holder, flux, 5-311-450 and foot switch. Illustrated. 


Electrode, Carbon, Soldering Machine: Replacement for 5-565-150. 
Spatula, Cement, No. 324: J/lustrated. 
Spatula, Plaster, 314 inch Blade: 
Spatula, Silicate Cement, No. 2: Stellite. [//ustrated, 
Spatula, Wax, No. 7: Double end. J/lustrated, 
Spatula, Wax, No. 31: Double end. J//ustrated. 
Stain, Mineral: Assortment of nine colors. 
Stick, Orangewood, 25s: 
Stone, Artificial, 5 lb: 
Stone, Artificial, 35 lb: 
Stool, Dental Laboratory, Adjustable: J/lustrated. 
Stool, Dental Operating, Adjustable: J//ustrated. 
Stopping, Temporary, 1 oz: 
Strip, Celluloid, Clear, 45 ft: 
Strip, Polishing, Cuttlefish, Coarse Grit, 100s: Fifty wide and fifty me- 
dium widths. 


Strip, Polishing, Cuttlefish, Fine Grit, 100s: Fifty narrow and fifty me- 
dium widths. 


Strip, Polishing, Cuttlefish, Medium Grit, 100s: Twenty-five narrow 
and seventy-five medium widths. 


Strip, Polishing, Steel, Fine Grit, Assorted, 12s: 


Roll 
Roll 


Packaging 
and 
Packing 


12/72 
12/72 


6/96 
12/288 


1/48 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 

6/144 

6/144 
12/288 
12/144 

1/48 
12/288 
12/288 


6/72 
1/48 
1/48 


aaa 


12/144 
12/288 
12/288 
12/288 
12/288 
12/288 
1/24 
12/480 
1/12 
—/1 


12/480 
24/576 
24/288 


_ 24/288 


24/288 
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Stock No. 


5-582-700 


5-593-000 © 


5-593-800 


5-594-000 


5-596-150 


5-597-000 


5-598-000 
5-600-150 


5-600-250 


5-600-350 


5-604-150 


5-604-175 


5-605-150 


5-605-250 


5-606-150 


5-606-160 


5-606-175 


_ 5-606-400 


5-606-500 
5-611-500 
5-612-050 


5-613-700 
5-617-150 
5-619-150 
5-622-000 
5-624-150 
5-624-650 
5-625-150 
5-626-150 
5-627-650 
5-628-150 
5-629-650 
5-630-150 


NOMENCLATURE AND DESCRIPTION 


Surveyor, Clasp: 


Syringe, Hypodermic, Cartridge Type: Complete with thumb rest, crutch 
handle, two long and two short hubs. For anesthetic solution and needles 
requisition 5-006-050, 5-593-800 and 5-594-000. I/lustrated. 

Needle, Hypodermic, Cartridge Type, 26 Gage, 1 inch, 12s: CRS. 
For use with 5-593-000. I/lustrated. 
Needle, Hypodermic, Cartridge Type, 26 Gage, 17% inch, 12s: CRS. 
For use with 5-593-000. Illustrated. 

Syringe, Hypodermic, Needle Lock, Posner, 3cc: For conduction anes- 
thesia. For needles requisition 5-421-110 to 5-421-150. 

Syringe, Water, Moffat: With rubber bulb and one straight and one curved 
canula. Illustrated. 

Bulb, Moffat Water Syringe: Replacement for 5-597-000. 


Teeth, Acrylic, Assorted: Contains 77 sets of posterior and anterior teeth. 


(Army—For replacement teeth requisition 5-600-250 and 5-600-350). 

Teeth, Acrylic, Anterior, 6 in Set: Use WD, AGO Form 8-149 specifying 
mold and shade for requisition. 

Teeth, Acrylic, Posterior, 8 in Set: Use WD, AGO Form 8-149 specifying 
mold and shade for requisition. 

Teeth, Facings and Backings, Porcelain, Assorted: Contains 242 New 
Hue anterior facings, 438 Trubyte facings, 16 Sanitary Pontics, 44 Tru- 
pontics and 110 Highheat backings; in wooden cabinet. (Army—For re- 
placement backings and facings requisition 5-605-150 and 5-605-250). 

* (Navy—Will not be issued until stocks of 5-604-175 are exhausted). 


Teeth, Facings and Backings, Porcelain, Assorted, without Cabinet: 


220 Steele’s Trubyte type anterior facings, 90 Steele’s regular type facings, 
108 Trupontics and 52 Highheat backings. Will be issued in lieu of 5-604-150 
until stocks are exhausted. 


Backings, Replacement: List in triplicate showing number of each 
backing to accompany requisition. 

Facings, Porcelain, Replacement: List in triplicate showing type of 
facing, tooth mold and shade to accompany requisition. 


Teeth, Porcelain, Assorted: 1500 anteriors and 2656 posteriors. For com- 
partmented cabinet for segregating and filing teeth by mold and shade 
requisition 5-110-010. (Army—For replacement teeth requisition 
5-606-400 and 5-606-500). (Navy—Will not be issued until stocks of 
5-606-160 are exhausted). 


Teeth, Porcelain, Assorted, without Cabinet: 672 anteriors and 1216 pos- 
teriors. Will be issued in lieu of 5-606-150 until stocks are exhausted. 


Teeth, Porcelain, Combination Set, Field: Consists of teeth, facings, 
backings, crowns, crown posts, casting posts and shade guide; in case. For 
replacement backings, facings, and teeth requisition 5-606-150, 5-605-250, 
5-606-400 and 5-606-500. 


Teeth, Porcelain, Anterior, 6 in Set: Use WD, AGO Form 8-149 specify- 
ing mold and shade for requisition. 


Teeth, Porcelain, Posterior, 8 in Set: Use WD, AGO Form 8-149 specify- 
ing mold and shade for requisition 

Teeth, Porcelain, Hospital Assortment: 4398 anteriors and 7328 pos- 
teriors. 

Teeth, Vulcanite, Anterior: 6 in set. Use WD, AGO Form 8-149 specifying 
mold and shade for requisition. 


Template: Set-up guide; for use with 20° posterior teeth. 

Torch, Alcohol: Jilustrated. 

Tracer, Gothic Arch, Hight: J/lustrated. 

Tray, Impression, Crown and Bridge: J/lustrated. 

Tray, Impression, Edentulous, Lower, Large: J/lustrated. 

Tray, Impression, Edentulous, Lower, Medium: 

Tray, Impression, Edentulous, Lower, Small: 

Tray, Impression, Edentulous, Lower, Narrow Flange, Medium: 
Tray, Impression, Edentulous, Upper, Large: J/lustrated. 

Tray, Impression, Edentulous, Upper, Medium: 

Tray, Impression, Edentulous, Upper, Small: 
Tray, Impression, Hydrocolloid, Lower, Large: 


Packaging 
and 
Packing 


1/12 
12/288 
12/600 
12/600 
12/288 

6/144 


12/360 
salt 


12/432 


12/288 


sent | 


1/1 


12/432 
15/375 
12/432 


12/288 
—/24 

are bs 

12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
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Stock No. 


5-630-650 
5-631-150 
5-631-650 
5-632-150 
5-632-650 
5-633-150 
5-633-650 
5-634-150 
5-635-150 
5-635-650 
5-636-000 
5-638-000 
5-639-000 
5-640-000 
5-641-150 
5-641-650 
5-642-150 
5-644-050 


5-644-055 
5-646-150 
5-647-150 


5-649-000 
5-650-000 
5-651-000 
5-652-250 
5-652-500 
5-653-000 
5-658-150 
5-661-300 


5-661-500 
5-670-150 
5-671-000 
5-672-000 
5-672-150 
5-672-250 
5-672-400 
5-673-000 
5-673-750 
5-674-000 
5-674-750 
5-676-150 
5-677-000 


5-677-250 


5-677-450 


5-679-650 
5-680-150 
5-682-150 


NOMENCLATURE AND DESCRIPTION 


Tray, Impression, Hydrocolloid, Lower, Medium: 
Tray, Impression, Hydrocolloid, Lower, Medium-Large: J//ustrated. 
Tray, Impression, Hydrocolloid, Lower, Small: 
Tray, Impression, Hydrocolloid, Upper, Large: 
Tray, Impression, Hydrocolloid, Upper, Medium: 
Tray, Impression, Hydrocolloid, Upper, Medium-Large: J///ustrated. 
Tray, Impression, Hydrocolloid, Upper, Small: 
Tray, Impression, Orthodontic, Lower, Large: 
Tray, Impression, Orthodontic, Lower, Medium: /[ilustrated. 
Tray, Impression, Orthodontic, Lower, Small: 
Tray, Impression, Orthodontic, Upper, Large: 
Tray, Impression, Orthodontic, Upper, Medium: 
Tray, Impression, Orthodontic, Upper, Medium-Small: //lustrated. 
Tray, Impression, Orthodontic, Upper, Small: 
Tray, Impression, Partial, Anterior, Medium: /J/lustrated. 
Tray, Impression, Partial, Anterior, Small: 
Tray, Impression, Partial, Lower: With anterior offset. [/lustrated. 
Trimmer, Model, 110 volt, 60 cycle, AC: Approximately 225 watts; com- 
plete. Illustrated. 
Wheel, Grinding, Extra Coarse, No. 1: Replacement for 5-644-050. 
Tripod, Dental Laboratory, No. 52: Jilustrated. 
Tripoli, 14 lb: 
Tubing, Rubber, Water-Cooled Impression Tray: Requisition 4-464-000. 
Tubing, Square, Silver Alloy, 5 by 7 Gage: For fracture appliance. 
Tubing, Square, Silver Alloy, 6 by 9 Gage: For fracture appliance. 
Tubing, Square, Silver Alloy, 8 by 12 Gage: For fracture appliance. 
Tweezers, Soldering, E, 44% inch: Pointed. J/lustrated. 
Tweezers, Soldering, K: Locking. J/lustrated. 
Tweezers, Soldering, L, 61% inch: Curved tips. J/lustrated. 
Varnish, Cavity, 1 oz: 
Vibrator, 110 volt, 60 cycle, AC: Approximately 30 watts; complete. 
Illustrated. 
Vise, Bench, 114 inch Jaws: Iilustrated. 
Wax, Baseplate, Hard, 2 lb: Sheets; for use in hot weather. 
Wax, Baseplate, Medium, 14 lb: Sheets; for use in temperate weather. 
Wax, Boxing, 1 Ib: Strips. 
Wax, Casting, Blue, Assorted Ready-Made Shapes, 330s: 
Retention Mesh, Waxed, 12s: For use with 5-672-150. Jilustrated. 
Wax, Casting, Green, 30 Gage Sheets, 32s: 
Wax, Casting, Pink, 28 Gage Sheets, 32s: 
Wax, Inlay, 1 oz: 
Wax, Sticky, 2 oz: In sticks. 
Wax, Utility, 2 oz: Very soft. 
Wedge, Matrix, Celluloid, 100s: 


Wheel, Brush, Converging Type, Stiff, 2 Rows, 1% inch: No. 12. 
Illustrated. 

Wheel, Brush, Converging Type, Stiff, 2 Rows, 214 inch: No. 20. 
Illustrated. 


Wheel, Brush, Converging Type, Stiff, 3 Rows, 234 inch: No. 23. 


Illustrated. 
Wheel, Brush, Straight, Soft, 3 Rows, 234 inch: No. 26. Jilustrated. 
Wheel, Brush, Straight, Stiff, 3 Rows, 234 inch: No. 25. Jilustrated. 
Wheel, Chamois, 3 inch: Jilustrated. 


Unit 
of 
Issue 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 
Each 
Stick 


Foot 
Foot 
Foot 
Each 
Each 
Each 
Bottle 
Each 


Each 
Box 
Box 
Box 
Box 
Box 
Box 
Box 
Box 
Box 
Box 
Box 
Each 


Each 


Each 


Each 
Each 
Each 


Packaging 
and 
Packing 


12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
12/288 
yt 


1/12 
1/36 
6/192 


1/288 

1/288 

1/288 
12/288 
12/288 
12/288 
12/192 
—/6 


fia 
—/96 
—/96 
—/48 
12/144 
12/144 
6/72 
6/72 
12/288 
12/144 
12/144 
144/720 
12/480 


12/480 
12/480 


12/480 
12/480 
12/480 
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A-LS 


N-LS 


N-LS 


N-LS 
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Stock No. | 


5-683-150 
5-684-150 
5-685-150 
5-686-150 
5-688-150 


5-689-000 
5-690-000 
5-691-150 
5-691-250 
5-691-350 
5-691-450 
5-691-550 
5-691-650 


5-693-150 
5-694-150 
5-696-000 
5-696-700 
5-698-000 
5-700-000 
5-701-000 
5-702-000 
5-703-000 
5-705-150 


5-800-250 
5-800-350 
5-800-450 
5-801-250 
5-801-450 
5-801-650 
5-802-350 
5-802-550 
5-803-750 
5-804-350 
5-804-450 
5-805-250 
5-805-450 
5-805-650 
5-805-850 
5-806-450 


5-806-475 
5-806-550 
5-806-575 
5-806-650 


5-806-675 


NOMENCLATURE AND DESCRIPTION 


Wheel, Cloth, Buffing, 3 inch: 

Wheel, Cloth, Buffing, 4 inch: J/lustrated. 

Wheel, Impregnated Rubber, Fine Grit, 14 by 2 inches: 

Wheel, Impregnated Rubber, Fine Pumice, 1 by 7% inches, 250s: 

Wheel, Silicon Carbide, Assorted, 36s: For handpiece; assortment of sizes 
o550;. 6) 0.11, 12 téand £5. 

Wheel, Silicon Carbide, Coarse: 14 by 2 inches. 

Wheel, Silicon Carbide, Medium: 4 by 2 inches. 

Wheel, Silicon Carbide, No. 301: 

Wheel, Silicon Carbide, No. 302: 

Wheel, Silicon Carbide, No. 304: 


Square edge; for mandrel. 
Square edge; for mandrel. 
Square edge; for mandrel. 


Wheel, Silicon Carbide, No. 305: 
Wheel, Silicon Carbide, No. 307: 
Wheel, Silicon Carbide, No. 310: Square edge; for mandrel. 

Whiting: Requisition Prepared Chalk, 1-133-000. 

Wire, Arch, Fracture: [/]ustrated. 

Wire, Ligature, CRS, 24 Gage, 50s: (.0201 diameter); 18 inch strands. 
Wire, Ligature, CRS, 24 Gage, 250s: 18 inch strands. 

Wire, Silver Alloy, Half Round, 5 inches, 12 Gage: For fracture appliance. 


Square edge; for mandrel. 
Square edge; for mandrel. 


Wire, Silver Alloy, Round, 2 feet, 12 Gage: For fracture appliance. 
Wire, Silver Alloy, Round, 2 feet, 16 Gage: For fracture appliance. 
Wire, Silver Alloy, Square, 2 feet, 7 Gage: For fracture appliance. 
Wire, Silver Alloy, Square, 2 feet, 9 Gage: For fracture appliance. 
Wire, Silver Alloy, Square, 2 feet, 12 Gage: For fracture appliance. 
Wrist-Joint and Slip-Joint, K-4 Type: J/lustrated. 


PRECIOUS DENTAL METALS and ALLOYS 


Alloy, Gold, Casting, 34 Crown, 2 dwt: 

Alloy, Gold, Casting, Inlay, 2 dwt: 

Alloy, Gold, Casting, Saddle Bar and Clasp, 2 dwt: 

Bar, Lingual, Gold Alloy, Long: 2% inches. 

Bar, Lingual, Gold Alloy, Medium: 214 inches. 

Bar, Lingual, Gold Alloy Stock, 10 dwt: Approximately 12 inches. 
Foil, Gold, 2 dwt: Assorted cylinders. 


Foil, Platinum, 1 dwt: 0.001 inch thick. 

Lugs, Anchor, 1 oz: Approximately 200 lugs. 

Plate, Gold, 24 K, 2 dwt: 36 gage. 

Plate, Gold Alloy, 22 K, 5 dwt: 30 gage. 

Solder, Gold, 530 Fine, 1 dwt: For 16 K gold alloy. 

Solder, Gold, 650 Fine, 1 dwt: For 18 K gold alloy. 

Solder, Gold, 730 Fine, 1 dwt: For 20 K gold alloy. 

Solder, Gold, 800 Fine, 1 dwt: For 22 K gold alloy. 

Wire, Gold Alloy, Flattened, 14 Gage, 4 dwt: (Navy—wWill not be issued 
until stocks of 5-806-475 are exhausted). 

Wire, Gold Alloy, Half Round, 14 Gage, 12 inches: Will be issued in lieu 
of 5-806-450 until stocks are exhausted. 

Wire, Gold Alloy, Round, 14 Gage, 4 dwt: (Navy—Will not be issued until 
stocks of 5-806-575 are exhausted). 

Wire, Gold Alloy, Round, 14 Gage, 12 inches: Will be issued in lieu of 
5-806-550 until stocks are exhausted. 

Wire,Gold Alloy, Round, 16 Gage, 4 dwt: (Navy—Will not be issued until 
stocks of 5-806-675 are exhausted). 

Wire, Gold Alloy, Round, 16 Gage, 12 inches: Will be issued in lieu of 
5-806-650 until stocks are exhausted. 


Pkg 
Length 
Length 
Length 
Length 
Length 
Length 
Each 


Each 
Each 
Each 
Each 
Each 
Each 
Bottle 
Each 
Box 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 


Each 


Packaging 
and Notes 
Packing 


12/480 
12/360 
12/144 
12/144 
12/144 


0D 


12/288 
12/288 
50/— 
50/— 
50/— 
50 fa 
50/— 
50/— 


6/144 
12/60 
12/60 
12/432 
12/288 
12/288 
12/288 
12/288 
12/288 

6/192 


10/1000 
10/1000 
10/1000 
10/1000 
10/1000 
—/200 
10/300 
20/1000 
—/100 
10/500 
4/200 
20/1000 
20/1000 
20/1000 
20/1000 
5/250 
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ability ; Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
ability 4 

Status Issue Packing 
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x 5-806-750 | Wire, Gold Alloy, Round,18 Gage,4 dwt: ( Navy—Will not be issued until | Each 5/250 

stocks of 5-806-775 are exhausted). 

N-LS| X 5-806-775 | Wire, Gold Alloy, Round, 18 Gage, 12 inches: Will be issued in lieu of | Each 5/— 
5-806-750 until stocks are exhausted. 

5-806-950 | Wire, Platinum Alloy, Round, 18 Gage, 4 dwt: For direct casting. | Each 5/250 
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PLATE 5-1 


5-005-010 Amalgamator, Mechanical, 110 volt, 60 cycle, AC: 
5-005-050 Bottle, Alloy Dispensing: 

5-005-055 Bottle, Mercury Dispensing: 

5-005-150 Capsule and Pestle, Metal: 

5-005-350 Holder, Capsule, Rubber: 

5-005-550 Scale, Alloy and Mercury: 


-7AMOOWD> 
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5-009-500 Arbor, Emery, Handpiece: 

5-010-050 Articulator, Anatomical, Hanau: 
5-010-060 Face-Bow: 

5-011-000 Articulator, Crown and Bridge, Hanau: 
5-013-150 Articulator, Model M, Stephan: 
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5-013-510 Aspirator, Mobile, 110 volt, 60 cycle, AC: 
5-014-000 Balance, Dental Laboratory: 

5-015-000 Weights, Troy: 

5-017-050 Bench, Prosthetic Laboratory: 

5-018-000 Blower, Chip: 

5-020-000 Blowpipe, Gas: 

5-022-000 Blowpipe Outfit, Acetylene: 
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5-023-550 Bottle, Dropping, Amber, 30 ml: 
5-027-750 Broach, Root Canal, Barbed, Coarse, 12s: 
5-029-050 Brush, Denture, 7% inch: 

5-030-000 Brush, Inlay, No. 3: 

5-030-550 Brush, Mandrel Mounted, Assorted: 


6)" 


-031-000 Brush, Scratch: 

-096-050 Bur, Bone, SHP, Henahan, No. 41, 6s: 
-098-980 Bur, Denture, SHP, No. 1, 6s: 
-106-050 Burner, Bunsen, with Spider: 
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5-111-020 Tray, Instrument Cabinet, Glass, No. 20: g] 
5-112-050 Carrier, Amalgam: 

5-113-000 Carver, Amalgam, Frahm, No. 1: 

5-114-000 Carver, Amalgam, Frahm, No. 2: 

5-115-000 Carver, Amalgam, Frahm, No. 3: 

5-115-250 Carver, Amalgam, Stellite, ‘‘H”’: 

5-115-550 Carver, Wax, Roach: 


-109-050 Burnisher, Stellite, ‘‘J’’: 

-110-050 Cabinet, Dental, Portable, Field:,” 
-111-005 Cabinet, Dental Instrument: 

-111-016 Tray, Instrument Cabinet, Glass, No. 16: 
-111-017 Tray, Instrument Cabinet, Glass, No. 17: 
111-018 Tray, Instrument Cabinet, Glass, No. 18: 
111-019 Tray, Instrument Cabinet, Glass, No. 19: 
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5-116-050 Casserole, Porcelain: 
5-116-350 Casting Machine, Large: 
5-143-000 Chair, Dental Operating: 


5-145-050 Chair, Dental Prosthetic Laboratory: 


5-147-550 Chisel, Laboratory, Left Bevel: 
5-148-050 Chisel, Laboratory, Right Bevel: 
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PLATE 5-6 


5-147-050 Chisel, No. 48 

5-148-700 Chisel, Osseous, Stout, No. 1: 
5-149-500 Chisel, Osseous, Stout, No. 2: 
5-150-500 Chisel, Osseous, Stout, No. 3: 
5-151-050 Chisel, Wedelstaedt, No. 41: 
5-151-550 Chisel, Wedelstaedt, No. 42: 
153-150 Clamp, Cervix, Multirle Jaw: 
155-750 Clamp, Rubber Dam, No. 2A: 
156-050 Clamp, Rubber Dam, No. 3: 
156-550 Clamp, Rubber Dam, No. 7: 
157-050 Clamp, Rubber Dam, No. 9: 


5-157-550 Clamp, Rubber Dam, No. 14: 
158-050 Clamp, Rubber Dam, No. 14A: 
158-550 Clamp, Rubber Dam, No. 15: 
5-159-000 Clamp, Rubber Dam, No. 19: 
5-160-000 Clamp, Rubber Dam, No. 20: 
5-161-050 Clamp, Rubber Dam, No. 21: 
5-162-050 Clamp, Rubber Dam, No. 22A: 
5-163-050 Clamp, Rubber Dam, No. 23A:° 
5-163-550 Clamp, Rubber Dam, No. 40: 
5-164-000 Clamp, Rubber Dam, No. 56: 
5-1 


A 
B 
Cc 
D 
E 
F 
G 
H 
I 

J 
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55-150 Clamp, Flask: 
79-000 Cone, Felt, Pointed: 
88-050 Cup, Dissolving, 10 ml: 


96-600 Curette, Alveolar, Molt, No. 2: 


5-1 

5-1 

5-1 

5-190-050 Cup, Polishing, Rubber, 12s: 
5-1 

5-196-700 Curette, Alveolar, Molt, No, 4: 
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5-196-800 Curette, Alveolar, Molt, No. 9L: 
5-196-900 Curette, Alveolar, Molt, No. 10R: 
5-206-000 Dentimeter, Kirk: 

5-234-550 Dispenser, Alloy-Mercury: 
5-236-050 Dispenser, Strip: 
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PLATE 5-8 


5-240-050 Elevator, Malar, Ivy: 

5-241-050 Elevator, Periosteal, Seldin, No. 22:7 
5-241-550 Elevator, Periosteal, Seldin, No. 23:7 
5-242-550 Elevator, Root, No. 34-S: 

5-243-050 Elevator, Root, No. 301: 


5-244-550 Elevator, Root, Miller, No. 73: 

5-245-050 Elevator, Root, Miller, No. 74: 

5-246-500 Elevator, Root, Stout, A: 

5-247-550 Elevator, Root, Apical Fragment, Howard, No. 1: 
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5-252-000 Elevator, Winter, No. 135: 

5-252-500 Engine, Dental, Bench Type, 110 volt, 60 cycle, AC: 
5-253-008 Engine, Dental, Mobile, 110 volt, 60 cycle, AC: 
5-260-050 Excavator, Darby-Perry, No. 5: 

5-261-050 Excavator, Darby-Perry, No. 6: 

5-266-050 Excavator, Darby-Perry, No. 21: 

5-267-050 Excavator, Darby-Perry, No. 22: 


5-248-050 Elevator, Root, Apical Fragment, Woodward, 


No. 3E: 

5-248-150 nae Root, Apical Fragment, Woodward, 
o. 4E: 

5-249-700 Elevator, Winter, No. 1L: 

5-249-800 Elevator, Winter, No. 1R: 

5-250-000 Elevator, Winter, No. 122: 

5-251-000 Elevator, Winter, No. 123: 
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5-280-000 Explorer, No. 6: 
5-280-005 Explorer, No. 17: 
5-281-000 Explorer, No. 23: 
5-285-050 File, Bone, Seldin, Nou. 11: 


5-286-050 File, Finishing, Rhein, No. 31: 
5-287-050 File, Finishing, Rhein, No. 32: 


PACT IO 


PLATE 5-10 


5-289-000 File, Gold, Half Round, 6 inch: 

5-300-150 File, Periodontal, Bunting, No. 15: 

5-300-650 File, Periodontal, Bunting, No. 16: 

5-301-150 File, Periodontal, Bunting, No. 17: 

5-301-650 File, Periodontal, Bunting, No. 18: 

5-302-650 File, Root Canal, Long Handle, Assorted, 6s: 
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PLATE 5-11 


5-310-150 Flask, Denture, Ejector Type: 


A 

B  5-313-150 Forceps, Bone, Rongeur, No. 1A, Mead: 
. 5-313-250 Forceps, Bone, Rongeur, No. 4A: 
E 


5-318-050 Forceps, Tooth Extracting, No. 15: 
5-318-450 Forceps, Tooth Extracting, No. 16: 


5-320-150 Forceps, Tooth Extracting, No. 53L: 
5-321-050 Forceps, Footh Extracting, No. 53R: 


a 


5-316-000 Forceps, Rubber Dam Clamp: 
5-317-500 Forceps, Tooth Extracting, No. 1, Winter: 
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5-322-000 Forceps, Tooth Extracting; No. 65: 
5-323-000 Forceps, Tooth Extracting, No. 103: 
5-324-000 Forceps, Tooth Extracting, No. 150A: 
5-325-000 Forceps, Tooth Extracting, No. 151A: 
5-325-550 Forceps, Tooth Extracting, No. 203: 


-326-000 Forceps, Tooth Extracting, No. 210: 
-326-400 Forceps, Tooth Extracting, No. 217: 
-326-410 Forceps, Tooth Extracting, No. 286: 
326-420 Forceps, Tooth Extracting, Hawkbill: 
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PLATE 5-13 


5-326-480 Former, Bite Rim: 

5-327-000 Frame, Soldering: 

5-327-325 Furnace, Dental Laboratory, Small, 110 volt, AC-DC: 
5-327-500 Furnace, Laboratory, Muffle Type, 110 volt, AC-DC: 
5-328-050 Gage, Millimeter, Boley: 

5-348-150 Guide, Shade, Teeth, New Hue: 
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5-352-125 Handpiece, Angle, Hexagonal Sleeve: 

5-352-150 Handpiece, Contra-Angle, Slip-Joint Type: 
5-353-050 Handpiece, Straight, Slip-Joint Type, No. 7: 
5-355-000 Heater, Impression Compound, 110 volt, AC-DC: 


romm 
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5-358-050 Holder, Broach: 

5-358-150 Holder, Cotton Pellet: 

5-358-250 Holder, Cotton Roll, Right and Left: 
5-358-750 Holder, Flattened Clasp Wire: 
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-359-000 Holder, Mercury: 

-360-000 Holder, Napkin: 

-362-000 Holder, Rubber Dam: 

-363-005 Instrument, Cutting, Black, No. 8: 
-363-050 Instrument, Cutting, Black, No. 17: 
-363-105 Instrument, Cutting, Black, No. 23: 


Ee ae GP 


5-363-150 Instrument, Cutting, Black, No. : 
5-363-250 Instrument, Cutting, Black, No. 
5-363-305 Instrument, Cutting, Black, No. 
5-363-350 Instrument, Cutting, Black, No. 
5-363-405 Instrument, Cutting, Black, No. 
5-363-450 Instrument, Cutting, Black, No. § 
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5-363-850 Instrument, Cutting, Black, No. 80: 
5-363-905 Instrument, Cutting, Black, No. 81: 
5-363-950 Instrument, Cutting, Black, No. 83: 
5-364-025 Instrument, Cutting, Black, No. 84: 
5-364-125 Instrument, Cutting, Black, No. 86: 
5-364-250 Instrument, Cutting, Black, No. 89: 
5-364-350 Instrument, Cutting, Black, No. 92: 


5-363-505 Instrument, Cutting, Black, No. 63; 
5-363-550 Instrument, Cutting, Black, No. 64: 
5-363-605 Instrument, Cutting, Black, No. 65: 
5-363-650 Instrument, Cutting, Black, No. 66: 
5-363-705 Instrument, Cutting, Black, No. 77: 
5-363-750 Instrument, Cutting, Black, No. 78: 
5-363-805 Instrument, Cutting, Black, No. 79: 


OG-I - Page 17 


QA7mMDOWD 
Z]erxc-r 


3 


ILL. SUPP. 


ee 


JULY 1947 


PLATE 5-17 


A  5-364-750 Instrument, Holding, Gold Foil, Black: 

B  5-365-050 Instrument, Plastic, Gregg, No. 2: 

C  5-365-150 Instrument, Plastic, Gregg, No. 3: 

D  5-365-205 Instrument, Plastic, Ladmore, No. 3: 

E  5-365-250 Instrument, Plastic, Stellite, No. 1-2: 
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5-365-305 Instrument, Plastic, Stellite, No. 5-7: 
5-365-350 Instrument, Plastic, Woodson, No. 1: 
5-365-405 Instrument, Plastic, Woodson, No. 2: 
5-365-450 Instrument, Plastic, Woodson, No. 3: 
5-371-050 Knife, Finishing, Black, No. 8: 
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-372-000 Knife, Office and Compound: 

-373-000 Knife, Plaster: 

-375-010 Lamp, Alcohol, Metal: 

-375-015 Tray, Annealing: 

-385-050 Lamp, Dental Operating, with 16 inch Extension 
Arm, 110 volt, AC-DC: 
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PLATE 5-18 
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5-389-150 Lathe, Dental Laboratory, 110 volt, 60 cycle, AC: 

5-389-250 Lathe, Dental Laboratory, Polishing, 110 volt, 
60 cycle, AC: 

5-390-050 Chuck, Arbor Band: 

5-390-150 Chuck, Bur: 
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5-390-250 Chuck, Spindle, Left: 

5-390-350 Chuck, Stone, Left: 

5-390-750 Collector, Dust, Four Hood Capacity, 110 volt, 
60 cycle, AC: 

5-391-050 Hood, Dental Lathe: 
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5-399-150 Mallet, Oral Surgery, Engine Driven, Dudley: 
5-399-250 Chisel, Bone, Dudley, No. C 1: 

5-399-350 Chisel, Bone, Bi-Bevel, Dudley, No. C 13: 
5-399-450 Elevator, Root, Dudley, No. E 6: 

5-399-550 Elevator, Root, Dudley, No. E 21: 

5-399-650 Gouge, Bone, Dudley, No. G 7: 

5-401-000 Mallet, Plugging: 

5-402-050 Mallet, Surgical: 


5-396-150 Mallet, Gold Foil, Automatic: 
5-396-450 Handle, Cone Socket, No. 4: 
5-397-150 Point, Foil, Black, No. 1: 
5-397-250 Point, Foil, Black, No. 2: 
5-397-350 Point, Foil, Black, No. 3: 
5-397-450 Point, Foil, Black, No. 4: 
Bie 
6 
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5-397-550 Point, Foil, Black, No. 
5-397-650 Point, Foil, Black, No. 


5-398-050 Point, Foil, Black, No. 10: 
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5-407-000 Mandrel, AHP, Morgan-Maxfield, 6s: 
5-407-250 Mandrel, AHP, Screwhead, No. 303, 6s: 
5-408-000 Mandrel, SHP, Morgan-Maxfield, 6s: 
5-408-250 Mandrel, SHP, Screwhead, No. 303, 6s: 
5-418-005 Mirror, Mouth, No. 4: 

5-419-005 Mirror, Mouth, No. 5: 
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5-419-350 Handle, Mouth Mirror: 

5-419-400 Mixer, Mechanical: 

5-420-500 Mortar and Pestle, Glass: 

5-421-350 Nippers, Wire, Side Cutting, 514 inch: 
5-421-750 Mouthpiece, Saliva Ejector: 
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A_ 5-421-475 Operating Unit, Dental, 110 volt, 60 cycle, AC: F  5-421-790 Nozzle, Warm Air Syringe, Ritter E and Tri- 

B  5-421-585 Bottle, Spray, Opal: Dent B Units: 

C 5-421-640 Engine, Dental, Ritter Units, 110 volt, 60 cycle, (9-421-805 Nozzle, Warm Water Syringe, Ritter E Units 
AC: en |Serial 3E3411 and Above: 

D 535-421-750 Mouthpiece, Saliva Ejector: [5-421-810 Nozzle, Warm Water Syringe, Ritter E Units 

E 5-421-775 Nozzle, Cold Air Syringe, Ritter Units: Serial 3E3410 and Below: 
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5-421-955 Tubing, Cold Air Syringe, Ritter E and Tri-Dent: G 5-422-025 Tubing, Warm Water Syringe, Ritter A, B, C and 
B Units: D Units: 

5-421-980 Tubing, Saliva Ejector, Ritter Units: H  5-422-035 Tubing, Warm Water Syringe, Ritter E Units 

5-421-985 Tubing, Saliva Ejector, S. S. White Units: Serial No. 3410 and Below: 


5-422-005 Tubing, Warm Air Syringe, Ritter E Units: 5-422-040 Tubing, Warm Water Syringe, S. S. White Units: 
5-422-015 Tubing, Warm Air Syringe, S. S. White Master J -5-422-045 Tubing, Warm Water Syringe, Weber F Units 
Units: Serial F5659-F 7858: 
5-422-020 Tubing, Warm Air Syringe, Weber F Units Serial 
F3700-F 7217: 
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5-426-150 Pliers, No. 


5-427-000 Pliers, No 
5-430-150 Pliers, No 
5-431-150 Pliers, No 
5-433-000 Pliers, No 
5-433-350 Pliers, No 
5-433-750 Pliers, No 


6: 
a Ye 
24111 “How: 
. 118, Peeso: 


. 134, McKellops: 


. 136, Goslee: 
. 137, Gordon: 
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PLATE 5-24 


5-434-150 Pliers, No. 200, Aderer: 

5-434-550 Pliers, Clasp Bending, Jelenko: 

5-435-000 Pliers, Lingual Bar, Aderer: 

5-435-150 Pliers, Parallel Jaws with Nippers, 5% inch, 
Bernard: 

5-435-350 esi, Wire Bending and Clasp Adjusting, 
inch: 
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5-440-150 Plugger, Amalgam, Sweeney, No. 
5-440-650 Plugger, Amalgam, Sweeney, No. 
5-441-150 Plugger, Amalgam, Sweeney, No. 
5-441-650 Plugger, Amalgam, Sweeney, No. 


Bewrnore 


ro7nm 


-442-150 Plugger, Amalgam, Sweeney, No. 5: 
-442-650 Plugger, Amalgam, Sweeney, No. 6: 
-443-150 Plugger, Amalgam, Sweeney, No. 7 
-446-000 Plugger, Root Canal, No. 5: 


5 
5 
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5-453-950 


Point, Diamond, AHP, Cylindrical: ue 


Point, Diamond, AHP, Inverted Cone: 

Point, Diamond, AHP, Tapered: 

Point, Diamond, AHP, Wheel, 14 by \% inches: 
Point, Diamond, AHP, Wheel, % by 34 inches: 
Point, Diamond, SHP, Cylindrical: 

Point, Diamond, SHP, Inverted Cone: 

Point, Diamond, SHP, Tapered: 

Point, Diamond, SHP, Wheel: 


5-454-950 Point, Silicon Carbide, AHP, Cone, 6s: 
5-455-000 Point, Silicon Carbide, AHP, Cylinder, 6s: 


5-456-150 
5-457-150 
5-460-000 


Point, Silicon Carbide, AHP, Inverted Cone, 6s: 
Point, Silicon Carbide, AHP, Knife Edge, 6s: 


Point, Silicon Carbide, AHP, Tapered Cylinder, 6s: 
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5-465-150 Point, Silicon Carbide, AHP, Wheel, with 
Rounded Edges, 6s: 
5-470-150 Point, Silicon Carbide, SHP, Cone, 6s: 
5-475-000 Point, Silicon Carbide, SHP, Cylinder, 6s: 
5-476-150 Point, Silicon Carbide, SHP, Inverted Cone, 6s: 
5-477-150 Point, Silicon Carbide, SHP, Knife Edge, 6s: 
5-478-000 Point, Silicon Carbide, SHP, Large Rounded 
Cone, 6s: 
5-480-000 Point, Silicon Carbide, SHP, Tapered Cylinder, '6s: 
5-483-000 Point, Silicon Carbide, SHP, Wheel, 6s: 
5-484-150 Point, Silicon Carbide, SHP, Wheel, with 
Rounded Edges, 6s: 
5-502-000 Pot, Medicine, Glass: 
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PLATE 5-27 


A 535-503-000 Press, Flask: G_ 5-508-150 Punch, Rubber Dam: 

B= 5-503-050 Press, Injector, Acrylic Flask: H  5-516-150 Remover, Crown, Simplex: 

C  5-503-060 Flask, Acrylic Crown and Bridge: 1 = =5-519-000 Retainer, Matrix, No. 1: 

D = 5-503-065 Flask, Acrylic Inlay: J 5-523-200 Retainer, Matrix, No. 9: 

E  5-503-075 Former, Flask: K  5-523-750 Retainer, Matrix, Siqveland: 

F  5-504-000 Probe, Abscess, Silvers L = 5-538-150 Frame, Dental Laboratory Saw: 
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5-524-400 Retractor, Tissue, Thoma, No. 1: 
5-524-500 Retractor, Tissue, Thoma, No. 2: 
5-541-150 Scaler, No. B: 

5-542-000 Scaler, No. 6: 

5-544-000 Scaler, No. 33: 

5-545-000 Scaler, No. 34: 


5-545-150 Scaler, Darby-Perry, No. 5: 
5-545-250 Scaler, Darby-Perry, No. 6: 
5-545-450 Scaler, Gracey, No. P-1: 
5-545-550 Scaler, Gracey, No. P-2: 
5-546-150 Scaler, Younger-Good, No, 15: 
5-547-150 Scaler, Zerfing: 
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5-548-150 Scissors, Crown, Universal, 4% inch: 

5-549-150 Scissors, Oral Surgical, Curved, 5 inch: 

5-551-150 Scissors, Oral Surgical, Saw-Toothed, 634 inch, Dean: 
§-557-000 Separator, Curved Jaw, Elliott: 

5-559-500 Shears, Metal Plate, Straight: 

§-565-150 Soldering Machine, Dental, 110 volt, 60 cycle, AC: 
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5-568-000 Spatula, Cement, No. 324: 
5-570-000 Spatula, Silicate Cement, No. 2: 


5-571-000 Spatula, Wax, No. 7: 


5-572-000 Spatula, Wax, No. 31: 


5-577-500 Stool, Dental Laboratory, Adjustable: 


5-577-650 Stool, Dental Operating, Adjustable: 


ro 
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5-593-000 Syringe, Hypodermic, Cartridge Type: 
5-593-800 Needle, Hypodermic, Cartridge Type, 26 Gage, 
1 inch, 12s: 
5-594-000 Needle, Hypodermic, Cartridge Type, 26 Gage, 
1% inch, 12s: 
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PLATE 5-31 


A 5-597-000 Syringe, Water, Mo‘fat: 
B  5-617-150 Torch, Alcohol: 
C  5-619-150 Tracer, Gothic Arch,:High: 
D  5-622-000 Tray, Impression, Crown and Bridge: 
E 5-624-150 Tray, Impression, Edentulous, Lower, Large: 
F 5-627-650 Tray, Impression, Edentulous, Upper, Large: 
G co Tray, Impression, Hydrocolloid, Lower, Medium- 
sarge: 
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5-633-150 Tray, Impression, Hydrocolloid, Upper, Medium- 
Large: 

5-635-150 Tray, Impression, Orthodontic, Lower, Medium: 

5-639-000 Tray, Impression, Orthodontic, Upper, Medium- 
Small: 

5-641-150 Tray, Impression, Partial, Anterior, Medium: 

5-642-150 Tray, Impression, Partial, Lower: 


‘ 


S 


ILL. SUPP. 


PRELIMINARY EDITION JULY 1947 


PLATE 5-32 


A 535-644-050 Trimmer, Model, 110 volt, 60 cycle, AC: E 5-653-000 Tweezers, Soldering, L, 61% inch: 
B 535-646-150 Tripod, Dental Laboratory, No. 52: F 5-661-300 Vibrator, 110 volt, 60 cycle, AC: 
C 5-652-250 Tweezers, Soldering, E, 4% inch: G_  5-661-500 Vise, Bench, 114 inch Jaws: 

D  5-652-500 Tweezers, Soldering, K: H  5-672-250 Retention Mesh, Waxed, 12s: 
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677-000 Wheel, Brush, Converging Type, Stiff, 
1% inch: 

B  5-677-250 Wheel, Brush, Converging Type, Stiff, 
2% inch: 

5-677-450 Wheel, Brush, Converging Type, Stiff, 3 Rows, 

234 inch: 
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5-679-650 Wheel, Brush, Straight, Soft, 3 Rows, 234 inch: 
5-680-150 Wheel, Brush, Straight, Stiff, 3 Rows, 234 inch: 
5-682-150 Wheel, Chamois, 3 inch: 
5-684-150 Wheel, Cloth, Buffing, 4 inch: 
5-693-150 Wire, Arch, Fracture: 

150 


5-705- Wrist-Jointfand Slip-Joint, K-4 Tyre: 
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Unit Packaging 
Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Issue Packing 
6-001-000 | Adapter, Radiographic Tube: For utilizing radiographic tube, 6-169-140, | Each | 1/24 
with urological table, 6-126-010. 
6-002-000 | Apron, X-ray: Protective; radiopaque; lead impregnated rubber. Each| 1/6 D 
6-003-000 | Bag, Sand, 3 by 4 by 8 inches, Empty: Canvas. Each | 12/360 
6-004-000 | Bag, Sand, 4 by 5 by 18 inches, Empty: Canvas. Each | 12/144 
6-004-850 | Bracket, Storage: 18 hanger type; for film hangers. J/lustrateu. Each| 1/48 
6-005-000 | Brush, Camels Hair, 3 inch: Flat. Each | 12/288 
Cabinet, Filing, X-ray Film: To be assembled from and requisitioned by 
base, top and unit section components indented below. (Navy—For issue 
to hospitals and large dispensaries only). 
6-006-000 Base Section, Filing Cabinet, X-ray Film: 4 by 21 by 26 inches; for | Each | —/1 
use with unit section, 6-006-500. 
6-006-010 Base Section, Filing Cabinet, X-ray Film: For use with top and unit | Each} 1/5 
sections, 6-006-245, 6-006-475, and 6-006-575. 
' 6-006-230 Top Section, Filing Cabinet, Dental X-ray Film: For use with unit | Each | —/1 
section, 6-006-460. 
6-006-245 Top Section, Filing Cabinet, X-ray Film: For use with base and unit | Each | 1/20 
sections, 6-006-010, 6-006-475, and 6-006-575. ~ 
6-006-460 Unit Section, Filing Cabinet, Dental X-ray Film: For 4 by 11 inch | Each | —/1 
mounts. For use with top section, 6-006-230. 
6-006-475 Unit Section, Filing Cabinet, X-ray Film: Single drawer, vertical | Each| 1/1 
type, for x-ray film to and including 14 by 17 inches; for use with top and 
base sections, 6-006-010 and 6-006-245. 
6-006-500 Unit Section, Filing Cabinet, X-ray Film: 18 by 21 by 26 inches; for | Each | —/1 
use with base section, 6-006-000. 
6-006-575 Unit Section, Filing Cabinet, X-ray Record: Card index type; for | Each 
cards 61% by 814 inches; for use with top and base sections, 6-006-010 and 
6-006-245. 
6-007-710 | Cable, Shockproof, Radiographic Unit, Field: Replacement cable for field | Each| 1/4 D 
radiographic unit, 6-125-325. 
6-007-900 | Caliper, X-ray, Thickness of Part: For technique measurements in inches or | Each| 1/36 
centimeters. Illustrated. 
6-008-000 | Camera, Photofluorographic, 35 mm., without Lens: Replacement camera | Each | —/1 
for photofluorographic unit, 6-121-010, equipped with candid type camera. 
Illustrated. 
6-008-015 | Camera, Photofluorographic, 35 mm., Manually Operated: Replacement | Each | —/1 
camera for use on photofluorographic unit, 6-121-010, equipped with Navy 
automatic type or ‘‘Recordak’”’ camera. 
6-008-025 | Camera, Photofluorographic, 35 mm., 50 foot Film, 110 volt, 60 cycle, 
AC: Approximately 35 watts. Motor driven; replacement camera for photo- | Each | —/1 
fluorographic unit, 6-121-010, equipped with Navy automatic type camera. 
6-008-030 | Camera, Photofluorographic, 35 mm., 100 foot Film, 110 volt, 60 cycle, 
AC: Approximately 35 watts. Motor driven; replacement camera for photo- | Each 
fluorographic unit, 6-121-010, equipped with ‘‘Recordak”’ camera. Forward 
requisition direct to Materiel Division, BuMed. Jilustrated. 
6-008-040 | Camera Unit, Photofluorographic, 110 volt, 60 cycle, AC: Approximately | Each | —/1 
35 watts. For making two 4 by 5 inch exposures on one 4 by 10 inch film. 
6-008-075 | Cassette, 5 by 7 inches: With 2 medium speed intensifying screens. Each| 1/24 
6-009-000 | Cassette, 8 by 10 inches: With 2 medium speed intensifying screens.[l/usiraied. |Each| 1/12 
6-010-000 | Cassette, 10 by 12 inches: With 2 medium speed intensifying screens. Each| 1/12 
6-010-500 | Cassette, 11 by 14 inches: With 2 medium speed intensifying screens. Each| 1/6 
6-011-000 | Cassette, 14 by 17 inches: With 2 medium speed intensifying screens. Each| 1/6 
6-011-700 | Cassette Changer, 110 volt, 60 cycle, AC: Approximately 450 watts. Auto- | Each | —/1 
matic shift. (Army—Complete with TM 8-625). (Navy—For issue to hos- 
pitals and large dispensaries only). Illustrated. 
6-012-120 | Chest, X-ray Film, Lead Lined, Empty: Laminated plywood chest; outside | Each | —/1 
dimensions 223% inches long by 97 inches wide by 185% inches deep; hinged 
top and carrying handles; for all size cassettes through 14 by 17 inches. 
6-012-130 | Chest, X-ray Film, Lead Lined, Field, Empty: Laminated plywood chest; | Each | —/1 
outside dimensions 30 inches long by 19 inches wide by 251% inches deep; 
hinged top and carrying handles. J/lustrated. 
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A 6-013-655 | Control Unit, Radiographic, Field, 110-220 volt, 60 cycle, AC: (Chest, | Each | —/1 
MD, No. X-4). Replacement unit for field radiographic unit, 6-125-325. 
Illustrated. 
A 6-013-750 | Cooling Unit, 16 gal. Capacity, Self-Contained, 110 volt, 60 cycle, AC: Ap- | Each | —/1 
proximately 450 watts. For use with developing tank, 6-167-000, when cooling 
unit is required. 
6-013-770 | Cooling Unit, 60 gal. Capacity, Self-Contained, 110 volt, 60 cycle, AC: Ap- | Each | —/1 
- proximately 440 watts; complete; for use with developing tanks, 6-167-300 
and 6-167-310. 
6-014-280 | Dryer and Loading Bin Combination, Radiographic, Field, 110 volt, 60 
cycle, AC: Approximately 790 watts. Complete with air circulator. For | Each | —/1 
exhaust duct requisition 6-014-600. (Army—Complete with TM 8-629). 
(Navy—For special assemblies or field use). Illustrated. 
6-014-310 | Dryer and Loading Bin Combination, Radiographic, Left Hand Exhaust, 
110 volt, 60 cycle, AC: Approximately 792 watts. 24 film horizontal dryer | Each | —/1 
with loading bench top; for exhaust duct requisition 6-014-600. (Navy—For 
issue to hospitals and large dispensaries calg. 
6-014-315 | Dryer and Loading Bin Combination, Radiographic, Right Hand Ex- 
: haust, 110 volt, 60 cycle, AC: Approximately 792 watts. 24 film horizontal | Each | —/1 
dryer with loading bench top; for exhaust duct requisition 6-014-600. (Navy— 
For issue to hospitals and large dispensaries only). Illustrated. 
6-014-500 | Dryer, X-ray Film, 110 volt, 60 cycle, AC: Approximately 1650 watts. Verti- | Each | —/1 
cal type; 24 film capacity. (Navy—For issue to hospitals and large dispensa- 
ries only). Illustrated. 
6-014-600 | Duct, Exhaust, Dryer and Loading Bin Combination: For use with dryer | Each | —/6 
and loading bin combinations, 6-014-280, 6-014-310, and 6-014-315. (Navy— 
For issue to hospitals and large dispensaries only). 
xX 6-015-010 | Film, X-ray, Dental, 114 by 15 inches, 144s: Single film packets; dispenser | Pkg 1/48 D 
type package. 
xX 6-015-070 | Film, X-ray, Dental, 214 by 3 inches, 12s: 2 films per packet; (occlusal x-ray | Pkg 1/144 D 
film). 
A x 6-015-600 | Film, X-ray, Photofluorographic, 4 by 10 inches, 72s: Pkg 1/24 D 
N xX 6-015-625 | Film, X-ray, Photofluorographic, 35 mm., 36 Exposures: 51% foot roll; | Roll | 12/576 D 
both sides perforated. 
N x 6-015-645 | Film, X-ray, Photofluorographic, 35 mm., 360 Exposures: 50 foot roll; | Roll 6/48 D 
unperforated; darkroom loading. 
N xX 6-015-665 | Film, X-ray, Photofluorographic, 35 mm., 725 Exposures: 100 foot roll; | Roll 6/36 D 
é unperforated. 
pA 6-016-075 | Film, X-ray, Radiographic, 5 by 7 inches, 12s: Pkg 6/48 D 
X 6-016-080 | Film, X-ray, Radiographic, 5 by 7 inches, 72s: Pkg 1/8 D 
x 6-017-008 | Film, X-ray, Radiographic, 8 by 10 inches, 12s: Pkg 6/54 D 
x 6-017-010 | Film, X-ray, Radiographic, 8 by 10 inches, 72s: Pkg 1/0, D:- 
xX 6-018-008 | Film, X-ray, Radiographic, 10 by 12 inches, 12s: Pkg 6/36 D 
x 6-018-010 | Film, X-ray, Radiographic, 10 by 12 inches, 72s: Pkg 1/6 D 
xX 6-018-525 | Film, X-ray, Radiographic, 11 by 14 inches, 12s: Pkg 6/36 D 
xX 6-018-535 | Film, X-ray, Radiographic, 11 by 14 inches, 72s: Pkg 1/6 D 
x 6-019-008 | Film, X-ray, Radiographic, 14 by 17 inches, 12s: Pkg 6/18 D 
x 6-019-010 | Film, X-ray, Radiographic, 14 by 17 inches, 72s: Pkg 1/3 D 
N 6-022-988 | Fluoroscope, Operating, Head Type: J/lustrated. Each | —/1 
6-023-000 | Fluoroscope, Two-Position, 110 volt, 60 cycle, AC: Approximately 8800 | Each} —/1 
watts. Complete with two-position table, x-ray tube, generator, footswitch, 
connecting cables and control unit. 
A 6-023-125 | Fluoroscopic Assembly, Foreign Body Localization, Field, 110-220 volt, 
50-60 cycle: Approximately 2000 watts. For radiography and foreign body | Each | —/1 
localization. Consists of shockproof 15 MA machine and 1 each apron, 
6-002-000, gloves, 6-030-000, goggles, 6-031-000, and table unit. Complete with 
TM 8-633. Illustrated. 
A-LS 6-028-750 | Generator, Radiographic Unit, 2500 watt, Gasoline: In chest. For use with | Each | —/1 
field radiographic unit, 6-125-325. Complete with TM 8-630 and LO 8-630. 
PLS | 6-028-970 | Glass, Reading, Magnifier, 214 inch: Lens diameter; 6 inch focus. Each} 12/144 
xX 6-028-975 | Glass, Reading, Magnifier, 414 inch: Lens diameter. J/lustrated. Each} 1/36 
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6-030-000 


6-031-000 
6-031-300 


6-031-500 
6-031-750 
6-031-755 
6-031-760 
6-031-765 
6-031-770 
6-031-775 
6-031-795 
6-032-425 
6-032-500 


6-032-990 
6-033-000 
6-034-000 
6-034-100 
6-034-200 
6-034-300 
6-039-525 


6-039-545 


6-039-800 


6-040-000 


6-040-125 


6-040-250 


6-040-375 


6-042-100 


6-042-105 


6-042-108 


6-042-110 


6-042-750 


6-046-000 


Gloves, X-ray: Protective; tadiopaque; lead impregnated rubber; gauntlet 
style. 

Goggles, Fluoroscopic: Red; for darkroom adaptation. Jilustrated. 

Grid, Radiographic, 14 by 17 inches, Flat Wafer Type: For use with porta- 
ble and mobile radiographic units. 

Grid, Radiographic, 14 by 17 inches, Curved Wafer Type: For use only 


with photofluorographic camera unit, 6-008-040. Requisition will show manu- 


facturer and model of camera unit for which required. 
Hanger, X-ray Film, Processing, 4 by 10 inches: (Photofluorographic). 
Hanger, X-ray Film, Processing, 5 by 7 inches: 
Hanger, X-ray Film, Processing, 8 by 10 inches: ///ustrated. 
Hanger, X-ray Film, Processing, 10 by 12 inches: 
Hanger, X-ray Film, Processing, 11 by 14 inches: 
Hanger, X-ray Film, Processing, 14 by 17 inches: 
Hanger, X-ray Film, Processing, Dental: Holds 14 films. J/lustrated. 
Holder, X-ray Film, Bitewing Adapter, Set of 2: Set consists of one anterior 


and one posterior bite tab film holder for holding standard dental films in the 
mouth. Illustrated. 


Holder, X-ray Film Exposure, 4 by 10 inches: For use with photofluoro- 
graphic camera unit, 6-008-040. 

Holder, X-ray Film Exposure, 5 by 7 inches: Cardboard. 

Holder, X-ray Film Exposure, 8 by 10 inches: Cardboard. JNustrated. 

Holder, X-ray Film Exposure, 10 by 12 inches: Cardboard. 

Holder, X-ray Film Exposure, 11 by 14 inches: Cardboard. 

Holder, X-ray Film Exposure, 14 by 17 inches: Cardboard. 

Holder, X-ray Film Exposure, Dental, 10s: Wood. J/lustrated. 


Illuminator, Dental Film, 110 volt, AC-DC: Approximately 50 watts. Mag- 
nifying; for replacement incandescent lamp requisition 7-979-100. Illustrated. 


Glass, Dental Film Illuminator, Opal: 4 by 53% by 14 inches; replace- 
ment glass for illuminator, 6-039-525. 


Illuminator, Photofluorographic Film, 110 volt, 60 cycle, AC: Approxi- 
mately 75 watts. Magnifying; for viewing 35 mm. photofluorographic film. 


Illuminator, Radiographic Film, Fluorescent, 110 volt, 60 cycle, AC: Ap- 
proximately 40 watts. Used singly or in batteries; for viewing radiographs up 
to and including 14 by 17 inches. (Army—For replacement fluorescent lamp 
requisition 7-966-250). (Navy—For replacement fluorescent lamp requisition 
17-L-535-120 from BuS&A). Illustrated. 

Illuminator, Radiographic Film, Fluorescent, Panel, 110 volt, 60 cycle, 
AC: Approximately 35 watts. Battery of 4 viewing boxes for viewing radio- 
graphs up to and including 14 by 17 inches; mounted on casters. (Army—For 
replacement fluorescent lamp requisition 7-966-250). (Navy—For replace- 
ment fluorescent lamp requisition 17-L-535-120 from BuS&A. For issue to 
hospitals and large dispensaries only). Illustrated. 

Illuminator, Radiographic Film, Incandescent, 110 volt, AC-DC: Ap- 
proximately 200 watts. For viewing radiographs up to and including 14 by 17 
inches; for replacement incandescent lamp requisition 7-979-800. For ship- 
board use. Illustrated. 

Glass, Radiographic Illuminator, Opal, 14 by 17 inches: Replacement 
glass for illuminators, 6-040-000, 6-040-125, and 6-040-250. 


Insert, Developing Tank, 5 gal: For use with developing tanks, 6-167-300 and 
6-167-310. 

Insert, Developing Tank, 10 gal: For use with developing tanks, 6-167-300 
and 6-167-310. 

Insert, Developing Tank, 15 gal: For use with developing tanks, 6-167-300 
and 6-167-310. 

Insert, Developing Tank, 20 gal: For use with developing tanks, 6-167-300 
and 6-167-310. 


Label, X-ray Film Identification: Approximately 2% by 314 inches; 1000 
perforated labels per roll. For use with photofluorographic camera unit, 
6-008-040. For carbon paper requisition 6-115-000. 


Lead Foil, 5/128 by 12 inches: 24 pounds per square foot. 
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6-046-630 


6-047-000 
6-047-825 
6-047-925 
6-048-000 
6-050-000 


6-051-000 
6-080-520 
6-080-595 


6-080-610 


6-109-800 


6-109-995 
6-110-000 
6-110-200 
6-110-300 
6-110-400 
6-110-500 
6-110-600 
6-110-700 
6-110-800 
6-110-900 
6-111-100 
6-111-200 
6-111-225 
6-112-000 


6-115-000 


6-120-000 
6-121-010 


6-121-325 


6-121-550 


6-121-600 


6-121-615 
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NOMENCLATURE AND DESCRIPTION 


Lead Rubber, 0.5 mm. Lead Equivalent: Protective; 4% inch thick; 1% 


pounds per square foot; for fluoroscopy and light therapy. 
Lead Rubber, 1.0 mm. Lead Equivalent: Protective; 4 inch thick; 3 pounds 
per square foot; for deep therapy up to 100 KVP. 
Lead Sheet, “ig by 36 inches: 4 pounds per square foot. 
Letters, Lead, A to Z: Mounted; 44 inch. 
Letters, Lead, R and L: Mounted; 44 inch. 
Letters, Lead, R and L: Unmounted; 44 inch. 
Localizer, Eye: Sweet method; complete with charts. (Navy—For issue to 
hospitals and large dispensaries only). Iilustrated. 
Charts, Eye Localizer, 12s: Sweet method. 
Marker, Biplane, and Reorientation Device, Radiographic, Field: 
Marker, X-ray Film, Army: Holder with removable 14 inch lead letters and 


numerals. Set contains 3 each of letters R and L, 1 each of letters A to Z, and 
3 each of numerals 0 to 9. In 36 compartment box. 


Marker, X-ray Film, Navy: Holder with removable 14 inch lead letters and 
numerals. Set contains 3 each of letters R and L, 1 each of letters A to Z, and 
3 each of numerals 0 to 9. In 36 compartment box. Jilustrated. 

Mixer, Fluids, 110 volt, AC-DC: Approximately 65 watts. One quart capacity; 
for mixing barium. J/lustrated. 

Mount, Dental Film, Filing, 2 Film, 100s: 114 by 1% inches. 

Mount, Dental Film, Filing, 14 Film, 25s: 114 by 1% inches. [/lustrated. 

Numerals, Lead, 0, 6s: 14 inch. 

Numerals, Lead, 1, 6s: 14 inch. 

Numerals, Lead, 2, 6s: 14 inch. 

Numerals, Lead, 3, 6s: 14 inch. 

Numerals, Lead, 4, 6s: 14 inch. 

Numerals, Lead, 5, 6s: 14 inch. 

Numerals, Lead, 6, 6s: 14 inch. 

Numerals, Lead, 7, 6s: 14 inch. 

Numerals, Lead, 8, 6s: 14 inch. 

Numerals, Lead, 9, 6s: 14 inch. 

Numerals, Lead, 0 to 9: Mounted; 14 inch. 

Oil, Insulating, Dehydrated, 1 gal: For use with x-ray transformers, tube- 
heads and switches. 

Paper, Carbon, X-ray Film Identification Label: For use with photofluoro- 
graphic camera unit, 6-008-040. For labels requisition 6-042-750. 

Pencil, Skin: For skin marking. 

Photofluorographic and Roentgenographic Unit, Stationary Type, 200 
MA, 35 mm., 220 volt, 60 cycle, AC: Approximately 13200 watts; for in- 
dependent photofluorographic installations for mass surveys of chests; con- 
sists of transformer, control unit, 35 mm. automatic camera unit, electronic 
exposure monitor, tube unit and tunnel stand unit. Forward requisition direct 
to Materiel Division, BuMed. 

Screen, Fluorescent, Photofluorographic: 16 by 16 inch fluorescent 
area on a 17 by 17 inch mount. Complete with lead glass and plastic 
cover. Replacement for Westinghouse photofluorographic unit. 

Timer, Photofluorographic, Electric: Approximately 65 watts. For use 
with photofluorographic unit, 6-121-010. Forward requisition direct to 
Materiel Division, BuMed. 

Photofluorographic and Roentgenographic Automatic Accessory Unit: 
For chest examinations only. Consists of counter-balanced stand with tunnel, 
35 mm. automatic camera unit and electronic exposure monitor. For use with 
all purpose 200-500 MA roentgenographic equipment. For issue to hospitals 


and large dispensaries only. Forward requisition direct to Materiel Division, 
BuMed. 

Photofluorographic and Roentgenographic Manual Accessory Unit: For 
‘chest examinations only. Consists of counter-balanced stand with tunnel and 
Navy 35 mm. hand operated camera unit. For use with roentgenographic 
equipment 30-200 MA at outlying stations; suitable for transportation by air 
or small boat. Forward requisition direct to Materiel Division, BuMed. 


Unit Packaging 
of and 
Issue Packing 

Sq.Ft.| —/36 

Sq.Ft.) —/18 
Foot | —/33 
Set 12/576 
Set 12/576 
Pair |300/7200 
Each | —/1 
Pkg 12/144 
Each | —/1 
Set —/1 
Set 
Each| 1/6 
Pkg | 12/144 
Pkg | 12/96 
Pkg (|300/7200 
Pkg |300/7200 
Pkg (|300/7200 
Pkg |300/7200 
Pkg (300/7200 
Pkg /|300/7200 
Pkg (|300/7200 
Pkg (300/7200 
Pkg (|300/7200 
Pkg (|300/7200 
Set 12/576 
Can | —/6 
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Each | 12/576 
Each | —/1 
Each | —/1 
Each | —/1 
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Each 
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6-121-710 
6-121-725 
6-121-775 
6-121-800 
6-121-880 
6-121-885 
6-123-950 


6-124-000 


6-124-300 


6-124-700 
6-124-840 


6-124-845 


6-124-885 


6-124-920 


6-125-080 


6-125-300 


6-125-325 


6-125-334 
6-125-600 


6-125-700 


6-126-010 


6-126-030 


6-126-050 


Powder, Developing, X-ray, Rapid Type, qs 1 gal: 
Powder, Developing, X-ray, Rapid Type, qs 5 gal: 
Powder, Developing, X-ray, Regular Type, qs 1 gal: 
Powder, Developing, X-ray, Regular Type, qs 5 gal: 
Powder, Fixing, X-ray, qs 1 gal: 

Powder, Fixing, X-ray, qs 5 gal: 


Preserver, Negative, 434 by 103% inches, 100s: Kraft paper envelope; for 
filing x-ray films. 

Preserver, Negative, 1412 by 1714 inches, 100s: Kraft paper envelope; for 
filing x-ray films. 

Processing Assembly, Radiographic Darkroom, Field, 110 volt, 60 cycle, 
AC: Approximately 225 watts. Darkroom equipment for film processing; 
consists of developing, fixing and washing tanks; adjustable extension racks 
for suspension of film hangers; heating unit; refrigerating unit; thermostatic 
regulator; mixing chamber; pump and water circulating system; safelight; and 
interval timer and TM 8-629. For auxiliary wash tank requisition 6-167-680. 

Rack, Hanger, X-ray Film: For 12 hangers. [/lustrated. 


Radiographic and Fluoroscopic Unit, 100 MA, 1 Tube, 220 volt, 60 cycle, 
AC: Approximately 11000 watts. Diagnostic; consists of transformer and 
control unit; tilt type table; tube stand; radiographic and fluoroscopic tube. 
(Navy—Forward requisition direct to Materiel Division, BuMed). Illustrated. 

Radiographic and Fluoroscopic Unit, 200 MA, 2 Tube, 220 volt, 60 cycle, 
AC: Approximately 15400 watts. Diagnostic; consists of transformer and con- 
trol unit; tilt type table; tube stand; radiographic tube; fluoroscopic tube; and 
spot film device. (Navy—Forward requisition direct to Materiel Division, 
BuMed). Illustrated. 

Radiographic Unit, Mobile, 30 MA, 110 volt, 60 cycle, AC: Approximately 
2750 watts. Complete except for fluoroscopic attachments. (Navy—For issue 
to hospitals and large dispensaries only). Illustrated. 

Radiographic Unit, Dental, Wall Mounting, 10 MA, 110 volt, 60 cycle, 
AC: Approximately 1500 watts. Complete. Illustrated. 


Radiographic Unit, Dental, Mobile, 15 MA, 110 volt, 60 cycle, AC: Ap- 
proximately 1500 watts. Complete with TM 8-634. 


Radiographic Unit, Portable, Field, 30 MA, 110 volt, 60 cycle, AC: Ap- 
proximately 2750 watts. Consists of transformer unit, two tube units (1 spare), 
control unit, and table unit; in carrying chests. For field use only. 

Radiographic Unit, Portable, Field, 30 MA, 110-220 volt, 60 cycle, AC: Ap- 
proximately 2750 watts. Consists of one each of apron, 6-002-000; control unit, 
6-013-655; gloves, 6-030-000; goggles, 6-031-000; transformer unit, 6-168-200; 
tube unit, 6-171-000; and TM 8-632. Packed in chests. Not complete as an 
operating unit without tube stand and chassis units, 6-169-400 or 6-169-405, 
and table unit, 6-161-110. If generator is required, requisition 6-028-750. For 
replacement cable and tube requisition 6007 -710 and 6-169-140. 

Spare Parts Kit, Radiographic Unit, Field: For use with 6-125-325. 


Radiographic Unit, Portable, 15 MA, 110 volt, 60 cycle, AC: Approxi- 
mately 2000 watts. Complete. 

Radiographic Unit, Portable, with Mobile Stand, 15 MA, 110 volt, 60 
cycle, AC: Approximately 2000 watts. Complete. Illustrated. 


Radiographic Unit, Urological: Requisition by separate components as listed 
below. 

Table, Radiographic, Urological, Tilting: With Bucky diaphragm; 
complete. (Navy—Forward requisition direct to Materiel Division, 
BuMed). Illustrated. 
Transformer and Control Unit, X-ray, 100 MA, 220 volt, 60 cycle, 
AC: Approximately 11000 watts. Without x-ray tube unit and cables. 
Transformer and Control Unit, X-ray, 200 MA, 220 volt, 60 cycle, 
AC: Approximately 13200 watts. Complete with shockproof, oil- 
immersed 200 MA x-ray tube unit with cables. If urological table is on 
hand, requisition will include manufacturer and model number of table; 
if both urological table and x-ray tube unit are on hand, requisition will 
include manufacturer and model number of table and x-ray tube unit. 
For use with urological table, 6-126-010. (Navy—Forward requisition 
direct to Materiel Division, BuMed). 
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6-126-500 


6-127-500 
6-127-650 
6-127-750 


6-127-775 


6-127-785 
6-127-790 


6-127-800 


6-127-825 


6-128-025 


6-128-100 
6-128-150 
6-128-300 
6-128-350 
6-129-300 
6-129-350 
6-129-500 
6-130-300 
6-132-310 


6-132-510 
6-134-655 
6-135-625 


6-135-675 


6-136-000 


6-156-800 
6-156-900 
6-161-110 


6-161-210 
6-167-000 
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R-Meter: Condenser type, with 25 and 100 measurement chambers; for meas- 
urement of X-radiation. (Navy—For issue to hospitals and large dispensaries 
only). Illustrated. 

Ruler, X-ray, Transparent, 18 inch: Graduated in inches and millimeters. 

Safe, X-ray Film, Dental: J/lustrated. 


Safelight, Bench or Wall, Photofluorographic Filter: Approximately 25 
watts. Complete with incandescent lamp and filter. For photofluorographic 
laboratories only. (Army—For replacement incandescent lamp requisition 
7-978-900). (Navy—For replacement incandescent lamp requisition 17-L-2990 
from BuS&A). 

Safelight, Bench or Wall, X-ray Filter: Approximately 25 watts. Complete 
with incandescent lamp and filter. (Army—For replacement incandescent 
lamp requisition 7-978-900). (Navy—For replacement incandescent lamp 
requisition 17-L-2990 from BuS&A). 

Filter, Safelight, Wratten 6B, 5 by 7 inches: Replacement filter for 
safelight, 6-127-775. 

Glass, Safelight, Opal, 5 by 7 inches: Replacement glass for 6-127-750 
and 6-127-775. 

Safelight, Ceiling, Photofluorographic Filter: Approximately 10 watts. 
Complete with incandescent lamp and filter. For photofluorographic lab- 
oratories only. (Army—For replacement incandescent lamp requisition 
7-978-700). (Navy—For replacement incandescent lamp requisition 17-L-3932 
from BuS&A). 

Safelight, Ceiling, X-ray Filter: Approximately 10 watts. Complete with 
incandescent lamp and filter. (Army—For replacement incandescent lamp 
requisition 7-978-700). (Navy—For replacement incandescent lamp requisi- 
tion 17-L-3932 from BuS&A). 

Screen, X-ray Protective: Lead; for protection of operators of x-ray and 
photofluorographic equipment. 


Screens, Intensifying, 5 by 7 inches, Medium Speed: X-ray. 

Screens, Intensifying, 5 by 7 inches, Slow Speed: X-ray. 

Screens, Intensifying, 8 by 10 inches, Medium Speed: X-ray. 

Screens, Intensifying, 8 by 10 inches, Slow Speed: X-ray. 

Screens, Intensifying, 10 by 12 inches, Medium Speed: X-ray. 

Screens, Intensifying, 10 by 12 inches, Slow Speed: X-ray. 

Screens, Intensifying, 11 by 14 inches, Medium Speed: X-ray. 

Screens, Intensifying, 14 by 17 inches, Medium Speed: X-ray. 

Sinus-Mastoid Unit: With Granger mask and angle changer; complete. 
(Navy—For issue to hospitals and large dispensaries only). I/lustrated. 

Splicer, Block, 35 mm. Film: 

Sponge, Cellulose, Photographic: Size No. 6. 

Stereoscope, Photofluorographic, 110 volt, 60 cycle, AC: Approximately 


150 watts. Complete. For viewing 4 by 10 inch films. For use with photo- 
fluorographic camera unit, 6-008-040. 

Stereoscope, Starford Type, 110 volt, 60 cycle, AC: Approximately 500 
watts. Complete; for replacement incandescent lamp requisition 7-979-800. 
For issue to hospitals and large dispensaries only. To be issued in lieu of 
6-136-000 until stocks are exhausted. 

Stereoscope, Wheatstone Type, 110 volt, 60 cycle, AC: Approximately 320 
watts. Complete. (Navy—For issue to hospitals and large dispensaries only. 
Will not be issued until stocks of 6-135-675 are exhausted). I/lustrated. 

Table, Radiographic and Fluoroscopic, Tilting: Four-position; with Bucky 
diaphragm. 

Table, Radiographic and X-ray Therapy, Nontilting: With Bucky dia- 


phragm. (Navy—For issue to hospitals and large dispensaries only). I/lustrated. 


Table Unit, Radiographic, Portable, Field: For field roentgenography, 


fluoroscopy and foreign body localization. Packed in chests. Complete with 
TM 8-632. 


Spare Part Kit, Radiographic Table Unit, Field: 


Tank, Developing, Dental Film, Three Compartment: Complete. When 
cooling unit is required, requisition 6-013-750. 
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6-167-250 
6-167-285 
6-167-300 
6-167-310 
6-167-400 
6-167-650 
6-167-680 
6-167-800 


6-167-805 


6-167-810 
6-167-900 
6-167-980 
6-168-200 


6-169-000 
6-169-140 


6-169-200 
6-169-400 


6-169-405 


6-171-000 


6-289-000 


6-289-300 


Tank, Developing, Dental Film, Refrigerated, 110 volt, 60 cycle, AC: Ap- 
proximately 220 watts. Complete. Self-contained refrigeration; one gallon 
capacity; splashproof. 

Tank, Developing, Radiographic, Field: Cabinet type, with viewing and 
illuminating windows. Complete with master tank and two solution tanks. 
Tank, Developing, Radiographic, Master: With three 30 inch compartments 
and rear panel. Complete, except for solution inserts, 6-042-100 to 6-042-110, 
and cooling unit, 6-013-770. (Navy—For issue to hospitals and large dispensa- 

ries only). Illustrated. 

Tank, Developing, Radiographic, Auxiliary: With two 30 inch compart- 
ments; without rear panel. Complete, except for solution inserts, 6-042-100 to 
6-042-110, and cooling unit, 6-013-770. (Navy—For issue to hospitals and 
large dispensaries only). Illustrated. 

Tank, Developing, Radiographic, Refrigerated, Nonsplashproof, 110 
volt, 60 cycle, AC: Approximately 300 watts. Self-contained refrigeration; 
five gallon solution capacity; complete. (Navy—For issue to hospitals and 
large dispensaries only). Illustrated. 

Tank, Developing, Radiographic, Three Compartment: Complete with 
base; without inserts. 

Tank, Wash, Auxiliary, Radiographic Darkroom Processing Assembly: 
Complete with fittings for connection to master tank unit of film processing 
assembly, 6-124-300 and TM 8-629. 

Therapy Unit, X-ray, 10 MA, 60-140 KVP, 220 volt, 60 cycle, AC: Approxi- 
mately 5500 watts. Complete. For superficial and intermediate therapy. 

Navy—Forward requisition direct to Materiel Division, BuMed). 

Therapy Unit, X-ray, 15 MA, 220 KVP, Combination Type, 220 volt, 60 
cycle, AC: Approximately 8800 watts. Complete. For superficial, inter- 
mediate and deep therapy. (Navy—Forward requisition direct to Materiel 
Division, BuMed). 

Therapy Unit, X-ray, 8 MA, 250 KVP, Self-Contained Type, 220 volt, 60 
cycle, AC: Approximately 11000 watts. Complete. For deep therapy. 
(Navy—Forward requisition direct to Materiel Division, BuMed). 

Thermometer, Film Processing: Floating tank type. Illustrated. 


Transformer and Control Unit, X-ray, 200 MA, 220 volt, 60 cycle, AC: Ap- 
proximately 13200 watts. 

Transformer Unit, Radiographic, Field: (Chest, MD, No. X-2). Replace- 
ment transformer unit for field radiographic unit, 6-125-325. 

Tray, Developing, 14 by 17 inches: 

Tube, Radiographic, Radiographic Unit, Field: Replacement tube for field 
radiographic units, (Army—6-125-325) and (Navy—6-125-300). 

Tube Stand, Rail Mounted: Heavy duty. 

Tube Stand and Chassis, Radiographic, Field, New Type: (Chest, MD, 
No. X-1). For converting field radiographic unit, 6-125-325, to a mobile unit. 
Rear wheels 14 inch diameter, front wheels 10 inch diameter. Complete with 
TM 8-632. 

Tube Stand and Chassis, Radiographic, Field, Old Type:*(Chest, MD, 
No. X-1). For converting field radiographic unit, 6-125-325, to a mobile unit. 
Rear wheels 8 inch diameter, front wheels 4 inch diameter. Complete with 
TM 8-632. 

Tube Unit, Radiographic, Field: Consists of one radiographic tube, two 
shockproof cables, cable for energizing tube motor, one set of filters, four 
aperture plates; complete with tube hanger; packed in chest (Chest, MD, 
No. X-3). For use with field radiographic unit, 6-125-325. 

Ventilator, Exhaust, 110 volt, 60 cycle, AC: Approximately 220 watts. 
Lightproof; for darkroom wall. 

Ventilator, Intake, 18 by 24 inches: Lightproof; for darkroom door. Jilus- 
trated. 
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PLATE 6-1 


04-850 Bracket, Storage: 


A 6-0 

B 6-007-900 Caliper, X-ray, Thickness of Part: 

C  6-008-000 Camera, Photofluorographic, 35 mm., without 
Lens: 


Page 2 


——_ 


A 


D_ 6-008-030 Camera, Photofluorographic, 35 mm., 100 foot 
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Film, 110 volt, 60 cycle, AC: 
6-009-000 Cassette, 8 by 10 inches: 
6-011-700 Cassette Changer, 110 volt, 60 cycle, AC: 
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PLATE 6-2 


C  6-014-280 Dryer and Loading Bin Combination, Radio- 


A 6-012-130 Chest, X-ray Film, Lead Lined, Field, Empty: graphic, Field, 110 volt, 60 cycle, AC: 
B  6-013-655 Control Unit, Radiographic, Field, 110-220 volt, p 6-014-315 Dryer and Loading Bin Combination, Radio- 
60 cycle, AC: graphic, Right Hand Exhaust, 110 volt, 60 
cycle, AC: 
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PLATE 6-3 


©) 


6-014-500 Dryer, X-ray Film, 110 volt, 60 cycle, AC: 

6-022-988 Fluoroscope, Operating, Head Type: 

6-023-125 Fluoroscopic Assembly, Foreign Body3Localization, Field, j110-220}volt,450-60 cycle: 
D_ 5-028-975, Glass, Reading, Magnifier, 41% inch: 

= ; 6-031-000 Goggles, Fluoroscopic: 


(6-031-760fHanger {X-ray F ilm, Processing, 8 by 10 inches 


QonD 
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TH 
X-RAY FILM 
~ EXPOSURE HOLDER 


MEAD BACKED 


8 x10 in. 


(20.3. Am) 


‘eee RAE HID, GA eh OM + Manet te AOI TE, 
AAT BO 


6-031-795 Hanger, X-ray Film, Processing, Dental: F  6-040-000 Illuminator, Radiographic Film, Fluorescent, 
6-033-000 Holder, X-ray Film Exposure, 8 by 10 inches: 110 volt, 60 cycle, AC: 

6-032-425 Holder, X-ray Film, Bitewing Adapter, Set of 2: G_ 6-040-250 Illuminator, Radiographic Film, Incandescent, 
6-034-300 Holder, X-ray Film Exposure, Dental, 10s: 110 volt, AC-DC: 


6-039-525 Illuminator, Dental Film, 110 volt, AC-DC: 
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PLATE 6-5 


A‘ 6-040-125 Illuminator, Radiographic Film, Fluorescent, D_ 6-1 
Panel, 110 volt, 60 cycle, AC: : 6-110-000 Mount, Dental Film, Filing, 14 Film, 25s: 
6-1 


-109-800 Mixer, Fluids, 110 volt, AC-DC: 


B_ 6-050-000 Localizer, Eye: 
C 6-080-610 Marker, X-ray Film, Navy: 


-124-700 Rack, Hanger, X-ray Film: 
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PLATE 6-6 


6-124-840 Radiographic and Fluoroscopic Unit, 100 MA, 
1 Tube, 220 volt, 60 cycle, AC: 

B 6-124-845 Radiographic and Fluoroscopic Unit, 200 MA, 
2 Tube, 220 volt, 60 cycle, AC: 
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A] 6-124-885 Radiographic Unit, Mobile, 30 MA, 110 volt, C  6-125-700 Radiographic Unit, Portable, with Mobile Stand, 


60 cycle, AC: 15 MA, 110 volt, 60 cycle, AC: 
B  6-124-920 Radiographic Unit, Dental, Wall Mounting, D 6-126-500 R-Meter: 
10 MA, 110 volt, 60 cycle, AC: E  6-127-650 Safe, X-ray Film, Dental: 
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A 6-126-010 Table, Radiographic, Urological, Tilting: 
B 6-132-310 Sinus-Mastoid Unit: 4.2 
C ('1-956-900 Table, Radiographic and X-ray Therapy, Nonetilting: 
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PLATE 6-9 


A 6-136-000 Stereoscope, Wheatstone Type, 110 volt, 60 cycle, AC: 
B 6-167-300 Tank, Developing, Radiographic, Master: 
C 6-167-310 Tank, Developing, Radiographic, Auxiliary: 
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PLATE 6-10 


A 6-167-400 Tank, Developing, Radiographic, Refrigerated, 
Nonsplashproof, 110 volt, 60 cycle, AC: 

B 6-167-900 Thermometer, Film Processing: 

C_ 6-289-300 Ventilator, Intake, 18 by 24 inches: 
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Class 7 


HOSPITAL EQUIPMENT 
and SUPPLIES 


ARMY-NAVY CATALOG OF MEDICAL MATERIEL 


CLASS 


7 


ARMY-NAVY CATALOG 
of MEDICAL MATERIEL 
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OF 
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Avail- 
ability pint 
Status 


Stock No. 


A-LS 7-001-000 


7-001-020 
x 7-001-022 
7-002-000 


LS 7-002-010 


xX 7-002-040 


7-004-600 
N 7-004-705 


7-006-000 
7-006-080 


7-006-175 


X 7-006-505 


xX 7-006-510 


7-007-012 

7-007-355 

A xX 7-007-510 
A xX 7-007-514 
A X 7-007-516 
A-LS| X 7-007-518 
A-LS |. X 7-007-520 


7-008-000 
7-026-845 


7-026-850 


A-LS 7-026-875 


A-LS 7-026-980 


7-027-000 


LS 7-027-150 
A 7-028-980 
7-029-000 

A-LS 7-029-150 
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Unit Packaging 
NOMENCLATURE AND DESCRIPTION of and Notes 
Issue Packing 
FURNITURE and FIXTURES 
Back Rest: Illustrated. 
Back Rest, Adjustable, Folding: (Army—For hospital train). 
Cover, Canvas, Folding Adjustable Back Rest: 
Bassinet, CRM: With removable basket, mattress and card holder. (Navy— 
Issue restricted to activities having facilities for dependents). J/lustrated. 
Bassinet, Steel, White Enameled: With removable basket, mattress and 
card holder. (Navy—Issue restricted to activities having facilities for de- 
pendents). 
Mattress, Bassinet, Infant: 14 by 28 inches; felted. Replacement for 
7-002-000 and 7-002-010. (Navy—lIssue restricted to activities having 
facilities for dependents). 
Bed, Cot Type, Standard, Convertible Angle: Can be installed in tiers. 
Bed, Fracture: Complete with overbed frame, pulleys and lifts; spring cot; 
two-piece felt mattress and cross straps. J/lustrated. 
Bed, Hospital, Adjustable: Mounted on casters. J/lustrated. 
Bed, Hospital, Folding: 3214 inches high by 36 inches wide by 76 inches 
long. (Navy—For field use). 
Bed, Hospital, Nonadjustable: Mounted on casters. Illustrated. 
Bed, Hospital, Accessories: See following indented items. 
Caster, Hospital Bed, with Brake: Caster diameter 5 inches; stem 
adapter expansion range 1% inch; for use with hospital beds having 
tubular posts of 114 inch outside diameter. 
Caster, Hospital Bed, without Brake: Caster diameter 5 inches; 
stem adapter expansion range )% inch; for use with hospital beds having 
tubular posts of 114 inch outside diameter. 
Frame, Bed, Gatch: 36 by 76 inches. Illustrated. 
Rails, Bed, Detachable: Side rail guard to prevent irrational or un- 
conscious patient from falling out of bed. Jilustrated. 
Shoe, Bed, 34 inch Diameter Stem: Wood. 
Shoe, Bed, 1546 inch Diameter Stem: Wood. 
Shoe, Bed, 1142 inch Diameter Stem: Wood. 
Tire, Bed Caster, Colson: D 
Tire, Bed Caster, Jarvis and Jarvis: D 


Bed, Obstetrical: With two-piece mattress. 

Cabinet, Instrument, Steel, 16 by 30 by 60 inches: Measurements shown 
in order of depth, width and height. One door; 6 glass shelves. 

Cabinet, Instrument, CRM, 16 by 30 by 72 inches: Measurements shown 
in order of depth, width and height. Two doors; 6 glass shelves. Ji/ustrated. 

Cabinet, Instrument, Steel, White Enameled, 16 by 24 by 72 inches: 
Measurements shown in order of depth, width and height. One door; 6 
glass shelves. 

Cabinet, Instrument, Steel, White Enameled, 16 by 36 by 43 inches: 
Measurements shown in order of depth, width and height. Two doors; 
all metal; four steel shelves; with 22 inch high stand attached. 

Cabinet, Instrument, CRM, 16 by 36 by 72 inches: Measurements shown 
in order of depth, width and height. Two doors; 6 glass shelves. 

Cabinet, Instrument, Steel, White Enameled, 16 by 36 by 72 inches: 
Measurements shown in order of depth, width and height. Two doors; 6 
glass shelves. 

Cabinet, Instrument and Dressing, Steel, White Enameled, 15 by 24 
by 72 inches: Measurements shown in order of depth, width and height. 
One door; all metal. 

Cabinet, Instrument and Dressing, CRM, 16 by 30 by 60 inches: 
Measurements shown in order of depth, width and height, Glass enclosed 
top; metal enclosed bottom; mounted on casters. J//ustrated. 

Cabinet, Instrument and Dressing, Steel, White Enameled, 16 by 30 


by 60 inches: Measurements shown in order of depth, width and height. 
Glass enclosed top; metal enclosed bottom; mounted on casters. 
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Avail- 
abi Expend- 
Sta 


OG. 


Stock No. 


7-029-235 


7-029-236 


7-029-345 


7-036-915 
7-037-000 
7-042-000 
7-043-000 
7-043-025 


7-045-000 
7-046-000 


7-046-010 
7-046-825 
7-053-075 


7-054-000 
7-054-950 


7-054-975 
7-054-995 
7-055-000 
7-058-000 
7-059-300 


7-059-995 
7-060-000 
7-060-160 


7-060-500 


7-060-515 


7-060-525 


7-060-550 


7-060-575 


7-065-100 


NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont'd) 


Cabinet, Medicine, Combination Type, CRM: Top unit, 36 inches wide 
by 8 inches deep by 30 inches high; with glass doors and sides, and 3 glass 
shelves. Lower unit, all metal, 36 inches wide by 16 inches deep by 24 inches 
high; with three drawers and storage compartment. (Navy—Will not be 
issued until stocks of 7-029-236 are exhausted). I/lustrated. 

Cabinet, Medicine, Combination Type, Enameled: Top unit, 36 inches 
wide by 8 inches deep by 30 inches high; with glass doors and sides, and 
3 glass shelves. Lower unit, all metal, 36 inches wide by 16 inches deep by 
24 inches high; with three drawers and storage compartment. Will be issued 
in lieu of 7-029-235 until stocks are exhausted. 


Cabinet, Utility, Steel, 18 by 24 by 72 inches: Measurements shown in 


order of depth, width and height. Single door with 5 shelves; shipped 
knocked down. 


Chair, Arm, Hospital Ward, Metal: [//ustrated. 

Chair, Arm, Reception Room: 

Chair, Desk, Reception Room: Without arms. 

Chair, Invalid, Wheel: With hand rims for self-propulsion. Jilustrated. 

Chair, Invalid, Wheel, Folding: With hand rims for self-propulsion. 
Illustrated. 

Chair, Rocking, Common: With arms, slat seat and back. 

Chair, Specialist: (Eye, ear, nose and throat chair). With revolving seat, 
adjustable back, and arm and head rests. 

Chair, Specialist, with Adjustable Lamp: (Eye, ear, nose and throat 


chair). With revolving seat, adjustable back, arm and head rests, and 
examination light. I//ustrated. 


Chair, Ward, Folding, Wood: With upholstered seat; without arms. 

Cradle, Bed, Folding, 27 by 32 inches: 

Davenport: 

Desk, Nurses, Double Pedestal, Metal: Top 34 by 60 inches; enameled. 
Illustrated. 

Desk, Nurses, Single Pedestal, CRM: J/lustrated. 

Desk, Nurses, Single Pedestal, Enameled Metal: 

Desk, Nurses, Single Pedestal, Wood: 

Desk, Reception Room: 

Dolly, Portable Field Operating Lamp: For moving 7-066-325 between 
wards. 

Dresser, Steel: With mirror. 

Dresser, Wood: With mirror. 

Generator, Refrigeration Unit, 110 volt, 60 cycle, AC: Mounted on skids. 
For use with 7-072-425 when line current is not available. 

Lamp, Hospital Bed, Adjustable Clamp: With adjustable clamp for use 


on 14 to-134 inch round or square head rail. Uses medium screw base, 
60, 40, or 25 watt incandescent lamp. 

Lamp, Hospital Bed, with Clamp for Round Tubing: Fits 114 inch di- 
ameter round tubing beds. Uses medium screw base, 60, 40, or 25 watt 
incandescent lamp. 

Lamp, Hospital Bed, with Clamp for Solid Headboard: Fits headboards 
from 34 to 1% inches thick. Uses medium screw base, 60, 40, or 25 watt 
incandescent lamp. Illustrated. 

Lamp, Hospital Bed, with Clamp for Square Tubing: Fits 11% inch 
square tubing bed. Uses medium screw base, 60, 40, or 25 watt incandescent 
lamp. Jilustrated. 

Lamp, Hospital Bed, Universal Clamp: With universal clamp and theft 
proof lock. Fits all type beds. Uses medium screw base, 60, 40, or 25 watt 
incandescent lamp. 

Lamp, Operating and Examining, Portable: Adjustable height, floor 


stand type, flexible gooseneck, with 8 foot cord. Uses medium screw base 60 
watt incandescent lamp. 


Unit 
of 

Issue 
Each —/1 
Each 
Each —/1 
Each 
Each —/1 
Each —/2 
Each —/1 
Each —/1 
Each —/1 
Each —/1 
Each —/1 
Each —/1 
Each —/6 
Each —/1 
Each 
Each —/1 
Each | —/1 
Each —/1 
Each —/1 
Each —/1 
Each —/1 
Each —/1 
Each —/1 
Each 1/12 
Each Phe 
Each 1/12 
Each 1/12 
Each 
Each | —/1 
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7-066-275 | Lamp, Operating, Eye, Portable, 110 volt, 60 cycle, AC: 


NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont'd) 


Lamp, Operating, Emergency, Mobile, 110 volt, AC or Battery: Com- 
plete with wet cell battery and battery charger. (Army—For incandescent 
lamps requisition 7-974-300, (battery lamp), 7-974-600, 7-974-610, 
7-974-620 or 7-974-640, according to model of operating lamp). (Navy—For 
incandescent lamp requisition 7-974-600). Illustrated. 

Floor stand 

model; with handle, right angle mirror, transformer and extra lamp. For 

replacement lamp requisition 7-974-350. Illustrated. 


7-066-325 | Lamp, Operating, Field, Portable, 110-220 volt, AC-DC or Battery: 


Avail- 
ability Stock No. 
Status 
7-066-205 
N 7-066-335 
7-066-385 
N-LS 7-066-425 
A-LS 7-066-430 
7-066-475 
A 7-069-000 
A-LS 7-070-000 
A 7-070-020 
A 7-071-550 
7-071-875 
7-071-975 
A 7-072-410 
N-LS 7-072-415 
A 7-072-425 
N-LS 7-072-445 
N-LS 7-072-485 
A 7-072-645 
7-077-975 
LS 7-077-990 
7-081-000 
BS 7-081-010 
7-081-025 
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Without batteries. Can be operated on dry or wet cell batteries when electric 
current is not available. Complete with two adapters (one for permitting 
use of medium screw base incandescent lamp bulb in lamp head, and one 
permitting use of 6 volt single contact base bulb in lamp head); extra lens, 
3 foot battery cable and three-contact mogul screw base, 50-50 watt lamp; 
and carrying case. (Army—For dolly for conversion to mobile type requisi- 
tion 7-059-300; for dry cell batteries, requisition three Sig C BA 26; for 
replacement incandescent lamp requisition 7-979-200; for lamp bulb for 
use with 6 volt adapter, requisition 7-974-395; TM 8-610 furnished with 
lamp). (Navy—For replacement incandescent lamp requisition 17-L-4392 
from BuS&A; for batteries requisition 7-066-335). 

Battery, Dry Cell, 45 volt, Set of 3: Burgess No. 5308; Army BA 26; 

Navy 19005. For use with field operating lamp, 7-0€6-325. 

Lamp, Operating, Major, Ceiling, 110 volt, AC-DC: (Army—For in- 
candescent lamp requisition 7-979-350, 7-979-450, 7-979-550, 7-979-700, 
7-979-900, 7-980-000 or 7-980-050 according to model of operating lamp). 
(Navy—For incandescent lamp requisition 17-L-4521 from BuS&A). 
Illustrated. 

Lamp, Operating, Minor, Ceiling, 110 volt, AC-DC: 3 unit head. For 
incandescent lamp requisition 7-979-550. 

Lamp, Operating, Minor, Ceiling, 2 unit Head, 110 volt, AC-DC: For 
incandescent lamp requisition 7-979-320. 

Lamp, Operating, Mobile, 110 volt, AC-DC: (Army—For incandescent 
lamp requisition 7-979-550). (Navy—For incandescent lamp requisition 
17-L-4521 from BuS&A). Iilustrated. 

Lamp, Table, Reception Room: Uses medium screw base incandescent 
lamp. 

Mirror, Wall, 14 by 22 inches: With wood frame. 

Mirror, Wall, Reception Room, 18 by 28 inches: 

Ottoman, Metal, Reception Room: Upholstered. 

Rack, Glove Drying, CRM: Holds 48 gloves. J/lustrated. 

Rack, Utensil, 6 Urinals and 3 Bedpans: Wall type; metal. J//ustrated. 


Refrigerator, Mechanical, 2 cu. ft., 110 volt, 60 cycle, AC: For use with 
laboratory truck, 9-261-550. 

Refrigerator, Mechanical, 2.7 cu. ft., 110 volt, 60 cycle, AC: 

Refrigerator, Mechanical, 4 cu. ft., 110 volt, 60 cycle, AC: For blood 
refrigeration in the field. Operates on line current or generator, 7-060-160. 

Refrigerator, Mechanical, 6 cu. ft., 110 volt, 60 cycle, AC: 

Refrigerator, Mechanical, 12 cu. ft., 110 volt, 60 cycle, AC: 


Refrigerator, Mechanical, Portable, 2 Compartment, 110 volt, 50-60 
cycle, AC, 1 Phase: Dual temperature; one 2.24 cubic foot compartment 
for maintaining temperatures above freezing, and one 0.25 cubic foot com- 
partment for maintaining subfreezing temperatures. 

Screen, Bedside, Folding, Metal: 3 panel type. (Navy—Will not be issued 
until stocks of 7-077-990 are exhausted). 

Screen, Bedside, Folding, Enameled: 3 panel type. (Navy—Will be issued 
in lieu of 7-077-975 until stocks are exhausted). 

Stand, Bowl, Double, CRM: With two basins; 
Illustrated. 

Stand, Bowl, Double, Steel, White Enameled: With two basins; pedestal 
type; mounted on casters. 


mounted on casters. 


Stand, Bowl, Single, CRM: With one basin; mounted on casters. Jilustrated. ! 
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Stock No. 


7-081-030 
7-081-590 
7-081-610 


7-082-300 
7-082-500 
7-082-615 


7-082-715 
7-083-545 


7-083-850 
7-083-875 
7-084-150 


7-084-250 


7-084-275 
7-084-425 


7-084-450 
7-084-485 
7-084-490 
7-084-495 
7-084-500 


7-084-525 


NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont’d) 


Stand, Bowl, Single, Steel, White Enameled: Without basin; pedestal 
type; mounted on casters. 

Stand, Instrument, Adjustable, CRM: With tray 14 by 18 inches. 
Illustrated. 

Stand, Instrument, Adjustable, Steel, White Enameled: With tray 14 
by 18 inches. 

Stand, Smoking: 

Stand, Straddle: 

Stand, Utility, CRM: (Surgery stand); two shelves, 12 inches wide by 36 
inches long; and two shelves, 15 inches wide by 36 inches long. Overall 
dimensions approximately 16 inches wide by 37 inches long by 62 inches 
high. Illustrated. 

Stand and Cabinet Combination, Dressing Room, CRM: Two shelves, 
12 inches wide by 36 inches long. Cabinet, 18 inches wide by 36 inches long, 
with two drawers and two doors. Overall dimensions 19 inches wide by 37 
inches long by 64 inches high. J//ustrated. 

Sterilizer, Combination, Hospital, Shipboard, Steam Heated, CRM: 
Consists of one dressing sterilizer, one instrument sterilizer and one water 
sterilizer. Requisitions will state size of each component desired. Where 
floor space is limited, floor dimensions must be stated. 

Sterilizer, Dressing, Pressure, Electrically Heated, CRM, 16 by 24 
inches, 110 volt, AC-DC: (Horizontal autoclave). Approximately 4500 
watts. Inside measurements listed in order of diameter and length; on stand. 

Sterilizer, Dressing, Pressure, Electrically Heated, CRM, 16 by 24 
inches, 220 volt, AC-DC: (Horizontal autoclave). Approximately 9000 
watts. Inside measurements listed in order of diameter and length; on stand. 

Sterilizer, Dressing, Pressure, Electrically Heated, CRM, 20 by 36 
inches, 220 volt, AC-DC: (Horizontal autoclave). Approximately 18,000 
watts. Inside measurements listed in order of diameter and length; on stand. 

Sterilizer, Dressing, Pressure, Fuel Heated, CRM, 16 by 24 inches: 
(Autoclave). For dressings and utensils. Inside measurements listed in order 
of diameter and length. Complete with gasoline burner and connections for 
direct steam. 

Sterilizer, Dressing, Pressure, Fuel Heated, Portable: Pressure cooker 
type, 25 quart capacity, with dressing container; complete with leaded 
gasoline burner and stand. (Navy—For field use). 

Sterilizer, Dressing, Pressure, Steam Heated, CRM, 16 by 24 inches: 
(Horizontal autoclave). Inside measurements listed in order of diameter 
and length; on stand. For connection to direct steam line. 

Sterilizer, Dressing, Pressure, Steam Heated, CRM, 20 by 36 inches: 
(Horizontal autoclave). Inside measurements listed in order of diameter 
and length; on stand. For connection to direct steam line. Complete with 
TM 8-622. 

Sterilizer, Dressing and Utensil, Fuel Heated, 16 by 36 inches: (Hori- 
zontal autoclave). Inside measurements listed in order of diameter and 
length; pressure type; complete with gasoline burner and nested controls. 
For shelf insert requisition 7-085-382. 

Sterilizer, Dressing and Utensil, Fuel Heated, 16 by 36 inches, M-2: 
(Horizontal autoclave). Inside measurements listed in order of diameter 
and length; pressure type; complete with gasoline burner and nested con- 
trols. For shelf insert requisition 7-085-382. 

Sterilizer, Dressing and Utensil, with Shelf Insert, Fuel Heated, 16 by 
36 inches, M-2: Consists of one sterilizer, 7-084-490, with shelf insert, 
7-085-382. Inside measurements listed in order of diameter and length. For 
use as Field Laboratory Autoclave. 

Sterilizer, Dressing and Utensil, Fuel Heated, 16 by 24 inches: (Hori- 
zontal autoclave). Inside measurements listed in order of diameter and 
length; pressure type; complete with gasoline burner and frame. For use 
only in Surgical Operating Truck, 9-591-920. 

Sterilizer, Instrument, Boiling Type, Electrically Heated, CRM, 13 
by 5 by 334 inches, 110 volt, AC-DC: Approximately 800 watts. Inside 
measurements listed in order of length, width and depth. (Army—Complete 
with TM 8-628). Illustrated. 
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7-084-625 


7-084-650 


7-084-710 


7-084-712 


7-084-720 


7-084-722 


7-084-730 


7-084-735 


7-084-750 


7-084-875 


7-084-885 


7-084-945 


7-084-950 


7-084-975 


7-084-995 


7-085-072 


7-085-075 


7-085-125 


7-085-135 


7-085-145 
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NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont’d) 


Sterilizer, Instrument, Boiling Type, Electrically Heated, CRM, 20 
by 10 by 9 inches, 110 volt, AC-DC: Approximately 4500 watts. Inside 


measurements listed in order of length, width and depth; on stand. J/lustrated. 


Sterilizer, Instrument, Boiling Type, Electrically Heated, CRM, 20 
by 10 by 9 inches, 220 volt, AC-DC: Approximately 4500 watts. Inside 
measurements listed in order of length, width and depth; on stand. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, 934 by 334 by 234 
inches: Inside measurements listed in order of length, width and depth. 
Complete with gasoline burner, stand and TM 8-622. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, CRM, 934 by 334 
by 234 inches, M-2: Inside measurements listed in order of length, width 
and depth. Cove corners; complete with gasoline burner, domed cover 
and stand. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, 12 by 6 by 4 inches: 
Inside measurements listed in order of length, width and depth. Complete 
with alcohol burner. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, CRM, 12 by 6 by 
4 inches: Inside measurements listed in order of length, width and depth. 
Complete with gasoline burner, folding stand and TM 8-622. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, CRM, 14 by 6 by 4 
inches: Inside measurements listed in order of length, width and depth. 
Complete with gasoline burner, stand and TM 8-622. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, CRM, 18 by 10 by 9 
inches: Inside measurements listed in order of length, width and depth. 
Complete with gasoline burner and TM 8-622. 

Sterilizer, Instrument, Boiling Type, Fuel Heated, without Heat 
Supply, 16 by 6 by 314 inches: Inside measurements listed in order of 
length, width and depth. For use over open flame, field range or any other 
type of direct heat. For field use only. 

Sterilizer, Instrument, Boiling Type, Steam Heated, CRM, 20 by 10 by 
9 inches: Inside measurements listed in order of length, width and depth; 
on stand. For connection to direct steam line. 

Sterilizer, Instrument, Boiling Type, Steam Heated, CRM, 22 by 12 by 
10 inches: Inside measurements listed in order of length, width and depth; 
on stand. For connection to direct steam line. Complete with TM 8-622. 

Sterilizer, Needle, Boiling Type, Fuel Heated, 134 by 1%46 by 2 
inches: Inside measurements listed in order of length, width and depth. 
Complete with wick. For replacement wicks requisition 7-085-710. Burns 
alcohol. For field kits and chests. 

Sterilizer, Needle, Boiling Type, Fuel Heated, without Heat Supply, 3 
by 34 inches: Inside measurements listed in order of diameter and depth. 
For solidified alcohol fuel requisition 1-052-625; for field use only. 

Sterilizer, Utensil, Boiling Type, Electrically Heated, CRM, 24 by 20 
by 20 inches, 110 volt, AC-DC: Approximately 9000 watts. Inside meas- 
urements listed in order of length, width and depth; on stand. J/lustrated. 

Sterilizer, Utensil, Boiling Type, Electrically Heated, CRM, 24 by 20 
by 20 inches, 220 volt, AC-DC: Approximately 9000 watts. Inside meas- 
urements listed in order of length, width and depth; on stand. 

Sterilizer, Utensil, Boiling Type, Steam Heated, CRM, 20 by 16 by 16 
inches: Inside measurements listed in order of length, width and depth; 
on stand. For connection to direct steam line. 

Sterilizer, Utensil, Boiling Type, Steam Heated, CRM, 24 by 20 by 20 
inches: Inside measurements listed in order of length, width and depth; 
on stand. For connection to direct steam line. (Army—Complete with 
TM 8-622). 

Sterilizer, Water, Electrically Heated, 15 gal. Tanks, 110 volt, AC-DC: 
Approximately 18,000 watts. Two tanks, each 15 gallon capacity; on stand. 

Sterilizer, Water, Electrically Heated, CRM, 15 gal. Tanks, 220 volt, 


AC-DC: Approximately 18,000 watts. Two tanks, each 15 gallon capacity; 
on stand. 


Sterilizer, Water, Electrically Heated, CRM, 25 gal. Tanks, 220 volt, 
alee Approximately 18,000 watts. Two tanks, each 25 gallon capacity; 
on stand. 
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Stock No. 


7-085-215 


7-085-220 
7-085-255 


7-085-257 


7-085-285 
7-085-302 
7-085-305 


7-085-320 
7-085-330 


7-085-335 


7-085-340 
7-085-352 


7-085-360 
7-085-368 


7-085-370 
7-085-375 
7-085-382 


7-085-400 
7-085-450 
7-085-455 


7-085-565 


7-085-660 


7-085-710 


7-086-000 
7-086-975 


7-086-990 
7-088-000 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont'd) 


Sterilizer, Water, Steam Heated, CRM, 15 gal. Tanks: Two tanks, each 
15 gallon capacity; on stand. For connection to direct steam line. 

Sterilizer, Water, Steam Heated, CRM, 25 gal. Tanks: Two tanks, each 
25 gallon capacity; on stand. For connection to direct steam line. Com- 
plete with TM 8-622. 

Sterilizer and Washer, Bedpan and Urinal, Steam Heated, Floor 
Mounted: Accommodates 1 bedpan and 1 urinal. For connection to direct 
steam line. 

Sterilizer and Washer, Bedpan and Urinal, Steam Heated, Wall 


Mounted: Accommodates 1 bedpan and 1 urinal. For connection to direct 
steam line. 


Sterilizer Accessories and Components: See following indented items. 
Boiler, Steam, Portable: Complete with fittings and spare parts. 
For use with field dressing and utensil sterilizer. 

Container, Dressing, 914% inch: (Sterilizer drum). For autoclave 
type dressing sterilizers 12 inches in diameter. 

Container, Dressing, 14 inch: (Sterilizer drum). For autoclave 
type dressing sterilizers 16 inches in diameter. J/lustrated. 

Control, Sterilizer, Chemical, 100s: Glass tube type. 

Control, Sterilizer, Paper Indicator, 250s: Without metal con- 
tainers; replacement indicators for 7-085-335. 

Control Set, Sterilizer, Paper Indicator: Consists of one book of 
250 paper indicators and 10 metal containers in package. Illustrated. 
Extinguisher and Can Opener: For use with stove, 7-085-565. 
Heater, Sterilizer, 110-220 volt, AC-DC: Approximately 250 watts. 
With extra heating element. Heating surface 7 inches long by 33% 


inches wide. For use with 934 and 12 inch fuel heated instrument 
sterilizers, when electric current is available. 


Heat Intensifier: For use with stove, 7-085-565. 


Packing, Valve Stem, One Burner Gasoline Stove, 12s: For use 

with 7-085-400. 

Packing, Valve Stem, Two Burner Gasoline Stove, 12s: For use 

with 7-085-450. 

Plunger,-Leather, Gasoline Stove, 12s: For use with 7-085-400 and 

7-085-450. 

Shelf Insert, Dressing and Utensil Sterilizer: For use with 

7-084-490, and as a replacement for 7-084-495, 

Stove, Gasoline, 5000 B.T.U., One Burner: With stand; for opera- 

tion with any type of gasoline. (Navy—For replacement packing requi- 

sition 7-085-368). 

Stove, Gasoline, Two Burner: For operation with any type gasoline; 

for use with field sterilizers, For replacement packing, plunger, and 

vaporizer and valve requisition 7-085-370, 7-085-375 and 7-085-660. 

Stove, Gasoline, Two Burner, with Metal Case: For operation 

hel any type of gasoline. For use in improvising sterilization in the 
eld. ' 

Stove, One Burner, Small, Solidified Alcohol: Without acces- 

sories. For extinguisher and can opener, and heat intensifier requisition 

7-085-340 and 7-085-360. For solidified alcohol requisition 1-052-625 or 

1-052-630. 

Vaporizer and Valve, Two Burner Gasoline Stove: For use with 

7-085-450. 

Wick, Needle Sterilizer: For use with 7-084-945, 


Stool, Bathroom, 18 inch: 


Stool, Foot, CRM, 8 inch: For use in operating room. J/lustrated. 


Stool, Foot, Steel, White Enameled, 8 inch: For use in operating room. 


Stool, Surgeons, Revolving, CRM: Adjustable from approximately 19 to 
30 inches. Illustrated. 
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7-088-050 
7-088-425 
7-088-430 


7-088-500 
7-089-025 


7-089-027 


7-089-060 
7-089-085 
7-089-092 
7-092-800 
7-092-962 


7-093-000 
7-093-050 
7-093-915 
7-093-960 
7-093-965 
7-093-975 
7-094-010 
7-094-025 
7-095-840 


7-098-000 
7-098-150 
7-098-175 
7-098-850 


7-099-005 


7-099-035 


7-099-200 


7-099-240 
7-099-250 


7-099-285 


7-099-300 
7-099-400 


NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont’d) 


Stool, Surgeons, Revolving, Steel, White Enameled: Adjustable from 
approximately 19 to 30 inches. 
Table, Anesthetist, CRM, 20 by 1314 inches: Length and width dimen- 
sions listed; 32 inches high. Illustrated. 
Table, Anesthetist, Steel, White Enameled, 20 by 1314 inches: Length 
and width dimensions listed; 32 inches high. 
Table, Autopsy: J/lustrated. 
Table, Bedside, Cabinet Type, Metal: With drawer and cabinet with door. 
Illustrated. 
Table Top, Bedside Table, Rubber: Molded rubber; approximately 
20 by 16 inches; with depressed top and apron. J/lustrated. 
Table, Bedside, Folding, Metal: (Navy—For field use). 
Table, Bedside, Metal: Open type. 
Table, Bedside, Wood: Open type. 
Table, End, Reception Room: 


Table, Examining, Cabinet Type, Wood: With five drawers and a large 
cupboard. Upholstered top can be raised from horizontal to chair position. 
Adjustable stirrups. Pull-out leg support. Walnut finish. Overall dimensions 
25 inches wide by 53 inches long by 32 inches high. Illustrated. 

Table, Examining, CRM: With adjustable stirrup rods and leg holder 
straps. Illustrated. 

Table, Examining, Steel, White Enameled: With adjustable stirrup rods 
and leg holder straps. 

Table, Instrument, 25 by 40 inches: Length and width dimensions listed. 
White porcelain top. Illustrated. 

Table, Instrument, Curved, CRM, 72 by 15 inches: Length and width 
dimensions listed. J/lustrated. 

Table, Instrument, Curved, Steel, White Enameled, 72 by 15 inches: 
Length and width dimensions listed. 

Table, Instrument, Folding, 33 by 18 inches: Length and width dimen- 
sions listed. 

Table, Instrument and Dressing, CRM, 33 by 18 inches: Length and 
width dimensions listed. J//ustrated. 

Table, Instrument and Dressing, Steel, White Enameled, 33 by 18 
inches: Length and width dimensions listed. 

Table, Office, Folding, Field, 3034 by 2714 inches: Length and width 
dimensions listed. For field use only. 

Table, Operating, Frame Type, Medium: Complete with accessories. 

Table, Operating, Folding: With case. J/lustrated. 

Table, Operating, Folding, M-2: Complete with case for field use. 

Table, Operating, Obstetrical and Delivery: Complete with accessories. 
Illustrated. 

Table, Operating, Pedestal, Large: Complete with accessories; without 
cerebellar headrest and pad. J/lustrated. 

Table, Operating, Pedestal, Medium: Complete with accessories; without 
cerebellar headrest and pad. Illustrated. 


Table, Operating, Accessories: See following indented items. 
Headrest, Cerebellar, Adson-Little: Universal joint. For operating 
tables. 
Pad, Operating Table, Inner Spring: Complete with rubber cover. 
Pad, Operating Table, Three Sectional: Sponge rubber. Complete 
with rubber covers; for use with pedestal operating tables, 7-099-005 
and 7-099-035. 
Pad, Operating Table, Two Sectional: Cotton; complete with 
rubber covers. For continuous spinal anesthesia. 

Table, Orthopedic: Complete with accessories. [/lustrated. 


Table, Orthopedic, Portable: Complete with accessories and case. J/lus- 
trated. 
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Stock No. 


7-099-550 
7-099-700 
7-100-000 
7-100=-105 


7-100-205 
7-100-305 


7-102-000 


7-102-850 


7-102-855 


7-103-005 
7-103-015 
7-104-005 
7-104-015 
7-105-505 


7-110-555 
7-121-100 
7-121-150 


7-121-200 


7-123-090 


7-124-100 


7-124-600 


7-128-500 


7-129-305 


7-129-600 


7-132-002 


7-132-005 


7-135-200 
7-137-100 
7-139-850 


7-139-855 


NOMENCLATURE AND DESCRIPTION 


FURNITURE and FIXTURES (Cont'd) 


Table, Overbed, Adjustable: Double pedestal type. J/lustrated. 

Table, Proctoscopic, Adjustable, Buie: Complete with stirrups and pads. 

Table, Reception Room: 

Table, Urological, Examining and Treatment: Complete with shoulder 
supports, heel holders, leg holders and straps. 

Table, Utility, Folding: 71 inches long by 27 inches wide. 

Table, Utility, Mobile, 48 by 24 by 36 inches, CRM: Measurements listed 


in order of length, width and height. Mounted on lock type casters. With 
two drawers and lower shelf. J//ustrated. 


PHYSICAL THERAPY EQUIPMENT and SUPPLIES 


Baker, Electric, Portable, 24 inch, 110 volt, AC-DC: 24 inch spread. 
Complete with lamp. For replacement lamps requisition 7-981-250. 
Illustrated. 


Bath, Arm, Paraffin, 110 volt, AC-DC: Complete with mobile stand and 
floating thermometer. Charge for bath consists of 7 parts of paraffin to 1 
part of oil. For paraffin requisition 1-328-000; for oil requisition 1-338-000. 

Thermometer, Paraffin Arm Bath: Floating type. Replacement 
thermometer for 7-102-850. 

Bath, Arm, Whirlpool, CRM, 110 volt, 60 cycle, AC: Jilustrated. 

Bath, Arm, Whirlpool, Steel, White Enameled, 110 volt, 60 cycle, AC: 

Bath, Leg, Whirlpool, CRM, 110 volt, 60 cycle, AC: Jilustrated. 

Bath, Leg, Whirlpool, Steel, White Enameled, 110 volt, 60 cycle, AC: 


Diathermy Apparatus, Short Wave, Single Frequency, 13.66 Mega- 
cycles, Crystal Controlled, 110 volt, 60 cycle, AC: Complete with ac- 
cessories (Army—and TM 8-627). Illustrated. 

Goggles, Ultraviolet, Protective: 

Lamp, Infra-Red, Carborundum Type, 450 watt, 110 volt, AC-DC: 


Lamp, Infra-Red, Carborundum Type, 600 watt, 110 volt, AC-DC: 
With extra carborundum element. J/lustrated. 

Lamp, Infra-Red, Carborundum Type, 1000 watt, 110 volt, AC-DC: 
With extra carborundum element. 

Lamp, Infra-Red, Incandescent Type, 250 watt, 110 volt, AC-DC: 
250 watt lamp with built-in reflector and medium screw to fit commercial 
size lamp sockets. For use with desk, table and similar type lamps. 

Lamp, Infra-Red, Incandescent Type, 500 watt, 110 volt, AC-DC: 
With extra 500 watt incandescent lamp. For replacement lamp requisition 
7-968-800. 

Lamp, Infra-Red, Incandescent Type, 1000 watt, 110 volt, AC-DC: 
With extra 1000 watt incandescent lamp. For replacement lamp requisition 
7-968-900. 

Lamp, Ultraviolet, Kromayer Burner, 110 volt, 60 cycle, AC: Air cooled; 
with mobile base. J//ustrated. 

Lamp, Ultraviolet, Mercury Arc Burner, Large, 110 volt, 60 cycle, AC: 
Air cooled; with mobile base. (Army—Complete with TM 8-621). JI- 
lustrated. 

Lamp, Ultraviolet, Mercury Arc Burner, Small, 110 volt, 60 cycle, AC: 
Air cooled; with mobile base. Illustrated. 

Sinusoidal Machine, Mobile, Motor Generator Type, 110 volt, 60 cycle, 
AC: Approximately 275 watts. For galvanic and sinusoidal currents; 11 
wave forms. J/lustrated. 

Sinusoidal Machine, Portable, Tube Type, 110 volt, 60 cycle, AC: 
Approximately 660 watts. For galvanic, faradic and rapid sinusoidal cur- 
rents; 3 wave forms. (Army—Complete with TM 8-624). 

Sling, Head and Shoulder, Sayre: 


Ultraviolet Element, Burdick Hot Quartz Type: Replacement element 
for ultraviolet lamp, submarine type. 
Walker, Invalid, Adult: With adjustable crutch and seat attachments, and 
perineal strap. 
Strap, Perineal, Invalid Walker: With buckle and loop. 
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7-150-415 
7-150-425 
7-150-485 
7-150-915 
7-151-000 
7-152-500 
7-152-810 
7-153-060 
7-153-065 
7-153-070 
7-153-075 
7-153-100 
7-153-110 
7-153-160 
7-153-165 
7-157-750 
7-157-810 
7-157-895 


7-157-925 
7-157-985 
7-158-000 
7-158-305 
7-158-325 
7-158-330 
7-158-750 


7-159-005 


7-159-010 
7-159-015 


7-159-020 
7-159-125 


7-159-130 


7-159-185 
7-159-300 


7-159-310 


7-160-005 
7-160-010 
7-160-015 
7-160-480 


7-160-500 
7-160-535 
7-160-705 
7-162-105 


NOMENCLATURE AND DESCRIPTION 


Apron, Cooks: With bib. 

Apron, Cotton, White: With bib and two section pocket. 
Apron, Rubberized Cloth: With bib. 

Bag, Patients Effects: With drawstring. 

Bag, Soiled Linen, Large: 

Bag, Wardrobe: For patients clothing. 

Bar, Mosquito: For hospital beds. 

Bathrobe, Corduroy, Large: 

Bathrobe, Corduroy, Medium: 

Bathrobe, Corduroy, Small: 

Bathrobe, Corduroy, Very Small: 

Bathrobe, Corduroy, Orthopedic, Large: 

Bathrobe, Corduroy, Orthopedic, Medium: 
Bathrobe, Striped Seersucker, Large: 

Bathrobe, Striped Seersucker, Medium: 

Blanket, Canvas, Combat: For replenishment of Class 9 items. 
Blanket, Cotton, Infant: 30 by 40 inches. 


Blanket, Paper, Field, Waterproof, Olive Drab: Fire resistant; for re- 
plenishment of Class 9 items. ; 
Blanket, Rubber: 68 by 80 inches. 


Blanket, Wool, Olive Drab: 66 by 90 inches. 

Blanket, Wool, White: 66 by 90 inches. 

Cap, Cooks: 

Cap, Operating, Large: 

Cap, Operating, Medium: 

Cloth, Diaper, Birdseye, 27 inches Wide: (Navy—lIssue restricted to ac- 
tivities having facilities for dependents). 

Coat, Ward, Clinic and Laboratory Officers, Extra Large: White; knee 


length. 
Coat, Ward, Clinic and Laboratory Officers, Large: White; knee length. 


Coat, Ward, Clinic and Laboratory Officers, Medium: White; knee 
length. 
Coat, Ward, Clinic and Laboratory Officers, Small: White; knee length. 


Cover, Mattress, 4 by 3514 by 80 inches: For hospital bed felted cotton 
mattress. 

Cover, Mattress, 614 by 3714 by 82 inches: For hospital bed innerspring 
mattress. 


Cover, Pillow, Cotton: With tie strings. For pillowcase requisition 7-169-000. 


Drape, Surgical, 24 by 24 inches: Double muslin; with central opening 
3 inches in diameter; for general surgery. 

Drape, Surgical, 34 by 66 inches: Double muslin; with central opening 2 
inches by 12 inches; for general surgery. 


Gown, Operating, Large: 
Gown, Operating, Medium: 
Gown, Operating, Small: 


Mattress, Cotton, Canvas Cot: 26 by 72 inches. For use with folding can- 
vas cots. 
Mattress, Cotton, Hospital Bed: 36 by 78 inches; felted. 


Mattress, Cotton, Hospital Train: 27 by 73 inches. 
Mattress, Innerspring, Hospital Bed: 36 by 78 inches. 
Napkin, Linen: 
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PRELIMINARY EDITION JULY 1947 


Avail- Expend- 


—_ ability Stock No. NOMENCLATURE AND DESCRIPTION 
BEDDING and LINEN (Cont’d) 
Pajamas: Requisition by separate components indented below. 
xX 7-163-005 Coat, Pajama, Cotton, Large: 
Di 7-163-010 Coat, Pajama, Cotton, Medium: 
A 7-163-174 Coat, Pajama, Cotton, Orthopedic, Large: 
A 7-163-184 Coat, Pajama, Cotton, Orthopedic, Medium: 
B 4 7-164-005 Coat, Pajama, Cotton Flannel, Large: 
x 7-164-010 Coat, Pajama, Cotton Flannel, Medium: 
xX 7-165-005 Trousers, Pajama, Cotton, Large: 
 .¢ 7-165-010 Trousers, Pajama, Cotton, Medium: 
xX 7-165-305 Trousers, Pajama, Cotton, Orthopedic, Large: 
>t 7-165-310 Trousers, Pajama, Cotton, Orthopedic, Medium: 
x 7-166-005 Trousers, Pajama, Cotton Flannel, Large: 
xX 7-166-010 Trousers, Pajama, Cotton Flannel, Medium: 
7-167-000 | Pillow, Feather: 
xX 7-169-000 | Pillowcase, Cotton: 
xX 7-169-400 | Pillowcase, Impervious: 
xX 7-172-000 | Sheet, Cotton: 72 by 108 inches. 
x 7-172-325 | Smock, Gray: For dental technician. 
>,4 7-172-360 | Smock, White: 
Suit, Convalescent: Requisition by separate components indented below. 
A D4 7-174-005 Coat, Convalescent Suit, Large: 
A ».4 7-174-010 Coat, Convalescent Suit, Medium: 
A xX 7-174-314 Coat, Convalescent Suit, Orthopedic, Large: 
A ».4 7-174-324 Coat, Convalescent Suit, Orthopedic, Medium: 
A 4 7-175-005 Trousers, Convalescent Suit, Large: 
A xX 7-175-010 Trousers, Convalescent Suit, Medium: 
A xX 7-175-314 Trousers, Convalescent Suit, Orthopedic, Large: 
A >.< 7-175-324 Trousers, Convalescent Suit, Orthopedic, Medium: 
Suit, Operating: Requisition by separate components indented below. 
xX 7-176-005 Coat, Operating, Large: 
xX 7-176-010 Coat, Operating, Medium: 
>.< 7-176-205 Trousers, Operating, Large: 
xX 7-176-210 Trousers, Operating, Medium: 
A xX 7-176-810 | Tablecloth, Linen, 66 inches Wide: 
A xX 7-176-825 | Table Felt, Cotton Flannel, 72 inches Wide: Silence cloth. 
A xX 7-177-000 | Towel, Bath: (Navy—Requisition 27-T-3420 from BuS&A). 
A xX 7-177-510 | Towel, Dish: 
x 7-178-000 | Towel, Hand: 
N xX 7-178-075 | Towel, Hand, Dental, Gray: 
x 7-178-175 | Toweling, Crash: 
A x 7-179-030 | Trunks, Swim, Size 30: For physical therapy use. 
A xX 7-179-032 | Trunks, Swim, Size 32: For physical therapy use. 
A xX 7-179-034 | Trunks, Swim, Size 34: For physical therapy use. 
A xX 7-179-036 | Trunks, Swim, Size 36: For physical therapy use. 
A x 7-179-038 | Trunks, Swim, Size 38: For physical therapy use. 
xX 7-185-000 | Undershirt, Infant, Size 2: Double-breasted wrap-around type. (Navy— 
Issue restricted to activities having facilities for dependents). 
xX 7-188-325 | Washcloth: 
x 7-190-000 | Wrapper, Glove, Sterile Supply, 12 by 13 inches: Double muslin; dual 


envelope type. For use in autoclaving surgical gloves. 


OG. 
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—/150 
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—/450 
12/288 
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10/240 
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30/720 
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Avail- Expend- Unit | Packaging 
ability | ability | Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status Issue Packing 
BEDDING and LINEN (Cont'd) 
xX 7-190-030 | Wrapper, Sterile Supply, 12 inches Square: Double muslin; for autoclav- | Each 6/432 
ing surgical supplies. 
xX 7-190-035 | Wrapper, Sterile Supply, 18 inches Square: Double muslin; for autoclav- | Each 6/288 
ing surgical supplies. 
xX 7-190-040 | Wrapper, Sterile Supply, 24 inches Square: Double muslin; for autoclav- | Each 6/144 
ing surgical supplies. 
xX 7-190-045 | Wrapper, Sterile Supply, 36 inches Square: Double muslin; for autoclav- | Each 6/96 
ing surgical supplies. 
DIET EQUIPMENT and SUPPLIES 
A 7-201-510 | Basket, Dish Sterilization: Immersion type; for use with 32 gallon galvan- | Each —/1 
ized can. 
A 7-201-600 | Basket, Silverware Sterilization: Metal; 5 by 914 by 14 inches. Each 1/4 
A X 7-216-000 | Bowl, Soup, China: Each —/60 
A 7-224-440 | Carrier, Food, Hospital Train: Vertical; thermos type. Each —/6 
A 7-224-550 | Carrier, Food, Sectional, Hand Type: With 5 four quart containers. Each —/1 
A 7-225-000 | Cart, Dish: 2914 inches wide by 44 inches long. Each —/1 
A-LS 7-226-000 | Cart, Food, Dear Type: Mobile; complete with 12 food containers (three | Each —/1 
7-227-000, three 7-228-000 and six 7-229-000). 
A-LS |} X 7-227-000 Container, Food, 1 qt: Replacement container for 7-226-000. Each ——]24 
ACTSH xX 7-228-000 Container, Food, 2 qt: Replacement container for 7-226-000. Each 1/02 
A-LS |} X 7-229-000 Container, Food, 81 qt: Replacement container for 7-226-000. Each 1/6 
A 7-230-005 | Cart, Food, Drinkwater, with One Large Cabinet: Consists of one cab- | Each —/1 
inet, 7-230-030, containing 6 food containers, (four 7-230-080 and two 
7-230-090); one chassis, 7-230-050; and one platform, 7-230-110. 
A 7-230-015 | Cart, Food, Drinkwater, with Two Small Cabinets: Consists of one | Each —/1 
chassis, 7-230-050; one platform, 7-230-110; and two cabinets, 7-230-040, 
each containing 5 food containers, (three 7-230-060 and two 7-230-070). 
A 7-230-030 Cabinet, Food, Large: Without food containers. Replacement cabinet | Each —/1 
for 7-230-005. 
A 7-230-040 Cabinet, Food, Small: Without food containers. Replacement cabinet | Each —/1 
for 7-230-015. 
A 7-230-050 Chassis (Wheeled Conveyor): Replacement chassis for 7-230-005 and | Each —/1 
7-230-015. 
A x 7-230-060 Container, Food, Type A, 6.5 qt: Replacement container for 7-230-015. | Each 1/12 
A “IX 7-230-070 Container, Food, Type B, 7.5 qt: Replacement container for 7-230-015. | Each 1/12 
A x 7-230-080 Container, Food, Type C, 10.3 qt: Replacement container for | Each 1/12 
7-230-005. 
A x 7-230-090 Container, Food, Type D, 18.9 qt: Replacement container for | Each 1/12 
7-230-005. 
A xX 7-230-110 Platform, Food Cabinet: Replacement platform for 7-230-005 and | Each | —/1 
7-230-015. 
A xX 7-230-120 Tire, Rubber: Replacement tire for chassis wheel, 7-230-130. Each 4/48 D 
A xX 7-230-130 Wheel, Chassis: Replacement wheel for chassis, 7-230-050. Each 1/12 
7-239-700 | Cart, Food, 110 volt, AC-DC: Service for 50 to 60 patients. Jilustrated. Each —/1 
A 7-239-900 | Cart, Food, Supplementary, Cabinet Type: Unheated food cart for | Each —/1 
transporting cold food. Jilustrated. 
A 7-249-515 | Cover, Plate (Cake), 314 by 73% inches: Each 1/60 
A xX 7-254-000 | Cup, Egg, China: Each 72/144 
A-LS| X 7-254-510 | Cup, Enamelware, Tumbler Shape: Nesting. Each 6/216 
A x 7-254-910 | Cup, Feeding, Enamelware: Each 1/144 
A x 7-256-500 | Cup, Tea, China: Each 24/144 
A xX 7-272-000 | Dish, Oatmeal, China: Each —/72 
A x 7-274-000 | Dish, Vegetable, China, 10 inch: Each —/36 
A xX 7-276-000 | Dish, Vegetable, China, Individual: Each —/144 
A x 7-289-000 | Fork, Table, CRM: —/576 
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Packaging 


Avail- | Ey 5end- 
Set | 
A-LS| X 
A xX 
A xX 
A-LS| X 
ark x 
N 
N-LS 
A Xx 
oe ee 
A Xx 
N-LS 
A Xx 
A xX 
A x 
AST = 
A Xx 
ee 
A xX 
A-LS| X 
A x 
A-LS| X 
Bex 
A-LS| X 
A 
A-LS 
ey ees 
A 
A 
A 
N 
N 
TSN aa 
A-LS| X 


OG.l 


7-289-500 
7-299-000 
7-316-000 
7-316-500 


7-329-500 
7-344-000 
7-344-005 
7-349-000 
7-350-000 
7-350-500 
7-352-465 
7-352-466 
7-356-000 
7-358-000 
7-359-000 
7-366-000 
7-379-000 
7-381-000 
7-384-000 
7-403-000 
7-403-300 
7-403-500 
7-403-510 
7-404-000 
7-404-500 
7-415-000 


7-415-510 
7-422-500 
7-423-100 
7-423-120 


7-425-000 
7-426-325 


7-427-500 


7-427-510 


7-427-615 


7-701-352 


7-705-000 | Bag, Hot Water, 2 qt: Rubber. 


DIET EQUIPMENT and SUPPLIES (Cont'd) 


Fork, Table, Plated Ware: 
Gravy Boat, China: 
Knife, Table, CRM: 
Knife, Table, Plated Ware: 
Mixer, Fluids, 110 volt, AC-DC: Requisition 4-355-645 or 6-109-800. 
Mug, Coffee, China, 8 oz: With handle. 
Pan, Sauce, CRM, 2 qt: With cover. 
Pan, Sauce, Enamelware, 2 qt: With cover. 
Pitcher, Cream, China, Individual, 114% oz: 
Pitcher, Cream, China, 41, oz: 
Pitcher, China, 11, pt: 
Pitcher, CRM, 1 qt: 
Pitcher, Enamelware, 1 qt: 
Plate, Bread and Butter, China: 
Plate, Dessert, China: 
Plate, Dinner, China: 
Pot, Mustard, Chinaware, 4 oz: With cover. 
Saucer, China: Tea or coffee. 
Saucer, Fruit, China: 
Scale, Dietetic: 500 Gm. capacity. 
Spoon, Table, CRM: 
Spoon, Table, Plated Ware: 
Spoon, Table, Medium, CRM: (Dessert spoon). 
Spoon, Table, Medium, Plated Ware: (Dessert spoon). 
Spoon, Tea, CRM: 
Spoon, Tea, Plated Ware: 
Table, Dining, Extension: 44 inch square table with seven 10) inch ex- 
tension leaves. 
Table, Dining, Folding: 96 inches long by 30 inches wide. 
Tray, Butlers: 30 inches long by 18 inches wide by 4 inches deep. 
Tray, Food, Metal, 6 Compartments: 
Liner, Food Tray, 6 Compartments, 30s: Disposable insert for use 
with compartmented food trays in the field. 
Tray, Serving, Bed: With folding legs. 
Truck, Bulk Food, CRM, 40 gal: Complete with three insulated 10 gallon 


cans, two 5 gallon cans and two trays. For bulk distribution of fruits and hot 
or cold liquids. Service for approximately 250-300 patients. J//ustrated. 

Truck, Tray Service: 60 inches long by 29 inches wide by 61 inches high. 
Illustrated. 

Truck, Tray Service, CRM, 110 volt, 60 cycle, AC: 29 inches wide by 55 
inches long by 43 inches high; 1500 watts. Hot and cold tray truck with four 
compartments 22 inches wide by 20 inches long by 13 inches high, each 
compartment divided by a removable shelf. Holds eight 15 by 20 inch trays. 
Illustrated. 

Truck, Utility, Kitchen, 46 by 22 by 27 inches, CRM: Measurements 
listed in order of length, width and height. Top shelf, 22 inches by 22 inches; 
lower shelf 22 inches wide by 42 inches long. Without bumper guard. 
Illustrated. 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES 


Adapter, Gas Cylinder Valve, High Pressure: For connecting large com- 
mercial outlet oxygen cylinders to apparatus having medical outlets. 


of and Notes 

Issue Packing 
Each —/576 
Each —/48 
Each 24/288 
Each 24/288 
Each —/48 
Each 1/24 
Each —/10 
Each 12/216 
Each 6/144 
Each —/72 
Each —/24 
Each —/36 
Each 6/108 
Each 6/72 
Each 6/36 
Each —/144 
Each 6/72 
Each 6/144 
Each 1/12 
Each 12/432 
Each 12/432 
Each 12/432 
Each 12/432 
Each 36/648 
Each 36/648 
Each —/1 
Each —/1 
Each —/6 
Each —/20 
Pkg 1/30 
Each —/12 
Each 
Each —/1 
Each 
Each 
Each 4/72 
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Stock No. 


7-705-975 
7-706-000 


7-706-035 
7-706-055 
7-706-425 
7-707-000 
7-707-025 
7-707-500 
7-709-220 
7-709-225 
7-710-105 


7-710-225 


7-710-945 
7-711-000 


7-715-405 
7-715-415 
7-717-025 
7-717-030 
7-717-055 


7-718-000 
7-718-610 
7-718-620 
7-718-630 
7-718-635 


7-718-640 


7-720-050 


7-720-055 


7-720-065 


7-720-107 


7-720-110 


7-720-326 


7-720-327 
7-725-325 
7-725-345 
7-725-800 
7-725-925 
7-730-975 


7-730-985 


JULY 1947 


PRELIMINARY EDITION 


NOMENCLATURE AND DESCRIPTION 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont'd) 


Bag, Hot Water, Rubber, Cloth Inserted: 


Bag, Hot Water and Syringe, Combination, 2 qt: Rubber; with 2 rectal 
and 1 vaginal irrigating tips, 7-706-035 and 7-706-055; tubing and con- 
nections. 

Tip, Irrigating, Rectal, Adult: Hard rubber. 
Tip, Irrigating, Vaginal, Adult: Hard rubber. 


Bag, Hot Water or Ice, Combination: Rubber. 
Bag, Ice: Rubber. 


Bag, Ice, Rubber: Combination ice bag and helmet. 
Bag, Ice, Throat: Rubber. 
Basin, Pus, CRM: Illustrated. 
Basin, Pus, Enamelware: 
Basin, Solution, CRM, 7 qt: (Operating room basin). Fits 12 inch diameter 
ring. 
Basin, Solution, CRM, 9 qt: (Sponge basin). Fits 1234 inch diameter ring. 
Illustrated. 
Basin, Wash, CRM, 414 qt: (Surgeons hand basin). J/lustrated. 
Basin, Wash, Enamelware, 41/4 qt: (Surgeons hand basin). 
Basket, Laundry: Requisition by components indented below. 
Frame, Laundry Basket: Metal; 8 bushel capacity. Illustrated. 
Liner, Laundry Basket: Duck; 8 bushel capacity. J/lustrated. 
Bedpan, CRM: Tilustrated. 
Bedpan, Enamelware: 
Liner, Bedpan, Paper: Impervious; 24 by 24 inch liner for use with 
bedpan in the field. 
Bell, Call: 
Binder, Charge Register: Loose leaf. 
Binder, Commissary Ledger: Loose leaf. 
Binder, General Ledger: Loose leaf. 
Binder, Notebook, Field, 4 by 6 inches: End opening; with pocket. For 
filler requisition 7-802-000. 
Binder, Stock and Equipment Ledger: Loose leaf. 
Bottle, Nursing, Narrow Mouth, 4 oz., 6s: Heat resistant glass. For pro- 


tector cap and nipple requisition 7-720-055 and 7-720-065. (Navy—Issue 
restricted to activities having facilities for dependents). 


Cap, Nipple Protector, Glass, 12s: For narrow mouth nursing bottles. 
(Navy—lIssue restricted to activities having facilities for dependents). 
Nipple, Pure Gum, Amber, 12s: For narrow mouth nursing bottles. 
(Navy—lIssue restricted to activities having facilities for dependents). 
Bottle, Nursing, Wide Mouth, 8 oz., 36s: Without caps, nipples or closure 
disks. 
Cap, Nipple Protector, Hard Rubber, with Closure Disk, 12s: 
Screw type for wide mouth nipples. 
Bowl, Sponge, CRM: 61% inch diameter, 234 inch depth. J/lustrated. 
Bowl, Sponge, Enamelware: 
Brassard, Green Cross: Veterinary Corps. 
Brassard, Red Cross: Geneva Convention arm badge. 
Brush, Bedpan: 
Brush, Hand: (Surgeons hand brush). 
Bucket, CRM, 12 qt: Without lid. For lid and kick frame requisition 
7-730-985 and 7-731-450. 
Lid, CRM, 12 qt. Bucket: For 7-730-975. 


Packaging 
id 


an 
Packing 


1/48 


24/96 
24/96 
1/72 


1/60 


1/96 
6/72 
6/72 
6/36 


6/18 


6/36 
6/36 


moe 
1/6 
1/12 
1/12 

24/1172 


1/18 
12/144 


1/18 
1/24 

12/48 

12/120 
1/1 
1/4 


1/24 
4/100 
36/1728 
36/1728 


12/288 
1/4 
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Packaging 


LS 


N-LS 
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LS 


A-LS 
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mm eM mM 
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PP EPS, PT PR PR 


7-731-150 


7-731-155 
7-731-450 


7-731-500 


7-731-720 
7-734-200 


7-734-210 


7-734-300 
7-734-320 
7-734-500 
7-734-510 
7-740-000 
7-740-010 
7-741-025 


7-741-050 


7-741-075 


7-741-315 


7-749-000 


7-754-700 
7-756-000 
7-760-325 


7-760-335 


7-760-350 


7-777-325 


7-777-340 
7-777-355 
7-778-350 
7-779-000 
7-783-000 
7-791-000 
7-791-100 
7-792-825 
7-794-600 
7-800-000 
7-800-005 
7-800-020 
7-800-030 
7-800-035 
7-800-045 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont'd) 


Bucket, Enamelware, 12 qt: Without lid. For kick frame requisition 
7-731-450. 
Bucket, Enamelware, 12 qt: With lid. 
Frame, Kick, Bucket, CRM: Without bucket. For bucket requisition 
7-730-975 or 7-731-150. 
Frame, Kick, Bucket, Steel, White Enameled: Without bucket. 
For bucket requisition 7-730-975 or 7-731-150. 
Bucket, Nesting, Set of 3: One each 8, 10 and 12 qt.; without cover. 
Button, Sewing Hole Type, Maroon, 144s: For maroon convalescent suit 
trousers. 
Button, Sewing Hole Type, Navy Blue, 144s: For blue convalescent suit 
trousers. 
Button, Sewing Hole Type, White, Large, 144s: 
Button, Sewing Hole Type, White, Small, 144s: 
Button, Staple Type, Maroon, 144s: For maroon convalescent suit coats. 
Button, Staple Type, Navy Blue, 144s: For blue convalescent suit coats. 
Cane, Walking: Without tip. 
Tip, Cane: Rubber; 34 inch wide diameter. 
Carriage, Dressing, CRM: Two shelves, approximately 18 inches wide by 
33 inches long. Overall height approximately 34 inches. Jilustrated. 


Carriage, Dressing, Steel, White Enameled: Two shelves, approximately 
18 inches wide by 33 inches long. Overall height approximately 34 inches. 


Carriage, Dressing, Knocked Down: Two shelves; approximately 21 inches 
wide by 31 inches long. Overall height approximately 38 inches. 

Carrier, Chart Holders, Mobile: With 45 clinical chart holders, 7-818-535. 
Illustrated. 

Chart Set, Anatomical: Wall display type, complete with book index of 
anatomical parts. 

Clock, Nurse: Ward office clock; with second hand; not alarm type. 

Commode: Bucket type with cover. 


Conveyor, Soiled Linen, CRM: Without bag. Mounted on casters. For 
bag requisition 7-760-350. Illustrated. 
Conveyor, Soiled Linen, Steel, White Enameled: Without bag. Mounted 
on casters. For bag requisition 7-760-350. 
Bag, Soiled Linen Conveyor: Duck. For use with 7-760-325 (Army— 
and 7-760-335). 
Crutches, Adjustable: Wood; adjustable from 4514 to 5714 inches; without 
cushions or tips. For axillary cushions and tips requisition 7-777-340 and 


7-777-355. 

Cushion, Crutch, Axillary: Sponge rubber. 

Tip, Crutch, Suction Grip: Rubber; 34 inch inside diameter. 
Cup, Paper, Noncollapsible, 12 oz: Nesting. 
Cup, Sputum, Paper, 100s: With cover; for use without holder. 
Cushion, Ring, Air: (Invalid cushion); rubber; 18 inch diameter. 
Disinfector, Trailer Type: Complete with water still, 7-791-100. 

Still, Water, Field, 71 gal: Replacement for disinfector, 7-791-000. 
Dispenser, Soap, Foot Operated: Wall mounted type. J/lustrated. 
Doll, Hospital, Adult Size: For training demonstrations. 
Envelope, 314 by 614 inches, Gummed, 25s: White; side opening. 
Envelope, 31, by 612 inches, Ungummed, 25s: White; side opening. 
Envelope, 354 by 614 inches, Ungummed, 25s: White; side opening. 
Envelope, 37% by 87% inches, Gummed, 25s: White; side opening. 
Envelope, 37% by 87% inches, Ungummed, 25s: White; side opening. 
Envelope, 5 by 1114 inches, Gummed, 25s: Kraft; side opening. 


aay | 
12/144 


12/144 


12/144 
12/144 

1/60 

1/60 
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50/1000 
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A xe 
A-LS Xx 
Nees >. 4 
A axe 
A D4 
A xX 
A xX 
A x 
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A D4 
xX 
IG 
N-LS 
x 
A D€ 
N 
N 
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A 
A De 
o4 
LS 
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XG 
N xX 
A-LS x 
A-LS ux 
A 
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Stock No. 


7-800-050 
7-800-060 
7-800-065 
7-800-075 
7-800-080 
7-802-000 


7-804-100 
7-804-110 
7-804-120 
7-805-100 
7-807-000 
7-818-475 


7-818-535 


7-818-580 
7-819-000 
7-819-200 


7-820-005 
7-820-505 
7-821-550 


7-821-553 


7-821-556 


7-821-558 


7-821-740 


7-821-745 


7-821-805 


7-821-815 
7-822-075 
7-822-080 
7-827-075 
7-827-080 
7-828-000 
7-829-510 


7-832-000 
7-833-000 


7-835-710 
7-837-105 


NOMENCLATURE AND DESCRIPTION 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont'd) 


Envelope, 5 by 1114 inches, Ungummed, 25s: Kraft; side opening. 
Envelope, 914 by 12 inches, Gummed, 25s: Kraft; side opening. 
Envelope, 914 by 12 inches, Ungummed, 25s: Kraft; side opening. 
Envelope, 10 by 15 inches, Gummed, 25s: Kraft; side opening. 
Envelope, 10 by 15 inches, Ungummed, 25s: Kraft; side opening. 
Filler, Notebook, Field, Manifolding, 4 by 6 inches: For binder requisi- 
tion 7-718-635. 
Flask, with Cup: Consists of one 7-804-110 and one 7-804-120. 
Cup, Flask: Metal; fit over cup for flask, 7-804-120. 
Flask, Glass, Amber: Fits cup, 7-804-110. 
Folder, File, Clinical Record, 100s: 
Glass, Medicine, 1 oz: Graduated. 
Holder, Bed Card, Patient Identification: With bolt and nut for fasten- 
ing to bed rail. 
Holder, Clinical Chart, Aluminum: 9 by 1134 inches; book form. Fits 
7-741-315 chart holder carrier. Illustrated. 
Holder, Clinical Chart, Clip Board Type: 
Hone, Oil, Arkansas Stone, 2 by 8 inches: In box. 
Hone, Oil, Carborundum, 2 by 8 inches: Combination medium and fine; 
in box. 
Hot Plate, 1 Burner, 110 volt, AC-DC: 
Hot Plate, 2 Burner, 110 volt, AC-DC: 
Identification Set, Infant, Bead Type: Consists of 470 assorted letter 
beads; 40 seven inch blue bead strands; 10 five and one-half inch blue bead 


strands; 100 extra blue beads; compressor; tweezers; and scissors. (Navy— 
Issue restricted to activities having facilities for dependents). 


Beads, Blue, 7 inch Strand, 100s: With seal bead. (Navy—lIssue re- - 


stricted to activities having facilities for dependents). 
Beads, Blue, 514 inch Strand, 100s: With seal bead. (Navy—lIssue 
restricted to activities having facilities for dependents). 
Beads, White, 27 Packets in Set: Consists of 27 individual packets 


each containing lettered beads for a separate letter of the alphabet, in- 
cluding ‘‘Mc.”’.(Navy—Issue restricted to activities having facilities for 
dependents). 


Imprinting Machine: For imprinting data from standard Army identifica- 
tion tags on medical records. 

Ribbon, Imprinting Machine: Black record. Replacement ribbon for 

7-821-740. 

Incubator, Infant, 110 volt, 60 cycle, AC: Approximately 120 watts. 
Complete with accessories. 

Mattress, Bassinet, Infant Incubator: Replacement for 7-821-805. 
Irrigator, CRM, 2 qt: For stand requisition 7-916-030 or 7-916-035. 
Irrigator, Enamelware, 2 qt: For stand requisition 7-916-030 or 7-916-035. 
Jar, Dressing, CRM: With lid. 

Jar, Dressing, Enamelware: With lid. 
Jar, Suture: Glass; with lid. I/lustrated. 
Knife, Pocket: Jackknife; Boy Scout type; one cutting blade, can opener 


blade; combination cap opener and screwdriver blade; and combination 
scraper and reamer blade. 


Lamp, Alcohol, Glass: 
Wick, Alcohol Lamp: 
Lamp, Alcohol, Metal: Requisition 5-375-010. 
Latrine, Folding, Portable: Dual capacity; with folding screen. 


Litter, Ambulance Cot, Bomgardiner Type: Complete with one set of 
anchoring attachments and floor plates, 7-839-510, and mattress, 7-842-120. 


Unit Packaging 
of and Notes 

Issue Packing 
Pkg 20/120 
Pkg 20/80 
Pkg 20/80 
Pkg 20/80 
Pke 20/80 
Each 12/144 
Each 12/96 
Each 48/192 
Each 48/192 
Box 1/6 
Each 12/288 
Each 12/192 
Each 6/36 
Each 
Each 1/36 
Each 1/36 
Each 1/6 
Each 1/2 
Set 1/9 
Pkg 1/24 
Pkg 1/24 
Set 1/24 
Each 1/24 
Each 48/1728 | D 
Each —/1 
Each —/8 
Each 1/12 
Each 1/12 
Each 1/12 
Each 1/12 
Each 1yi2 
Each 6/480 
Each 12/144 
Each /|144/6912 
Each —/1 
Each —/1 
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Avail- “ - 
ability = Stock No. NOMENCLATURE AND DESCRIPTION — reaye Notes 
Status Issue Packing 
WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont'd) 
7-837-205 | Litter, Folding, Aluminum Pole: Each —/2 
A 7-837-405 | Litter, Mountain, Basket Type: With wood base. Each —/4 
N 7-837-510 | Litter, Poleless, Nylon: For field use. Each 1/36 
A 7-837-600 | Litter, Poleless, Semirigid, Canvas: Each —/4 
N 7-837-705 | Litter, Semirigid, Canvas: NMRI Model A. Each 
7-837-810 | Litter, Stokes, Metal: Each | —/4 
7-837-905 | Litter, Straight, Aluminum Pole: Each —/2 
A-LS 7-838-010 | Litter, Straight, Steel Pole: Each —/2 
Litter Components and Accessories: See following indented items. 
A xX 7-839-105 Adapter, Litter, Cacolet: For conversion of mountain litter, | Each —/1 
7-837-405, to one man cacolet. 
A xX 7-839-205 Adapter, Litter, Ski, Set of 4: For fastening standard litter to skis | Set —/24 
for transportation of wounded. Four required per litter. 
A 4 7-839-225 Adapter, Litter, Toboggan: For fastening standard litter to tobog- | Each 1/12 
gan for transportation of wounded. Two required per litter. 
A xX 7-839-510 Anchoring Attachments and Floor Plates, Ambulance Cot 
Litter, Set of 2: Replacement attachments for 7-837-105. Set 1/144 
A x 7-840-450 Bracket, Truck, Litter Securing: Litter attachment for body of 14 | Each —/1 
ton, 4 by 4 truck. For two litters. For canvas cover requisition 
7-841-185. . 
x 7-841-035 Cover, Canvas, Folding Aluminum Litter: Replacement cover for | Each 6/36 
7-837-205. 
ARLS ||: ss 7-841-125 Cover, Canvas, Folding Wood Litter: Replacement cover for fold- | Each 6/36 
ing wood litter. 
A xX 7-841-185 Cover, Canvas, Litter Carrier: For use with truck litter bracket, | Each —/4 
7-840-450, when cover is required in addition to that provided by truck 
top. 
pS 7-841-250 Cover, Canvas, Straight Aluminum Litter: Replacement cover for | Each 6/36 
: 7-837-905. 
A-LS| X 7-841-345 Cover, Canvas, Straight Steel Litter: Replacement cover for | Each 6/36 
7-838-010. 
A xX 7-842-010 Handle, Wood, Aluminum Litter: Replacement handle for | Each 24/96 
7-837-205 and 7-837-905. 
A-LS }. xX 7-842-020 Handle, Wood, Straight Steel Litter: Replacement handle for | Each 24/96 
7-838-010. 
A 7-842-120 Mattress, Ambulance Cot Litter: Replacement mattress for | Each —/1 
7-837-105. 
A 7-842-170 Pin, Drive, Handle Securing, Aluminum Litter: Replacement | Each  |100/8400 
pin for 7-837-205 and 7-837-905. 
N xX 7-843-120 Sling, Litter: For carrying straight pole litters. Each 6/72 
A xX 7-843-450 Spreader Bar and Stirrups, Litter: Consists of one spreader bar | Each 1/10 
and two stirrup assemblies. Two of this item furnishes complete re- 
placement running gear for straight and folding litters. 
A-LS xX 7-843-525 Spreader Bar and Stirrups, Straight Litter: Consists of 1 spreader Each 2/18 
bar and 2 stirrup assemblies. Two of this item furnishes complete re- 
placement running gear for straight litters. 
A x 7-844-105 Strap, Folding Litter: Replacement strap for folding litters. Each 12/96 
V0 Osa 7-844-200 Strap, Litter, Patient Securing: Four required per litter. For | Each 12/72 
straight and folding litters. 
A xX 7-844-205 Strap, Litter, Patient Securing, M-2: Three required per litter. | Each 3/72 
For straight and folding litters. 
N 2,3 7-844-315 Strap, Stokes Litter, Web: Retaining strap for use with 7-837-810. | Each 6/72 
A x 7-844-335 Strap, Straight Litter: Replacement strap for straight litters. Each 12/144 
7-857-000 | Model, Anatomical, Torso and Head: Sexless; all parts removable; with | Each —/1 
cloth cover. 
xX 7-860-500 | Moulage, War Wounds, Set of 8: Demonstration masks for training. Set 1/10 
OG.I Page 17 
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7-864-635 


7-864-640 
7-877-000 
7-878-000 
7-879-000 
7-879-110 
7-879-945 
7-879-950 
7-879-972 


7-880-005 


7-880-010 
7-883-800 


7-883-950 
7-883-955 
7-883-957 


7-883-965 


7-883-990 


7-883-995 


7-884-010 


7-884-025 


7-884-040 


7-884-055 


7-884-135 


7-884-235 
7-885-475 
7-888-650 
7-888-700 


7-889-000 


7-896-850 


7-896-855 


7-900-000 
7-900-800 


JULY 1947 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont’d) 


Pad, Heat, Chemical: Complete with inner case containing heating ma- 
terial and an outer waterproof covering case. 
Refill, Heat Pad, Chemical: 
Pins, Safety, Large, 12s: 
Pins, Safety, Medium, 12s: 
Pins, Safety, Small, 12s: 
Pins, Straight, 240s: 
Pitcher, CRM, 3 qt: 
Pitcher, Enamelware, 3 qt: 
Pitcher, Insulated, CRM, 10 oz: For tray service of hot or cold liquids. 
Illustrated. 
Pitcher, Vacuum, Chromium Plated, 32 oz: For bedside service of hot 
or cold liquids. Illustrated. 
Filler, Vacuum Pitcher, Glass, 32 oz: Replacement filler for 7-880-005. 
Pump, Breast, Hand Type: (Navy—Issue restricted to activities having 
facilities for dependents). Illustrated. 
Receptacle, Waste: Self closing; 18 inches square by 34 inches high. 
Illustrated. 
Receptacle, Waste, Sanitary, CRM, 5 gal: Exterior frame with removable 
pail. With foot lifting device and lid. J/lustrated. 
Pail, Waste Receptacle, CRM, 5 gal: 
Receptacle, Waste, Sanitary, Steel, Enameled, 3 gal: Exterior frame 


with removable pail, 9 inches diameter by 15 inches high. With foot lifting 
device and lid. Illustrated. 

Respirator, Chest, Portable: (Iron lung). For operation on 110 volt, AC; 
24 volt, DC; or by hand mechanism. Complete with one each large, medium 
and small chest plates, one set each of large and small gaskets for use with 
chest plates, and accessories. Power unit installed in carrying case; acces- 
sories packed in additional carrying case. Issued only upon approval of Chief 
of Materiel Division. 

Respirator, Tilting-Rotating Model, Adult, 110 volt, AC-DC: Iron 
lung. Approximately 55 watts. (Navy—lIssued only upon approval of Chief 
of Materiel Division). Illustrated. 

Restraint, Cuff and Belt: Consists of two wristlets with lock waist strap 
and two anklets with lock strap and key; in carrying case. 

Key, Buckle Lock, Anklet and Wristlet Straps: Replacement key for 
7-884-010. 

Strap, Anklet: 36 inch; with lock buckle and key. To pass through 
metal half-rings on anklets. Replacement strap for 7-884-010. 

Strap, Wristlet: 52 inch; with lock buckle and key. To pass through 
metal half-rings on wristlets and around waist. Replacement strap for 
7-884-010. 

Restraint Jacket: Camisole type with 4 body and 2 sleeve straps and 
buckles. 

Restraint Sheet: 

Sack, Emesis, 5 lb: Asphalt laminated paper. For use in aircraft. 

Scale, Bathroom: Platform scale; 300 lb. capacity. Illustrated. 

Scale, Infant: 36 lb. capacity. (Navy—lIssue restricted to activities having 
facilities for dependents). Illustrated. 

Scale, Physicians Examining: Platform scale; with height measuring rod; 
300 lb. capacity. Illustrated. 

Sewing Machine, 110 volt, 60 cycle, AC: Light duty. (Navy—Requisition 
from BuS&A), 

Sewing Machine, Foot Power: Medium heavy duty. (Navy — Requisition 
from BuS&A). 

Sheeting, Rubber, 54 inch Width: 


Skeleton, Human, Male Adult: Articulated; with cabinet. 
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7-900-900 


7-901-005 
7-901-010 
7-901-015 
7-901-020 
7-914-110 
7-916-030 


7-916-035 


7-916-050 
7-924-605 
7-924-625 


7-924-705 
7-925-225 


7-929-000 
7-929-425 
7-931-000 
7-932-000 
7-932-075 
7-933-000 
7-934-010 
7-934-025 
7-934-030 
7-934-035 
7-934-040 
7-935-400 
7-935-425 
7-937-950 
7-938-210 


7-938-211 


7-938-220 


7-938-221 


7-939-945 
7-939-975 
7-940-000 
7-940-150 
7-940-800 


7-940-880 


7-942-975 
7-943-000 
7-943-225 
7-944-090 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont'd) 


Sling, Mattress: Canvas; steel braced with metal handles; for emergency 
evacuation of bed patients. 


Slippers, Hospital, Canvas, Size 1: Small shoe size, 5 to 7. 
Slippers, Hospital, Canvas, Size 2: Medium shoe size, 71% to 9. 
Slippers, Hospital, Canvas, Size 3: Large shoe size, 914 to 10%. 
Slippers, Hospital, Canvas, Size 4: Extra large shoe size, 11 to 13. 
Stamp Set, Anatomical: Trunk; one front and one rear in set. 


Stand, Irrigator, CRM: For irrigator requisition 7-822-075 or 7-822-080. 
Illustrated. 


Stand, Irrigator, Steel, Enameled or Cadmium Plated: For irrigator 
requisition 7-822-075 or 7-822-080. 


Stand, Irrigator, Folding: For irrigator requisition 7-822-075. 
Stretcher, Wheeled, CRM: With detachable litter frame. J/lustrated. 


Stretcher, Wheeled, Steel, White Enameled: With detachable litter 
frame. 
Stretcher, Wheeled, Knocked Down: 


Suit, Gas Resistant, with Gloves and Socks: Replacement for Gas Casu- 
alty Outfit, 9-245-675. 

Tape, Measuring, Fabric, 60 inch: 

Tape, Measuring, Steel, 60 inch: Spring winding; pocket type. 

Thermometer, Bath: Mercurial type. 

Thermometer, Clinical, Oral: Fahrenheit scale. 

Thermometer, Clinical, Rectal: Fahrenheit scale. 

Thermometer, Ward: Wall type. 

Thread, Cotton, Black, No. 60, 500 yards: 

Thread, Cotton, Khaki, No. C, 500 yards: 

Thread, Cotton, Maroon, No. A, 500 yards: 

Thread, Cotton, Navy Blue, No. B, 500 yards: 

Thread, Cotton, White, No. 60, 500 yards: 

Tissue, Cellulose, 9 by 10 inches, 75s: 

Tissue, Cellulose, 9 by 10 inches, 200s: 

Tray, Ash, Plastic: Triangular. 

Tray, Catheter, CRM, Size 1: 1% inches deep by 3% inches wide by 834 
inches long; with lid. 

Tray, Catheter, Enamelware, Size 1: 15% inches deep by 3% inches wide 
by 834 inches long; with lid. 

Tray, Catheter, CRM, Size 2: 21% inches deep by 41% inches wide by 17 
inches long; with lid. 


Tray, Catheter, Enamelware, Size 2: 214% inches deep by 41% inches wide 


by 17 inches long; with lid. 

Tray, Instrument, CRM, 2 by 81 by 10 inches: Jilustrated. 

Tray, Instrument, Enamelware, 2 by 814 by 10 inches: 

Tray, Instrument, CRM, 2 by 9 by 15 inches: 

Tray, Instrument, Enamelware, 2 by 9 by 15 inches: 

Truck, Gas Cylinder: For transporting or holding one each type G or H cyl- 
inder. Illustrated, 

Truck, Utility, 36 by 22 by 35 inches, CRM: Measurements listed in order 


of length, width and height. General utility truck with top; two shelves, 21 
inches wide by 32 inches long; and bumper guard. J/lustrated. 


Tub, Foot, Oval, CRM: Jilustrated. 


Tub, Foot, Oval, Enamelware: 
Tube, Drinking, Plastic, Bent, 72s: For hot or cold liquids; disposable. 
Urinal, Male, CRM: J/lustrated. 


of an Notes 

Issue Packing 
Each 
Pair 1/96 
Pair 1/96 
Pair 1/96 
Pair 1/96 
Set 1/144 D 
Each —/2 
Each —/2 
Each —/12 
Each —/1 
Each —/1 
Each —/2 
Set 1/12 
Each 12/1440 
Each 12/432 
Each 12/288 
Each _ /|144/1728 
Each /|144/1728 
Each 12/144 
Spool | 12/576 
Spool | 12/288 
Spool | 12/576 
Spool | 12/576 
Spool | 12/576 
Box 1/72 
Box 1/48 
Each 12/576 
Each 1/50 
Each 
Each i285 
Each 
Each 1/48 
Each —/48 
Each —/36 
Each —/36 
Each 1/1 
Each 
Each We 
Each —/12 
Pkg 10/100 
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Stock No. 


7-944-092 
7-944-094 
7-945-500 


7-966-250 


7-968-800 
7-968-900 
7-970-300 
7-970-420 
7-970-450 
7-970-505 


7-970-560 
7-970-570 
7-970-600 


7-972-550 


7-972-600 


7-972-650 


7-972-700 


7-972-800 
7-972-850 
7-973-000 


7-973-050 
7-973-100 


7-973-500 


NOMENCLATURE AND DESCRIPTION 


WARD, NURSING, and MISCELLANEOUS 
EQUIPMENT and SUPPLIES (Cont'd) 


Urinal, Male, Enamelware: 
Urinal, Male, Glass: 


Vaporizer, 110 volt, AC-DC: For vaporization of respiratory tract medica- 
tion. 


LAMPS, FLUORESCENT and INCANDESCENT 


Lamp, Fluorescent, 115 volt, 15 watt, Bulb T-8, Daylight: 18 inches 
long overall; medium bipin base. General Electric lamp No. F15T81D. For 
fluorescent x-ray illuminators, 6-040-000 and 6-040-125. 

Lamp, Incandescent, Infra-Red, 125 volt, 500 watt Bulb, Clear: Mogul 
screw; 115-125 volts. For infra-red lamp, 7-124-100. 

Lamp, Incandescent, Infra-Red, 125 volt, 1000 watt Bulb, Clear: Mogul 
screw; 115-125 volts. For infra-red lamp, 7-124-600. 

Lamp, Incandescent, Color Comparator Set: For color comparator set, 
4-183-500. 

Lamp, Incandescent, Laryngoscope: For folding laryngoscope, 3-460-340 
and laryngoscope of intratracheal anesthesia apparatus, 3-008-390. 

Lamp, Incandescent, Laryngoscope: For laryngoscope of Lundy intra- 
tracheal anesthesia apparatus, 3-008-400. 

Lamp, Incandescent, Nasopharyngoscope: For nasopharyngoscope, 
3-482-500 and 3-482-505. 

Lamp, Incandescent, Proctosigmoidoscope, Boehm No. 5: Boehm Sur- 
gical Instrument Co. For proctosigmoidoscopes, 3-579-500 and 3-579-600, 
of described model and type. 

Lamp, Incandescent, Proctosigmoidoscope, Buie and Tuttle: ESI 
lamp No. 3. For proctosigmoidoscopes, 3-579-500 and 3-579-600, of described 
model and type. Also fits brain retractor, 3-606-100. 

Lamp, Incandescent, Proctosigmoidoscope, Lynch No. 4: ESI. For 
proctosigmoidoscopes, 3-579-500 and 3-579-600, of described model and 
ty pe. 

Lamp, Incandescent, 1.5 volt, .13 ampere, Bulb T-34 Grain of Wheat: 
34 inch long overall; special base. George P. Pilling lamp No. J-227. For 
bronchoscopes, 3-125-300 to 3-125-520; esophagoscopes, 3-284-800 to 
3-285-900; laryngoscopes, 3-460-100, 3-460-400, 3-460-440 and 3-460-460; 
and esophageal speculum, 3-693-500. 

Lamp, Incandescent, 2.4 volt, .6 ampere, Bulb G-314: 1% inch long 
overall; miniature screw base. General Electric lamp No. 361. (Galvanom- 
eter lamp). For General Electric model B electrocardiograph. 

Lamp, Incandescent, 2.5 volt, .30 ampere, Bulb G-314 Clear: 1% inch 
long overall; miniature screw base. For otoscope, 3-540-200. Also fits Na- 
tional ophthalmoscopes, otoscopes and retinoscopes; Welch-Allyn ophthal- 
moscopes and otoscopes; new model American Optical,.Co. DeZeng ophthal- 
moscope; and Schwartz transilluminator. 

Lamp, Incandescent, 2.5 volt, .38-.42 ampere, Special Daylight Blue 
Bulb: 11% inch long overall; special base. Bausch and Lomb Optical lamp 
No. 71-71-43. For Bausch and Lomb May ophthalmoscope No. 71-12-80-03, 
3-533-900; and otoscope and ophthalmoscope set, 3-540-800. 

Lamp, Incandescent, 2.5 volt, Special Bulb: °¢ inch long overall; special 
base. ACMI lamp No. 49L. For ACMI models 660 and 661 cystoscopes, 
3-238-800. 

Lamp, Incandescent, 2.5 volt, Special Bulb: 7% inch long overall; special 
base. ACMI lamp No. 51. For ACMI models 108 and 120 and Young cysto- 
scopes, 3-237-400 and 3-237-800. 

Lamp, Incandescent, 2.5 volt, Special Bulb: 134 inch long overall; special 
base. ACMI lamp No. 58L. For cysto-urethroscope, 3-242-200; lithotrip- 
toscope, 3-464-100; resectoscope, 3-598-000, and telescope, 3-819-100. 

Lamp, Incandescent, 2.5 volt, Special Bulb: Special base to fit lamp 
bulb adapter, 3-533-905. For NEI ophthalmoscope. 

Lamp, Incandescent, 2.5 volt, Special Lens Tip Bulb: ESI lamp No. 10. 
For Ritter EENT unit. : 

Lamp, Incandescent, 2.7 volt, Bulb T-3 Clear: % inch long overall; 
miniature screw base. For streak retinoscope, 3-601-550. 


Unit Packaging 
of and 
Issue Packing 
Each 1/24 
Each 1/24 
Each 1/24 
Each 24/96 
Each 1/36 
Each 6/144 
Each 10/960 
Each 12/600 
Each _ /144/864 
Each /144/864 
Each  /144/864 
Each _ /144/8064 
Each _ /144/864 
Each _ /144/864 
Each 10/600 
Each 10/600 
Each 10/600 
Each _ 144/864 
Each _ /144/864 
Each _ /|144/864 
Each 10/600 
Each 10/600 
Each 10/600 
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Stock No. 


7-973-750 


7-973-850 
7-973-855 
7-973-900 
7-973-920 


7-973-940 


7-974-000 
7-974-150 
7-974-200 
7-974-300 


7-974-350 


7-974-370 
7-974-390 
7-974-395 
7-974-420 
7-974-450 
7-974-500 
7-974-600 
7-974-610 
7-974-620 


7-974-640 


7-974-700 


NOMENCLATURE AND DESCRIPTION 


LAMPS, FLUORESCENT and INCANDESCENT (Cont'd) 


Lamp, Incandescent, 3.8 volt, .30 ampere, Bulb G-31% Clear: 15% inch 
long overall; miniature screw base. For battery type headlight, 3-408-100; 
transilluminator, 3-833-400; (Navy—and telesilhouette adaptometer, 
3-000-810). 

Lamp, Incandescent, 4.5 volt, .385 ampere, Straight Bulb: Special bay- 
onet base. Weber Dental Mfg. lamp No. 1G 1502. For diagnostic lamp of 
Weber model operating units, 5-421-475. 

Lamp, Incandescent, 4.5 volt, .385 ampere, Right Angle Bulb: Special 
bayonet base. Weber Dental Mfg. lamp No. 1G 1503. For diagnostic lamp 
of Weber model operating units, 5-421-475. 

Lamp, Incandescent, 5 volt, .035 ampere, Bulb T-134 Clear: Special 
bayonet base. Ritter lamp No. 1570-G-2. For diagnostic lamp of Ritter 
models C and D dental operating units. 

Lamp, Incandescent, 5 volt, Special Lunar White Bulb: Special bayonet 
base. Ritter lamp No. 1438G5. For diagnostic lamp of Ritter model E den- 
tal operating units. 

Lamp, Incandescent, 5 volt, Special White Bulb: Special base. S.S. White 
lamp No. 78X. For diagnostic lamp of S.S. White dental operating units. 
Lamp, Incandescent, 5.5 volt, .36 ampere, Bulb T-3 Lens End: 11% 
inches long overall; miniature screw base. ESI lamp No. 15. For ESI and 

Sullivan models transilluminators. 

Lamp, Incandescent, 6 volt, .8 ampere, Bulb, Selected G-6: 115% inches 
long overall; miniature screw base. General Electric lamp No. 150. For 
American Optical Co. No. 143 and 144 ophthalmoscopes. 

Lamp, Incandescent, 6 volt, 25 watt, 4.35 ampere, Special Bulb: Spe- 
cial base. Bausch and Lomb lamp No. 42-42-23. For poser slit lamp, 
3-458-200. 

Lamp, Incandescent, 6 volt, 108 watt, Bulb P-25: 434 inches long overall; 
medium screw base. General Electric lamp No. 108P25/1. For operating 
light, 7-066-205, when used with battery. 

Lamp, Incandescent, 6-8 volt, 1.7 ampere: Double contact bayonet base. 
For eye operating lamp, 7-066-275. 

Lamp, Incandescent, 6-8 volt, 6 cp., Bulb G-6 Clear: 1% inches long 
overall; double contact bayonet candelabra base. General Electric lamp 
No. 82. Galvanometer lamp for photometer, 4-398-350. 

Lamp, Incandescent, 6-8 volt, 32 cp., Bulb RP-11 Clear: Prefocus double 
contact base; General Electric No. 2331. For Beckman Quartz spectropho- 
tometer, 4-398-100. - 

Lamp, Incandescent, 6-8 volt, 50 cp., Bulb RP-11: 214 inches long over- 
all; single contact bayonet base. General Electric lamp No. 1061. For field 
operating lamp, 7-066-325, with adapter. 

Lamp, Incandescent, 8 volt, 3 cp., Bulb G-6: 17% inches long overall; 
double contact bayonet candelabra base. For indicator light on Westing- 
house x-ray control panel. 

Lamp, Incandescent, 8.5 volt, 36 watt, Bulb T-8: 31% inches long overall; 
single contact prefocused base. General Electric lamp No. 4A/T8/85. Ex- 
citer lamp for photometer, 4-398-350. 

Lamp, Incandescent, 9 volt, 4 watt, Bulb T-414: 34 inch long overall; 
miniature screw base. For Pelton-Crane and Bosworth model dental operat- 
ing lamp. 

Lamp, Incandescent, 12 volt, 80 watt, Bulb P-25: 434 inches long over- 
all; medium screw base. General Electric lamp No. 80/P25/31. For operat- 
ing lamp, 7-066-205. 

Lamp, Incandescent, 12 volt, 100 watt, Bulb A-19: 41% inches long over- 
all; medium prefocused base. General Electric lamp No. 100A19. For oper- 
ating lamp, 7-066-205. 

Lamp, Incandescent, 12 volt, 100 watt, Bulb A-19 Clear: 3!%% inches 
long overall; medium screw base. General Electric lamp No. 100 A19/48. 
For operating lamp, 7-066-205. 

Lamp, Incandescent, 12 volt, 120 watt, Bulb P-25: 434 inches long over- 
all; medium screw base. General Electric lamp No. 120P25. For operating 
lamp, 7-066-205. 

Lamp, Incandescent, 14 volt, Galvanometer: For Cambridge ‘‘Simpli- 

trol” electrocardiograph, 3-145-400. 
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7-974-800 


7-976-100 


7-978-600 
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7-978-830 
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7-978-870 
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7-978-915 
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7-979-000 


7-979-100 
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NOMENCLATURE AND DESCRIPTION 


LAMPS, FLUORESCENT and INCANDESCENT (Cont'd) 


Lamp, Incandescent, 19 volt, 2.6 ampere, Bulb G-1614 Clear: Medium 
screw base. For Bausch and Lomb model slit lamp, 3-458-190. 

Lamp, Incandescent, 100 volt, 7 watt, Bulb C-7 White: Candelabra 
screw base. For muscle testing spotlight, 3-736-700. 

Lamp, Incandescent, 115 volt, 6 watt, Bulb S-6 Clear: 17% inches long 
overall; candelabra screw base. For tissue processor, 4-382-200; serological 
water baths, 4-030-420, 4-030-460, 4-030-485; and Westinghouse x-ray 
control panel. 

Lamp, Incandescent, 115 volt, 10 watt, Bulb S-14 Clear: 31% inches long 
overall; medium screw base. For safelights, 6-127-800 and 6-127-825. 

Lamp, Incandescent, 115 volt, 15 watt, Bulb S-11 Clear: 214 inches 
long overall; candelabra screw base. For microscope illuminator substage,* 
4-287-065; and colorimeter, 4-185-225. 

Lamp, Incandescent, 115 volt, 15 watt, Bulb S-11 Clear: 214 inches 
long overall; intermediate base. For egg candler, 8-008-500. 

Lamp, Incandescent, 115 volt, 15 watt, Bulb T-6 Clear: 3!/s inch long 
overall; candelabra screw base. For color vision testing apparatus, 
3-883-800. ee ame 

Lamp, Incandescent, 115 volt, 25 watt, Bulb A-19 Inside Frosted: 31% 
inches long overall; medium screw base. General Electric lamp No. 25A. 
For safelights, 6-127-750 and 6-127-775. 

Lamp, Incandescent, 115 volt, 25 watt, Bulb A-19 Ruby: 31% inches 
long overall; medium screw base. General Electric lamp No. 25A/NR. For 
fluoroscopic room illumination. 

Lamp, Incandescent, 115 volt, 25 watt, Bulb S-11: Candelabra screw 
base. For headlight, 3-408-200. 

Lamp, Incandescent, 115 volt, 40 watt, Bulb A-19 Inside Frosted: 414 
inches long overall; medium screw base. For darkroom chimney lamp, 
3-456-600; and muscle test lanterns, 3-459-200 and 3-459-205. 

Lamp, Incandescent, 115 volt, 40 watt, Bulb T-8 White: 1134 inches 
long overall; disc base. General Electric lamp No. 140/W Lumiline. For 
dental film viewing box, 6-039-525. 

Lamp, Incandescent, 115 volt, 50-50 watt Double Filament, Bulb P-25 
Clear: 51% inches long overall; mogul screw 3 contact base. For field oper- 
ating lamp, 7-066-325. 

Lamp, Incandescent, 115 volt, 50 watt, Bulb T-8: 31% inches long over- 
all; double contact bayonet base. General Electric lamp No. 50T8/22 DC. 
For American Optical Co. vision test apparatus, 3-883-600. 

Lamp, Incandescent, 115 volt, 60 watt, Bulb A-19 Inside Frosted: 31% 
to 4% inches long overall; medium screw base. General Electric lamp No. 
60A. For minor ceiling operating lamp, 7-066-430. 

Lamp, Incandescent, 115 volt, 60 watt, Bulb A-21: 47% inches long over- 
all; medium screw base. General Electric lamp No. 60A21/TS. For Castle 
Majorlite No. 10 model ceiling operating lamp, 7-066-385. 

Lamp, Incandescent, 115 volt, 100 watt, Bulb A-21: 47% inches long over- 
all; medium screw base. General Electric lamp No. 100A21/TS. For Castle 
Majorlite No. 12 model ceiling operating lamp, 7-066-385. 

Lamp, Incandescent, 115 volt, 100 watt, Bulb G-1614 Spotlight: 3 
inches long overall; single contact bayonet base. General Electric lamp 
No. 100G1614/29 SC. For microscope illuminators, 4-287-040 and 4-287- 
050, and field dental operating lamp, 5-387-050. (Army—Also for use with 
adjustable microscope illuminator, 4-287-030, when adapter, 4-287-035, is 
available or requisitioned). 

Lamp, Incandescent, 115 volt, 100 watt, Bulb P-25 Clear: 434 inches 
long overall; medium screw base. For dental operating lamps, 5-385-050 
and 5-388-005; major operating lamp, 7-066-385; and mobile operating 
lamp, 7-066-475. 

Lamp, Incandescent, 115 volt, 150 watt, Bulb P-25: 434 inches long over- 
all; medium screw base; spotlight. General Electric lamp No. 150P25/2. 
For Scanlon-Morris C-60 model ceiling operating lamp, 7-066-385. 

Lamp, Incandescent, 115 volt, 200 watt, Bulb P-25 Daylight Inside 
Frosted: 434 inches long overall; medium screw base. General Electric 
lamp No. 200P25/26. (Army—For use with x-ray illuminators). Navy— 
For x-ray film illuminators, 6-040-250; and stereoscope, (6-135-675) 
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7-979-900 


7-980-000 


7-980-050 


7-981-025 


7-981-050 


7-981-060 


7-981-225 


7-981-250 


7-981-725 


7-996-125 


7-996-175 


7-996-285 


7-996-345 


7-996-465 


7-998-104 


LAMPS, FLUORESCENT and INCANDESCENT (Cont'd) 


Lamp, Incandescent, 115 volt, 250 watt, Bulb P-25: 434 inches long over- 
all; medium screw base; spotlight; heat-resisting glass. General Electric 
lamp No. 250P25/1. For ceiling operating lamp, 7-066-385. 

Lamp, Incandescent, 115 volt, 300 watt, Bulb PS-30 Inside Frosted: 
8% inches long overall; mogul screw 3 contact base. General Electric lamp 
No. 100/300/PS30. For American Sterilizer Co. ceiling operating lamp, 
7-066-385. 

Lamp, Incandescent, 115 volt, 300 watt, Bulb PS-35 Clear: 93 inches 
long overall; mogul screw base. General Electric lamp No. 300. For Amer- 
ican Sterilizer Co. Luminaire models CMC to CMSC, ceiling operating 
lamp, 7-066-385. 

Lamp, Incandescent, 120 volt, 6 watt, Bulb S-6 Inside Frosted: Can- 
delabra base; Bausch and Lomb lamp No. 33-33-52. For lens measuring in- 
strument, (Vertometer), 14-555-000. 

Lamp, Incandescent, 120 volt, 10 watt, Bulb S-11 Clear: Intermediate 
screw base. General Electric lamp No. 10311N. For telebinoculars, 
3-817-600 and 3-817-800. 

Lamp, Incandescent, 120 volt, 10 watt, Bulb S-11 Inside Colored 
White: 25% inches long overall; intermediate screw base; General Electric 
lamp No. 10S11N/W. For lens measuring instrument, (Lensometer), 
14-555-000. 

Lamp, Incandescent, 120 volt, 60 watt, Bulb A-19 Clear: 4% inches 
long overall; medium screw base. For Burton Oculite model dental operating 
lamp. 

Lamp, Incandescent, 120 volt, 60 watt, Bulb T-10 Clear: Medium screw 
base; tungsten filament. For electric baker, 7-102-000. 

Lamp, Incandescent, 120 volt, 75 watt, Bulb A-23 Clear: 61% inches 


long overall; medium screw base. For Pelton-Crane and Bosworth models of 
dental operating lamp. 


CASKETS 


Casket, Shipping, Metal, Type A, Grade I, Extra Large: With full length 
glass innerseal; inside dimensions 23 inches wide, 19 inches deep, 81 inches 
long; with outside box. For overseas shipment and special cases where extra 
protection is required. 

Casket, Shipping, Metal, Type A, Grade I, Large: With full length glass 
innerseal; inside dimensions 23 inches wide, 19 inches deep, 78 inches long; 
with outside box. For overseas shipment and special cases where extra pro- 
tection is required. 

Casket, Shipping, Metal, Type A, Grade II, Large: With full length glass 
innerseal; inside dimensions 23 inches wide, 17 inches deep, 78 inches long; 
with outside box. For shipment within the continental U.S. when sealed 
casket is required by law or transportation regulations. 

Casket, Shipping, Metal, Type A, Grade II, Small: With full length glass 
innerseal; inside dimensions 23 inches wide, 17 inches deep, 75 inches long; 
with outside box. For shipment within the continental U.S. when sealed 
casket is required by law or transportation regulations. 

Casket, Shipping, Metal, Type B, Large: Without innerseal; inside di- 
mensions 23 inches wide, 171% inches deep, 78 inches long; with outside box. 
For local burial or shipment within the continental U.S. when sealed casket 
is not required by law or transportation regulations. 


Pouch, Burial, Human Remains: For field use only. 
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7-001-000 Back Rest: 

7-002-000 Bassinet, CRM: 

7-004-705 Bed, Fracture: 

7-006-000 Bed, Hospital, Adjustable: 
7-006-175 Bed, Hospital, Nonadjustable: 


A 
B 
Cc 
D 
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7-007-012 Frame, Bed, Gatch: 

7-007-355 Rails, Bed, Detachable: 

7-026-850 Cabinet, Instrument, CRM, 16 by 30 by 72 inches: 

7-029-000 Cabinet, Instrument and Dressing, CRM, 16 by 30 by 60 inches: 
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7-029-235 Cabinet, Medicine, Combination Type, CRM: 
7-036-915 Chair, Arm, Hospital Ward, Metal: 

7-043-000 Chair, Invalid, Wheel: 

7-043-025 Chair, Invalid, Wheel, Folding: 

7-046-010 Chair, Specialist, with Adjustable Lamp: 
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A 7-054-950 Desk, Nurses, Double Pedestal, Metal: E 7-066-205 Lamp, Operating, Emergency, Mobile, 110 volt, 
B_ 7-054-975 Desk, Nurses, Single Pedestal, CRM: AC or Battery: 
C 7-060-525 Lamp, Hospital Bed, with Clamp for Solid Head- F  7-066-275 Lamp, Operating, Eye, Portable, 110 volt, 60 
board: cycle, AC: 
D 7-060-550 Lamp, Hospital Bed, with Clamp for Square 
Tubing: 
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7-066-385 Lamp, Operating, Major, Ceiling, 110 volt, AC-DC: 
7-066-475 Lamp, Operating, Mobile, 110 volt, AC-DC: 
7-071-975 Rack, Utensil, 6 Urinals and 3 Bedpans: 

7-081-000 Stand, Bowl, Double, CRM: 

7-081-025 Stand, Bowl, Single, CRM: 


A 
B 
Cc 
D 
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7-071-875 Rack, Glove Drying, CRM: 

7-082-615 Stand, Utility, CRM: 

7-082-715 Stand and Cabinet Combination, Dressing Room, CRM: 
7-092-962 Table, Examining, Cabinet Type, Wood: 

7-100-305 Table, Utility, Mobile, 48 by 24 by 36 inches, CRM: 
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A 7-081-590 Stand, Instrument, Adjustable, CRM: D 7-084-975 Sterilizer, Utensil, Boiling Type, Electrically 
B  7-084-525 Sterilizer, Instrument, Boiling Type, Electrically Heated, CRM, 24 by 20 by 20 inches, 110 volt, 
Heated, CRM, 13 by 5 by 334 inches, 110 volt, AC- -DC: : ; 
AC-DC: E 7-085-305 Container, Dressing, 14 inch: 


C = -084-625 Sterilizer, Instrument, Boiling Type, Electrically F = 7-085-335 Control Set, Sterilizer, Paper Indicator: 
eee CRM, 20 by 10 by 9 inches, 110 volt, 
AC-DC: 
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7-086-975 Stool, Foot, CRM, 8 inch: 

7-088-000 Stool, Surgeons, Revolving, CRM: 

7-088-425 Table, Anesthetist, CRM, 20 by 131% inches: 
7-088-500 Table, Autopsy: 

7-089-025 Table, Bedside, Cabinet Type, Metal: 
7-089-027 Table Top, Bedside Table, Rubber: 
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7-093-000 Table, Examining, CRM: 

7-093-915 Table, Instrument, 25 by 40 inches: 

7-093-960 Table, Instrument, Curved, CRM, 72 by 15 inches: 
7-094-010 Table, Instrument and Dressing, CRM, 33 by 18 inches: 
7-098-150 Table, Operating, Folding: 


OG-1 


7 


ILL. SUPP. 


PLATE 7-10 


A_ 7-098-850 Table, Operating, Obstetrical and Delivery: 
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A 7-099-005 Table, Operating, Pedestal, Large: 
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A 7-099-035 Table, Operating, Pedestal, Medium: 
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A 7-099-300 Table, Orthopedic: 
B  7-099-400 Table, Orthopedic, Portable: 
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7-099-550 Table, Overbed, Adjustable: E  7-105-505 Diathermy Apparatus, Short Wave, Single Fre- 
7-102-000 Baker, Electric, Portable, 24 inch, 110 volt, quency, 13.66 Megacycles, Crystal Controlled, 
AC-DC: 110 volt, 60 cycle, AC: 


7-103-005 Bath, Arm, Whirlpool, CRM, 110 volt, 60 cycle, F  7-121-150 Lamp, Infra-Red, Carborundum Type, 600 watt, 
AC: 110 volt, AC-DC: 

7-104-005 aah Leg, Whirlpool, CRM, 110 volt, 60 cycle, 
AC: 
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PLATE 7-15 


A 7-128-500 Lamp, Ultraviolet, Kromayer Burner, 110 volt, 60 cycle, AC: 
B  7-129-305 Lamp, Ultraviolet, Mercury Arc Burner, Large, 110 volt, 60 cycle, AC: 
C 7-129-600 Lamp, Ultraviolet, Mercury Arc Burner, Small, 110 volt, 60 cycle, AC: 
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32-002 Sinusoidal Machine, Mobile, Motor Generator Type, 110 volt, 60 cycle, AC: 


A 7-1 
B 7-239-700 Cart, Food 110 volt, AC-DC: 
C 7-239-900 Cart, Food, Supplementary, Cabinet Type: 


G.I Page 17 


7 


x 
ILL. SUPP. JULY 1947 PRELIMINARY EDITION 
PLATE 7-17 


A 7-426-325 Truck, Bulk Food, CRM, 40 gal: 
B  7-427-510 Truck, Tray Service, CRM, 110 volt, 60 cycle, AC: 
C 7-427-615 Truck, Utility, Kitchen, 46 by 22 by 27 inches, CRM: 
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7-709-220 Basin, Pus, CRM: 

7-710-225 Basin, Solution, CRM, 9 qt: 
7-710-945 Basin, Wash, CRM, 41% qt: 
7-715-405 Frame, Laundry Basket: 
7-715-415 Liner, Laundry Basket: 
7-717-025 Bedpan, CRM: 

7-720-326 Bowl, Sponge, CRM: 
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A 7-427-500 ‘Truck, Tray Service: : | 
B  7-741-025 Carriage, Dressing, CRM: 
C 7-741-315 Carrier, Chart Holders, Mobile: 
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7-760-325 Conveyor, Soiled Linen, CRM: 

7-792-825 Dispenser, Soap, Foot Operated: 
7-818-535 Holder, Clinical Chart, Aluminum: 
7-828-000 Jar, Suture: 

7-879-972 Pitcher, Insulated, CRM, 10 oz: 
7-880-005 Pitcher, Vacuum, Cromium Plated, 32 oz: 
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7-883-800 Pump, Breast, Hand Type: 

7-883-950 Receptacle, Waste: 

7-883-955 Receptacle, Waste, Sanitary, CRM, 5 gal: 

7-883-965 Receptacle, Waste, Sanitary, Steel, Enameled, 3 gal: : 
7-883-995 Respirator, Tilting-Rotating Model, Adult, 110 volt, AC-DC: 
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‘7-888-650 Scale, Bathroom: 

7-888-700 Scale, Infant: 

7-889-000 Scale, Physicians Examining: 
7-916-030 Stand, Irrigator, CRM: 


A 
B 
Cc 
D’ 
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A 7-924-605 Stretcher, Wheeled, CRM: D  7-940-880 Truck, Utility, 36 by 22 by 35 inches, CRM: 
B 7-939-945 Tray, Instrument, CRM, 2 by 84% by 10 inches: E  7-942-975 Tub, Foot, Oval, CRM: 
C 7-940-800 Truck, Gas Cylinder: F 7-944-090 Urinal, Male, CRM: 
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BULB SHAPES—LARGE LAMPS 


T (FLUORESCENT TYPE) 


BULB SHAPES — MINIATURE LAMPS 


FILAMENT DESIGNATIONS 


Filament Designations consist of a prefix letter to indicate whether the wire is straight or coiled, and a number to indicate the arrange- 
ment of the filament on the supports. Prefix letters include: S (straight)—wire is straight or slightly corrugated; C (coiled)—wire is wound 
into a helical coil or it may be deeply fluted; CC (coiled coil)—wire is wound into a helical coil and this coiled wire again wound into a 
helical coil. Shapes of filaments are shown below. 


bl 


BASE DESIGNATIONS — LARGE LAMPS 


(Illustrations Approximately 14 Scale) 


Pee GU,uU-euwtt 


Cande- Inter- Medium Mogul Bayonet Medium Mogul Disk Medium Medium 
labra mediate Prefocus Prefocus Bipin Bipost 


BASE DESIGNATIONS — MINIATURE LAMPS. 


(INustrations Approximately 44 Scale) 


s g (i) it wr 


Miniatore Miniature Single Contact Double Contact Double Contact 
Bayonet ayonet 


Screw Prefocus 
Abbreviations (Min. Sc.) (Min. Bay.) Min. FI.) Candelab (D. C. Pref.) 
(S. C.) (D. C.) 


OG-I" Page 25 


@.7 
ILL. SUPP. 


Page 26 


MEMORANDA 


_ OG-4 


Class 8 


VETERINARY EQUIPMENT 
and SUPPLIES 


ARMY-NAVY CATALOG OF MEDICAL MATERIEL 


CLASS 


ARMY-NAVY CATALOG 
of MEDICAL MATERIEL 


JULY 1947 


PRELIMINARY EDITION 


ARMY-NAVY CATALOG 


OF 


MEDICAL MATERIEL 


* 


VETERINARY EQUIPMENT 
and SUPPLIES 


ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
PEARL & SANDS STS., BROOKLYN 1, N. Y. 
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ablitty ExPaity | Steck No. NOMENCLATURE AND DESCRIPTION ol ek eee 
Status Issue Packing 
A Xx 8-002-200 | Bandage, Derby, 4 inches by 3 yards: Each| 4/72 
A 8-002-600 | Bistoury, Probe Pointed, Curved: 2 inch blade. J/lustrated. Each} 6/144 
A 8-002-700 | Bistoury, Sharp Pointed, Curved: 2 inch blade. J/lustrated. Each} 6/144 
A xX 8-004-900 | Blade, File, Dental Float: Universal; to fit standard floats. Jilustrated. Each| 6/144 
A xX 8-004-925 | Blade, Rasp, Dental Float: Universal; to fit standard floats. Illustrated. Each| 6/144 
A 8-005-250 | Bone Set, Bone Drill: Consists of brace with 3 straight drills, 444 inches long, | Set 12/144 
V4 inch diameter, with tips 3%, 4 and %%@ inch. For Veterinary Dental Kit, 
9-602-580. Illustrated. 
A x 8-006-000 | Bottle, 644 ml: Rubber stoppered. Each | 24/576 
we xX 8-007-000 | Bur, Ventricular, Snell: J/lusirated. Each| 6/144 
A 8-008-500 | Candler, Egg, 110 volt, AC-DC: With incandescent lamp and extension cord; | Each| 1/4 
approximately 15 watts; for replacement incandescent lamp requisition 
7-978-840. Illustrated. 
A xX 8-022-100 | Case, Meat and Dairy Inspection Kit, Empty: Canvas. Each| 1/12 
A xX 8-022-200 | Case, Veterinary Hypodermic Tablet Set, Empty: Each| 1/48 
A xe 8-022-250 | Case, Veterinary Postmortem Kit, Empty: Each| 1/24 
A .< 8-022-275 | Case, Veterinary Surgical Instrument Kit, Empty: Canvas; pocket type. | Each) 1/144 
A x 8-025-000 | Catheter, Colt, Rubber, without Stylet: Hollow tip; 60 inches long. For | Each| 1/48 D 
stylet requisition 8-112-125. 
A xX 8-026-000 | Catheter, Horse, Rubber, without Stylet: Hollow tip; 60 inches long. For | Each} 1/48 D 
stylet requisition 8-112-130. 
A 8-028-000 | Catheter, Mare, Metal: Approximately 15 inches long. Each| 1/48 
A 8-029-250 | Cautery Apparatus, 110 volt, AC-DC: Complete with six tips and cord; | Each | —/1 
approximately 125 watts; in case. I/lustrated. 
A 8-030-250 | Cautery Apparatus, Ether, Complete: J//ustrated. Each| 1/6 
A xX 8-030-275 Adapter, Cautery Point, Ether Cautery Apparatus: Each | 12/288 
A x 8-030-285 Agate, Ether Cautery Apparatus: Each| 6/288 
A >.< 8-030-295 Bottle, Ether Cautery Apparatus: Each | 12/288 
A xX 8-030-325 Handle, Cautery, Ether Cautery Apparatus: Each| 1/12 
A x 8-030-350 Lamp, Alcohol, Ether Cautery Apparatus: Each| 1/72 
A x 8-030-375 Point, Cautery, Ether Cautery Apparatus, Set of 4: One each of sizes | Set 1/72 
4,5, 6 and 7. 
A x 8-030-385 Point, Hatchet, Ether Cautery Apparatus: Each| 6/288 
A xX 8-030-450 Wrench, Ether Cautery Apparatus: Each | —/288 
A xX 8-032-010 | Chest, Clipping Set, Empty: Each | —/1 
A xX 8-032-035 | Chest, Dispensing Set, Veterinary Dispensary, Empty: Each | —/1 
A 8-032-250 | Clipper, Hand Operated, Portable: Each | —/1 
A x 8-032-500 Bolt, Tension, Clipper: Each | —/— 
A xX 8-032-750 Bottom Plate, Clipper: Each| 1/48 
A D.< 8-033-000 Grease, Clipper Chain, 1 Ib: Can 1/36 
A xX 8-034-000 Head, Clipper, Complete: Each| 1/36 
A xX 8-034-750 Link, Chain, Clipper: Flexible shaft. Each |144/2880 
A xX 8-037-000 Nut, Tension, Clipper: Each} —/— 
A 26 8-038-000 Spring, Tension, Clipper: Bach. 
A ox 8-039-750 Top Plate, Clipper: Each} 1/48 
A 8-044-700 | Clipper, Small Animal, Oster, 110 volt, AC-DC: Approximately 35 watts. | Each} 1/12 
Complete with No. 10 blade and cord. 
A xX 8-044-800 Blade, No. 10, Small Animal Clipper: For general clipping. _ Each! 1/48 
A xX 8-044-900 Blade, No. 15, Small Animal Clipper: Each 1/48 
A xX 8-045-000 Blade, No. 40, Small Animal Clipper: Surgical shaver. Each 1/48 
A 8-047-525 | Clipping Set: Packed in chest, 8-032-010. See supplement for list of contents. | Set —/1 
Illustrated. 
A x 8-052-800 | Container, Ink: For meat inspection stamp ink. Each| —/— 
A 8-053-000 | Cradle, Neck, Veterinary: Each| 1/1 
A 8-053-750 | Curette, Fistula, Veterinary, 16 inch: ///ustraied. Each| 1/72 
Page 2 OG.1 
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A 8-054-000 | Curette, Hoof, Nail Hole, 34°, Hughes, 7 inch: J//ustrated. Each| 6/144 
A 8-055-000 | Curette, Hoof, Nail Hole, 45°, Hughes, 7 inch: //lustrated. Each} 6/144 
A 8-057-000 | Curette, Sharp, Double Ended, 5 inch: J/)ustrated. Each| 6/288 
A 8-057-050 | Curette, Whiting, Size 2: (Mastoid Curette). Each| 6/288 
A 8-057-060 | Curette, Whiting, Size 4: (Mastoid Curette). Each| 6/288 
A 8-057-070 | Curette, Whiting, Size 5: (Mastoid Curette). Each| 6/288 
A 8-057-120 | Cutter, Molar, Closed: //lustrated. Each| 1/12 
A 8-057-130 | Cutter, Molar, Half Open: J//ustrated. Each| 1/12 
A 8-057-140 | Cutter, Molar, Open: ///ustrated. Each| 1/12 
A 8-057-150 | Cutter, Molar, Wide Open, Multiple Lever: J//ustrated. Each| 1/6 
A 8-057-200 | Disinfector, 50 gal: Container and spray pump. J/lustrated. Each | —/1 
A 8-057-600 | Dispensing Set, Veterinary Dispensary: Packed in chest, 8-032-035. See | Set —/1 
supplement for list of contents. 
A 8-058-500 | Ecraseur, Spaying, Williams: J/lustrated. Each| 1/1 
A 8-059-000 | Emasculator, White: J//ustrated. Each| 1/24 
A 8-059-520 | Extractor, Lower Molar: Improved. J/lustrated. Each| 1/12 
A 8-059-530 | Extractor, Molar Root: Long narrow jaw. J/lustrated. Each} 1/12 
A 8-059-540 | Extractor, Upper Molar: Improved. J/lustrated. _|Each| 1/12 
A 8-060-000 | File and Rasp, Straight, 12 inch: Illustrated. _ Each| 1/36 
A xX 8-061-000 | File, Hoof Knife, 4 inch: J/lustrated. Each| 6/360 
A xX 8-061-500 | Filler, Syringe, Automatic: Shikles type; with Luer slip adapter. J//ustrated. | Each| 1/48 
v. 8-062-000 | Float, Dental, Angular: Jointed; without blades. For blades requisition | Each| 1/36 ° 
8-004-900 and 8-004-925; for replacement handle requisition 8-074-950. 
Illustrated. 
A 8-062-250 | Float, Dental, Straight: Jointed; without blades. For blades requisition | Each| 1/36 
oe and 8-004-925; for replacement handle requisition 8-074-950. Iilus- 
A xX 8-066-100 | Food Testing Kit, Chlorophenol Red: Complete; pH 5.2 to 6.8; for testing | Each | —/— 
oysters. 
A x 8-066-110 Indicator Solution, Chlorophenol Red, 18 cc: pH 5.2 to 6.8; replace- |Bottle| —/— 
ment for 8-066-100. 
A xX 8-066-120 Tube, Comparison, 5 cc: Replacement for 8-066-100. Each | —/— 
A 8-066-200 | Forceps, Hemostatic, Straight, Pean, 542 inch: J//ustrated. Each | 12/360 
A 8-066-500 | Forceps, Splinter, Van Buren, 8 inch: J//ustrated. Each} 6/60 
A 8-067-000 | Forceps, Wolf Tooth, 9 inch: J/lustrated. Each} 1/36 
ae x 8-068-544 | Frock, Butchers, Size 44: Each | —/40 
A x 8-068-548 | Frock, Butchers, Size 48: Each | —/40 
A xX 8-068-552 | Frock, Butchers, Size 52: Each | —/40 
A 8-069-000 | Furnace and Caldron: Portable; 45 gal. capacity. Illustrated. Each} —/1 
A >.< 8-069-500 | Gloves, Gauntlet, Veterinary, Size 14: Rubber; cloth lined. Pair | —/— D 
A 8-070-000 | Gouge, Hoof: J/lustrated. Each| 6/144 
A 8-071-000 | Groover, Hoof, Hughes, Oval: J//ustrated. Each| 6/144 
A 8-072-000 | Groover, Hoof, Hughes, Pointed: J//ustrated. Each} 6/144 
A 8-073-000 | Gun, Balling, Morgan: J/lustrated. Each| 1/48 
A 8-074-000 | Halter, Operating, Veterinary: Extra heavy; 6 ring. Each! 1/6 
A X 8-074-950 ee Dental Float: Replacement handle for 8-062-000 and 8-062-250. Iilus- | Each| 1/48 
rated. - = 
A 8-075-000 — Universal: Wood grip; to fit standard cutters and extractors. J/lus- | Pair 1/24 
trated. 
A 8-076-000 | Harness Set, Casting: With Conkey improved hobbles and securing harness. | Set —/1 
A 8-078-000 | Hobbles, Conkey, Set of 4: One self-locking; complete with take-up chain | Set —/1 
and rope. 
A be 8-078-500 | Holder, Razor Blade: Uses Gillette style blade. Each| 6/144 
A 8-079-000 | Hood, Operating, Veterinary: Humane. Each| 1/6 
A 8-080-000 | Hook, Gland: J/lustrated. Each} 6/144 
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A 8-081-000 | Hook, Neurectomy, Merillat: J/lustrated. Each| 6/144 
A 8-082-000 | Hook, Neurectomy, Right-angle: With eye. J/lustrated. Each! 6/144 
A x 8-082-720 | Hypodermic Tablet Set, Veterinary: In case, 8-022-200. See supplement for | Set 1/48 
list of contents. J/lustrated. 
A xX 8-083-200 | Ink, Purple, Meat Stamping, 4 oz: Bottle| —/— 
A xX 8-083-450 | Intravenous Set, Veterinary: Consists of 13 gage, 2 inch needle with 18 gage, | Set 1/144 
6 inch catheter and stylet. 
A x 8-083-500 | Intravenous Set, Veterinary, Simplex: Complete with 3 feet of rubber tub- | Set 1/144 D 
ing and 14 gage, 1% inch needle. Illustrated. 
A 8-088-000 | Knife, Hoof, Sage, Left: J/lusirated. Each| 6/144 
A 8-089-000 | Knife, Hoof, Sage, Right: J/lustrated. Each| 6/144 
A 8-089-150 | Knife, Hoof Searching, Double Edge, 51 inch: J/lustrated. Each} 6/144 
A 8-089-250 | Knife, Hoof Searching, Double Edge, 7 inch: J/lustrated. Each} 6/144 
A 8-089-350 | Knife Set, Hoof: 3 blades and handle in canvas roll. Illustrated. Set 1/36 
A 8-089-750 | Mallein Test Set: In case. See supplement for list of contents. J/lustrated. Set 1/12 D 
A x 8-089-775 Block, Syringe and Needle, Wood: With metal protector and cover. | Each | —/72 
Drilled to hold 12 of 3-495-900 and 4 of 8-122-000. Replacement for 8-089-750. 
A 8-090-000 | Mallet, Lead, Veterinary: J/lustrated. Each| 1/36 
A 8-094-250 | Meat and Dairy Inspection Kit: In case, 8-022-100. See supplement for list | Each} 1/4 
of contents. Illustrated. 
Milk Testing Kit, Pasteurization, Scharer: Requisition 4-355-200 and 
4-355-400. 
A 8-098-000 | Muzzle, Horse: Galvanized wire; wool bound. Each| 1/6 
A x 8-098-750 | Needle, Hypodermic, Heavy, 16 Gage, 1 inch, 12s: Standard Luer. Pkg | 12/1728 
A x 8-098-755 | Needle, Hypodermic, Heavy, 19 Gage, 1 inch, 12s: Standard Luer. Pkg | 12/1728 
Needle, Hypodermic, Tuberculin Syringe, 25 Gage, 14 inch: Requisition 
3-495-900. 
A xX 8-098-800 | Needle, Hypodermic, Veterinary, 16 Gage, 4 inch: Each| 6/480 
A xX 8-099-000 | Needle, Seton, Jointed, 10 inch: Sharp pointed; with eye. Each | 12/144 
A x 8-099-300 | Oakum, 1 lb: Roll. Pkg 1/24 
A x 8-099-305 | Oakum, Compressed, 2 oz: Pkg 6/216 
A 8-099-450 | Opener, Box and Crate: Pocket size. Each | —/— 
A 8-099-500 | Opener, Can, Special: : Each | —/— 
A 8-100-000 | Parer, Hoof, 12 inch: Each| 1/12 
A 8-101-000 | Pick, Dental, Veterinary, Merillat: Each| 1/96 
A xX 8-101-500 | Pin, Horse Blanket, Medium: Each | —/— 
A 8-101-650 | Postmortem Kit, Veterinary: In case, 8-022-250. See supplement for list of | Each} 1/12 
contents. Illustrated. 
A D6 8-101-700 | Probe, Flexible, Plain, Veterinary, 10 inch: With eye. Each | 12/144 
A x 8-101-800 | Probe, Jointed, Veterinary, 10 inch: Each | 12/144 
A 8-102-000 | Pump, Combination, Continuous Flow, Injection and Suction, Veter- 
inary: J/lustrated. Each| 1/24 
A xX 8-104-000 | Punch, Dental, Veterinary, Curved: J//usirated. Each| 1/48 
A x 8-104-500 | Punch, Dental, Veterinary, Straight: J//ustraied. Each| 1/48 
A xX 8-105-000 | Retainer, Foot Dressing, Veterinary, Set of 4: One size 1, two size 2 and | Set 1/48 
one size 3. Illustrated. 
A 8-106-000 | Retractor, Laryngeal, Self-Retaining, Veterinary, Williams: Jilustrated. | Each| 1/60 
A 8-107-500 | Scale, Egg Weighing: With check weight. J/lustrated. Each | 1/12 
A xX 8-107-700 Check Weight, Egg Weighing Scale: Each | 12/288 
A 8-107-850 | Shears, Fetlock: Each| 1/48 
A x 8-108-000 | Sideline, Horse: Each | —/1 
A 8-109-000 | Sling, Horse: Complete. Each | —/1: 
A 8-109-500 | Speculum, Eye, Veterinary, 7 inch: J llustrated. Each| 1/96 
A 8-110-000 | Speculum, Mouth, Veterinary: Without lever: J//ustrated. Each| 1/6 
A 8-110-300 | Speculum, Nasal, Veterinary: (Sims Bivalve Rectal Speculum). J//ustrated. | Each} 1/72 
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A 8-110-500 | Speculum, Vaginal, Veterinary, Knowles: //lustrated. Each| 1/6 
A 8-111-000 | Splitter, Hoof, Merillat: J//ustraied. Each} 1/60 
A xX 8-111-500 | Stamp, Meat Inspection, Metal: With dating set. Each | —/— 
A x 8-111-700 | Stamp, Meat Inspection, Rubber, Large: With dating set. Each | —/— 
A xX 8-111-900 | Stamp, Meat Inspection, Rubber, Small: Each | —/— 
A 8-112-000 | Stock, Metal, Veterinary: ///ustrated. Each | —/1 
A xX 8-112-125 | Stylet, Colt Catheter, Reed: Approximately 66 inches long. Each| 1/48 
A xX 8-112-130 | Stylet, Horse Catheter, Reed: Approximately 66 inches long. Each| 1/48 
A-LS| X 8-112-135 | Stylet, Horse Stomach Tube: For use only with old type, gum rubber, horse | Each | —/— 
stomach tube, 8-135-000. 
A 8-112-150 | Surgical Instrument Kit, Veterinary, Minor Surgery: Pocket type; in | Each| 1/60 
canvas case, 8-022-275. See supplement for list of contents. 
A xX 8-112-170 | Suture, Cotton Tape, 1/4 inch, 5 yards: Sterilized roll. Roll | 12/144 
A xX 8-112-200 | Suture, Surgical Gut, Boilable, Medium Treatment, Type C, Size 4, 12s: | Pkg | 12/96 
Approximately 54 inches long; in sealed glass tube. 
A Xx 8-112-400 | Suture, Surgical Gut, Boilable, Plain, Type A, Size 4, 12s: Approximately | Pkg | 12/96 
54 inches long; in sealed glass tube. 
A 8-114-000 | Syringe, Dose, Metal, Veterinary, 1 oz: With 2 tips and shield. Jilustrated. | Each| 1/24 
A 8-115-000 | Syringe, Dose, Metal, Veterinary, 2 oz: With 2 tips and shield. Illustrated. | Each| 1/24 
A 8-115-750 | Syringe, Hypodermic, Hog Cholera Type, 10 cc: Long style; with Luer slip | Each| 1/144 
and needles. 
A 8-115-775 | Syringe, Hypodermic, Hog Cholera Type, 30 cc: Long style; with Luer slip | Each | 1/72 
and needles. 
A 8-116-000 | Syringe, Hypodermic, Quitman Type, 10 cc: With Luer slip and three | Each| 6/144 
needles; in case. 
A x 8-122-000 | Syringe, Luer, Mallein Type, 1 cc: Graduated to 1/100 cc. Each | 12/480 
Syringe, Luer, Tuberculin, 1 cc: Requisition 3-802-800. 
A 8-123-000 | Table, Operating, Equine, Kyle: //lustrated. Each |} —/1 
A 8-123-500 | Tackle Block, Medium: Steel; 2,000 lb. capacity; (safety hoist). I/lustrated. | Each| 1/4 
A 8-124-000 | Tester, Hoof, Large: Jilustrated. Each| 1/36 
A 8-125-000 | Tester, Hoof, Small: J/lustrated. Each} 1/36 
A 8-125-400 | Tester, Sediment: With 72 cotton disks. Illustrated. Each| 1/— 
A x 8-125-600 Disks, Filter, Sediment Tester, 1000s: 1 inch diameter. Pkg | 12/144 
A xX 8-126-000 | Thermometer, Breeders: In case. Each| 6/360 
A xX 8-127-000 | Thermometer, Clinical, Veterinary: In case. Each | 24/1152 
A xX 8-128-000 | Thermometer, Dairy: Each| 6/360 
A xX 8-128-300 See oo essid Meat, Internal Temperature: Temperature range 0° to | Each 6/360 
A x 8-129-000 | Trier, Cheese, Lard and Butter, 6 inch: J/lustrated. Each| 6/96 
A xX 8-129-510 | Trier, Grain, Bag Type: 12 inches long. J/lustrated. Each| 6/60 
A xX 8-129-520 | Trier, Grain, Car Type: Approximately 5 feet long. Each |... 1/12 
A x 8-131-000 | Trier, Lard and Butter, 14 inch: J/lustrated. Each| 1/48 
A xX 8-133-000 | Trier, Meat, 8 inch: J/lustrated. Each} 1/96 
A xX 8-133-500 | Trocar, Bleeding, Veterinary, 6s: 14 gage; 3 inch. J/lustrated. Pkg 6/144 
A xX 8-134-000 | Trocar, Horse, Large, Reversible: Ball; with 5 inch canula. Jilustrated. Each| 6/144 
A-LS 1: 8-134-800 | Tube, Stomach, Colt: Rubber; stylet not required. Each| 1/24 
A xX 8-135-000 | Tube, Stomach, Horse or Colt, without Stylet: Rubber. Stylet not re- | Each| 1/24 
quired for Koroseal type; for stylet to be used with old type, gum rubber, 
horse stomach tube requisition 8-112-135. 
A 8-136-200 | Tube, Trachea, Veterinary: Each} 1/48 
A 8-138-000 | Tube, Trachea, Veterinary, Self-Retaining: Each} 1/48 
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8-002-600 
8-002-700 
8-005-250 
8-007-000 
8-008-500 
8-029-250 
8-030-250 


Meee 


Bistoury, Probe Pointed, Curved: 
Bistoury, Sharp Pointed, Curved: 
Bone Set, Bone Drill: 

Bur, Ventricular, Snell: 

Candler, Egg, 110 volt, AC-DC: 
Cautery Apparatus, 110 volt, AC-DC: 
Cautery Apparatus, Ether, Complete: 
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8-047-525 
8-053-750 
8-054-000 
8-055-000 
8-057-000 
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Clipping Set: 

Curette, Fistula, Veterinary, 16 inch: 

Curette, Hoof, Nail Hole, 34°, Hughes, 7 inch: 
Curette, Hoof, Nail Hole, 45°, Hughes, 7 inch: 
Curette, Sharp, Double Ended, 5 inch: 
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8-057-120 
8-057-130 
8-057-140 
8-057-150 
8-057-200 


Cutter, Molar, Closed: 

Cutter, Molar, Half Open: 

Cutter, Molar, Open: 

Cutter, Molar, Wide Open, Multiple Lever: 
Disinfector, 50 gal: 
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8-059-000 
8-059-520 
8-059-530 
8-059-540 
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Ecraseur, Spaying, Williams: 
Emasculator, White: 
Extractor, Lower Molar: 
Extractor, Molar Root: 


Extractor, Upper Molar: 
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File and Rasp, Straight, 12 inch: 
File, Hoof Knife, 4 inch: 

Float, Dental, Angular: 

Float, Dental, Straight: 
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8-004-900 
8-004-925 
8-074-950 
8-066-200 
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Blade, File, Dental Float: 

Blade, Rasp, Dental Float: 

Handle, Dental Float: 

Forceps, Hemostatic, Straight, Pean, 514 inch: 
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8-066-500 Forceps, Splinter, Van Buren, 8 inch: E 8-071-000 Groover, Hoof, Hughes, Oval: 
8-067-000 Forceps, Wolf Tooth, 9 inch: ; F 8-072-000 Groover, Hoof, Hughes, Pointed: 
8-069-000 Furnace and Caldron: G 8-073-000 Gun, Balling, Morgan: 
8-070-000 Gouge, Hoof: 
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8-080-000 
8-081-000 
8-082-000 
8-082-720 
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Handles, Universal: 

Hook, Gland: 

Hook, Neurectomy, Merillat: 

Hook, Neurectomy, Right-angle: 
Hypodermic Tablet Set, Veterinary: 
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8-083-500 
8-088-000 
8-089-000 
8-089-250 
8-089-150 


Intravenous Set, Veterinary, Simplex: 

Knife, Hoof, Sage, Left: 

Knife, Hoof, Sage, Right: 

Knife, Hoof Searching, Double Edge, 7 inch: 
Knife, Hoof Searching, Double Edge, 514 inch: 
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8-089-350 
8-089-750 
8-090-000 
8-094-250 
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Knife Set, Hoof: 

Mallein Test Set: 

Mallet, Lead, Veterinary: 

Meat and Dairy Inspection Kit: 
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8-101-650 
8-102-000 


8-104-000 
8-104-500 
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Postmortem Kit, Veterinary: hie E 8-105-000 Retainer, Foot Dressing, Veterinary, Set of 4: 

Pump, Combination, Continuous Flow, Injection F 8-106-000 Retractor, Laryngeal, Self-Retaining, Veterinary, 
and Suction, Veterinary: Williams: 

Punch, Dental, Veterinary, Curved: G 8-107-500 Scale, Egg Weighing: 


Punch, Dental, Veterinary, Straight: 
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8-109-500 Speculum, Eye, Veterinary, 7 inch: 
8-110-000 Speculum, Mouth, Veterinary: 

8-110-300 Speculum, Nasal, Veterinary: 

8-110-500 Speculum, Vaginal, Veterinary, Knowles: 
8-111-000 Splitter, Hoof, Merillat: 
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8-112-000 Stock, Metal, Veterinary: 

8-114-000 Syringe, Dose, Metal, Veterinary, 1 oz: 
8-115-000 Syringe, Dose, Metal, Veterinary, 2 oz: 
8-061-500 Filler, Syringe, Automatic: 

8-123-000 Table, Operating, Equine, Kyle: 
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B 
Cc 
D 
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8-123-500 Tackle Block, Medium: 
8-124-000 Tester, Hoof, Large: 
8-125-000 Tester, Hoof, Small: 
8-125-400 Tester, Sediment: 
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-129-000 Trier, Cheese, Lard and Butter, 6 inch: -133-000 Trier, Meat, 8 inch: 
133-500 Trocar, Bleeding, Veterinary, 6s: 
1 


34-000 Trocar, Horse, Large, Reversible: 


A 8 D 8 
B 8-129-510 Trier, Grain, Bag Type: 
C 8-131-000 Trier, Lard and Butter, 14 inch: F 8 
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9-004-100 
9-004-200 
9-005-100 
9-006-100 


9-006-200 
9-007-200 
9-007-700 


9-008-500 
9-009-600 
9-009-650 
9-010-100 


9-014-600 
9-016-900 


9-017-500 
9-020-100 


9-040-100 


9-080-800 


9-080-900 


9-090-100 


9-105-125 


9-107-650 


9-108-975 


9-110-700 
9-111-300 
9-112-600 


9-113-825 


9-113-900 


9-113-925 


9-114-125 
9-115-010 


9-115-075 
9-115-090 
9-115-150 


9-116-775 


9-117-125 
9-117-135 


9-117-325 
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Aircraft Maintenance Unit (Floating) Medical Equipment: 

Aircraft Repair Unit (Floating) Medical Equipment: 

Air Forces Altitude Training Chamber Medical Equipment: 

Air Forces Flight Service Medical Supply Set: Packed in chest, 9-141-425. 
See. supplement for list of contents. 

Air Forces Flight Surgeons Medical Equipment Unit, ZI: 

Air Forces Infirmary Medical Equipment, CommZ or ZI, 3 Bed: 

Air Forces Infirmary and Flight Surgeons Examining Unit Medical 
Equipment: 

Air Forces Rehabilitation Center Medical Equipment, CommZ, 400 Bed: 

Air Forces Medical Training Set, A: See supplement for list of contents. 

Air Forces Medical Training Set, B: See supplement for list of contents. 

Air Forces Physical Examination Set, Flight Surgeons: Packed in chest, 
9-141-725. See supplement for list of contents. 

Air Group Dispensary Medical Equipment: 

Airplane Ambulance Medical Supply Set: Packed in chest, 9-141-325. See 
supplement for list of contents. 

Airplane Emergency Rescue Medical Equipment: 

Air Squadron Aid Station Medical Equipment: See supplement for list of 
contents. 


Anesthesia Set, Field: Inhalation, endotracheal, spinal and local anesthesia. 
Packed in chest, 9-141-125. See supplement for list of contents. 

Battalion Aid Station Medical Equipment: See supplement for list of 
contents. 

Battalion Aid Station Medical Equipment, Pack Type: Man pack. See 
supplement for list of contents. 

Bedpan and Urinal Set: Consists of 9 each 7-717-025 and 7-944-090 packed 
in wooden chest or box. 

Blanket Kit, Canvas Blankets, Pack Type: Field Medical Unit No. 6. 
Packed in canvas carrying case, 9-115-150. See supplement for list of contents. 

Blanket Kit, Field: Field Medical Unit No. 15. Packed in canvas case, 
9-127-975. See supplement for list of contents. 

Blanket and Bedding Kit, Tent: Field Medical Unit No. 16. Packed in canvas 
case, 9-127-975. See supplement for list of contents. 

Blanket Set, Large: Consists of 24 each 7-157-985 in canvas case, 9-115-075. 

Blanket Set, Small: Consists of 8 each 7-157-985 in canvas case, 9-115-090. 

Blood Plasma Set, Field: Consists of 18 packages 1-607-104, Normal Human 
Plasma packed in chest, 9-141-625 with large padlock. 

Book Set: Field Medical Unit No. 32. Packed in wooden chest, 9-140-150. See 
supplement for list of contents. 

Cabinet, Dental Laboratory: With 4 drawers. Replacement for 9-600-010, 
Tray Set, Type 6. 

Cabinet, Stationery: With one drawer and three document files. Replacement 
for 9-599-800, Tray Set, Type 3. 

Can, Safety, Gasoline or Kerosene, 1 gal: 

Case, Basic Surgical Instrument Set, Empty: Canvas. Container for 
9-580-000. 

Case, Blanket Set, Large, Empty: Canvas. Container for 9-110-700. 

Case, Blanket Set, Small, Empty: Canvas. Container for 9-111-300, 
9-251-960, 9-390-100, 9-390-200, 9-390-300, 9-390-400, 9-489-100, 9-522-420, 
9-597-800 and 9-597-850. 

Case, Carrying, Pack Type, Empty: Canvas. 

Case, Dental Extraction Forceps Kit, Empty: Canvas. Container for 
9-148-325. 

Case, Dental Instrument Kit, Empty: Canvas. Container for 9-147-875. 

Case, Dental Instruments, Empty: Cotton. Container for 9-274-910 and 
9-146-835. 


Case, Field Dispensing Set, Empty: Wood. Container for 9-191-600. 
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Avail- 
ability |Expend-| stock No. NOMENCLATURE AND DESCRIPTION a re 
Status | ability Issue Packing 
A ».4 9-117-725 | Case, First Aid Kit, Aeronautic, Empty: Canvas. Container for 9-196-650. | Each | 12/144 
A x 9-118-125 | Case, First Aid Kit, Air Crew, Individual, Empty: Metal. Container for | Each | 1/36 
9-196-800. 
A x 9-118-225 | Case, First Aid Kit, Battle Dressing, Empty: Fiberboard. Container for | Each | —/144 
9-197-820. 
A ».4 9-118-625 | Case, First Aid Kit, Gas Casualty, Empty: Metal. Container for 9-206-710.| Each | 1/12 
N xX 9-118-725 | Case, First Aid Kit, Gun Crew, Empty: Canvas. Container for 9-207-125. Each | 10/100 
N x 9-119-125 | Case, First Aid Kit, Hospital Corpsman, Small, Empty: Canvas. Container | Each | —/100 
for 9-208-750. 
A xX 9-120-625 | Case, First Aid Kit, Jungle, Empty: Canvas. Container for 9-210-775. Each | 10/100 
N xX 9-120-825 | Case, First Aid Kit, Life Boat, Metal, Empty: Watertight boat box. Con- | Each | —/25 
tainer for 9-214-825. 
N ».4 9-120-900 | Case, First Aid Kit, Life Raft, Metal, Empty: Watertight. Container for | Each| 1/48 
9-217-100. 
N xX 9-121-325 | Case, First Aid Kit, Medical Officer and Hospital Corpsman, Empty: | Each| 6/72 
Canvas. Container for 9-145-850, 9-151-125, 9-218-750 and 9-219-175, 
A x 9-121-425 | Case, First Aid Kit, Motor Vehicle, 12 Unit, Empty: Metal. Container for | Each 1/48 
9-221-200. 
A D4 9-121-450 | Case, First Aid Kit, Motor Vehicle, 24 Unit, Empty: Metal. Container for | Each | 1/24 
9-221-240. 
A >, & 9-121-625 | Case, First Aid Kit, Parachute, Empty: Canvas. Container for 9-226-100. | Each | 12/288 
A x 9-122-125 | Case, Gas Casualty Treatment Kit, Empty: Metal. Container for 9-244-800. | Each| 1/4 
A x 9-124-125 | Case, Instruments, Postmortem Kit, Empty: Metal. Container for instru- | Each | 1/24 
ments in 9-493-425. 
A Ba 9-124-250 | Case, Instruments, Shock Team Set, Empty: Canvas. Container for instru- | Each | 6/60 
ments in 9-522-480. 
A x 9-124-325 | Case, Instrument Set, Knives, Medical Officers Kit, Empty: Metal; for | Each | 12/576 
2 knives. Container for knives in 9-275-120. 
A xX 9-124-425 | Case, Instrument Set, Medical Officers Kit, Empty: Canvas. Container | Each | 12/144 
for 9-259-350. 
A ><3 9-124-525 | Case, Instrument Set, Veterinary Noncommissioned Officers Kit, 
Empty: Canvas. Container for 9-259-380. Each | 12/144 
A x 9-124-625 | Case, Instrument Set, Veterinary Privates Kit, Empty: Canvas. Con- | Each) 12/144 
tainer for 9-259-400. 
A x 9-125-450 | Case, Knives, Veterinary Instrument Set, General Operating, Empty: | Each | —/24 
Metal. Container for knives in 9-602-780. 
A x 9-126-350 | Case, Lantern Set, Empty: Wood; crate type. Container for 9-261-860. Each | —/1 
N Dey 9-127-975 | Case, Large, Empty: Canvas. Container for 9-107-650 and 9-108-975. Each | —/10 
N xX 9-128-325 | Case, Litter Set, Empty: Canvas; 55 by 82 inches. Container for 9-262-825. | Each | —/10 
N xX 9-129-825 | Case, Litter and Splint Set, Empty: Canvas; 63 by 132 inches. Container for | Each | —/10 
9-265-175. 
A-LS| X 9-130-025 | Case, Medical Field Kits, Empty: Canvas; old type. With lace, 9-261-790. | Each} 1/48 
For inserts requisition 9-259-180 and 9-259-185; for straps requisition 
9-556-100 and 9-556-150; for suspenders requisition 9-594-500. 
A xX 9-130-150 | Case, Medical Field Kits, M-2, Empty: Canvas. With carrying strap. Con- | Each} 1/48 
tainer for 9-220-210, 9-274-900, 9-274-905, 9-274-910, 9-274-915, 9-275-110, 
9-275-120, 9-275-160, 9-275-220, 9-602-845, 9-602-845, 9-602-865 and 9-602-875 
a." xX 9-130-250 | Case, Medical Kit, Maxillofacial Injuries, Empty: Canvas. Container for | Each | 12/144 
9-275-020. 
A xX 9-130-450 | Case, Medical Packs, Empty: Canvas. Container for 9-251-860, 9-313-350, | Each | —/18 
9-313-360 and 9-313-370. For inserts requisition 9-259-160. 
N xX 9-130-750 | Case, Microscope Accessory Kit, Empty: Wood. Container for 9-314-675. Each 
A x 9-131-325 | Case, Operating Surgical Instrument Set, Empty: Canvas. Container for | Each | 6/48 
9-580-200. 
A xX 9-131-575 | Case, Postmortem Kit, Empty: Canvas. Container for 9-493-425. Each | 12/96 
A xX 9-131-625 | Case, Pump Set, Injection and Suction, Veterinary, Empty: Canvas. | Each | —/12 
Container for 9-602-920. 
N xX 9-131-725 | Case, Roll, No. 1, Empty: Canvas. Container for general operating instru- |Each| 6/96 
ments. 
N x 9-132-425 | Case, Roll, No.2,Empty: Canvas. Container for general operating instruments. | Each | 6/96 
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9-133-875 


9-134-175 


9-134-575 
9-135-575 


9-135-625 
9-135-650 
9-135-810 


9-135-840 


9-135-870 


9-135-900 


9-135-930 


9-135-960 


9-135-990 


9-136-125 


9-137-525 
9-138-125 
9-138-325 


9-138-525 


9-138-575 


9-139-150 


9-140-150 


9-140-250 


9-140-350 


9-140-375 


9-141-125 


9-141-225 


9-141-325 


9-141-425 


9-141-525 


9-141-625 


9-141-725 


9-141-825 


Case, Roll, No. 3, Empty: Canvas. Container for eye, nose and throat instru- 
ments. 


Case, Roll, No. 4, Empty: Canvas. Container for genito-urinary and rectal 
instruments. 


Case, Shock Team Set, Empty: Wood. Container for 9-522-480. 

Case, Splint Set, Empty: Canvas. Container for 9-144-450, 9-526-775 and 
9-551-325. 

Case, Splint Set, Folding Splints, Empty: Canvas. Container for 9-526-850. 

Case, Splint Set, Straight Splints, Empty: Canvas. Container for 9-526-950. 


Case, Supplemental Instrument Set, Chest Injuries, Empty: Wood; with 
canvas insert. Container for 9-580-400. 

Case, Supplemental Instrument Set, Ear, Nose and Throat Injuries, 
Empty: Canvas; with wood insert. Container for 9-580-500. 


Case, Supplemental Instrument Set, Eye Injuries, Empty: Wood. Con- 
tainer for 9-580-600. 


Case, Supplemental Instrument Set, Fractures and Amputations, 
Empty: Canvas. Container for 9-580-700. 

Case, Supplemental Instrument Set, Genito-Urinary Injuries, Empty: 
Canvas. Container for 9-580-800. 

Case, Supplemental Instrument Set, Maxillofacial Injuries, Empty: 
Canvas; with wood insert. Container for 9-581-000. 

Case, Supplemental Instrument Set, Neurosurgical, Brain and Nerve 
Injuries, Empty: Canvas; with wood insert. Container for 9-581-200. 

Case, Surgical Dressing Instrument Kit, Empty: Canvas. Container for 
9-565-825. 

Case, Utility, Empty: Canvas. 

Case, Veterinary Dental Kit, Empty: Canvas. Container for 9-602-580. 

Case, Veterinary Hoof Treatment Kit, Empty: Canvas. Container for 
9-602-750. 

Case, Veterinary Instrument Set, General Operating, Empty: Canvas. 
Container for 9-602-780. 

Case, Veterinary Instrument Set, Hemostatic Forceps, Empty: Canvas. 
Container for 9-602-800. 

Case, Ward Surgical Instrument Set, Empty: Canvas. Container for 
9-581-400. 

Chest, Book Set, 27 inches Long by 13 inches Wide by 9 inches Deep, 
Empty: Container for 9-113-825. 

Chest, Cooking Utensil Set, 3514 inches Long by 1714 inches Wide by 14 
inches Deep, Empty: Container for 9-144-360. 

Chest, Dental Operating Set, Pack Type, No. A, 27% inches Long by 


163% inches Wide by 6 5% inches Deep, Empty: Container for 9-146-835. 
For canvas cover requisition 9-144-390. 


Chest, Dental Operating Set, Pack Type, No. B, 277% inches Long by 
1634 inches Wide by 65% inches Deep, Empty: Container for 9-146-840. 
For canvas cover requisition 9-144-390. 

Chest, Field, 1534 inches Long by 814 inches Wide by 1534 inches Deep, 
Empty: 

Chest, Field, 2212 inches Long by 1614 inches Wide by 1034 inches Deep, 
Empty: 

Chest, Field, 2314 inches Long by 1034 inches Wide by 1634 inches Deep, 
Empty: 

Chest, Field, 2514 inches Long by 1212 inches Wide by 1314 inches Deep, 
Empty: With top and middle tray. 

Chest, Field, 277% inches Long by 1634 inches Wide by 65% inches Deep, 
Empty: With insert. For canvas cover requisition 9-144-390. 

Chest, Field, 28 inches Long by 1614 inches Wide by 1414 inches Deep, 
Empty: 

Chest, Field, 28 inches Long by 1834 inches Wide by 714 inches Deep, 
Empty: 

Chest, Field, 28 inches Long by 1834 inches Wide by 914 inches Deep, 
Empty: = 
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ability |Expend-| stock No. | NOMENCLATURE AND DESCRIPTION of and otes 
Status | ability Issue Packing 
N xX 9-142-125 | Chest, Field, 30 inches Long by 19 inches Wide by 17 inches Deep, Empty: | Each | —/1 
A xX 9-142-425 | Chest, Field, 3114 inches Long by 15% inches Wide by 10 inches Deep, 
Empty: Each | —/1 
A x 9-142-625 | Chest, Field, 33 inches Long by 22 inches Wide by 17 inches Deep, Empty: | Each | —/1 
N x 9-143-225 | Chest, Field, 41 inches Long by 26 inches Wide by 19 inches Deep, Empty: | Each | —/1 
A x 9-143-325 | Chest, Field, 4512 inches Long by 18 inches Wide by 18 inches Deep, 
Empty: Each | —/1 
A xX 9-143-425 | Chest, Field, Modified, 28 inches Long by 1614 inches Wide by 1414 inches 


Deep, Empty: Consists of one chest, 9-141-625 (less one handle), equipped | Each | —/1 
with bracket table board, and containing two litter support brackets, 
9-143-440, and two drawers, 9-143-450. 


A >.< 9-143-440 Bracket, Litter Support: Replacement for 9-143-425. Each | —/48 
A X 9-143-450 Drawer, Field Chest, Modified: Replacement for 9-143-425. Each | —/1 
A x 9-143-525 | Chest, Field, Pack Type, 19 inches Long by 1514 inches Wide by 614 
‘ inches Deep, Empty: Container for 9-313-420, 9-313-425, 9-602-946 and | Each et i 
9-602-948. For canvas cover requisition 9-144-410. 
A x 9-143-825 | Chest, Tableware Set, 3514 inches Long by 1714 inches Wide by 14 inches 
Deep, Empty: Container for 9-596-000. Each | —/1 
A xX 9-143-845 | Chest, Tool Kit, Maintenance and Repair, Empty: Container for 9-597-050. | Each 
A ».« 9-143-900 | Container, Hard Rubber, No. 2: Round; 214 by 2% inches; with screw top; | Each | 24/288 
for tablets. 
A xX 9-143-950 | Container, Metal, 842 inches Long by 3% inches Wide by 51% inches 
; Deep: Galvanized; with bail; bucket type. Each | —/12 
A xX 9-143-955 | Container, Metal, 1514 inches Long by 6 inches Wide by 514 inches Deep: | Each | —/6 
Galvanized; with bail; bucket type. 
A xX 9-144-000 | Container, Metal, No. 1: For iodine swabs, etc. Each | 12/288 
A x 9-144-015 | Container, Metal, No. 4: For 60 ml. vial. Each | 12/288 
A xX 9-144-020 | Container, Metal, No. 5: For catheters. Each | 12/144 
A xX 9-144-030 | Container, Metal, No. 7: 12 0z.; with screw top; for tablets. Each | 12/144 
A xX 9-144-040 | Container, Metal, No. 9: 3 oz.; with screw top; for tablets. Each | 12/576 
A xX 9-144-045 | Container, Metal, No. 10: 1 gallon; with screw top; 4% inches wide by 6% | Each} 1/12 
inches deep by 1044 inches high overall; for inflammable liquids. 
A x 9-144-050 | Container, Metal, No. 11: 1 gallon; with screw top; 34% inches wide by 54% | Each | —/24 
inches deep by 8) inches high overall; for inflammable liquids. 
A xX 9-144-055 | Container, Metal, No. 12: 1 pint; with screw top; for inflammable liquids. Each | 12/96 
A >.< 9-144-060 | Container, Metal, No. 13: Friction top; for nails. Each | —/48 
A x 9-144-065 | Container, Metal, No. 14: 1 quart; with screw top; for inflammable liquids. | Each | —/48 
A x 9-144-150 | Container, Paper, 114 by 214 inches: With screw top; for tablets. Each | 12/288 
A x 9-144-160 | Container, Paper, 114 by 4 inches: With screw top. Each | 12/216 
xX 9-144-170 | Container, Plastic, 14 oz: Round; with screw top; for pills or tablets. Each | 24/432 
a4 9-144-180 | Container, Plastic, 4 oz: With screw top. For use with 9-244-800. Each | 24/576 
9-144-280 | Convalescent Camp Medical Equipment, CommZ, 1000 Bed: Each 
9-144-290 | Convalescent Center Medical Equipment, CommZ, 3000 Bed: Each 
9-144-300 | Convalescent Hospital Medical Equipment, Army, 3000 Bed: Each 
9-144-360 | Cooking Utensil Set, Field: Packed in chest, 9-140-250. See supplement for | Set —/1 


list of contents. 

9-144-390 | Cover, Dental Operating Set Chest, Pack Type: Canvas. For use with | Each} 12/144 
9-140-350, 9-140-375 and 9-141-525. 

9-144-410 | Cover, Field Chest, Pack Type: Canvas. For use with 9-143-525. Each | 12/144 

9-144-450 | Crutch Set: Field Medical Unit No. 29. Packed in canvas case, 9-135-575. See | Set | —/1 
supplement for list of contents. 


9-145-850 | Dental Assistant’s Kit: Field Medical Unit No. 4. Packed in canvas case, | Each| 1/6 
9-121-325. See supplement for list of contents. 
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9-146-600 | Dental Clinic No. 1, Medical Equipment: Each 
9-146-610 | Dental Clinic No. 2, Medical Equipment: Each 
9-146-620 | Dental Clinic No. 3, Medical Equipment: Each 
9-146-630 | Dental Clinic No. 4, Medical Equipment: Each 
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A 9-146-640 | Dental Clinic No. 5, Medical Equipment: Each 

A 9-146-650 | Dental Clinic No. 6, Medical Equipment: Each 

A 9-146-800 | Dental Dispensary Equipment, Animal Pack Type: Consists of one each | Each 
9-146-835 and 9-146-840. See supplement for list of contents. 

A 9-146-835 Dental Operating Set, Field, Pack Type, No. A: Packed in chest, | Set 

9-140-350. 
A 9-146-840 Dental Operating Set, Field, Pack Type, No. B: Packed in chest, | Set 
9-140-375. 
Dental Equipment, Mobile: Requisition by separate components indented 
below. 
A 9-146-930 Dental Operating Truck Medical Equipment: For dental operating | Each 
truck requisition 9-146-940. 
A 9-146-940 Truck, Dental Operating, 214 ton, 6 by 6: For equipment requisition | Each 
9-146-930. 

N 9-147-875 | Dental Instrument Kit: Packed in canvas case, 9-117-125. See supplement | Each 
for list of contents. 

N 9-148-325 | Dental Instrument Kit, Extraction Forceps: Packed in canvas case, | Each 
9-116-775. See supplement for list of contents. 

A 9-148-900 | Dental Laboratory, Central, Medical Equipment: For central dental | Each 
laboratory. 

A 9-148-950 | Dental Laboratory, Camp, Medical Equipment, ZI: For camp dental | Each 
laboratory. 2 

Dental Laboratory Medical Equipment, Mobile: Requisition by separate 
components indented below. 

A 9-149-050 Dental Laboratory Truck Medical Equipment: For dental labora- | Each 

tory truck requisition 9-149-060. 
A 9-149-060 Truck, Dental Laboratory, 214 ton, 6 by 6: For equipment requisi- | Each 
tion 9-149-050. 

N 9-149-925 | Dental Light Kit, Mouth Type, Field: Each 

N 9-151-125 | Dental Officer’s Kit: Field Medical Unit No. 2. Packed in canvas case, | Each 
9-121-325. See supplement for list of contents. 

N 9-174-425 | Dental Operating Outfit, Field: Field Medical Unit No. 35. Consists of | Each 
Dental Operating Sets No. 1, 2,3, 4, 5 and 6. See supplement for list of con- 
tents. 

N 9-175-275 Dental Operating Set, No. 1: Consists of one 5-143-250, Chair, Dental | Set 

. Operating, Folding, packed in wooden chest. 

N 9-176-625 Dental Operating Set, No. 2: Consists of one Engine, Dental, Foot | Set 

Pedal Type, packed in wooden chest. For conversion unit requisition 
5-254-175. 

N 9-177-125 Dental Operating Set, No. 3: Packed in field desk, 9-190-650. Set 

N 9-178-475 Dental Operating Set, No. 4: Packed in wooden chest, 9-142-125. Set 

N 9-179-225 Dental Operating Set, No. 5: Packed in wooden chest, 9-142-125. Set 

A 9-180-100 | Dental Operating Set, Field, No. 60: (Chest, MD, No. 60). Packed in chest, | Set 
9-141-625 with Tray Set, Type 5, 9-599-900. For conversion unit requisition 
5-254-175. See supplement for list of contents. 

N 9-182-750 | Dental Prosthetic Kit, Emergency Denture Repair: Field Medical Unit | Each 
No. 35C. Packed in wooden chest, 9-142-125. See supplement for list of 
contents. 

N 9-183-325 | Dental Prosthetic Outfit: Field Medical Unit No. 35D. Consists of Dental | Each 
Prosthetic Sets No. 1, 2, 3,4, 5, 6 and 7. See supplement for list of contents. 

N 9-184-850 Dental Prosthetic Set, No. 1: Packed in chest, 9-142-125. Set 

N 9-185-225 Dental Prosthetic Set, No. 2: Packed in chest, 9-142-125. Set 

N 9-186-725 Dental Prosthetic Set, No. 3: Packed in chest, 9-142-125. Set 

N 9-187-350 Dental Prosthetic Set, No. 4: Packed in chest, 9-142-125. Set 

N 9-188-425 Dental Prosthetic Set, No. 5: Packed in chest, 9-142-125. Set 

N 9-189-125 Dental Prosthetic Set, No. 6: Packed in chest, 9-142-125. Set 

N 9-189-975 Dental Prosthetic Set, No. 7: Unit 35B, Dental Set. Set 
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9-190-025 


9-190-050 


9-190-180 


9-190-650 
9-191-225 


9-191-600 


9-192-025 
9-192-750 


9-193-125 


9-194-650 


9-194-820 
9-195-175 


9-195-500 
9-195-650 
9-195-800 
9-195-830 
9-195-980 
9-196-430 
9-196-450 
9-196-650 


9-196-800 


9-197-225 


9-197-410 


9-197-675 
9-197-820 


9-198-125 


9-199-650 


9-204-750 


9-206-710 


9-206-750 
9-207-125 


9-208-750 


9-210-775 


9-214-825 


9-217-100 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Dental Prosthetic Set, Field, No. 61: (Chest, MD, No. 61). Packed in chest, 
9-141-625 with Tray Set, Type 6, 9-600-010. 

Dental Prosthetic Set, Field, No. 62: (Chest, MD, No. 62). Packed in chest, 
9-141-625 with Tray Set, Type 7, 9-600-110. 

Dental Syringe Set, Hypodermic, Cartridge Type: Consists of one each 
5-593-000, 5-593-800 and 5-594-000. 

Desk, Field: For use with 9-177-125. 

Desk, Field, Complete: Field Medical Unit No. 19. Without typewriter. See 
supplement for list of contents. 

Dispensing Set, Field: Packed in case, 9-117-325. See supplement for list of 
contents. 

Dissecting Kit: 

Drug Set, A: Field Medical Unit No. 26. Packed in wooden chest, 9-142-125. 
See supplement for list of contents. 

Drug Set, B: Field Medical Unit No. 27. Packed in wooden chest, 9-142-125. 
See supplement for list of contents. 

Drug Set, C: Field Medical Unit No. 28. Packed in wooden chest, 9-142-125. 
See supplement for list of contents. 

Drug Set, Field: Packed in chest, 9-141-625. See supplement for list of contents. 

Embalming Kit: Field Medical Unit No. 33. Packed in wooden chest, 9-142- 
125. See supplement for list of contents. 

Embalming Set: See supplement for list of contents. 

Engineer Special Brigade Medical Equipment: 

Evacuation Hospital, Semi-Mobile, Medical Equipment: 400 bed. ' 

Evacuation Hospital Medical Equipment, 750 Bed: 

Eye, Ear, Nose and Throat Clinic Medical Equipment: 

Field Hospital Hospitalization Unit Medical Equipment: 

Field Hospital Medical Equipment, 400 Bed: Consists of three 9-196-430. 

First Aid Kit, Aeronautic: Packed in case, 9-117-725. See supplement for list 
of contents. 

First Aid Kit, Air Crew, Individual: Packed in case, 9-118-125. See supple- 
ment for list of contents. 

First Aid Kit, Armed Guard: For merchant vessels. See supplement for list of 
contents. 

First Aid Kit, Armored Forces, Individual: In water repellent container. 
See supplement for list of contents. 

First Aid Kit, Aviator, Camouflaged: See supplement for list of contents. 

First Aid Kit, Battle Dressing: Packed in case, 9-118-225. See supplement 
for list of contents. 

First Aid Kit, Combat: Assorted battle dressings in watertight metal con- 
tainer. See supplement for list of contents. 

First Aid Kit, Combat, Pack Type: Field Medical Unit No. 7. Consists of two 
9-198-125 in canvas carrying case, 9-115-150. See supplement for list of 
contents. 

First Aid Kit, Eye Dressing, M-2: Consists of three camouflaged eye pads, 


three camouflaged adhesive plaster packets, two 4% oz. tubes of boric acid 
ointment and one \% oz. tube of metaphen with butyn ophthalmic ointment. 


First Aid Kit, Gas Casualty: Packed in case, 9-118-625. See supplement for 
list of contents. 

First Aid Kit, Gas Casualty: See supplement for list of contents. 

First Aid Kit, Gun Crew: Packed in case, 9-118-725. See supplement for list 
of contents. 

First Aid Kit, Hospital Corpsman, Small: Packed in case, 9-119-125. See 
supplement for list of contents. 

First Aid Kit, Jungle, M-2: Packed in case, 9-120-625. See supplement for 
list of contents. 

First Aid Kit, Life Boat: Boat box. Revised 1947. Packed in case, 9-120-825. 
See supplement for list of contents. * 

First Aid Kit, Life Raft: For life rafts of vessels. Revised 1947. Packed in case, 
9-120-900. See supplement for list of contents. 
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9-218-750 


9-219-175 
9-220-210 


9-220-625 
9-221-200 


9-221-240 
9-226-100 
9-226-200 
9-227-875 


9-228-110 
9-228-120 
9-228-130 
9-228-140 
9-228-150 
9-229-650 


9-230-225 
9-232-125 
9-235-875 
9-244-125 
9-244-800 


9-245-675 


9-248-125 
9-249-675 
9-250-225 
9-251-675 
9-251-860 


9-251-960 


9-252-700 
9-252-800 
9-252-900 
9-253-900 
9-253-950 
9-254-000 
9-254-050 
9-254-200 
9-254-225 
9-255-300 
9-255-310 
9-255-330 


NOMENCLATURE AND DESCRIPTION 


First Aid Kit, Medical Officer and Hospital Corpsman, Field: Field 
Medical Unit No. 1. Packed in case, 9-121-325. See supplement for list of 
contents. 


First Aid Kit, Medical Officer and Hospital Corpsman, Large: Packed in 
case, 9-121-325. See supplement for list of contents. 


First Aid Kit, Military Police: Packed in case, 9-130-150. See supplement for 
list of contents. 


First Aid Kit, Motor Torpedo Boat: See supplement for list of contents. 


First Aid Kit, Motor Vehicle, 12 Unit: Packed in case, 9-121-425. See supple- 
ment for list of contents. 


First Aid Kit, Motor Vehicle, 24 Unit: Packed in case, 9-121-450. See supple- 
ment for list of contents. 


First Aid Kit, Parachute: Packed in case, 9-121-625. See supplement for list 
of contents. 


First Aid Kit, Parachute, Type B-4: (Frying pan insert). See supplement for 
list of contents. 


First Aid Kit, Pneumatic Life Raft, Camouflaged: For aircraft life rafts. 
See supplement for list of contents. 


First Aid Kit, Poison Antidote, Arsenic: For field use only. 

First Aid Kit, Poison Antidote, Barium Carbonate: For field use only. 
First Aid Kit, Poison Antidote, Phosphorus: For field use only. 

First Aid Kit, Poison Antidote, Strychnine: For field use only. 

First Aid Kit, Poison Antidote, Thallium: For field use only. 


First Aid Kit, Small: For use aboard small craft, in small dispensaries and 
ambulances. See supplement for list of contents. 


First Aid Kit, Small Craft, Camouflaged: For one to ten man complement. 
See supplement for list of contents. 


Food Testing Kit, Screening: For chemical warfare agents. See supplement 
for list of contents. 


Forceps Set, Hemostatic Forceps: Consists of six each of 3-343-800 and 
3-346-800, Kelly hemostatic forceps, 514 inch. In canvas case with web loops. 


Furniture Set, Tent: Field Medical Unit No. 17. Packed in wooden chest, 
9-143-225. See supplement for list of contents. 


Gas Casualty Kit, Treatment: Packed in case, 9-122-125. See supplement 
for list of contents. 


Gas Casualty Outfit: Field Medical Unit No. 10. Consists of Gas Casualty 
Sets No. 1, 2, 3and4. In fiber suitcases, 9-558-875, within canvas carrying 
cases, 9-115-150. See supplement for list of contents. 


Gas Casualty Set, No. 1: 
Gas Casualty Set, No. 2: 
Gas Casualty Set, No. 3: 
Gas Casualty Set, No. 4: 


Gas Casualty Outfit, Pack Type, M-2: Packed in case, 9-130-450, with 
insert, 9-259-160. See supplement for list of contents. 


Gas Casualty Set, Aprons and Gloves: Packed in case, 9-115-090. See sup- 
plement for list of contents. 


General Dispensary Medical Equipment, Comm2Z, Type 1: 
General Dispensary Medical Equipment, CommZ, Type 2: 
General Dispensary Medical Equipment, ZI: 

General Hospital Medical Equipment, CommZ, 500 Bed: 
General Hospital Medical Equipment, CommZ, 1000 Bed: 
General Hospital Medical Equipment, CommZ, 1500 Bed: 
General Hospital Medical Equipment, CommZ, 2000 Bed: 
General or Regional Hospital Medical Equipment, ZI, 1000 Bed: 
General or Regional Hospital Medical Equipment, ZI, 1750 Bed: 
Hospital Expansion Medical Equipment, CommZ, 25 Bed Unit: 
Hospital Expansion Medical Equipment, CommZ, 50 Bed Unit: 
Hospital Expansion Medical Equipment, CommZ, 100 Bed Unit: 


Packaging 
and Notes 
Packing 


eS Se, EEE ——— EEE 


1/12 
1/12 
12/144 

1/144 


1/20 


OG.1 


9 


PRELIMINARY EDITION JULY 1947 


Avail- Unit Packaging 
ability Expend- Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability Issue Packing 
A 9-255-350 | Hospital Expansion Medical Equipment, CommZ, 250 Bed Unit: Each 
A 9-255-370 | Hospital Expansion Medical Equipment, CommZ, 500 Bed Unit: Each 
A 9-255-500 | Hospital Expansion Medical Equipment, ZI, 25 Bed Unit: Each 
A 9-255-510 | Hospital Expansion Medical Equipment, ZI, 50 Bed Unit: Each 
A | 9-255-530 | Hospital Expansion Medical Equipment, ZI, 100 Bed Unit: Each 
A 9-255-550 | Hospital Expansion Medical Equipment, ZI, 250 Bed Unit: Each 
A 9-255-570 | Hospital Expansion Medical Equipment, ZI, 500 Bed Unit: Each 
A 9-256-400 | Hospital Ship Expansion Medical Equipment, 100 Bed Unit: Each 
A 9-256-500 | Hospital Ship Medical Equipment, 200 Bed: Each 
A 9-256-600 | Hospital Ship Medical Equipment, 500 Bed: Each 
A 9-256-700 | Hospital Ship Medical Equipment, 1000 Bed: Each 
A 9-257-700 | Hospital Train Medical Equipment, Kitchen Car, ZI: Each 
A 9-257-720 | Hospital Train Medical Equipment, Kitchen-Dining-Pharmacy Car, 
CommZ: Each 
A 9-257-760 | Hospital Train Medical Equipment, Officer Personnel Car, CommZ: Each 
A 9-257-780 | Hospital Train Medical Equipment, Orderly Car, CommZ: Each 
A 9-257-880 | Hospital Train Medical Equipment, Unit Car, ZI: Each 
A 9-257-900 | Hospital Train Medical Equipment, Utility Car, CommZ: Each 
A 9-257-930 | Hospital Train Medical Equipment, Ward Car, CommZ: Each 
A 9-257-940 | Hospital Train Medical Equipment, Ward Car, ZI: Each 
A 9-257-960 | Hospital Train Medical Equipment, Ward Car-Dressing Room, ZI: Each 
xX 9-258-225 | Hypodermic Kit: Consists of one 2 ml. glass syringe graduated in 1/10 ml. | Each 
and minims; one 26 gage, 44 inch hypodermic needle; one 25 gage, 54 inch 
hypodermic needle and four empty hypodermic tablet vials. In metal case. 
A 9-258-500 | Industrial Dispensary Medical Equipment, Aid Station: Each 
A 9-258-520 | Industrial Dispensary Medical Equipment, No. 1: Each 
A 9-258-530 | Industrial Dispensary Medical Equipment, No. 2: Each 
A 9-258-630 | Industrial Hygiene Laboratory Medical Equipment: Consists of one each | Each | —/1 
9-258-640 and 9-258-650. 
A 9-258-640 | Industrial Hygiene Laboratory Set, No. A: Packed in chest, 9-141-625 with | Set 7s 
Tray Set, Type 12, 9-600-210. See supplement for list of contents. 
A 9-258-650 | Industrial Hygiene Laboratory Set, No. B: Packed in chest, 9-141-625 with | Set | —/1 
Tray Set, Type 14, 9-600-310. See supplement for list of contents. 
A 9-259-010 | Infirmary Medical Equipment, CommZ, 10 Bed: Each 
A 9-259-060 | Infirmary Medical Equipment, ZI, 10 Bed: Each 
A 9-259-100 | Infirmary Medical Equipment, Regimental, ZI, 3 Bed: Each 
A 9-259-110 | Infirmary Medical Equipment, Regimental, Supplement‘‘A’’, ZI, 3 Bed: | Each 
A x 9-259-160 | Insert, Medical Packs, Empty: Replacement for 9-251-860, 9-313-350 and | Each | —/48 
9-313-360. 
A-LS} X 9-259-180 | Insert, Type 1, Medical Field Kits Canvas Case: With lace. For use with | Each| 12/576 
9-130-025. 
A-LS|} X 9-259-185 | Insert, Type 2, Medical Field Kits Canvas Case: With lace. For use with | Each| 12/432 
9-130-025. 
A 9-259-350 | Instrument Set, Medical Officers Kit: Packed in canvas case, 9-124-425, | Set 12/96 
with metal insert for knives. For use with 9-275-120. See supplement for list 
of contents. 
A 9-259-380 | Instrument Set, Veterinary Noncommissioned Officers Kit: Packed in | Set —/24 
case, 9-124-525. For use in 9-602-845. See supplement for list of contents. 
A 9-259-400 | Instrument Set, Veterinary Privates Kit: Packed in case, 9-124-625. For | Set —/24 
use in 9-602-875. See supplement for list of contents. 
A 9-259-740 | Laboratory Medical Equipment, Medical General Laboratory, CommZ: | Each 
A 9-259-760 | Laboratory Medical Equipment, Medical Laboratory, Army: Each 
A 9-259-790 | Laboratory Medical Equipment, Medical Laboratory, Army Area, ZI: Each 
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9-259-875 


9-260-125 
9-261-450 


9-261-480 


9-261-540 


9-261-550 


9-261-790 
9-261-860 
9-262-825 


9-265-175 


9-266-525 


9-266-875 
9-267-125 
9-267-675 
9-272-475 
9-272-500 
9-272-700 


9-272-710 


9-272-900 
9-274-300 


9-274-320 


9-274-360 


9-274-900 


9-274-905 


9-274-910 


9-274-915 


9-275-020 


9-275-105 


9-275-110 


9-275-115 


9-275-120 


9-275-160 


9-275-210 


NOMENCLATURE AND DESCRIPTION 


Laboratory Outfit: Field Medical Unit No. 39. Consists of Laboratory Sets 
No. 1, 2 and 3. See supplement for list of contents. 


Laboratory Set, No. 1: Packed in wooden chest, 9-142-125. 

Laboratory Set, No. 2: Packed in wooden chest, 9-142-125. 

Laboratory Set, No. 3: Requisition 4-292-004, Incubator, Bacteriological, 
Field. 


Laboratory Set, Field: Packed in chest, 9-141-625 equipped with Tray No. 6, 
9-599-210. See supplement for list of contents. 


Laboratory Equipment, Medical Laboratory, Mobile: Requisition by 
separate components indented below. 
Laboratory Truck Medical Equipment: For medical laboratory truck 
requisition 9-261-550. 
Truck, Medical Laboratory, 214 ton, 6 by 6: For equipment requisi- 
tion 9-261-540. 


Lace, Medical Field Kits Canvas Case: Replacement lace for 9-130-025. 
Lantern Set: Packed in case, 9-126-350. See supplement for list of contents. 
Litter Set, Folding Litters, Combat Pack Type: Field Medical Unit No. 9. 
Packed in canvas case, 9-128-325. See supplement for list of contents. 
Litter and Splint Set: Field Medical Unit No. 14. Packed in canvas case, 
9-129-825. See supplement for list of contents. 
Litter Support Set, Operating: Consists of one pair 9-267-125 and two each 
9-267-675, packed in 9-266-875. 
Case, Litter Support Set: Canvas. 
Stand, Litter Support, Operating: Knocked-down. 
Tray, Instrument, Litter Support Stand: Complete with upright. 
MalariaControl Set: 
Malaria Control Unit Medical Equipment: 
Malaria Survey Set, No. A: Packed in chest, 9-141-625 with Tray No. 6, 
9-599-210. See supplement for list of contents. 
Malaria Survey Set, No. B: Packed in chest, 9-141-625 with Tray No. 6, 
9-599-210. See supplement for list of contents. 
Malaria Survey Unit Medical Equipment: 
Medical Field Set, No. 1: (Chest, MD, No. 1). Packed in chest, 9-143-425. 
See supplement for list of contents. 
Medical Field Set, No. 2: (Chest, MD, No. 2). Packed in chest, 9-141-625 
with Tray Set, Type 1, 9-599-700. See supplement for list of contents. 
Medical Field Set, No. 4: (Chest, MD, No. 4). Packed in chest, 9-141-625 
with Tray Set, Type 3, 9-599-800. See supplement for list of contents. 
Medical Kit, Dental Assistants: Packed in case, 9-130-025. See supplement 
for list of contents. 
Medical Kit, Dental Assistants, M-2: Packed in case, 9-130-150. See sup- 
plement for list of contents. 
Medical Kit, Dental Officers: Packed in case, 9-130-025. See supplement for 
list of contents. 
Medical Kit, Dental Officers, M-2: Packed in case, 9-130-150. See supple- 
ment for list of contents. 
Medical Kit, Maxillofacial Injuries: Packed in case, 9-130-250. See supple- 
ment for list of contents. 
Medical Kit, Medical Noncommissioned Officers: 
9-130-025. See supplement for list of contents. 
Medical Kit, Medical Noncommissioned Officers, M-2: Packed in case, 
9-130-150. See supplement for list of contents. 
Medical Kit, Medical Officers: Packed in case, 9-130-025. See supplement 
for list of contents. 
Medical Kit, Medical Officers, M-2: Packed in case, 9-130-150. See supple- 
ment for list of contents. 
Medical Kit, Medical Parachutists: Packed in case, 9-130-150. See supple- 
ment for list of contents. 
Medical Kit, Medical Privates: Packed in case, 9-130-025. See supplement 
for list of contents. 


Packed in case, 


Packing 
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9-275-220 


9-276-225 


9-277-875 


9-278-125 


9-300-350 


9-301-675 


9-302-125 


9-303-675 


9-303-950 


9-304-125 


9-304-875 


9-304-900 
9-304-920 


9-305-125 


9-306-775 


9-313-125 


9-313-200 


9-313-340 


9-313-350 


9-313-360 


9-313-370 


9-313-380 


9-313-390 


9-313-420 


9-313-425 


9-313-500 


9-313-900 


9-314-675 
9-314-850 
9-315-075 
9-315-130 
9-315-150 
9-315-200 


NOMENCLATURE AND DESCRIPTION 


Medical Kit, Medical Privates, M-2: Packed in case, 9-130-150. See supple- 
ment for list of contents. 
Medical Maintenance Resupply Set, Beach Battalions: In canvas water- 
proof and water-repellent bags. See supplement for list of contents. 
Bag, Barracks, Water-Repellent: Olive drab. 
Bag, Clothing, Waterproof: 
Medical Maintenance Supply Outfit, Beach Party: Consists of Medical 


Maintenance Supply Sets No. 1, 2, 3, 4, 5 and 6. See supplement for list of 
contents. 


Medical Maintenance Supply Set, No. 1: Packed in fiber suitcase, 
9-558-875, within canvas carrying case, 9-115-150. 
Medical Maintenance Supply Set, No. 2: Packed in fiber suitcase, 
9-558-875, within canvas carrying case, 9-115-150. 
Medical Maintenance Supply Set, No. 3: Packed in fiber suitcase, 
9-558-875, within canvas carrying case, 9-115-150. 
Medical Maintenance Supply Set, No. 4: Packed in canvas carrying 
case, 9-115-150. 
Medical Maintenance Supply Set, No. 5: Packed in canvas carrying 
case, 9-115-150. 
Medical Maintenance Supply Set, No. 6: Packed in fiber suitcase, 
9-558-975. 

Medical Maintenance Unit, Amphibian Forces: 

Medical Maintenance Unit, CommZ: Average supply replacement for 

10,000 men for 30 days. 
Medical Outfit, Aid Station and Dispensary, A: Field Medical Unit No. 5A. 


Packed in fiber suitcase, 9-558-875, within canvas carrying case, 9-115-150. 
See supplement for list of contents. 


Medical Outfit, Aid Station and Dispensary, B: Field Medical Unit No. 5B. 
Packed in fiber suitcase, 9-558-875, within canvas carrying case, 9-115-150. 
See supplement for list of contents. 


Medical Outfit, Detachment: Field Medical Unit No. 18. Also for use on 
certain vessels to which no member of the Medical Department is attached. 
Packed in wooden chest, 9-142-125. See supplement for list of contents. 


Medical Pack Equipment, Animal Pack Type: See supplement for list of 
contents. 


Medical Pack Equipment, Man Pack Type: Consists of one 9-313-350, one 
9-313-360, two 9-313-370, one 9-313-380 and one 9-313-390. 

Medical Pack, No. 1: Packed in case, 9-130-450 with four inserts, 9-259-160, 
and one packboard. See supplement for list of contents. 


Medical Pack, No. 2: Packed in case, 9-130-450 with four inserts, 9-259-160, 
and one packboard. See supplement for list of contents. 


Medical Pack, No. 3: Packed in case, 9-130-450, with one packboard. See sup- 
plement for list of contents. 

Medical Pack, No. 4: Splint set with packboard. See supplement for list of 
contents. 

Medical Pack, No. 5: Complete with packboard and packboard adapter. See 
supplement for list of contents. 

Medical Set, Pack Type, No. A: Packed in chest, 9-143-525. See supplement 
for list of contents. 

Medical Set, Pack Type, No. B: Packed in chest, 9-143-525. See supplement 
for list of contents. 


Medical Supplemental Supply Set, Field: (Chest, Medical Supplies, Supple- 
mental). Packed in chest, 9-141-625. See supplement for list of contents. 


Mess Set, Dish and Utensil, Field: Packed in chest, 9-142-625. See supple- 
ment for list of contents. 

Microscope Accessory Kit: In case. See supplement for list of contents. 

Mobile Army Surgical Hospital Medical Equipment, 60 Bed: 

Neuropsychiatric Hospital Medical Equipment, CommZ, 1000 Bed: 

Optical Repair Set, Portable: In chests. 

Optical Repair Shop, Mobile, Self-Propelled: Mounted on 2 ton, 6 by 6truck. 

Optical Service Unit, Base: 
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9-390-100 


9-390-200 


9-390-300 


9-390-400 


9-480-875 


9-482-775 


9-483-125 
9-486-625 


9-487-275 


9-487-410 


9-489-100 
9-491-150 
9-493-425 


9-495-100 
9-521-125 


9-521-375 
9-521-450 
9-521-650 
9-521-700 
9-521-880 


9-521-900 


9-522-000 
9-522-010 
9-522-020 
9-522-140 
9-522-150 
9-522-250 


9-522-260 


9-522-350 
9-522-420 
9-522-480 


9-522-675 


9-525-325 


9-526-700 


9-526-775 


9-526-850 


NOMENCLATURE AND DESCRIPTION 


Pajama Set, Coats, Cotton: Consists of 60 each 7-163-005 and 40 each 
7-163-010, packed in case, 9-115-090. 

Pajama Set, Coats, Cotton Flannel: Consists of 45 each 7-164-005 and 15 
each 7-164-010, packed in case, 9-115-090. 

Pajama Set, Trousers, Cotton: Consists of 60 each 7-165-005 and 40 each 
7-165-010, packed in case, 9-115-090. 

Pajama Set, Trousers, Cotton Flannel: Consists of 45 each 7-166-005 and 
15 each 7-166-010, packed in case, 9-115-090. 

Pharmacy Outfit: Field Medical Unit No.38. Consists of Pharmacy Sets No. 


1 and 2. Packed in wooden chests, 9-142-125. See supplement for list of con- 
tents. 


Pharmacy Set, No. 1: 
Pharmacy Set, No. 2: 
Physical Examination Kit: Field Medical Unit No. 31. Packed in wooden 
chest, 9-142-125. See supplement for list of contents. 
Physical Examination Kit, Flight Surgeon: Field Medical Unit No. 34. 
Packed in wooden chest, 9-142-125. See supplement for list of contents. 
Physical Examination Set, Recruiting: Packed in chest, 9-141-825. See 
supplement for list of contents. 
Pillowcase Set: Consists of 100 each 7-169-000, packed in case, 9-115-090. 
Portable Surgical Hospital Medical Equipment, 25 Patient: 
Postmortem Kit: Packed in case, 9-131-575. For instrument case requisition 
9-124-125. See supplement for list of contents. 
Prophylactic Station Medical Equipment, ZI: 
Radiographic Outfit, Field, 110 volt, 60 cycle, AC: Field Medical Unit No. 
40. Approximately 2750 watts. With mobile base. Without fluoroscopic at- 
tachments. Consists of a radiographic outfit in three carrying cases, and 


Radiographic Supply Sets No.1and 2 in wooden cases. For radiographic outfit 
without supply sets requisition 6-125-700. See supplement for list of contents. 


Radiographic Supply Set, No. 1: 
Radiographic Supply Set, No. 2: 

Reception Station Medical Equipment: 

Redistribution Station Medical Equipment: 

Regimental Aid Station Medical Equipment: See supplement for list of 
contents. 

Regimental Aid Station Medical Equipment, Pack Type: Man pack. See 
supplement for list of contents. 

Regional Hospital Medical Equipment, ZI, 250 Bed: 

Regional Hospital Medical Equipment, ZI, 500 Bed: 

Regional Hospital Medical Equipment, ZI, 750 Bed: 

Rescue Boat Medical Equipment, Large: For 86 to 125 foot boat. 

Rescue Boat Medical Equipment, Small: For 40 to 85 foot boat. 

Selective Service Medical Examining Board Medical Equipment: If 
photoroentgenographic equipment is required, requisition 9-522-260. 

Selective Service Medical Examining Board Photoroentgenographic 
Equipment: 

Separation Center Medical Equipment: 

Sheet Set: Consists of 60 each 7-172-000, packed in case, 9-115-090. 

Shock Team Set: Packed in case, 9-134-575. For instrument case requisition 
9-124-250. See supplement for list of contents. 

Sick Call Kit: Field Medical Unit No. 11. In wooden chest. See supplement for 
list of contents. ~ 

Snakebite Kit, Suction: Consists of mechanical suction pump, adhesive com- 
presses, iodine applicator, ammonia inhalant, tourniquet and lancet; in plastic 
carrying case. 

Splint Set, Airplane Crash: See supplement for list of contents. 

Splint Set, Combat Pack Type: Field Medical Unit No. 8. Packed in canvas 
case, 9-135-575. See supplement for list of contents. 

Splint Set, Folding Splints: Packed in case, 9-135-625. See supplement for 
list of contents. 
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9-526-950 


9-527-125 


9-541-875 


9-551-325 
9-551-800 
9-551-810 
9-551-830 
9-551-850 
9-551-880 
9-551-910 
9-552-030 
9-552-040 
9-552-060 
9-552-080 
9-552-110 
9-552-140 
9-552-145 
9-552-575 


9-553-850 


9-554-900 


9-556-100 
9-556-150 
9-558-875 


9-558-975 
9-563-225 


9-563-500 
9-565-825 


9-570-125 


9-575-225 


9-576-375 


9-577-650 


9-580-000 


9-580-200 


9-580-400 


9-580-500 


9-580-600 


NOMENCLATURE AND DESCRIPTION 


Splint Set, Straight Splints: Packed in case, 9-135-650. See supplement for 
list of contents. 


Splint and Plaster Fixation Outfit: Field Medical Unit No. 37. Consists of 


Splint and Plaster Fixation Sets No.1 and 2. See supplement for list of con- 
tents. 


Splint and Plaster Fixation Set, No. 1: Packed in wooden chest, 
9-142-125. 
Splint and Plaster Fixation Set, No. 2: Packed in canvas case, 9-135-575. 

Station Hospital Medical Equipment, CommZ, 25 Bed: 

Station Hospital Medical Equipment, CommZ, 50 Bed: 

Station Hospital Medical Equipment, CommZ, 100 Bed: 

Station Hospital Medical Equipment, CommZ, 250 Bed: 

Station Hospital Medical Equipment, CommZ, 500 Bed: 

Station Hospital Medical Equipment, CommZ, 750 Bed: 

Station Hospital Medical Equipment, ZI, 25 Bed: 

Station Hospital Medical Equipment, ZI, 50 Bed: 

Station Hospital Medical Equipment, ZI, 100 Bed: 

Station Hospital Medical Equipment, ZI, 250 Bed: 

Station Hospital Medical Equipment, ZI, 500 Bed: 

Station Hospital Medical Equipment, ZI, 750 Bed: 

Station Hospital Medical Equipment, ZI, 1000 Bed: 

Sterilizing and Lighting Outfit: Field Medical Unit No. 12. Consists of 
Sterilizing and Lighting Sets No. 1, 2 and 3. See supplement for list of contents. 

Sterilizing and Lighting Set, No. 1: Packed in wooden chest, 9-142-125. 
Sterilizing and Lighting Set, No. 2: Requisition 7-066-325, Lamp, 
Operating, Field. 

Sterilizing and Lighting Set, No. 3: Requisition 7-084-275, Sterilizer, 
Dressing, Field. 

Sterilizing Set, Field: Packed in chest, 9-141-425. See supplement for list of 
contents. 

Strap, Cantle Ring, Medical Field Kits: For use with 9-130-025. 

Strap, Litter Carrying, Medical Field Kits: For use with 9-130-025. 

Suitcase, Hard Fiber, 8 by 124% by 2412 inches: For carrying medical sup- 
plies in the field. 

Suitcase, Hard Fiber, 11 by 17 by 30 inches: 

Surgical Dressing Kit: Field Medical Unit No. 25. Packed in wooden chest, 
9-142-125..See supplement for list of contents. 

Surgical Dressing Set: See supplement for list of contents. 

Surgical Instrument Kit, Dressing: Forceps, shears and pins in canvas case, 
9-136-125. See supplement for list of contents. 

Surgical Instrument Kit, Emergency, Flotilla Medical Officer: For 
flotilla and group medical officers of small craft. Packed in fiber suitcase, 
9-558-975. See supplement for list of contents. 

Surgical Instrument Kit, General Surgery: Consists of an assortment of 
general operating instruments in canvas case, 9-131-725. See supplement for 
list of contents. 

Surgical Instrument Kit, General Surgery, Large: Field Medical Unit No. 
36. Packed in wooden chest, 9-142-125. See supplement for list of contents. 

Surgical Instrument Kit, Minor Surgery: Pocket type. In canvas case. 
See supplement for list of contents. 

Surgical Instrument Set, Basic: 1942 model. Packed in case, 9-115-010. 
See supplement for list of contents. 

Surgical Instrument Set, Operating, Field, Small: Packed in case, 
9-131-325. See supplement for list of contents. 

Surgical Instrument Set, Supplemental, Chest Injuries: 1942 model. 
Packed in case, 9-135-810. See supplement for list of contents. 

Surgical Instrument Set, Supplemental, Ear, Nose and Throat Injuries: 
1942 model. Packed in case, 9-135-840. See supplement for list of contents. 
Surgical Instrument Set, Supplemental, Eye Injuries: 1942 model. 

Packed in case, 9-135-870. See supplement for list of contents. 


Packaging 
and 
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Stock No. 


9-580-700 
9-580-800 
9-581-000 
9-581-010 
9-581-200 
9-581-400 


9-590-225 


9-591-900 


9-591-920 


9-592-400 
9-592-420 
9-593-125 


9-594-500 
9-595-050 


9-595-150 
9-595-325 
9-595-400 
9-596-000 


9-596-200 
9-596-210 
9-596-240 
9-596-260 
9-596-270 
9-596-290 
9-596-310 
9-596-330 
9-596-350 
9-596-370 
9-596-390 
9-596-600 
9-596-800 


9-596-820 


_9-596-840 


9-596-850 
9-596-860 
9-597-050 


NOMENCLATURE AND DESCRIPTION 


a 


Surgical Instrument Set, Supplemental, Fractures and Amputations: 
1942 model. Packed in case, 9-135-900. See supplement for list of contents. 
Surgical Instrument Set, Supplemental, Genito-Urinary Injuries: 
1942 model. Packed in case, 9-135-930. See supplement for list of contents. 
Surgical Instrument Set, Supplemental, Maxillofacial Injuries: 1942 

model. Packed in case, 9-135-960. See supplement for list of contents. 
Board, Hardwood, 2 by 8 inches: Replacement for 9-581-000. 
Surgical Instrument Set, Supplemental, Neurosurgical, Brain and 
Nerve Injuries: 1942 model. Packed in case, 9-135-990. See supplement for 
list of contents. 
Surgical Instrument Set, Ward: (Dressing Set). Packed in case, 9-139-150. 
See supplement for list of contents. 
Surgical Linen and Supply Kit: Field Medical Unit No. 24. Packed in 
-wooden chest, 9-142-125. See supplement for list of contents. 
Surgical Operating Equipment, Mobile: Requisition by separate com- 
ponents indented below. 
Surgical Operating Truck Medical Equipment: For surgical operat- 
ing truck requisition 9-591-920. 


Truck, Surgical Operating, 21 Ton, 6 by 6: For equipment requisi- 
tion 9-591-900. For utensil and dressing sterilizer requisition 7-084-500. 


Surgical Supply Set, Field, No. A: (Chest, Surgical Supplies, A). Packed in 
chest, 9-141-625. See supplement for list of contents. 


Surgical Supply Set, Field, No. B: (Chest, Surgical Supplies, B). Packed in 
chest, 9-141-625. See supplement for list of contents. 

Surgical Utensil Set: Field Medical Unit No. 23. Packed in wooden chest, 
9-142-125. See supplement for list of contents. 

Suspenders, Medical Field Kits: For use with 9-130-025. 

Table and Stool Set: Consists of one folding table and 4 folding stools. Replace- 
ment for 9-599-800, Tray Set, Type 3. 

Table, Dental Laboratory, Folding: Replacement for 9-600-010, Tray Set, 
Type 6. 

Table, Typewriter, Folding: With supporting metal legs. Replacement for 
9-599-800, Tray Set, Type 3. 

Table Top, Tray Set: Replacement for 9-599-700, Tray Set, Type 1; 9-599-900, 
Tray Set, Type 5; and 9-600-110, Tray Set, Type 7. 

Tableware Set, Field: Packed in chest, 9-143-825. See supplement for list of 
contents. 

Team, Blood Transfusion, Medical Equipment, Type 1: Small. 

Team, Blood Transfusion, Medical Equipment, Type 2: Large. 

Team, Dental Prosthetic, Medical Equipment: Fixed. 

Team, Gas Treatment, Medical Equipment: 

Team, General Surgical, Medical Equipment: 

Team, Maxillofacial, Medical Equipment: 

Team, Neurosurgical, Medical Equipment: 

Team, Orthopedic, Medical Equipment: 

Team, Shock, Medical Equipment: 

Team, Thoracic Surgery, Medical Equipment: 

Team, X-ray, Medical Equipment: 

Tent, Darkroom, Radiographic, Field: For fluoroscopy or film processing. 


Tent Set, Darkroom, Radiographic, Field: For fluoroscopy or film process- 
ing. Consists of one each 9-596-820 (in duffel bag), 9-596-840, 9-596-850 
packed in chests 9-143-325, and 9-596-860. 


Covering, Tent Frame, Darkroom Tent Set: 

Fan, Air Intake, Darkroom Tent Set, 110 volt, 60 cycle, AC: 
Frame, Tent, Darkroom Tent Set: Packed in chest, 9-143-325. 
Repair Kit, Darkroom Tent Set: 


Tool Kit, Maintenance and Repair, Medical Department: Packed in chest, 
9-143-845. See supplement for list of contents. 


Packaging 
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Avail- Unit Packaging 
ability |Expend=| stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability Issue Packing 
A x 9-597-500 | Tourniquet-Scissors-Forceps Set: Consists of one each 3-332-200, 3-655-400 | Set 12/288 
and 3-829-400. For first aid kits. 
A xX 9-597-800 | Towel Set, Bath Towel: Consists of 50 each 7-177-000, packed in case, | Set —/1 
9-115-090. 
A X 9-597-850 | Towel Set, Hand Towel: Consists of 150 each 7-178-000, packed in case, | Set —/1 
9-115-090. 
A 9-598-600 | Training Equipment, Medical, No. 1: For general dispensaries, hospital | Each 
centers, medical concentration centers and station hospitals under 250 beds. 
A | 9-598-640 | Training Equipment, Medical, No. 2: For general hospitals, station hospitals | Each 
250 beds and over, and convalescent hospitals. 
A 9-598-680 | Training Equipment, Medical, No. 3: For medical training centers and | Each 
general hospitals. 
A 9-598-900 | Transport Medical Equipment, Troop Transport: Each 
A 9-598-980 | Transport Medical Equipment, Expansion Unit, Troop Transport: Each 
A ».4 9-599-200 | Tray, Field Chest, No. 1: Top tray for 9-599-700, Tray Set, Type 1. Each | —/3 
A xX 9-599-202 | Tray, Field Chest, No. 2: Middle tray for 9-599-700, Tray Set, Type 1. Each | —/3 
A xX 9-599-204 | Tray, Field Chest, No. 3: Bottom tray for 9-599-700, Tray Set, Type 1. Each | —/3 
A x 9-599-210 | Tray, Field Chest, No. 6: For use in 9-261-480, Laboratory Set, Field; | Each | —/3 
9-272-700, Malaria Survey Set, No. A; 9-272-710, Malaria Survey Set, No. B; 
== aa ie Veterinary Field Set, No. 80; and 9-602-660, Veterinary Field Set; 
A xX 9-599-214 | Tray, Field Chest, No. 8: Top tray for 9-599-900, Tray Set, Type 5. Each | —/3 
A D.% 9-599-216 | Tray, Field Chest, No. 9: Bottom tray for 9-599-900, Tray Set, Type 5. Each | —/3 
A >. 9-599-218 | Tray, Field Chest, No. 10: For 9-600-110, Tray Set, Type 7. Each | —/3 
A x 9-599-240 | Tray, Field Chest, Tool: With holder and trunk bracket. Replacement for | Each | 1/12 
9-599-900, Tray Set, Type 5. 
A xX 9-599-700 | Tray Set, Field Chest, Type 1: Consists of one each 9-595-400, 9-599-200, | Set —/1 
9-599-202 and 9-599-204. Replacement for 9-274-320, Medical Field Set, No. 2. 
A xX 9-599-800 | Tray Set, Field Chest, Type 3: Consists of one each 9-113-925, 9-595-050 and | Set —/1 
9-595-325. Replacement for 9-274-360, Medical Field Set, No. 4. 
A X 9-599-900 | Tray Set, Field Chest, Type 5: Consists of one each 9-595-400, 9-599-214, | Set —/1 
igo te and 9-599-240. Replacement for 9-180-100, Dental Operating Set, 
A x 9-600-010 | Tray Set, Field Chest, Type 6: Consists of one each 9-113-900 and 9-595-150. | Set —/1 
Replacement for 9-190-025, Dental Prosthetic Set, No. 61. 
A x 9-600-110 | Tray Set, Field Chest, Type 7: Consists of one each 9-595-400 and 9-599-218. | Set —/1 
Replacement for 9-190-050, Dental Prosthetic Set, No. 62. 
A x 9-600-210 | Tray Set, Field Chest, Type 12: Replacement for 9-258-640, Laboratory Set, | Set —/1 
Industrial Hygiene, No. A. 
A X 9-600-310 | Tray Set, Field Chest, Type 14: Replacement for 9-258-650, Laboratory Set, | Set —/1 
Industrial Hygiene, No. B. 
A 9-600-410 | Truck, Surgical, Armored Force, 21% ton, 6 by 6: Each 
A x 9-600-800 | Urinalysis Set, Field, Small: Packed in combination chest and work bench. | Set 1/4 
See supplement for list of contents. 
N 9-601-125 | Utensil Set, Ward: Field Medical Unit No. 30. Packed in wooden chest, | Each | —/1 
9-143-225. See supplement for list of contents. 
N ¢ 9-602-475 | Venereal Prophylaxis and Treatment Kit: Field Medical Unit No. 22. | Each | —/1 
Packed in fiber suitcase, 9-558-875. See supplement for list of contents. 
A 9-602-510 | Venereal Prophylactic Set, Field: Packed in chest, 9-141-225. See supplement | Set | —/1 
for list of contents. 
A 9-602-560 | Veterinary Convalescent Hospital Medical Equipment, CommZ, 500 
Patient: Each 
A 9-602-580 | Veterinary Dental Kit, Field: Packed in case, 9-138-125. See supplement for ; Each | —/1 
list of contents. 
A 9-602-600 | Veterinary Dispensary Medical Equipment, CommZ: See supplement for | Each 
list of contents. . 
A 9-602-620 | Veterinary Evacuation Hospital Medical Equipment, CommZ, 150 
Patient: Each 
A 9-602-640 | Veterinary Field Set, No. 80: (Chest, MD, No. 80). Packed in chest, 9-141-625 | Set —/1 
| with 9-599-210, Tray, No. 6. See supplement for list of contents. 
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Stock No. 


9-602-660 


9-602-670 
9-602-680 


9-602-690 
9-602-695 
9-602-700 


9-602-740 
9-602-750 


9-602-760 
9-602-780 


9-602-800 


9-602-845 


9-602-865 
9-602-875 
9-602-900 
9-602-920 
9-602-935 
9-602-940 
9-602-946 
9-602-948 


9-602-955 
9-602-965 
9-602-970 
9-602-975 
9-602-980 
9-602-985 
9-602-995 


9-603-075 
9-603-125 
9-603-750 
9-603-850 


9-604-225 


9-610-325 


NOMENCLATURE AND DESCRIPTION 


Veterinary Field Set, No. 81: (Chest, MD, No. 81). Packed in chest, 9-141-625 
with 9-599-210, Tray, No. 6. See supplement for list of contents. 

Veterinary Food Inspection Detachment Medical Equipment: 

Veterinary Gas Casualty Outfit: Consists of 1 each 9-602-690, 9-602-695 and 
9-602-700. See supplement for list of contents. 

Veterinary Gas Casualty Set, Aprons and Buckets: Packed in case, 
9-137-525. See supplement for list of contents. 

Veterinary Gas Casualty Set, No. A: Packed in chest, 9-141-525. See supple- 
ment for list of contents. 

Veterinary Gas Casualty Set, No. B: Packed in chest, 9-141-525. See supple- 
ment for list of contents. 

Veterinary General Hospital Medical Equipment, Comm2Z, 500 Patient: 

Veterinary Hoof Treatment Kit, Field: Packed in case, 9-138-325. See sup- 
plement for list of contents. 

Veterinary Infirmary Medical Equipment, ZI: 

Veterinary Instrument Set, General Operating: Packed in cases, 9-125-450 
and 9-138-525. See supplement for list of contents. 

Veterinary Instrument Set, Hemostatic Forceps: Packed in case, 9-138-575. 
See supplement for list of contents. 

Veterinary Kit, Veterinary Noncommissioned Officers: Packed in case, 


9-130-150. For replacement instrument set requisition 9-259-380. See supple- 
ment for list of contents. 


Veterinary Kit, Veterinary Officers: Packed in case, 9-130-150. See supple- 
ment for list of contents. 
Veterinary Kit, Veterinary Privates: Packed in case, 9-130-150. See supple- 
ment for list of contents. 
Veterinary Pack Equipment, Animal Pack Type: Consists of one each 
9-602-946 and 9-602-948. See supplement for list of contents. 
Veterinary Pump Set, Injection and Suction: For stomach and rectum. 
Packed in case, 9-131-625. See supplement for list of contents. 
Veterinary Restraint Set, Field: Packed in chest, 9-142-425. See supplement 
for list of contents. 
Veterinary Restraint Set, Supplemental, Field: Packed in chest, 9-142-425. 
See supplement for list of contents. 
Veterinary Set, Pack Type, No. A: Packed in chest, 9-143-525. See supple- 
ment for list of contents. 
Veterinary Set, Pack Type, No. B: Packed in chest, 9-143-525. See supple- 
ment for list of contents. 
Veterinary Station Hospital Medical Equipment, CommZ, 150 Patient: 
Veterinary Station Hospital Medical Equipment, ZI, 10 Patient: 
Veterinary Station Hospital Medical Equipment, ZI, 25 Patient: 
Veterinary Station Hospital Medical Equipment, ZI, 50 Patient: 
Veterinary Station Hospital Medical Equipment, ZI, 100 Patient: 
Veterinary Station Hospital Medical Equipment, ZI, 150 Patient: 
Veterinary Surgical Dressing Set, Field: Packed in chest, 9-142-425. See sup- 
plement for list of contents. 
Ward Set, Miscellaneous Supplies, Field: (Chest, Miscellaneous Supplies). 
Packed in chest, 9-141-625. See supplement for list of contents. 
Water Testing Kit, Poisons: Treatment control for chemical warfare and 
other toxic agents. See supplement for list of contents. 
Case, Water Testing Kit: Contains canvas cases insert and test tube 
holder block. 
Lamp, Alcohol-Water Bath Combination: Replacement for 9-603-125. 
Reagent Replacement Set, Water Testing Kit: Consists of dry and 


liquid reagents, screw cap graduated droppers, gas lighter and gas lighter 
tips. Liquid reagents subject to damage by freezing. 


Water Testing and Screening Kit: For detecting presence of chemical war- 
fare agents. 
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INTRODUCTION 


1. This pamphlet supersedes War Department 
Catalog MED 6 of March 1944, and all changes which 
have been promulgated thereto. 


2. This pamphlet lists the component parts of sets, 
kits and outfits stored and issued by the Army Medical 
Department as listed in the various classes of the 
Army-Navy Catalog of Medical Materiel. 


3. Components of equipment lists are shown in 
MED 10 series pamphlets—MED 1 includes a list of 
MED 10 pamphlets and furnishes instructions relative 
to their use and distribution. 


4, Other technical service items listed in this pam- 
phlet are issued as components of sets, kits and out- 
fits; however, replacement requirements are not stored 
and issued by the Medical Department. Replacements 
will be requisitioned on appropriate technical service 
in the usual manner in accordance with current 


regulations. 
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Stock No. 


COMPONENT PARTS of SPECIAL KITS and ASSEMBLIES 


ITEM 


3-251-905 


| Unit | avy. 


DIAGNOSTIC LIGHT SET, EYE, EAR AND NOSE: 


3-533-900 
3-540-200 
3-601-450 
7-972-650 


3-084-100 
3-084-200 
3-084-400 
3-126-640 
3-198-800 
3-198-820 
3-407-100 
3-407-200 
3-564-800 
3-582-000 
3-624-100 


Container, Leather: 


Ophthalmoscope, Electric, May Type: 

Otoscope, Electric: 

Retinoscope, Electric: 

Lamp, Incandescent, 2.5 volt, .30 
ampere, Bulb G-3% Clear: 

Cord: With male fittings at trans- 
former end and plug at handle end. 
(American Optical Co. 1077). 

Cord Adapter: To permit use of bat- 
tery handle through cords. (Amer- 
ican Optical Co. 1096). 

Cord Handle: Detachable plug type. 

Handle: For 2-cell Eveready 950. 
(American Optical Co. 1074). 


3-390-100 
FRAME, BALKAN: 


Bag, Buckshot, Empty, 3 inch: 
Bag, Buckshot, Empty, 5 inch: 
Bag, Buckshot, Empty, 8 inch: 
Buckshot, Lead, Coarse: 
Clamp, Balkan Frame, Large: 
Clamp, Balkan Frame, Small: 
Hammock, Canvas, Large: 
Hammock, Canvas, Small: 
Pole Set, Balkan Frame: 
Pulley, Steel: 

Rope, Cotton, Braided, %% in., 100 ft: 


3-461-550 


Each 


— 


Each 1 
Each 1 
Each 1 


Each 6 
Each 1 
Each 1 


Each 
Each 


—— 


Each 
Each 
Each 
Pound 
Each 
Each 
Each 
Each 
Set 
Each 
Hank 


eR UO —- 
ROR RR OOOMNSCS 


LENS SET, TRIAL, PORTABLE, SMALL: 


tT 


3-462-240 
3-60 i 


OG-l 


Case, Leather, Imitation: 


Card, Reading and Test, Near Vision: 

Disk, Blank: 

Disk, Pinhole: 

Disk, Prism, Maddox: 

Disk, Red, Plane: 

Disk, Rod, Maddox: 

Disk, Stenopaic: 

Frame, Lens, Trial, Two Cell: 

Lens, Trial, Cylindrical, Concave: 
One pair each of the following 
powers: 


0.12; 0.25; 0.50; 0.75; 1.00; 2.00. 


Lens, Trial, Cylindrical, Convex: One 
pair each of the following powers: 


0.12; 0.25; 0.50; 0.75; 1.00; 2.00. 


Lens, Trial, Spherical, Concave: One 
pair each of the following powers: 
0.25; 0.50; 0.75; 1.00; 2.00. 
Lens, Trial, Spherical, Convex: One 
pair each of the following powers: 
0.12; 0.25; 0.50; 0.75; 1.00; 2.00; 
3.00. 


3-461-600 
LENS SET, TRIAL, LARGE: 


Container, Empty: 


Frame, Trial Lens Set, Improved: 
Retinoscope, Thorington: 
Disk, Blinder: 

Continued 


Each 


_ 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Pair 


Qe 


Pair 6 


n 


Pair 


~I 


Pair 


Each 


a 


Each 
Each 
Each 


——— as 


Stock No 


tt tt 


8-032-010 


8-032-250 
8-032-500 
8-032-750 
8-033-000 
8-034-000 
8-034-750 
8-037-000 
8-038-000 
8-039-750 
8-107-850 


DISPENSING SET, VETERINARY DISPENSARY: 


8-032-035 


4-050-000 
4-051-000 
4-051-500 
4-053-000 
4-054-250 


4-089-055 
4-089-075 
4-089-095 
4-305-420 


COMP. 
JULY 1947 SUPP. 
| ITEM | Unit | Qty. 
3-461-600 (Cont’d) 
Disk, Maddox Rod: Each Fi 
Disk, Pin Hole: Each 1 
Disk, Plain Glass (Plano): Each 1 
Disk, Red Glass: Each 1 
Disk, Stenopaic Slit: Each 1 
Lens, Cylindrical, Concave: Pair 18 
Lens, Cylindrical, Convex: Pair 18 
Lens, Spherical, Concave: Pair cue? 
Lens, Spherical, Convex: Pair: 12% 
Prism, .50 Diopter: Pair 1 
Prism, 1.00 Diopter: Pair 1 
Prism, 2.00 Diopter: Pair 1 
Prism, 3.00 Diopter: Pair 1 
Prism, 4.00 Diopter: Each 1 
Prism, 5.00 Diopter: Each 1 
Prism, 6.00 Diopter: Each 1 
Prism, 8.00 Diopter: Each 1 


8-047-525 
CLIPPING SET: 
Chest, Clipping Set, Empty: 


Clipper, Hand Operated, Portable: 
Bolt, Tension, Clipper: 

Bottom Plate, Clipper: 

Grease, Clipper Chain, 1 lb: 
Head, Clipper, Complete: 

Link, Chain, Clipper: 

Nut, Tension, Clipper: 

Spring, Tension, Clipper: 

Top Plate, Clipper: 

Shears, Fetlock: 


8-057-600 


Chest, Dispensing Set, Veterinary 
Dispensary, Empty: 


Bottle, Narrow Mouth Round, 120 ml: 
Bottle, Narrow Mouth, Round, 250 ml: 
Bottle, Narrow Mouth, Round, 500 ml: 
Bottle, Narrow Mouth, Round, 1 liter: 


Bottle, Narrow Mouth, Round, Am- 
ber, 120 ml: 

Bottle, Wide Mouth, Round, 120 ml: 

Bottle, Wide Mouth, Round, 250 ml: 

Bottle, Wide Mouth, Round, 500 ml: 

Jar, Ointment, 8 oz: 


8-082-720 


Each 


Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


HYPODERMIC TABLET SET, VETERINARY: 


8-022-200 


1-075-010 
1-087-000 
1-352-000 
1-459-000 
1-471-860 
8-006-000 


Case, Veterinary Hypodermic Tablet 
t, Empty: 


Ar« _viine apa e Tablets, 
0.032 Gm. (% gr.), 1 

Atropine Sulfate Pitter: 0. 016 Gm. 
(4 gr.), 10s: 

Pilocarpine ee Tablets, 
0.032 Gm. (% gr.), 1 

Strychnine Sulfate Mablets, 0.032 
Gm. (% gr.), 10s: 

Tetracaine Hydrochloride Tablets, 
0.1 Gm. (14% gr.), 100s: 

Bottle, 644 ml: 


Each 


Bottle 
Bottle 
Tube 
Tube 


Bottle 
Each 
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Stock No. ITEM 
8-089-750 


MALLEIN TEST SET: 


9-130-150 Case, Medical Field Kits, M-2, Empty: Each 1 
1-235-060 Iodine Swab, 11% cc., 6s: Pkg 4 
1-606-350 Mallein Intradermic: Bottle 24 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 1 
3-038-100 Applicator, Wood, 1/12 by 614 inches, 
864s: Pkg 12/864 
3-333-600 Forceps, Dressing, Straight, 5'4inch: Each 1 
3-495-900 carers Hypodermic, 25 Gage, 14 inch, 
Box 1 
4-124-410 a Mailing, Single, 114 by 434 in: Each 4 
4-187-120 Cork, No. 2, 100s: Bag 12/100 
4-433-750 Test Tube, 13 by 100 mm., 12s: Pkg 1 
7-084-945 Sterilizer, Needle, Boiling. Type, Fuel 
Heated, 134 by 1% by % inch: Each 1 
7-718-635 Binder, Notebook, Field, 4 by 6 inches: Each 1 
7-802-000 Filler, Notebook, Field, Manifolding, 
4 by 6 inches: Each 1 
7-804-100 Flask, with Cup: Each 1 
8-089-775 Block. Syringe and Needle, Wood: Each 1 
8-122-000 Syringe, Luer, Mallein Type, %cc: Each 4 
8-127-000 Thermometer, Clinical, Veterinary: Each 2 
9-144-000 Container, Metal, No. 1: Each 2 
$53-P-29600 Pencil, Wood Cased Lead, Copying, 
without Mouthpiece, without Pro- 
tector, Medium: Each 1 
tNote: Quartermaster Corps Item. 
8-094-250 
MEAT AND DAIRY INSPECTION KIT: 
8-022-100 Case, Meat and Dairy Inspection Kit, 
Empty: Each 1 
4-314-375 Magnifier, Folding, 14-15x: Each 1 
7-178-000 Towel, Hand: Each 2 
7-718-635 Binder, Notebook, Field, 4 by 6 inches: Each 1 
7-802-000 Filler, Notebook, Field, Manifolding, 
4 by 6 inches: Each 1 
7-819-200 Hone, Oil, Carborundum, 2 by 8 in: Each 1 
8-052-800 Container, Ink: Each 1 
8-080-000 Hook, Gland: Each i 
8-099-450 Opener, Box and Crate: Each 1 
8-099-500 Opener, Can, Special: Each 1 
8-111-50C Stamp, Meat Inspection, Metal: Each 1 
8-127-000 Thermometer, Clinical, Veterinary: | Each 1 
8-128-000 Thermometer, Dairy: Each 1 
8-129-000 Trier, Cheese, Lard and Butter, 6 inch: Each 1 
8-131-000 ‘Trier, Lard and Butter, 14 inch: Each 1 
8-133-000 Trier, Meat, 8 inch: Each 2 
$29-B-2225 Box, Soap, Plastic: Each 1 
{$64-K-725 Knife, Skinning, 6 inch Blade: Each 2 
$55-P-1416 Pad, Stamp, Dry, 314 by 6144 inches: Each 1 
$51-S-1885 Soap, Toilet, Floating, White, 6 oz. 
Cake: Cake 1 
$64-S-1220 Steel, Butcher’s, Hard, Smooth, 10 
inch Blade: Each 1 
tNote: Quartermaster Corps Item. 
8-101-650 
POSTMORTEM KIT, VETERINARY: 
8-022-250 Case, Veterinary Postmortem Kit, 
Empty: Each 1 
3-191-300 Chisel, Bone, 18 mm: Each 1 
3-334-200 Forceps, Dressing, Uterine, Curved, 
Bozeman, 10 inch: Each 1 
3-447-300 Blade, Operating Knife, No. 20, 6s: Pkg 1 
3-447-320 Blade, Operating Knife, No.2], 6s: Pke 1 
3-447-820 Handle, Operating Knife, No. 4: Each 1 
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Stock No. ITEM | Unit | Qty. | 
8-101-650 (Cont’d) 
3-468-400 Mallet, Metal, Orthopedic: Each 2 
3-642-100 Scissors, Enterotomy, 8 inch: Each 1 
3-650-640 Scissors, Operating, Straight, Double 
Blunt, 7 inch: Each 1 
{64-C-725 Cleaver, Butcher’s, 8 inch Blade: Each 1 
t64-K-550 Knife, Butcher’s, with Metal Bolster, 
6 inch Blade: Each 3 
$64-S-115 Saw, Butcher’s, Blade 14 inches: Each 1 
{64-S-1220 Steel, Butcher’s, Hard, Smooth, 10 inch 
Blade: Each 1 
tNote: Quartermaster Corps Item. 
8-112-150 
SURGICAL INSTRUMENT KIT, 
VETERINARY MINOR SURGERY: 
8-022-275 Case, Veterinary Surgical Instrument 
Kit, Empty: Each 1 
3-447-300 Blade, Operating Knife, No. 20, 6s: Pkg 1 
3-447-320 Blade, Operating Knife, No. 21, 6s: Pkg 1 
3-447-820 Handle, Operating Knife, No. 4: Each 1 
3-524-400 Needle, Suture, Surgeons Regular, 3% 
Circle, Cutting Edge, Size 2, 6s: Pkg 1 
3-524-420 Needle, Suture, Surgeons Regular, %% 
Circle, Cutting Edge, Size 4, 6s: Pkg 1 
3-524-440 Needle, ‘Suture, Surgeons Regular, 3% 
Circle, Cutting Edge, Size 6, 6s: Pkg 1 
3-651-820 Scissors, ‘Operating, Straight, One Point 
Sharp, 5% inch: Each 1 
3-758-380 Suture, Dermal, Size 0, 12s: Pkg 1 
8-002-600 Bistoury, Probe Pointed, Curved: Each 1 
8-002-700 Bistoury, Sharp Pointed, Curved: Each 1 
8-057-000 Curette, Sharp, Double Ended, 5 inch: Each 1 
8-066-200 Forceps, Hemostatic, Straight, Pean, 
5% inch: Each 2 
8-070-000 Gouge, Hoof: Each 1 
8-101-800 Probe, Jointed, Veterinary, 10 inch: Each 1 
9-125-450 Container, Knives, Veterinary Instru- 
ment Set, General Operating, Empty: Each 1 
9-006-100 
AIR FORCES FLIGHT SERVICE 
MEDICAL SUPPLY SET: 
9-141-425 Chest, Field, 2514 inches Long by 12% 
inches Wide by 131% inches Deep, 
Empty: Each 1 
Packed in Top Tray 
1-464-000 Sulfathiazole Ophthalmic Ointment, 
5%, % oz., 12s: Box’ 4/12 
1-471-860 Tetracaine H drochloride Tablets, 
0.1 Gm. (1% egr.), 100s: Bottle 1 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 4 
3-389-100 Fork, Tuning, C, 128 Vibrations: Each 1 
3-462-800 Lens, Test, Diplopia, Red: Each 1 
3-495-400 Needle, Hypodermic, 23 Gage, 34 inch, 
1252 Box 1 
3-502-100 Needle, Paracentesis, Desmarres, 434 
inch: . Each 1 
3-638-840 Scissors, Bandage, Lister, 7144 inch: Each 1 
* 3-782-920 Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 0, 12s: Pkg 1 
3-782-940 Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 1, 12s: Pkg 1 
3-782-960 Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 2, 12s: Pkg 1 
3-796-640 Syringe, Irrigating, Urethral, 144 oz: Each 3 
3-803-800 Syringe, Luer, 2 cc: Bach". 2 
3-896-150 Wire, Hypodermic Needle, 2 inch, 12s: Bundle 2 
4-090-650 Box, Tablet, Folding, 500s: Pkg 24/500 
4-187-530 Corkscrew, Folding: Each 1 
4-228-120 Dropper, Medicine, 12s: Pkg 1 
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Stock No. 


7-404-000 
7-725-925 
7-877-000 
7-878-000 
7-932-000 
{29-B-1756 


| | 
ITEM | 


9-006-100 (Cont’d) 


Spoon, Tea, CRM: 

Brush, Hand: 

Pins, Safety, Large, 12s: 

Pins, Safety, Medium, 12s: 

Thermometer, Clinical, Oral: 

Blades, Razor, Safety, Double Edge, 
Gillette Type: 


$53-B-22510 Book, Blank, Memorandum, Pocket, 


Fabricoid Bound, Black, 3144 by 6 
inches: 


~53-P-30004 Pencil, Wood Cased, Lead, General 


$29-R-1035 


$41-S-5227 Stone, Sharpening, Pocket, 314 inches 


$51-S-1885 


Writing, with Rubber, No. 2 (Me- 
dium Soft): 
Razor, Safety, with 5 Blades: 


by 14% inches by !%% inch: 
Soap, Toilet, Floating, White, 6 oz. 
Cake: 


ftNote: Quartermaster Corps Item. 


1-065-300 
1-086-000 
1-104-075 
1-106-647 
1-129-010 
1-145-025 
1-148-985 
1-175-850 
1-179-000 
1-184-000 
1-235-200 
1-284-990 
1-285-395 
1-295-500 
1-295-510 
1-300-800 
1-339-600 
1-384-108 
1-404-675 
1-404-740 
1-47 1-720 


1-471-755 
1-471-860 


1-501-990 
2-035-000 


3-176-530 
3-176-560 


3-397-880 
3-713-100 


OG-' 


Packed in Middle Tray 


Ammonium Chloride Tablets, 0.5 Gm. 
(7% gr.), 100s: 

Atropine Sulfate Tablets, 0.4 mg. 
(1/150 gr.), 20s: 

Bismuth Subcarbonate Tablets, 0.324 
Gm. (5 gr.), 500s: 

Boric Acid Ointment, Special Form- 
ula, 4 oz: 

Cascara Sagrada Tablets, 0.25 Gm. 
(4 gr.), 100s: 

Cocaine Hydrochloride, Ampuls, 0.5 
Gm. (7% gr.), 6s: 

Codeine Sulfate Tablets, 0.032 Gm. 
(1% gr.), 100s: 

Epinephrine Tablets, 0.4 mg. (1/166 
gr.), 20s: 

Ether, Anesthesia, 14 lb: 

Eugenol, 1 oz: 
Iodine and Potassium Iodide Powder, 
10s: 
Mercury, 
eas 
Mercury Bichloride, 
Tablets, 100s: 

Morphine Sulfate Tablets, 0.016 Gm. 
(4 gr.), 20s: 

Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 5s: 

Neosynephrine Hydrochloride Injec- 
tion, 1%, 5 cc: 

Phenobarbital Tablets, 0.032 Gm. 
(1% gr.), 100s: 

Prophylactic, Chemical, Individual, 


50s: 

Silver, Mild Protein, Tablets, 0.3 Gm. 
(4 \% gr.), 100s: 

Silver, Strong Protein, Tablets, 0.15 
Gm. (2% gr.), 100s: 

Tetracaine Hydrochloride Ophthal- 
mic Ointment, 5%, % oz., 12s: 

Tetracaine Ointment, 0.5%, 1 oz: 

Tetracaine Hydrochloride Tablets, 
0.1 Gm. (11% gr.), 100s: 

Zinc Oxide Ointment, 1 oz: 

Plaster, Adhesive, Surgica!, 3 inches 
by 5 yards: 

Catheter, Urethral, Rubber, Nelaton, 
16 Fr: 

Catheter, Urethral, Rubber, Nelaton, 
22 Ey: 

Gloves, Surgeons, Size 8: 

Sphygmomanometer, Aneroid: 
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Large Poison 


Bottle 
Tube 
Bottle 
Tube 
Bottle 
Pkg 
Bottle 
Tube 
Can 
Bottle 
Pkg 
Tube 
Bottle 
Tube 
Pkg 
Bottle 
Bottle 
Box 
Bottle 
Bottle 


Box 
Tube 


Bottle 
Tube 


Spool 
Each 
Each 
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12 
1 
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ARMY 


COMP. 
JULY 1947 SUPP. 
Stock No. | ITEM | Unit | Qty. 
9-006-100 (Cont’d) 
9-144-030 Container, Metal, No. 7: 1 each for Each 4 
the following: 
1-010-000 Acetylsalicylic Acid Tablets, 0.524 
Gm. (5 gr.), 1000s: 500 Tablets 
1-265-020 Magnesium Sulfate, 214 lb.: 12 oz. 
1-462-200 Sulfadiazine Tablets, 0.5 Gm. 
(74% gr.), 1000s: 200 Tablets 
1-464-100 Sulfathiazole Tablets, 0.5 Gm. 
(7% gr.), 1000s: 200 Tablets 
9-144-040 Container, Metal, No. 9: For the fol- Each 1 
lowing: 
1-418-000 Sodium Bicarbonate and Pepper- 
mint Tablets, 1000s: Bottle 1 
£51-I-173 Insecticide, Powder, Louse, 20z. Can: Can 1 
$42-L-14215 Lock, Pad, Brass, 2 inch: Each 1 
tNote: Quartermaster Corps Item. 
Packed in Bottom of Chest 
1-060-875 Ammonia Inhalant, Aromatic, Am- 
puls, 4% cc., 10s: Pkg 2 
1-235-060 Iodine Swab, 1% CG,, 66: Pkg 6 
2-003-075 Bandage, Gauze, Compress, Camou- 
flaged, 2 by 2 ‘inches, As: Pko 25125 
2-003-185 Bandage, Gauze, Compressed, Cam- 
ouflaged, 3 inches by 6 yards: Each i 12 
2-011-755 Bandage, Muslin, Triangular, Com- - 
pressed, Camouflaged, 37 by 37 by 
52 inches: Each 4 
2-017-430 Dressing, First Aid, Camouflaged, 
Medium: Each 4 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 10 
2-017-575 Dressing, Gauze and Adhesive Plas- 
ter, Camouflaged, 1 by 3 inches, 
16s: Pkg 6 
3-038-100 Applicator, Wood, 1/12 by 614 inches, 
864s: Pkg 1 
3-070-100 Atomizer, Hand, Glass: Each 1 
3-245-500 Depressor, Tongue, Wood, 100s: Box 1 
3-424-700 Inhaler, Anesthesia, Yankauer: Each 1 
3-540-800 Otoscope and Ophthalmoscope Set, 
Electric: Set 1 
3-742-300 Stethoscope, Ford: Each 1 
3-829-400 Tourniquet, Elastic, 24% inches by 5 ft: Each 1 
3-886-605 Vision Test Set, Color Vision, 19 Plate: Each 1 
4-060-120 Bottle, Prescription, T Oz,, 12s: Pkg a 
7-084-712 Sterilizer, Instrument, Boiling Type, 
Fuel Heated, CRM, 9% by 334 by 
23% inches: Each 1 
7-178-000 Towel, Hand: Each 4 
7-254-510 Cup, Enamelware, Tumbler Shape: Each 3 
7-706-000 Bag, Hot Water and Syringe, Com- 
bination, 2 qt: Each 1 
9-580-200 Surgical Instrument Set, Operating, 
Field, Small: Set 1 
$24-B-1295 Basin, Canvas, Folding, Olive-Drab: Each 1 
153-C-16742 Cup, Drinking, Paper, Flat, 100 to 
Pkg: Pkg 1 
tNote: Quartermaster Corps Item. 
9-009-600 
AIR FORCES MEDICAL TRAINING SET, A: 
7-821-740 Imprinting Machine: Each 4 
7-837-205 Litter, Folding, Aluminum Pole: Each?-16 
7-844-205 Strap, Litter, Patient Securing, M2: Each 48 
9-006-100 Air Forces Flight Service Medical 
Supply Set: Set 1 
9-180-100 Dental Operating Set, Field, No. 60: Set 1 
9-196-650 First Aid Kit, Aeronautic: Each 4 
9-221-200 First Aid Kit, Motor Vehicle, 12 Unit: Each 4 
9-226-100 First Aid Kit, Parachute: Each 16 
9-275-110 Medical Kit, Medical Noncommis- 
sioned Officers, M2: Each 4 
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COMP. 
SUPP. JULY 1947 
Stock No. ITEM | Unit | Qty. 
9-009-600 (Cont’d) 
9-275-120 Medical Kit, Medical Officers, M2: Each 4 
9-275-220 Medical Kit, Medical Privates, M2: Each 12 
9-526-700 Splint Set, Airplane Crash: Set 4 
9-009-650 
AIR FORCES MEDICAL TRAINING SET, B: 
6-023-125 Fluoroscopic Assembly, Foreign Body 
Localization, Field, 110-220 volt, 
50-60 cycle: Each 1 
7-084-712 Sterilizer, Instrument, Boiling Type, 
Fuel Heated, CRM, 9% by 33% by 
23% inches, M-2: Each 1 
7-093-975 Table, Instrument, Folding, 33 by 18 
inches: Each 1 
7-098-175 Table, Operating, Folding, M-2: Each 1 
7-821-740 Imprinting Machine: Each 1 
7-837-205 Litter, Folding, Aluminum Pole: Each 12 
7-844-205 Strap, Litter, Patient Securing, M-2: Each 36 
9-010-100 Air Forces Physical Examination Set, 
Flight Surgeons: Set 1 
9-180-100 Dental Operating Set, Field, No. 60: Set 1 
9-221-200 First Aid Kit, Motor Vehicle, 12 Units: Each 4 
9-261-860 Lantern Set: Set 1 
9-274-300 Medical Field Set, No. 1: Set 1 
9-274-320 Medical Field Set, No. 2: Set 1 
9-274-360 Medical Field Set, No. 4: Set 1 
9-275-110 Medical Kit, Medical Noncommis- 
sioned Officers, M-2: Each 4 
9-275-120 Medical Kit, Medical Officers, M-2: Each 4 
9-275-220 Medical Kit, Medical Privates, M-2: Each 12 
9-596-800 Tent Set, Darkroom, Radiographic, 
Field: Set 1 
{21-C-108 Clothesline, Cotton, Braided, 14 inch 
Diameter: Feet 50 
{41-P-1652 Pliers, Combination, Slip Joint Wire 
Cutting Type, 8 inch: Each 1 
$41-T-3527 Tool Set (Compiete with Tools), Car- 
penter’s No. 2! Each 1 
tNote: Quartermaster Corps Item. 
9-0 10-100 
AIR FORCES PHYSICAL 
EXAMINATION SET, FLIGHT SURGEONS: 
9-141-725 Chest, Field, 28 inches Long by 1834 
inches Wide by 714 inches Deep, 
Empty: Each 1 
1-228-000 Homatropine Hydrobromide, 0.324 
Diy (Ol ors) Bottle 1 
3-085-400 Bag, Ear, Politzer, 8 oz: Each 1 
3-247-500 Depth Perception Apparatus, 
Portable: Each 1 
3-335-900 Forceps, Ear, Angular, Serrated Jaws, 
Wilde: Each 1 
3-406-700 Hammer, Percussion, Taylor: Each 1 
3-459-205 Lantern, "Muscle Test, without Stand: Each 1 
3-461-550 Lens Set, Trial, Portable, Small: Set 1 
3-540-800 Otoscope and Ophthalmoscope Set, 
Electric: Set 1 
3-551-200 Perimeter, Schweigger, Hand: Each 1 
3-551-220 Chart, Perimeter, Schweigger, Left, 
100s: Pad 2 
3-551-240 Chart, Perimeter, Schweigger, Right, 
100s: Pad 2 
3-554-780 Phorometer, Chair Attachment Type: Each 1 
3-601-450 Retinoscope, Electric: Each 1 
3-626-200 Rule, Optical, 15 cm: Each - 1 
3-628-200 Rule, Refracting, Prince: Each 1 
3-713-100 Sphygmomanometer, Aneroid: Each 1 
3-742-300 Stethoscope, Ford: Each 1 
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Stock No. ITEM | Unit | Qty. 
9-010-100 (Cont’d) 
3-810-690 ‘Tangent Curtain, Folding Type: Each 1 
3-855-100 Tube, Diagnostic, Ear, Toynbee: Each 1 
3-885-945 Vision Test Set: Each 1 
3-886-605 Vision Test Set, Color Vision, 19 Plate: Set 1 
4-228-120 Dropper, Medicine, 12s: Pkg 1 
7-927-100 Tack, White Head, 100s: Box 25/100 
7-929-000 Tape, Measuring, Fabric, 60 inch: Each 1 
7-932-000 Thermometer, Clinical, Oral: Each 2 
$42-L-14215 Lock, Pad, Brass, 2 inch: Each 1 


{tNote: Quartermaster Corps Item. 


9-016-900 


AIRPLANE AMBULANCE MEDICAL SUPPLY SET: 


9-141-325 


1-060-875 
1-106-647 
1-174-904 
1-240-995 


1-245-200 
1-295-510 


1-300-805 
2-004-000 


2-013-000 
2-017-430 


2-017-435 
2-035-000 
3-176-560 
3-491-900 
3-495-400 
3-638-840 
3-803-800 
3-804-100 
3-829-400 
3-853-100 
3-859-880 
5-189-000 
7-178-000 
7-717-025 
7-864-635 
7-885-475 
7-935-425 
7-944-090 
9-144-055 


1-048-000 
1-169-358 


9-144-150 
1-010-000 
1-403-100 
9-144-160 
1-418-000 


Chest, Field, 234 inches Long by 1034 
inches Wide by 1634 inches Deep, 


Empty: Each 1 
Ammonia Inhalant, Aromatic, Am- 

puls, 4 cc., 10s: Pkg 2 
Boric Acid Ointment, Special Formula, 

4 oz: Tube 1 
Ephedrine Sulfate Ampuls, 0.025 Gm. 

(% gr.), 1 cc., 12s: Box 1 
Ipecac and Opium Tablets, 0.324 Gm. 

(5 gr.), 100s: Bottle 1 
Jelly, Lubricating, 4 oz: Tube 1 
Morphine Tartrate Syrettes, 0.032 

Gm. (% gr.), 5s: Pkg 5 
Neosynephrine Hydrochloride Jelly, 

0.5%, % oz., 12s: Box 2/12 
Bandage, Gauze, Roller, 2 inches by 6 

yards, 12s: Pkg 1 
Cotton, Absorbent, 1 oz: Pkg 2 
Dressing, First Aid, Camouflaged, 

Medium: Each 3 
Dressing, First Aid, Camouflaged, 

Small: Each 5 
Plaster, Adhesive, Surgical, 3 inches 

by 5 yards: Spool 1 
Catheter, Urethral, Rubber, Nelaton, 

22 Fr: Pach 
N sca Hypodermic, 17 Gage, 3 inch, 

Box 1 
Neale, Hypodermic, 23 Gage, 34 inch, 

12s: Box 1 
Scissors, Bandage, Lister, 7144 inch: Each 1 
Syringe, Luer, 2 cc: Each 2 
Syringe, Luer, 10 cc: Each 1 
Tourniquet, Elastic, 24% inches by 

Sate Each 1 
Tube, Colon, 30 Fr: Each 1 
Tube, Duodenal, Levin, 16 Fr: Each 1 
Cup, Drinking, Paper, 100s: Pkg 24/100 
Towel, Hand: Each 6 
Bedpan, CRM: Each 1 
Pad, Heat, Chemical: Eachi12 
Sack, Emesis, 5 Ib: Each 30 
Tissue, Cellulose, 9 by 10 inches, 200s: Box 1 
Urinal, Male, CRM: Each 1 
Container, Metal, No. 12: 1 each for Each 2 

the following: 

Alcohol, 1 qt: 1 Pint 
Disinfectant, Germicide and Fun- 
gicide Solution, 1 qt: 1 Pint 
Container, Paper, 1144 by 2% inches: Each 2 
1 each for the following: 
Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 1000s: 50 Tablets 
Seconal Sodium Capsules, 0.1 Gm. 
(1% gr.), 500s: 24 Capsules 
Container, Paper, 114 by 4 inches: 1 Each 2 
each for the following: 
Sodium Bicarbonate and Pepper- 
mint Tablets, 1000s: 50 Tablets 
Continued 
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| ITEM 


1-462-200 


$29-P-1020 
{51-S-1885 


9-016-900 (Cont’d) 


Sulfadiazine Tablets, 0.5 Gm. 
(7% egr.), 1000s: 50 Tablets 
Paper, Toilet: 
Soap, Toilet, Floating, White, 6 oz. 
Cake: 


tNote: Quartermaster Corps Item. 


1-160-100 
3-638-400 
7-821-740 
7-837-905 
7-844-205 
9-006-100 


9-111-300 
*9-251-860 
9-274-360 
9-526-700 
9-563-500 


*Note: To be issued outside the continental limits of the 


9-020-100 
AIR SQUADRON AID 


STATION MEDICAL EQUIPMENT: 


m-Cresylacetate, 1 oz: 

Scissors, Angular, Heavy, 8 inch: 

Imprinting Machine: 

Litter, Straight, Aluminum Pole: 

Strap, Litter, Patient Securing, M2: 

Air Forces Flight Service Medical 
Supply Set: 

Blanket Set, Small: 

Gas Casualty Outfit, Pack Type, M-2: 

Medical Field Set, No. 4: 

Splint Set, Airplane Crash: 

Surgical Dressing Set: 


when authorized by theater commanders. 


9-141-125 


3-003-900 
3-008-390 
3-424-700 
3-491-900 


3-493-400 
3-494-400 
3-496-400 
3-505-900 


3-713-100 
3-742-200 


3-803-800 
3-804-100 
3-804-500 
4-275-055 
4-275-065 
7-254-510 


7-837-905 
7-844-205 
9-111-300 
9-137-525 
9-261-860 
9-274-300 
9-274-320 
9-526-950 
$24-B-1955 


9-040-100 
ANESTHESIA SET, FIELD 


Chest, Field, 1534 inches Long by 8& 
inches Wide by 1534 inches Deep, 
Empty: 


Airway, Metal, Connell, Large: 

Anesthesia Apparatus, Intratracheal: 

Inhaler, Anesthesia, Yankauer: 

Needle, Hypodermic, 17 Gage, 3 inch, 
12s: 

Needle, Hypodermic, 20 Gage, 14% 
inch, 12s: 

Needle, Hypodermic, 22 Gage, 1 inch, 

12s: 


Needle, Hypodermic, 26 Gage, 4% 
inch, 12s: 

Needle, Spinal Puncture, 22 Gage, 
31% inch: 

Sphygmomanometer, Aneroid: 

Stethoscope, Blood Pressure, Bracelet 
Type: 

Syringe, Luer, 2 cc: 

Syringe, Luer, 10 cc: 

Syringe, Luer, 30 cc: 

Graduate, Enamelware, 60 ml: 

Graduate, Enamelware, 500 ml: 

Cup, Enamelware, Tumbler Shape: 


9-080-800 
BATTALION AID STATION 
MEDICAL EQUIPMENT: 


Litter, Straight, Aluminum Pole: 
Strap, Litter, Patient Securing, M-2: 
Blanket Set, Small: 

Case, Utility, Empty: 

Lantern Set: 

Medical Field Set, No. 1: 

Medical Field Set, No. 2: 

Splint Set, Straight Splints: 

Bucket, Canvas, Collapsible, 10 qt: 


{tNote: Quartermaster Corps Item. 
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Roll 
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Each 


Each 
Each 
Each 


Box 
Box 
Box 
Box 


Each 
Each 


Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 
Each 
Set 
Each 
Set 
Set 
Set 
Set 
Each 
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COMP. 
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9-080-900 
BATTALION AID STATION 
MEDICAL EQUIPMENT, PACK TYPE: 
7-837-905 Litter, Straight, Aluminum Pole: Each 12 
7-844-205 Strap, Litter, Patient Securing, M-2: Each 36 
9-006-100 Air Forces Flight Service Medical 
Supply Set: Set 2 
9-261-860 Lantern Set: Set 2 
9-313-340 Medical Pack Equipment, Man Pack 
Type: Each 2 
t74-B-54-55 Bag, Duffel: Each 2 
{74-P-26 Packboard, Aluminum: Each 2 
tNote: Quartermaster Corps Item. 
9-090-100 
BEDPAN AND URINAL SET: 

7-717-025 Bedpan, CRM: Each 9 
7-944-090 Urinal, Male, CRM: Each 9 
9-110-700 
BLANKET SET, LARGE: 

9-115-075 Case, Blanket Set, Large, Empty: Each 1 
7-157-985 Blanket, Wool, Olive Drab: Each 24 
9-111-300 
BLANKET SET, SMALL: 

9-115-090 Case, Blanket Set, Small, Empty: Each 1 
7-157-985 Blanket, Wool, Olive Drab: Each: ,-8 
9-144-360 
COOKING UTENSIL SET, FIELD: 

9-140-250 Chest, Cooking Utensil Set, 3514 
inches Long by 1714 inches Wide 
by 14 inches Deep, Empty: Each 1 
7-177-510 Towel, Dish: Each 24 

$29-B-2225 Box, Soap, Plastic: Each ai 
{64-B-585 Board, Bread, % by 14 by 20 inches: Each 1 
£21-C-108 Clothesline, Cotton, Braided, 4 inch 

Diameter: Foot 50 
$64-C-725 Cleaver, Butcher’s, 9 inch Blade: Each 1 
t64-D-213 Dipper, CRS, 1 qt: Each 1 
{64-F-285 Fork, Cook, Flesh, 21 inches: Each 1 
£70-H-1180 Hook, Grass, Curved, Black: Each 1 
$64-I-585 Turner, Cake, Slotted, CRS, 15 inches 

Overall: Each 1 
£64-K-545 Knife, Butcher’s, 12 inch Blade: Each 1 
$31-L-415 Lantern, Kerosene, Army: Each 1 
$64-L-120 Ladle, CRS, 24 oz: Each 1 
t64-M-210 Masher, Potato, Wire: Each 1 
$64-O-130 Opener, Can, Hand: Each 2 
{41-P-1652 Pliers, Combination, Slip Joint, Wire 1 

Cutting Type, 8 Inch: Each 1 
$64-P-1200 Peeler, Potato: Each 1 
t64-S-1015 Spoon, Basting, CRS, Length, 15 

inches Overall: Each 4 
$64-S-1310 Strainer, 3 inch: Each 1 
$64-T-483 Tray, Serving, Plastic: Bach 216 
{64-T-585 Turner, Cake, Slotted, CRS, 15 inches 

Overall: Bach Fi 
$64-W-205 Whip, Egg, 16 inches: Each 1 


tNote: Quartermaster Corps Item. 
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Stock No. 


DENTAL DISPENSARY EQUIPMENT, 


9-140-350 


~ 1-405-010 


1-501-000 
2-013-000 
3-447-120 
3-447-920 
5-006-050 


5-027-950 


5-035-000 
5-039-000 
5-043-000 
5-045-000 
5-052-000 
5-055-000 
5-063-000 
5-065-000 
5-071-000 
5-072-000 
5-082-000 
5-083-000 
5-143-250 


5-147-050 
5-151-050 
5-151-550 
5-190-050 
5-196-600 
5-196-700 
5-230-000 
5-236-050 
5-246-500 
5-280-000 
5-318-050 
5-320-150 
5-321-050 


- §-322-000 


5-324-000 
5-325-000 
$-352-125 
5-353-025 
5-357-725 


5-363-505 
5-363-550 
5-365-205 
5-365-250 
5-365-305 
5-365-350 
5-365-405 
5-365-450 
5-392-150 
5-407-250 


5-408-000 
5-408-250 


5-418-005 
5-419-005 
5-419-350 
5-420-500 
5-422-550 
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JULY 1947 


ITEM | Unit | Qty. 


9-146-800 


ANIMAL PACK TYPE: 


9-146-835—Dental Operating Set, 
Field, Pack Type, No. A: 


Chest, Dental Operating Set, Pack 
Type, No. A, 27% inches Long by 
163% inches Wide by 6% inches 
Deep, Empty: 


Silver Nitrate Solution, Ammoniacal, 
Ampuls, 2 cc., 6s: 

Zinc Oxide, 1 lb: 

Cotton, Absorbent, 1 oz: 

Blade, Operating Knife, No. 11, 6s: 

Handle, Operating Knife, No. 9: 

Anesthetic Solution, Local, Cartridges, 
2% cc., 25s: 

Broach, Root Canal, Barbed, Fine, 
12s: 

Bur, AHP, No. 2, 6s: 

Bur, AHP, No. 8, 6s: 

Bur, AHP, No. 35, 6s: 

Bur, AHP, No. 39, 6s: 

Bur, AHP, No. 557, 6s: 

Bur, AHP, No. 560, 6s: 

Bur, SHP, No. 2, 6s: 

Bur, SHP, No. 6, 6s: 

Bur, SHP, No. 35, 6s: 

Bur, OME, ONO: 37508: 

Bur, SHP, No. 557, 6s: 

Bur, SHP, No. 558, 6s: 

Chair, Dental Operating, Folding, 
Field: 

Chisel, No. 48: 

Chisel, Wedelstaedt, No. 41: 

Chisel, Wedelstaedt, No. 42: 

Cup, Polishing, Rubber, 12s: 

Curette, Alveolar, Molt, No. 2: 

Curette, Alveolar, Molt, No. 4: 

Disk, Paper, Assorted, 525s: 

Dispenser, Strip: 

Elevator, Root, Stout, A: 

Explorer, No. 6: 

Forceps, Tooth Extracting, No. 

Forceps, Tooth Extracting, No. 

Forceps, Tooth Extracting, No. 

Forceps, Tooth Extracting, No. 

Forceps, Tooth Extracting, No. 

Forceps, Tooth Extracting, No. 

Handpiece, Angle, Hexagonal Sleeve: 

Handpiece, Straight, Hexagonal Nose: 

Holder, Ammoniacal Silver Nitrate 
Ampul: 

Instrument, Cutting, Black, No. 63: 

Instrument, Cutting, Black, No. 64: 

Instrument Plastic, Ladmore, No. 3: 

Instrument, Plastic, Stellite, No. 1-2: 

Instrument, Plastic, Stellite, No. 5-7: 

Instrument, Plastic, Woodson, No. 1: 

Instrument, Plastic, Woodson, No. 2: 

Instrument, Plastic, Woodson, No. 3: 

Lubricant, Silicate Cement, 1 oz: 

Mandrel, AHP, Screwhead, No. 303, 
6s: 

Mandrel, SHP, Morgan-Maxfield, 6s: 

Mandrel, SHP, Screwhead, No. 303, 
6s: 

Mirror, Mouth, No. 4: 

Mirror, Mouth, No. 5: 

Handle, Mouth Mirror: 

Mortar and Pestle; Glass: 

Pad, Cement Mixing, Paper: 

Continued 
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Stock No. 


PRELIMINARY EDITION 


ITEM | Unit | ay 


5-427-000 
5-433-350 
5-440-150 
5-442-150 
5-454-650 


5-455-000 
5-457-150 
5-475-000 
5-477-150 
5-478-000 


5-519-000 
5-520-150 
5-523-200 
5-523-350 
5-542-000 
5-548-150 
5-568-000 
5-578-000 
5-581-000 


5-688-150 
5-694-150 
7-178-000 
7-800-035 


9-117-135 
9-144-390 


9-190-180 
WD AGO 


Form 8-98 
WD AGO 


9-146-835 (Cont’d) 


Pliers, No. 17: 

Pliers, No. 136, Goslee: 

Plugger, Amalgam, Sweeney, No. 1: 

Plugger, Amalgam, Sweeney, No. 5: 

Point, Root Canal, Paper, Assorted, 
200s: 

Point, Silicon Carbide, AHP, Cylin- 
der, 6s: 

Point, Silicon Carbide, AHP, Knife 
Edge, 6s: 

Point, Silicon Carbide, SHP, Cylin- 
der, 6s: 

Point, Silicon Carbide, SHP, Knife 
Edge, 6s: : 

Point, Silicon Carbide, SHP, Large 
Rounded Cone, 6s: 

Retainer, Matrix, No. 1: 

Bands, Matrix, Assorted, No. 1, 12s: 

Retainer, Matrix, No. 9: 

Bands, Matrix, Assorted, No. 9, 12s: 

Scaler, No. 6: 

Scissors, Crown, Universal, 41% inch: 

Spatula, Cement, No. 324: 

Strip, Celluloid, Clear, 45 ft: 

Strip, Polishing, Cuttlefish, Fine Grit, 
100s: 


B: 

Wheel, Silicon Carbide, Assorted, 36s: 

Wire, Ligature, CRS, 24 Gage, 50s: 

Towel, Hand: 

Envelope, 3% by 8% inches, Un- 
gummed, 25s: 

Case, Dental Instruments, Empty: 

Cover, Dental Operating Set Chest, 
Pack Type: 

Dental Syringe Set, Hypodermic, Car- 
tridge Type: 


Report of Dental Service: 


Form 8-103 Dental Engagement Slip: 


WD AGO 


Form 8-116 Register of Dental Patients (Card): 


$51-S-1885 


Soap, Toilet, Floating, White, 6 oz. 
Cake: 


{tNote: Quartermaster Corps Item. 


9-140-375 


1-048-000 
1-184-000 
1-283-005 
5-002-050 
5-018-000 
5-023-550 
5-133-050 
5-134-050 
5-135-050 


5-136-050 
5-137-050 
5-138-050 
5-142-350 


5-234-550 
5-253-750 


9-146-840—Dental Operating Set, 


Field, Pack Type, No. B: 


Chest, Dental Operating Set, Pack 
Type, No. B, 27% inches Long 
by 163% inches Wide by 65% inches 
Deep, Empty: 


Alcohol, 1 qt: 

Eugenol, 1 oz: 

Mercury, 1 Ib: 

Alloy, Silver, 5 oz: 

Blower, Chip: 

Bottle, Dropping, Amber, 30 ml: 

Cement, Silicate, Light, % oz: 

Cement, Silicate, Light Yellow, 4% oz: 

Cement, Silicate, Light Yellow Gray, 

402: 

Cement, Silicate, Medium Gray, % 
Oz: 

Cement, Silicate, Medium Yellow, 
Y% oz: 

Cement, Silicate, Medium Yellow 
Gray, 4% oz: 

Cement, Zinc Phosphate, Light Gray, 
1 oz: 

Dispenser, Alloy-Mercury: 

Engine, Dental, Foot Pedal Type: 

Continued 
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PRELIMINARY EDITION 


Stock No. 


5-311-000 
5-347-150 
5-413-050 
5-42 1-430 
5-502-000 
5-562-000 
5-570-000 
5-597-000 
5-658-150 
7-084-712 


9-144-390 


$24-B-1295 
$41-S-5227 


ITEM | 


9-146-840 (Cont’d) 
Floss, Dental, 100 yards: 


Guide, Shade, Silicate Cement, Caulk: 


Measure, Silicate Cement: 

Oil, Lubricating, 3 oz: 

Pot, Medicine, Glass: 

Slab, Mixing, 3 by 6 inches: 

Spatula, Silicate Cement, No. 2: 

Syringe, Water, Moffat: 

Varnish, Cavity, 1 oz: 

Sterilizer, Instrument, Boiling Type, 
Fuel Heated, CRM, 934 by 334 
by 23% inches: 

Cover, Dental Operating Set Chest, 
Pack Type: 

Basin, Canvas, Folding, Olive-Drab: 


Stone, Sharpening, Pocket, 34% by 114 


by 8% inches: 


{Note: Quartermaster Corps Item. 


9-180-100 


DENTAL OPERATING SET, FIELD, NO. 60: 


9-141-625 


1-140-000 
1-184-000 
1-283-005 
1-405-010 


1-501-000 
2-013-000 
3-447-120 
3-447-800 
3-767-980 
4-048-350 
5-002-050 
5-006-050 


5-018-000 
5-027-750 


5-027-950 


5-035-000 
5-036-000 
5-037-000 
5-039-000 
5-043-000 
5-044-000 
5-045-000 
5-052-000 
5-055-000 
5-061-000 
5-063-000 
5-064-000 
5-065-000 
5-071-000 
5-072-000 
5-082-000 
5-083-000 
5-133-050 
5-134-050 
5-135-050 


5-136-050 
5-137-050 


5-138-050 
5-142-350 
5-143-250 


OG-I 


Chest, Field, 28 inches Long by 1614 
inches Wide by 14% inches Deep, 
Empty: 


Chromium Trioxide, 1 oz: 

Eugenol, 1 oz: 

Mercury, 1 lb: 

Silver Nitrate Solution, Ammoniacal, 
2:CG.; ‘6s: 

Zinc Oxide, 1 lb: 

Cotton, Absorbent, 1 oz: 

Blade, Operating Knife, No. 11, 6s: 

Handle, Operating Knife, No. 3: 

Suture, Silk, Braided, 3 sizes: 

Bottle, Glass, Glass Stoppered: 

Alloy, Silver, 5 oz: 

Anesthetic Solution, 
tridges, 214 cc., 25s: 

Blower, Chip: 

Broach, Root Canal, Barbed, Coarse, 
12s: 

Broach, Root Canal, Barbed, Fine, 
12s: 

Bur, AHP, No. 2, 6s: 

Bur, AHP, No. 4, 6s: 

Bur, AHP, No. 6, 6s: 

Bur, AHP, No. 8, 6s: 

Bur, AHP, No. 35, 6s: 

Bur, AHP, No. 37, 6s: 

Bur, AHP, No. 39, 6s: 

Bur, AHP, No. 557, 6s: 

Bur, AHP, No. 560, 6s: 

Bur, SHP, No. %, 6s: 

Bur, SHP, No. 2, 6s: 

Bur, SHP, No. 4, 6s: 

Bur, SHP, No. 6, 6s: 

Bur, SHP, No. 35, 6s: 

Bur, SHP, No. 37, 6s: 

Bur, SHP, No. 557, 6s: 

Bur, SHP, No. 558, 6s: 

Cement, Silicate, Light, 44 oz: 

Cement, Silicate, Light Yellow, 14 oz: 

Cemient, Silicate, Light Yellow Gray, 

9 OZ: 


Local, Car- 


Cement, Silicate, Medium Gray. 4% oz: 


Cement, Silicate, Medium Yellow, 
4 oz: 

Cement, Silicate, Medium Yellow 
Gray, % oz: 

Cement, Zinc Phosphate, Light Gray, 


1 oz: 
Chair, Dental, Operating, Folding, 
Field: 
Continued 


Each 


Bottle 
Bottle 
Bottle 
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Stock No. 


5-147-050 
5-149-500 
5-151-050 
5-151-550 
5-190-050 
5-230-000 
5-232-550 


5-234-550 
5-246-500 
5-250-000 
5-251-000 
5-252-000 
5-253-750 
*5-254-150 


5-254-175 


5-280-000 
5-281-000 
5-285-050 
5-311-000 
5-313-250 
5-318-050 
5-320-150 
5-321-050 
5-322-000 
5-324-000 
5-325-000 
5-326-000 
5-347-150 
5-352-125 
5-353-025 
5-357-725 


5-358-050 
5-358-075 
5-358-250 
5-359-000 
5-360-000 
5-363-105 
5-363-305 
5-363-350 
5-363-505 
5-363-550 
5-363-705 
5-363-750 
5-365-205 
5-365-250 
5-365-305 
5-365-350 
5-365-405 
5-365-450 
5-375-010 
5-375-020 
5-387-050 


5-392-150 
5-401-000 
5-407-000 
5-407-250 


5-408-000 
5-408-250 


5-413-050 
5-418-005 
5-419-005 
5-419-350 
5-420-500 
5-421-430 
5-422-550 


ARMY 


: COMP. 
JULY 1947 
| ITEM | Unit | 
9-180-100 (Cont'd) 
Chisel, No. 48: Each 
Chisel, Osseous, Stout, No. 2: Each 
Chisel, Wedelstaedt, No. 41: Each 
Chisel, Wedelstaedt, No. 42: Each 
Cup, Polishing, Rubber, 12s: Box 
Disk, Paper, Assorted, 525s: Box 
Disk, Silicon Carbide, Safesided, % 

inch, 100s: Box 
Dispenser, Alloy-Mercury: Each 
Elevator, Root, Stout, A: Each 
Elevator, Winter, No. 122: Each 
Elevator, Winter, No. 123: Each 
Elevator, Winter, No. 135: Each 
Engine, Dental, Foot Pedal Type: Each 
Belt, Foot Pedal Type Engine, 17 feet 

3 inches: Each 
Motor, Dental Engine, 110 volt, AC- 

pes Each 
Explorer, No. 6: Each 
Explorer, No. 23: Each 
File, Bone, Seldin, No. 11: Each 
Floss, Dental, 100 yards: Spool 
Forceps, Bone, Rongeur, No. 4A: Each 
Forceps, Tooth Extracting, No. 15: Each 
Forceps, Tooth Extracting, No.53L: Each 
Forceps, Tooth Extracting, No.53R: Each 
Forceps, Tooth Extracting, No. 65: Each 
Forceps, Tooth Extracting, No. 150A: Each 
Forceps, Tooth Extracting, No. 151A: Each 
Forceps, Tooth Extracting, No.210: Each 
Guide, Shade, Silicate Cement, Caulk: Each 
Handpiece, Angle, Hexagonal Sleeve: Each 
Handpiece, Straight, Hexagonal Nose: Each 
Holder, Ammoniacal Silver Nitrate 

Ampul: Each 
Holder, Broach: Each 
Holder, Cotton: Each 
Holder, Cotton Roll, Right and Left: Set 
Holder, Mercury: Each 
Holder, Napkin: Each 
Instrument, Cutting, Black, No. 23: Each 
Instrument, Cutting, Black, No. 51: Each 
Instrument, Cutting, Black, No. 52: Each 
Instrument, Cutting, Black, No. 63: Each 
Instrument, Cutting, Black, No. 64: Each 
Instrument, Cutting, Black, No. 77: Each 
Instrument, Cutting, Black, No. 78: Each 
Instrument, Plastic, Ladmore, No. 3: Each 
Instrument, Plastic, Stellite, No. 1-2: Each 
Instrument, Plastic, Stellite, No. 5-7: Each 
Instrument, Plastic, Woodson, No. 1: Each 
Instrument, Plastic, Woodson, No. 2: Each 
Instrument, Plastic, Woodson, No. 3: Each 
Lamp, Alcohol, Metal: Each 
Wick, Alcohol Lamp, Small: Each 
Lamp, Dental Operating, Field Type, 

110 volt, AC-DC: Each 
Lubricant, Silicate Cement, 1 oz: Tube 
Mallet, Plugging: Each 
Mandrel, AHP, Morgan-Maxfield, 6s: Box 
Mandrel, AHP, Screwhead, No. 303, 

6s: Box 
Mandrel, SHP, Morgan-Maxfield, 6s: Box 
Mandrell, SHP, Screwhead, No. 303, 

6s: Box 
Measure, Silicate Cement: Each 
Mirror, Mouth, No. 4: Each 
Mirror, Mouth, No. 5: Each 
Handle, Mouth Mirror: Each 
Mortar and Pestle, Glass: Each 
Oil, Lubricating, 3 oz: Bottle 
Pad, Cement Mixing, Paper: Each 


Qty. 
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1 
1 
2 
2 
2 
1 
1 
2 


*Depot officers assembling unit is responsible for inclusion of 
proper part to fit item for which intended. 
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JULY 1947 


Stock No. ITEM | Unit 
9-180-100 (Cont’d) 

5-427-000 Pliers, No. 17: Each 
5-433-350 Pliers, No. 136, Goslee: Each 
5-440-150 Plugger, Amalgam, Sweeney, No. 1: Each 
5-442-150 Plugger, Amalgam, Sweeney, No. 5: Each 
5-454-150 Point, Root Canal, Gutta-Percha, 

Assorted, 150s: Box 
5-476-150 Point, Silicon Carbide, SHP, Inverted 

Cone, 6s: Pkg 
5-480-000 Point, Silicon Carbide, SHP, Tapered 

Cylinder, 6s: Pkg 
5-483-000 Point, Silicon Carbide, SHP, Wheel, 

6s: Pkg 
5-502-000 Pot, Medicine, Glass: Each 
5-504-000 Probe, Abscess, Silver: Each 
5-506-650 Pumice, Flour, 1 lb: Can 
5-519-000 Retainer, Matrix, No. 1: Each 
5-520-150 Bands, Matrix, Assorted, No.1,12s: Pkg 
5-523-200 Retainer, Matrix, No. 9: Each 
5-523-350 Bands, Matrix, Assorted, No.9,12s: Pkg 
5-542-000 Scaler, No. 6: Each 
5-544-000 Scaler, No. 33: Each 
5-545-000 Scaler, No. 34: Each 
5-548-150 Scissors, Crown, Universal, 444 inch: Each 
5-562-000 Slab, Mixing, 3 by 6 inches: Each 
5-568-000 Spatula, Cement, No. 324: Each 
5-570-000 Spatula, Silicate Cement, No. 2: Each 
5-576-000 Stick, Orangewood, 25s: Box 
5-577-850 Stopping, Temporary, 1 oz: Box 
5-578-000 Strip, Celluloid, Clear, 45 ft: Roll 
5-581-000 Strip, Polishing, Cuttlefish, Fine Grit, 

100s: Box 
5-582-000 Strip, Polishing, Cuttlefish, Medium 
: Grit, 100s: Box 
5-597-000 Syringe, Water, Moffat: Each 
5-658-150 Varnish, Cavity, 1 oz: Bottle 


5-688-150 Wheel, Silicon Carbide, Assorted, 36s: Box 
5-694-150 Wire, Ligature, CRS, 24 Gage, 50s: Pkg 


7-084-712 Sterilizer, Instrument, Boiling Type, 
Fuel Heated, CRM, 934 by 334 by 
23% inches: Each 
7-085-352 Heater, Sterilizer, 110-220 volt, AC- 
DOs Each 
7-178-000 ‘Towel, Hand: Each 
7-725-925 Brush, Hand: Each 
7-800-035 Envelope, 3% by 8% inches, Un- 
gummed, 25s: Pkg 
7-932-000 Thermometer, Clinical, Oral: Each 
9-144-000 Container, Metal, No. 1: For 4-048- Each 
350. 
9-144-055 Container, Metal, No. 12: For the Each 
following: 
1-049-000 Alcohol, 5 gal: 1 Pint 
9-190-180 Dental Syringe Set, Hypodermic, 
Cartridge Type: Set 
9-599-900 Tray Set, Field Chest, Type S: Set 
WD AGO 
Form 8-98 Report of Dental Service: Each 
WD AGO 
Form 8-116 Register of Dental Patients (Card): Each 
$24-B-1295 Basin, Canvas, Folding, Olive Drab: Each 
$53-B-22650 Book, Blank, Memorandum, Stift 
Back, Ruled, 150 pages, 514 by 
814 inches: Each 
$42-L-14215 Lock, Pad, Brass, 2 inch: Each 
{53-P-22622 Paper, Typewriter, Bond, White, 8 by 
1014 inches: 50 Sheets 
+53-P-30004 Pencil, Wood Cased, Lead, General 
Writing, with Rubber, No. 2 (Me- 
dium Soft): ‘ach 
t41-S-5227 Stone, Sharpening, Pocket, 314 by 
114 by 1% inches: Each 
{51-S-1885 Soap, Toilet, Floating, White, 6 ounce 
Cake: Cake 


| Note: Quartermaster Corps Item. 
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PRELIMINARY EDITION 


Stock No. ITEM 


9-190-025 
DENTAL PROSTHETIC SET, FIELD, NO. 61: 


9-141-625 Chest, Field, 28 inches Long by 1614 
inches Wide by 1414 inches Deep, 


Uni | ay. 


Empty: Each 1 
9-600-010 Tray Set, Field Chest, Type 6: Set 1 
Packed in Drawer No. 1 
1-419-000 Sodium Borate, 1 lb: Bottle 1 
5-016-050 Baseplate, Lower Form, 12s: Box 1 
5-016-150 Baseplate, Upper Form, 12s: Box 1 
5-017-850 Block, Soldering, Charcoal: Each 1 
5-116-750 Crucible, Casting Machine, Large: Each 2 
5-116-850 Crucible, Casting Machine, Small: Each 2 
5-116-950 Flask, Bridge, Casting Machine, 15% 
inch: Each 1 
5-117-650 Flask, Inlay, Casting Machine, 13% 
inch: Each 2 
5-179-000 Cone, Felt, Pointed: Each 2 
5-207-000 Wire, Iron, Dentimeter, % oz: Spool 1 
5-236-050 Dispenser, Strip: Each 1 
5-311-350 Flux, Reducing, 1 oz: Jar 1 
5-312-050 Foil, Tin, % lb: Roll 1 
5-362-710 Impression Compound, Cakes, Red, 
X% |b: Box 2 
5-408-250 Mandrel, SHP, Screwhead, No. 303, 
6s: Box 1 
5-423-150 Paper, Articulating, Blue, 25 feet: Roll 1 
5-433-350 Pliers, No. 136, Goslee: Each 1 
5-433-750 Pliers, No. 137, Gordon: Each 1 
5-506-150 Pumice, Coarse, 1 lb: Can 1 
5-548-150 Scissors, Crown, Universal, 414 inch: Each 1 
5-617-150 ‘Torch, Alcohol: Each 1 
5-671-000 Wax, Baseplate, Medium, % lb: Box 3 
5-684-150 Wheel, Cloth, Buffing, 4 inch: Each 2 
5-688-150 Wheel, Silicon Carbide, Assorted, 36s: Box 1 
5-689-000 Wheel, Silicon Carbide, Coarse: Each 2 
$42-L-14215 Lock, Pad, Brass, 2 inch: Each 1 
tNote: Quartermaster Corps Item. 
Packed in Drawer No. 2 
1-133-000 Chalk, Prepared, 1 lb: Bottle 1 
5-011-000 Articulator, Crown and Bridge, 
Hanau: Each 2 
5-024-750 Bowl, Plaster, Rubber, Large: Each 1 
5-118-500 Cellophane Sheets, 100s: Pkg 1 
5-147-550 Chisel, Laboratory, Left Bevel: Each 1 
5-148-050 Chisel, Laboratory, Right Bevel: Each 1 
5-206-000 Dentimeter, Kirk: Each 1 
5-289-000 File, Gold, Half Round, 6 inch: Each 1 
5-372-000 Knife, Office and Compound: Each 1 
5-373-000 Knife, Plaster: Each 1 
5-390-050 Chuck, Arbor Band: Each 1 
5-431-150 Pliers, No. 118, Peeso: Each 1 
5-433-000 Pliers, No. 134, McKellops: Each 1 
5-434-550 Pliers, Clasp Bending, Jelenko: Each 1 
5-435-000 Pliers, Lingual Bar, Aderer: Each 1 
5-517-550 Resin, Acrylic, Denture Base, Pink: Pkg 1 
5-538-150 Frame, Dental Laboratory Saw: Each 1 
5-538-250 Blade, Dental Laboratory Saw, Spiral, 
No. 2, 12s: Pkg 2 
5-571-000 Spatula, Wax, No. 7: Each 2 
5-572-000 Spatula, Wax, No. 31: Each 2 
5-622-000 Tray, Impression, Crown and Bridge: Each 1 
5-624-150 ‘Tray, Impression, Edentulous, Lower, 
Large: Each 1 
5-624-650 Tray, Impression, Edentulous, Lower, 
Medium: Each 1 
5-625-150 Tray, Impression, Edentulous, Lower, 
Small: Each 1 
5-627-650 ‘Tray, Impression, Edentulous, Upper, 
Large: Each 1 
Continued 
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ARMY ey 
“MV COMP. 
PRELIMINARY EDITION JULY 1947 SUPP. 
Stock No. | ITEM | Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-190-025 (Cont’d) 9-190-050 
i 3 
Packed in Drawer No. 2 (Cont'd) DENTAL PROSTHETIC SET, FIELD, NO. 62: 
5-628-150 Tray, Impression, Edentulous, Upper, : 
Medium: Each 1 9-141-625 Chest, Field, 28 inches Long by 1614 
5-629-650 biped Impression, Edentulous, Upper, aoe Wide by 144% inches Deep, 
mall: Each 1 mpty: Each 1 
5-630-150 Tray, Impression, Hydrocolloid, 
Lower, Large: Each 1 1-008-710 Acetylene, Filled Cylinder, 40 cu. ft: Each 1 
5-630-650 Ty Impression, Hydrocolloid, Been a oeie tiie aa: Ib: Bottle 1 
ower, Medium: Each 1 -015- ands, rbor, rasive, Medium, 
5-631-150 Tray, Impression, Hydrocolloid, 100s: Box 1 
Lower, Medium-Large: Each 1 5-022-000 Blowpipe Outfit, Acetylene: Each 
5-631-650 Tray, Impression, Hydrocolloid, 5-022-400 Burner, Bunsen, Acetylene: Each 
Lower, Small: Each 1 5-389-150 Lathe, Dental Laboratory, 110 volt, 
5-632-150 Bey, Impression, Hydrocolloid, ae 60 gle Each = 1 
pper, Large: Each 1 -503- ress, Flask: Each 1 
5-632-650 7 seg roe Hydrocolloid, es aon pi ae 5 Medium: Each 2 
pper, Medium: Each 1 -178- owel, Hand: Each 36 
5-633-150 aNey, Impression, Hydrocolloid, hig Seth J ar, png Ryton Each 1 
pper, Medium-Large: Each 1 -600- ray Set, Fiel est, Type 7: Set 1 
5-633-650 Tray, Impression, Hydrocolloid, ; 
Upper, Small: Each 1 Packed in Tray 
5-634-150 Tray, Impression, Orthodontic 5-014-000 Balance, Dental Laboratory: Each 1 
a L it Maat 5-577-000 Stone, Artificial, 5 Ib ; Cc 1 
ower, Large: ac -577- one, Artificial, : an 
5-635-150 Te Impression, Orthodontic, 5-606-175 ba re Porcelain, Combination Set, 
ower, Medium: Each 1 ield: Rack: +2 
5-635-650 sagt Lg a Orthodontic, 9-144-055 gay ee Metal, No. 12: For the Each 1 
ower, Small: Each 1 ollowing: 
Cpe pees Soldering, L, 614 inch: Each 2 aL 14215 5 es a 5 gal: 1 Pint 
-673- ax, Inlay, 1 oz: Box 1 -L- ock, Pad, Brass, 2 inch: Each 1 
5-674-000 Wax, Sticky, 2 oz: Box 1 
7-316-000 Knife, Table, CRM: Each i tNote: Quartermaster Corps Item. 
$41-H-187 si gh ae Sak Curved Claw, eae 9-194-820 
ell Faced, : ac 
{41-P-1835 Pliers, Lineman, Side Cuitting, 6 inch: Each 1 DRUG SET, FIELD: 
tNote: Quartermaster Corps Item. oriAhees ee ie Tia ake ee 
Empty: " Each 1 
Packed in Drawer No.'3 1-068-605 Bo tag gory ie Racemic, Tab- 
: ; ets, 0.01 Gm. (1/6 gr.), 100s: Bottle 2 
2-037-205 aes Le sch See and 2 ; 1-106-300 Bismuth Subsalicylate Injection, 0.13 
ntal Modeling, : an Gm. (2 gr. «, 60 cc: 
oo ite. senate Type, Meee Pkg 2 1-106-640 Spe he Ib: rake awe ; 
-366- nvestment, Inlay, Cristobalite, 34% 1-106-647 Boric Acid Ointment, Special 
Ib: ; Can 1 Formula, 4 oz: Tube 6 
5-368-050 Investment, Soldering, 5 lb: Can 1 1-109-500 Caffeine and Sodium Benzoate Injec- 
tion, 0.5 Gm. (71% gr.), 2 cc., 12s: Box 2 
bein way Bere cies Prepared, 1 lb: Bottle. 1 
in Drawer No. -137- loroazodin Solution, 1 qt: Bottle 1 
£456-000.. Veinod. irok: Each 1 1-150-000 Collodion, Flexible, 1 oz: Bottle 2 
5-000-520 ‘Atiate / ates babi: £5 Pke ; 1-150-500 Compound Cathartic Pills, 1000s: Bottle 1 
5-013-150 Articulator, Model M, Stephan: Each 4 POR S88 Digi leant Co crnianas PURE! oe7 
5-116-350 Casting Machine, Large: Each 1 Nera 2: ches 
3-155-150 Clamp, Flask: ’ Each 3 1-174-904 Ephedrine Sulfate Ampuls, 0.025 Gm. 
5-188-050 Cup, Dissolving, 10 ml: Each 1 ck ge acc BOR 5, 
© rig oa ied Demure. Hiestor Tye: Each 4 1-203-000 Fluorescein Sodium, 1 oz: Bottle 1 
5-310-600 Ejector. Fl id, Jector 4 ype- Each ; 1-263-020 Magnesium Sulfate, 2% lb: Can 3 
J Pe rae ac 1-323-030 Opium Tincture, Camphorated, 1 pt: Bottle 1 
5-327-000 Frame, Soldering: Each 1 1-324-460 Oxophe ine Hvdrochiorid A: rt 
5-375-010 Lamp, Alcohol, Metal: Each 1 Niles ie Ne 3 
5-661-500 Vise, Bench, 14 inch Jaws: Each 1 stuns Weed te sf 
5-800-350 Alloy, Gold, Casting, Inlay, 2 dwt: Each 8 peeee eee. oe : ie: Is. 0.324 Can ’ 
5801-250 Bar, Lingual, Gold Alloy, Long: | Each 12 st Stuy eng aig Ja 
5-804-350 Plate, Gold, 24K, 2 dwt: Each 1 ere Gone Ree 
< ’ ’ ’ : : ac 1-405-000 Silver Nitrate, 1 oz: Bottle 2 
5-804-450 Plate, Gold Alloy, 22K, 5 dwt: Each 2 1-412-000 Soap, Soft, 1 lb: 2 
5-805-250 Solder, Gold, 530 Fine, 1 dwt: Each’. 10 1-415-000 Sodin Bicath nate afb: Hes 2 
5-805-450 Solder, Gold, 650 Fine, 1 dwt: Each 15 1 -460.500.-Suertavloatiathiaenle Tabl i 
Ong. F ’ - uccinylsulfathiazole Tablets, 0.5 Gm. 
5-806-750 Live Gold Alloy, Round, 18 Gage, (71 gr.), 1000s: Bottle 3 
wt: Each 10 elt a : 
{41-P-1652 Pliers, Combination, Slip-Joint Wire- 120. SO eer one sae ee 
utting-Type, 8 inch: Each 1 Ags. + 
$53-P-29600 Pencil, Wood Cased Lead, Copying, 1-464-100 bag se Tablets, 0.5 Gm. (74% gr), ae Le 
Se ee PNET a 1-465-975 Sulfur, Precipitated, 1 Ib: Bottle 1 
’ Lat ac 1 1-491-700 Water for Injection, 50 cc., 25s: Box 2 
tNote: Quartermaster Corps Item. 4-089-980 Box, ven - Jess Pkg 1 
; ‘ontinue 
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COMP. 
SUPP. 
JULY 1947 
Stock No. ITEM | Unit | Qty. 
9-194-820 (Cont’d) 

4-357-570 Pad, Prescription, 100s: Each 4 
$42-L-14215 Lock, Pad, Brass, 2 inch: Each 1 
{Note: Quartermaster Corps Item. 

9-196-650 
FIRST AID KIT, AERONAUTIC: 
9-117-725 Case, First Aid Kit, Aeronautic, 
Empty: Each 1 
In Upper Pocket 
*1-295-509 Morphine Tartrate Syrette, 0.032 Gm. 
(4 gr Each 2 

2-017-430 Dine. Fi irst Aid, Camouflaged, 

Medium: Each 2 
In Flap on’ Front of Pocket 
3-655-480 Scissors, Straight, One Point Sharp, 
5% inch: Each 1 
In Inside Lower Pocket 
1-106-644 Boric Acid Ointment, 1 oz., 2s: Pkg 1 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. (7% er. \s 
8s; Pkg 1 
2-003-080 Bandage, Gauze, Compress, Camou- 
flaged, 4 by 4 inches: Each 1 

2-017-435 Dressing, First Aid, Camouflaged, 

Small: Each 1 

3-829-400 Tourniquet, Elastic, 24% inches by 5 ft: Each 1 

9-204-750 First Aid Kit, Eye Dressing, M-2: Each 1 

In Outside Pocket 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 1 
2-017-575 Dressing, Gauze and Adhesive Plaster, 
Camouflaged, 1 by 3 inches, 16s: Pkg 1 
$51-T-1500 Tablet, Water Purification, Individual, 
Chlorine: Bottle 1 
{Note: Quartermaster Corps Item. 
*Note: This item will not be included in kit during peace- 
time. If required, must be requested separately. 
9-196-800 
FIRST AID KIT, AIR CREW, INDIVIDUAL: 
9-118-125 Case, First Aid Kit, Air Crew, Indi- 
vidual, Empty: Each 1 
1-068-590 Amphetamine Sulfate, Racemic, Tab- 
lets, 0.005 Gm. (1/12 gr.), 6s: Pkg 1 

1-295-509 Morphine Tartrate Syrette, 0.032 Gm. 

(14 gr.): Each 2 

1-335-800 Petrolatum, 1% oz., 2s: Pkg 1/2 

1-462-190 Sulfadiazine Tablets, 0.5 Gm. 

(7% gr.), 88 Pkg 2 

2-017-435 Dressing, First Aid, Camouflaged, 

Small: Each 1 

7-878-000 Pins, Safety, Medium, 12s: Card 1 

Plaster, Adhesive, Field Brown, 1 inch 
by 24% yards: Spool’ 1 
9-197-410 
FIRST AID KIT, ARMORED FORCES, 
INDIVIDUAL: 

1-295-509 peers Tartrate Syrette, 0.032 Gm. 

Each 1 

1-462-190 Sulfadiazine Tablets, 0.5 Gm. 

71% gr.), 8s: Pkg 1 

2-017-435 eaten. First Aid, Camouflaged, 

Small: Each 1 
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Stock No. ITEM | Unit | 
9-197-820 
FIRST AID KIT, BATTLE DRESSING: 
9-118-225 Case, First Aid Kit, Battle Dressing, 
Empty: Each 
2-003-185 Bandage, Gauze, Compressed, Camou- 
flaged, 3 inches by 6 yards: Each 
2-017-430 Dressing, First Aid, Camouflaged, 
Medium: Each 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: Spool 
3-721-200 Splint, Basswood, 12s: Pkg 
9-206-710 
FIRST AID KIT, GAS CASUALTY: 
9-118-625 Case, First Aid Kit, Gas Casualty, 
Empty: Each 
1-069-000 Amyl Nitrite Ampuls, 0.33 cc., 
(5 minims), 12s: Pkg 
1-088-535 Bal Ointment, 4% oz: Tube 
1-111-200 Calamine Lotion, 2 oz: Bottle 
1-186-150 Eye and Nose Drops, 1% oz: Pkg 
1-384-520 Protective Ointment Set, M-5: Set 
2-031-300 Pad, Cotton, 1 by 2 inches, 50s: Pkg 
- 9-210-775 
FIRST AID KIT, JUNGLE, M-2: 
9-120-625 Case, First Aid Kit, Jungle, Empty: Each 
1-235-110 Iodine Tincture, 2 cc: Bottle 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. 
(7% gr.), 8s: Pkg 
2-017-455 Dressing, First Aid, Individual Troop, 
Camouflaged, Small: Each 
2-017-575 Dressing, Gauze and Adhesive Plaster, 
Camouflaged, 1 by 3 inches, 16s: Pkg 
9-144-170 Container, Plastic, 14 oz: For the Each 
following: 
1-386-585 Quinacrine Hydrochloride Tablets, 
0.1Gm.(1%gr.),100s: 30Tablets 
$51-R-265 Repellent, Insect, 2 oz: Bottle 
$51-T-1500 Tablet, Water Purification, 
Individual, Chlorine: Bottle 
{Note: Quartermaster Corps Item. 
9-220-210 
FIRST AID KIT, MILITARY POLICE: 
9-130-150 Case, Medical Field Kits, M-2, 
Empty: Each 
1-060-875 Ammonia Inhalant, Aromatic 
Ampuls, 1/3 cc., 10s: Pkg 
1-106-644 Boric Acid Ointment, 1% oz., 2s: Pkg 
2-003-185 Bandage, Gauze, Compressed, Camou- 
flaged, 3 inches by 6 yards: Each 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: Each 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 
2-017-575 Dressing, Gauze and Adhesive Plaster, 
Camouflaged, 1 by 3 inches, 16s: Pkg 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: Spool 
Continued 
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| Unit | ay. 


Stock No. | 
9-220-210 (Cont’d) 
3-638-840 Scissors, Bandage, Lister, 7144 inch: Each 
3-829-400 ‘Tourniquet, Elastic, 2% inches by 5 ft: Each 
7-877-000 Pins, Safety, Large, 12s: Card 
7-878-000 Pins, Safety, Medium 12s: Card 
9-144-170 Container Plastic, 4% oz: For the Each 
following: 
1-010-000 Acetylsalicylic Acid Tablets, 0.324 
Gm. (5gr.), 1000s: 20 Tablets 
9-144-170 Container, Plastic, 4% oz: 1 for each Each 
16 tablets of the following: 
1-418-000 Sodium Bicarbonate and Pepper- 
mint Tablets, 1000s: 32 Tablets 
9-204-750 First Aid Kit, Eye Dressing, M-2: Each 
WD AGO 
Form 8-26. Emergency Medical Tag: Book 
$53-P-30004 Pencil, Wood Cased, Lead, General 
Writing, with Rubber, No. 2 
(Medium Soft): Each 


tNote: Quartermaster Corps Item. 


FIRST 
9-121-425 


1-060-875 
1-106-644 
1-235-060 
2-003-075 
2-003-080 
2-003-190 


2-011-755 


2-017-575 
7-878-000 


9-204-750 
9-597-500 


FIRST 
9-121-450 


1-060-875 
1-106-644 
1-235-060 
2-003-075 
2-003-080 
2-003-190 


2-011-755 


2-017-430 
2-017-575 
7-878-000 


9-204-750 
9-597-500 


OG-! 


9-221-200 


AID KIT, MOTOR VEHICLE, 12 UNIT: 


Case, First Aid Kit, Motor Vehicle, 12 
unit, Empty: Each 


Ammonia Inhalant, Aromatic, Ampuls, 
1/3 ee. 108: Pkg 


Boric Acid Ointment, 1 oz., 2s: Pkg 
Iodine Swab, 1% cc., 6s: Pkg 
Bandage, Gauze, Compress, Camou- 
flaged, 2 by 2 inches, 4s: Pkg 
Bandage, Gauze, Compress, 
Camouflaged, 4 by 4 inches: Each 


Bandage, Gauze, Compressed, Camou- 


flaged, 4 inches by 6 yards: Each 
Bandage, Muslin, Triangular, Com- 

pressed, Camouflaged, 37 by 37 by 

52 inches: Each 


Dressing, Gauze and Adhesive Plaster, 


Camouflaged, 1 by 3 inches, 16s: Pkg 
Pins, Safety, Medium, 12s: Card 
First Aid Kit, Eye Dressing, M-2: Each 
Tourniquet-Scissors-Forceps Set: Set 


9-221-240 


AID KIT, MOTOR VEHICLE, 24 UNIT: 
Case, First Aid Kit, Motor Vehicle, 24 

Unit, Empty: Each 
Ammonia Inhalant, Aromatic, 

Ampuls, 1/3 cc., 10s: Pkg 
Boric Acid Ointment, 4% oz., 2s: Pkg 
Iodine Swab, 1% cc., 6s: Pkg 
Bandage, Gauze, Compress, Camou- 

flaged, 2 by 2 inches, 4s: Pkg 
Bandage, Gauze, Compress, 

Camouflaged, 4 by 4 inches: Each 
Bandage, Gauze, Compressed, 

Camouflaged, 4 inches by 6 yards: Each 
Bandage, Muslin, Triangular, Com- 

pressed, Camouflaged, 37 by 37 by 

52 inches: Each 
Dressing, First Aid, Camouflaged, 

Medium: Each 


Dressing, Gauze and Adhesive Plaster, 


Camouflaged, 1 by 3 inches, 16s: Pkg 
Pins, Safety, Medium, 12s: Card 
First Aid Kit, Eye Dressing, M-2: Each 
Tourniquet-Scissors-Forceps Set: Seb 


a a 


— ee 


at 


JULY 1947 


Stock No. | ITEM | Unit | Qty. 
9-226-100 
FIRST AID KIT, PARACHUTE: 
9-121-625 Case, First Aid Kit, Parachute, 
Empty: Each 1 
1-295-509 Morphine Tartrate Syrette, 0.032 Gm. 
(14 gr.): Each 1 
1-462-190 Sulfadiazine Tablets. 0.5 Gm. 
(7% gr.), 8s: Pkg 1 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 1 
3-829-400 ‘Tourniquet, Elastic, 24% inches by 
Sit: Each 1 
9-226-200 
FIRST AID KIT, PARACHUTE, TYPE B-4: 
1-068-590 Amphetamine Sulfate, Racemic, 
Tablets, 0.005 Gm. (1/12 gr.), 6s: Pkg 1 
1-106-644 Boric Acid Ointment, 1% oz., 2s: Pkg i 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 2 
1-386-585 Quinacrine Hydrochloride Tablets, 
0.1 Gm. (11% gr.), 100s: Bottle 12/100 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. 
(71% gr.), 8s: Pkg 1 
2-003-075 Bandage, Gauze, Compress, 
Camouflaged, 2 by 2 inches, 4s: Pkoin.2/4 
2-017-575 Dressing, Gauze and Adhesive Plaster, 
Camouflaged, 1 by 3 inches, 16s: Pkg 6/16 
Needle, Curved, 2% inch, with 120 
inches of Olive Drab Carpet and 
Button Thread: Each 1 
Soap, Cake, Hotel Size, Small: Each 1 
Tea Tablets, Compressed, 8.7 gr: Bacher at O 
$51-T-1500 Tablet, Water Purification, Individual, 
Chlorine: 30 Tablets 
tNote: Quartermaster Corps Item. 
9-227-875 
FIRST AID KIT, PNEUMATIC LIFE RAFT, 
CAMOUFLAGED: 
1-106-644 Boric Acid Ointment, 34 oz., 2s: Pk if 
1-295-510 Morphine Tartrate Syrettes, 0.032 Gm. 
(14 gr.), 5s: Pkg 1 
1-403-000 Scopolamine Hydrobromide Tablets, 
0.6 mg. (1/100 gr.), 20s: ube 1 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. 
(7% gr.), 8s: Pkg 3 
2-003-080 Bandage, Gauze, Compress, 
Camouflaged, 4 by 4 inches: Each 2 
9-232-125 
FOOD TESTING KIT, SCREENING: 
Container: Each 1 
Solution A (Cupric Chloride Crystals), 
7 Gm: Green Label Bottle 1 
Solution B (Distilled Water, USP), 
7.5 ml: Blue Label. Bottle 1 
Solution C (Acetonyl Acetone), 
15 ml: Red Label. Bottle 1 
Reagent A (Cupric Chloride Crystals), 
7 Gm: Green Label. Bottle 1 
Reagent B (Sodium Hydroxide Pellets), 
ACS, 1.5 Gm: Blue Label. Bottle 1 


Crayon D (Vesicant Detector Crayon), 
M7: White Label. 
Pad E (White Note Paper 134 by 244 
inch): 
Continued 


Stock No. 


ARMY 
COMP. 
SUPP. 


JULY 1947 


ITEM | 


9-232-125 (Cont'd) 
Red Dot (Arsenicals Test Paper), 6s: 
Blue Dot (Mustard Test Paper), 6s: 


Silica Gel, 30 Gm: 


Medicine Droppers: 1 each Red, Blue 
and Green. 


*9.244-800 


Unit | Qty. 


Pkg 
Pkg 


Pkg 
Each 


GAS CASUALTY KIT, TREATMENT: 


9-122-125 


9-144-180 
9-232-125 


1-088-535 
1-186-150 
$51-S-1885 


1-384-520 
1-445-600 
1-462-190 


9-610-325 


1-088-500 
1-088-535 
1-335-800 


1-069-000 


1-111-100 
1-335-800 


Case, Gas Casualty Treatment Kit, 


Empty: 
Section A 
Container, Plastic, 4 oz: 
Food Testing Kit, Screening: 


Section B 
Bal Ointment, % oz: 
Eye and Nose Drops, 4% oz: 
Soap, Toilet, Floating, White, 6 oz. 
Cake: 
Section C 
Protective Ointment Set, M-5: 
Sodium Sulamyd, 1 Gm. Packets, 25s: 
Sulfadiazine Tablets, 0.5 Gm. 
(7% gr.), 8s: 4 4 
Water Testing and Screening Kit: 
Section D 
Bal in Oil, Ampuls, 10%, 5 cc., 10s: 
Bal Ointment, 4% oz: 
Petrolatum, % oz., 2s: 
Section E 
Amy] Nitrite Ampuls, 0.33 cc., 
(5 minims), 12s: 


Calamine Concentrate, 1 oz. Tubes, 2s: 


Petrolatum, 4% oz., 2s: 


Section F 
(Appended in Lid of Container) 
List of Contents, Including Directions 
for Use of Items: 
Pamphlet for Use of Medical Officers: 


{tNote: Quartermaster Corps Item. 


*Note: To be issued outside the continental limits of the U. S. 


when authorized by theater commanders. 


GAS CASUALTY OUTFIT, PACK TYPE, M-2: 


9-130-450 


9-244-800 
9-259-160 
t72-A-800 


$72-A-805 


*9.25 1-860 


Case, Medical Packs, Empty: 


Gas Casualty Kit, Treatment: 

Insert, Medical Packs, Empty: 

Apron, Protective, Impermeable, M-1, 
Large: 

Apron, Protective, Impermeable, M-1, 
Medium: 


$73-G-19670 Gloves, Protective, Impermeable, 


74-P-26 


Medium: 
Packboard, Aluminum: 


tNote: Quartermaster Corps Item. 


*Note: To be issued outside the continental limits of the U. S. 


when authorized by theater commanders. 


GAS CASUALTY SET, APRONS AND GLOVES: 


9-115-090 


*9-251-960 


Case, Blanket Set, Small, Empty: 


$72-A-800 Apron, Protective, Impermeable, M-1, 


Large: 


{tNote: Quartermaster Corps Item. 


*Note: To be issued outside the continental limits of the U. S. 


when authorized by theater commanders. 
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Each 


Each 
Each 


Tube 
Pkg 


Cake 


Set 
Pkg 


Pkg 
Each 


Box 
Tube 
Pkg 


Pkg 
Pkg 
Pkg 


Each 
Each 


Each 


Each 
Each 


Each 
Each 


Pair 
Each 


Each 


Each 


12 
12 
1 
3 


~The 


4 
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Stock No. ITEM | Unit | Qty. 
*9-251-960 (Cont’d) 

$72-A-805 Apron, Protective, Impermeable, M-1, 

Medium: Baca 42 
$72-A-810 Apron, Protective, Impermeable, M-1, 

Small: Each 4 
$73-G-19660 Gloves, Protective, Impermeable, 

Large: Pair 4 
$73-G-19670 Gloves, Protective, Impermeable, 

Medium: Pair 10 
$73-G-19680 Gloves, Protective, Impermeable, 

Small: Pair 5 
$73-G-19690 Gloves, Protective, Impermeable, 

Extra Large: Pair 1 


tNote: Quartermaster Corps Item. | a 
*Note: To be issued outside the continental limits of the U. S. 
when authorized by theater commanders. 


9-258-630 


INDUSTRIAL HYGIENE LABORATORY MEDICAL 


9-141-625 


9-600-210 


3-889-200 
4-209-600 
4-209-605 
4-296-005 
4-296-010 


4-297-000 
4-357-825 


4-382-400 
9-144-060 
$13-0-1530 
$41-S-1101 
$41-S-1104 

$41-T-179 


$17-3592500-025 


EQUIPMENT: 


9-258-640—Industrial Hygiene, 
Laboratory Set, No. A: 


Chest, Field, 28 inches Long by 1614 
inches Wide by 141% inches Deep, 
Empty: 


Tray Set, Field Chest, Type 12: 


Packed in Tray No. 1 
Watch, Stop: 


Detector, Halogenated Hydrocarbons: 


Replacement Set, Halogenated 
Hydrocarbons Detector: 

Filament Set, Combustible Gas 
Indicator: 

Line, Sampling, Combustible Gas 
Indicator: 

Indicator, Speed: 

Paper, Filter, Hardened, 240 mm., 
100s: 

Psychrometer, Sling: 

Container, Metal, No. 13: 

Oiler, Steel, Straight Spout, Spring 


Bottom, Capacity 4% Pint, Diameter 


at Bottom 3 inch: 
Screwdriver, Common, Normal Duty, 
Single Grip, 3 inch: 
Screwdriver, Common, Normal Duty, 
Single Grip, 6 inch: 
Tape, Measuring, Steel, 50 foot: 
Cord, Extension: (Rubber 
Covered; 25 feet): 


tNote: Quartermaster Corps Item. 
tNote: Corps of Engineers Item. 


4-295-505 
9-144-055 


1-285-900 
9-144-065 


1-048-000 


4-390-550 


Packed in Tray No. 2 
Supplemental Set, Carbon Monoxide 
Indicator: 
Container, Metal, No. 12: 
For the following: 


Methanol, 1 lb: 1 Pint 
Container, Metal, No. 14: 
For the following: 
Alcohol, 1 qt: 1 Quart 


Packed in Bottom of Chest 
Compartment No. 1 


Each 


Set 
Each 
Each 
Set 


Set 
Each 


Each 


Sampler, Dust and Fume, Electrostatic, 


110-120 volt, 60 cycle, AC: 
Continued 


Each 
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Stock No. | Unit | Qty. 
9-258-640 (Cont’d) 
Compartment No. 2 
4-295-006 Cartridge, Benzol Indicator, Set of 10: Set 1 
4-470-800 Velometer: Each 1 
Compartment No. 3 
4-295-500 Indicator, Carbon Monoxide, 
Portable: Each 1 
Compartment No. 4 
4-296-000 Indicator, Combustible Gas: Each 1 
9-258-650 Industrial Hygiene, 
Laboratory Set, No. B: 
9-600-310 Tray Set, Field Chest, Type 14: Set 1 
Packed in Tray No. 1 
4-095-550 Brush, Test Tube, 144 inch Diameter: Each 2 
4-188-450 Counter, Hand Tally: Each 1 
4-198-000 Cylinder, Graduated, 25 ml: Each 1 
4-209-650 Detector, Hydrogen Sulfide, 
Supersensitive: Each 1 
4-209-655 Tube, Supersensitive, Hydrogen 
Sulfide Detector, Set of 12: Set 1 
4-215-000 Dish, Evaporating, Porcelain, 250 ml: Each 1 
4-256-000 Flask, Volumetric, 100 ml: Each 1 
4-268-050 Funnel, Glass, Smooth, 65 mm: Each 1 
4-295-011 Filament Set, Benzol Indicator: Set 1 
4-364-000 Paper, Filter, Quantitative, 110 mm., 
00s: Pkg 1 
4-389-500 Rotameter, Type 1: Each 1 
4-389-505 Rotameter, Type 2: Each 1 
4-390-555 Fuse, Dust and Fume Sampler, 
3 Ampere, Set of 5: Set 1 
4-456-015 Tube, Electron, Halfwave Rectifier: Each 1 
9-144-015 Container, Metal, No. 4: Each 1 
$51-S-1885 Soap, Toilet, Floating, White, 6 oz. 
Cake: Cake 1 
tNote: Quartermaster Corps Item. 
Packed in Bottom of Chest 
Compartment No. 1 
4-128-655 Cell, Counting, Sedgwick-Rafter, 
1 ml. Capacity: Each 3 
4-188-800 Cover Glass, Counting Cell, Set of 3: Set 1 
4-287-065 Illuminator, Microscope, Substage, 

: Daylight, 110 volt, AC-DC: Each 1 
4-316-000 Microscope, Binocular: Each 1 
4-317-525 Micrometer, Disk, Microscope 

Eyepiece, Whipple: Each 1 
4-317-650 Micrometer, Stage, Microscope: Each 1 
7-978-830 Lamp, Incandescent, 115 volt, 15 
watt, Bulb S-11 Clear: Each 1 
Compartment No. 2 
4-390-505 Flask, Impinger, Dust Sampler, 
Set of 9: Set 1 
4-390-560 Tube, Sampling, Dust and Fume 
Sampler, Set of 8: Set 1 
4-461-530 Tubing, Rubber, 4 inch Inside 
Diameter, }% inch Wall: Foot 10 
Compartment No. 3 
4-295-000 Indicator, Benzol: Each 1 
4-365-000 Paper, Lens, 1 ream: Pkg 1 
717-3592500-025 Cord, Electric, Extension: 
(Rubber Covered; 25 feet): Each 1 
Note: Corps of Engineers Item. 
Compartment No. 4 
4-390-500 Sampler, Dust, Midget Impinger Type, 
Portable: Each 1 


OG-| 


Stock No. 


ARMY 


COMP. 
JULY 1947 SUPP. 
ITEM | Unit | Qty. 
9-259-350 


INSTRUMENT SET, MEDICAL OFFICERS KIT: 


9-124-425 


3-333-600 
3-417-200 
3-447-100 
3-447-800 
3-524-440 
3-524-480 
3-526-500 
3-650-100 
3-651-820 


3-767-980 
9-124-325 


Case, Instrument Set, Medical Officers 
Kit, Empty: 


Forceps, Dressing, Straight, 54% inch: 
Holder, Needle, Collier, 5 inch: 
Blade, Operating Knife, No. 10, 6s: 
Handle, Operating Knife, No. 3: 
Needle, Suture, Surgeons Regular, 3% 
Circle, Cutting Edge, Size 6, 6s: 
Needle, Suture, Surgeons Regular, 34 
Circle, Cutting Edge, Size 10, 6s: 


Needle, Suture, Uterine, Martin, 4 
Circle, Cutting Edge, Size 5, 6s: 
Scissors, Operating, Curved, One 

Point Sharp, 61% inch: 
Scissors, Operating, Straight, One 


Point Sharp, 5% inch: 

Suture, Silk, Braided, 3 Sizes: 

Case, Instrument Set, Knives, Medical 
Officers Kit, Empty: 


9-259-380 


INSTRUMENT SET, VETERINARY 


Each 


Each 
Each 
Pkg 
Each 
Pkg 
Pkg 
Pkg 
Each 


Each 
Pkg 


Each 


NONCOMMISSIONED OFFICERS KIT: 


9-124-525 
3-333-600 
3-347-100 
3-447-300 
3-447-320 
3-447-820 
3-524-420 
3-524-440 
3-650-640 


3-767-980 
8-089-150 


8-105-000 


8-112-170 
-127-000 


INSTRUMENT SET, VETERINARY PRIVATES KIT: 


9-124-625 


3-333-600 


9-141-625 


9-599-210 


1-002-470 
1-098-300 
1-160-900 
1-214-500 


Case, Instrument Set, Veterinary Non- 
commissioned Officers Kit, Empty: 


Forceps, Dressing, Straight, 514 inch: 

Forceps, Hemostatic, Straight, Ran- 
kin, 614 inch: 

Blade, Operating Knife, No. 20, 6s: 

Blade, Operating Knife, No. 21, 6s: 

Handle, Operating Knife, No. 4: 

Needle, Suture, Surgeons Regular, 
34 Circle, Cutting Edge, Size 4, 6s: 

Needle, Suture, Surgeons Regular, 
34 Circle, Cutting Edge, Size 6, 6s: 

Scissors, Operating, Straight, Double 
Blunt, 7 inch: 

Suture, Silk, Braided, 3 Sizes: 

Knife, Hoof Searching, Double Edge, 
5% inch: 

Retainer, Foot Dressing, Veterinary, 
Set of 4: 

Suture, Cotton Tape, 14 inch, 5 yards: 

Thermometer, Clinical, Veterinary: 


9-259-400 


Case, Instrument Set, Veterinary Pri- 
vates Kit, Empty: 


Forceps, Dressing, Straight, 514 inch: 


9-261-480 
LABORATORY SET, FIELD: 


Chest, Field, 28 inches Long by 1614 
inches Wide by 14% inches Deep, 
Empty: 


Tray, Field Chest, No. 6: 


Packed in Tray 


Acetic Acid, Glacial, 1 lb: 
Benedict’s Reagent Powder, qs 120 cc: 
Crystal Violet, 10 Gm: 
Giemsa Stain, 1 Gm: 
Continued 


Each 


Each 
Each 
Pkg 
Pkg 
Each 
Pkg 
Pkg 


Each 
Pkg 


Each 
Set 


Roll 
Each 


Each 


Each 


Each 
Each} 


Bottle 
Can 

Bottle 
Bottle 
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ARMY 


COMP. 
SUPP. oe 
JULY 1947 PRELIMINARY EDITION 
Stock No. ITEM | Unit | Qty. Stock No. ITEM Unit | Qty. 
9-261-480 (Cont’d) 9-261-480 (Cont’d) 
1-235-200 Iodine and Potassium Iodide Powder, 5-375-020 Wick, Alcohol Lamp, Small: Each 2 
10s: Pkg 1 9-144-055 Container, Metal, No. 12: Each 2 
1-285-200 Mercury Bichloride, 44 lb: Bottle 1 1 each for the following: 
1-290-700 Methylene Blue, 10 Gm: Bottle 1 1-285-900 Methanol, 1 lb: Bottle 1 
1-398-300 Safranin 0, 10 Gm: Bottle 1 1-497-000 Xylene, 1 lb: Bottle 1 
1-429-520 Sodium Chloride Tablets. 2.25 Gm. 9-144-065 Container, Metal, No. 14: Each a 
(34.7 gr.) 100s: Bottle 3 For the following: 
1-446-000 Sodium Sulfate, Exsiccated, 1 lb: Bottle 1 1-048-000 Alcohol, 1 qt: Bottle 2 
1-496-001 Wright’s Stain, 10 Gm: Bottle 1 $53-I-1704 Ink, Drawing, India, Black, 34 oz. 
1-504-000 Zinc Sulfate, 1 lb: Bottle 1 Bottle: Bottle 1 
3-333-600 Forceps, Dressing, Straight, 54 inch: Each 1 t{Note: Quartermaster Corps Item. 


3-492-900 Needle, Hypodermic, 19 Gage, 134 


inch, 12s: Box 1 
3-495-400 Needle, Hypodermic, 23 Gage, 34 inch, 9-261-860 
12s: Box 1 LANTERN SET: 


3-638-840 Scissors, Bandage, Lister, 744 inch: Each 1 


4-018-400 Balance, Prescription, 120 Gm. Ca- 9-126-350 Case, Lantern Set, Empty: Each 1 
pacity: Each 1 9-144-050 Container, Metal, No. 11: Each 1 
4-048-001 Bottle, Dropping, 60 ml: ; Each 6 {31-G-122 Globe, Lantern, Clear, Diameter of 
4-095-550 Brush, Test Tube, 14% inch Diameter: Each 2 Bottom, 234 inches, Diameter of 
4-181-000 Clamp, Test Tube: Each 1 Top 23% inches, Height 43% inches: Each 1 
4-189-000 Cover Glass, Micro, 22 mm. Square, {31-G-127 Globe, Lantern, Green, Diameter of 
2, 02: aie Box 2 Bottom, 234 inches, Diameter of 
4-228-120 Dropper, Medicine, 12s: Pkg 1 Top 2% inches, Height 434 inches: Each 2 
4-230-720 File, Triangular, 5 inch: Each 1 {31-L-415 *Lantern, Kerosene, Army: Each 2 
4-268-050 Funnel, Glass, Smooth, 65 mm: Each 1 {31-W-74 Wick, Lantern, Width 3 inches: Each 6 
4-277-000 Hemacytometer Set, Complete: Set 1 : t ‘ j ; 
4-281-180 Hemoglobin Scale, Tallquist: Each 2 *Note: If alternate model lantern is used _in assembling set, 
4-286-000 Holder, Needle, Kolle, 10 inch: Each 1 depot officers assembling unit are responsible for inclusion of 
4-312-850 Lancet, Blood: Each 1 proper parts to fit item for which intended. 
‘4-365-000 Paper, Lens, 1 ream: Pkg 1 tNote: Quartermaster Corps Item. 
eres Eapet, pH Indicator, 100 Strips: it a 
-365- encil, Wax, Red, 12s: g 12 
4-373-000 Pipette, Serological, 1 ml: Each 3 9-27 2-700 
eee rete perological, 5 ml: oS rors ae MALARIA SURVEY SET, NO. A: 
-400- oon, Metal, ratory, S: ox ¢ ; ; 
4433-750 ‘Test Tube, 13 by 100 i, Ads: Pkg ae 9-141-625 Chest, Field, 28 inches Long by 1674 
4-434-950 Test Tube, 16 by 150 mm., 12s: Pkg 2 inches Wide by 14/4 inches Deep, 
4-449-000 Triangle, 2 inch: Race a Empty: Each 1 
4-459-250 Tubing, Glass, Soft, Assorted, 25s: ; 3 
Six 6 mm. Lengths 9-599-210 Tray, Field Chest, No. 6: Each 1 
aid A Speyer fore Squibb: 3 Paes ; Packed in Tray 
a ire, Platinum, No. 22; ie aie 2-014-000 Cotton, Absorbent, 1 Ib: Rall <4 
eg poet animes 2tnehe it Bach.\ iA 3-354-600 Forceps, Iris, Half Curved, 4 inch: Each 2 
{53-P-1100 Pad, Memorandum, White, Plain, 3-644-600 Scissors, Iris, Full Curved, 4 inch: Each 1 
3 by 5 inch, Unruled, for Pencil: | Each 2 4-048-001 Bottle, Dropping, 60 ml: Fark 6 
tNote: Quartermaster Corps Item. 4-089-950 Box, Micro Slide, 25 Slides: _— 8 
r 4-210-400 Dipper, White Enamel, 500 ml: Eac 2 
pace en An Bacar voor 4312-850 Lancet, Blood: Each 2 
2-013-000 Cotton, Absorbent, 1 oz: : Pkg 8 4-365-000 Paper, Lens, 1 ream: Pkg 2 
2-024-000 aan ee, Compressed, 36 inches ne 5 4-373-000 Pipette, Serological, 1 ml: Each 4 
y + yard: . g 4-375-000 Pipette, Serological, 10 ml: Each 3 
3-038-100 Applicator, Wood, 1/12 by 614 inches, 4-395-000 Slide, Glass, “yen Plain, 25 by 75 
864s: ‘ Pkg 1 mm., 72s: Box 6 
3-802-800 Syringe, Luer, Tuberculin, 1 cc: Each 2 
Hee Syringe, Luer, 10 cc: a 2 Packed in Bottom of Chest 
-029-250 Basin, Staining, Rectangular: ac 1 -003- etone. 1 Ib: Bottle 1 
4-050-000 Bottle, Narrow Mouth, Round, Rate REED ied Can 2 
120 ml: Each 1 1-131-000 Cedar Oil, Immersion, 1 02; Bottle 3 
4-102-820 Burner, Alcohol, Barthel Type: Each 1 1-139-000 Chloroform, not for Anesthesia, 1 lb: Bottle 1 
4-124-060 Case, Mailing, Double, 2% by 6% 1-214-500 Giemsa Stain, 1 Gm: Bottle 10 
inches: Each 4 1-218-000 Glycerin, 1 Ib: Bottle 2 
4-128-960 Centrifuge, Hand: Each 1 1-496-001 Wright’s Stain, 10 Gm: Bottle 1 
4-187-120 Cork, No. 2, 100s: Bag 2 1-497-000 Xylene, 1 Ib: Rottle - 4 
4-187-140 Cork, No. 4, 100s: Bag 1 4-315-000 Microscope, Monocular: Each 1 
4-198-000 Cylinder, Graduated, 25 ml: Each 2 4-316-500 Microscope, Stereoscopic: Each 1 
4-275-065 Graduate, Enamelware, 500 ml: Each 1 
4-315-000 Microscope, Monocular: : Each 1 9-272-710 
4-359-000 ee Qualitative, 150 mm., Peg ; MALARIA SURVEY SET, NO. B: 
4-395-000 Slide, Glass, Micro, Plain, 25 by 75 9-141-625 Chest, Field, 28 inches Long by 16144 
mm., 72s: Box 2 inches Wide by 14% inches Deep, 
4-425-600 Support, Test Tube, Metal, 20 Tube: Each 1 Empty: Each 1 
4-451-000 Tripod, Iron: Each 1 
5-375-010 Lamp, Alcohol, Metal: Each 1 9-599-210 Tray, Field Chest, No. 6: Each 1 
Continued Continued 
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Stock No. | 


4-089-980 
4-205-000 
4-230-720 
4-301-000 
4-314-375 
4-357-650 


4-434-950 
4-459-250 
5-280-000 
9-130-150 


ITEM 


9-272-710 (Cont’d) 
Packed in Tray 


Box, Ointment, Nest of 3, 12s: 

Cylinder, Graduated, Mixing, 50 ml: 

File, Triangular, 5 inch: 

Jar, Coplin: 

Magnifier, Folding, 14-15x: 

Paper, Filter, Blotting, 
Square, 100s: 

Test Tube, 16 by 150 mm., 12s: 

Tubing, Glass, Soft, Assorted, 25s: 

Explorer, No. 6: 

Case, Medical Field Kits, M-2, 


250 mm. 


Empty: 
$53-B-22510 Book, Blank, Memorandum, Pocket, 


$51-N-114 
$55-P-1140 


Fabricoid Bound, Black, 3144 by 6 
inches: 
Naphthalene, Technical, Flakes: 
Pad, Memorandum, White, Plain, 6 
by 9 inches, 100 Sheets: 


tNote: Quartermaster Corps Item. 


1-285-900 
2-02 1-000 
2-035-600 


4-053-000 
4-056-500 


4-082-300 
4-090-750 
4-097-000 
4-228-120 
4-311-765 
4-365-220 
4-405-500 
4-461-000 


$53-B-2350 


Packed in Bottom of Chest 


Methanol, 1 lb: 

Gauze, Plain, 36 inches by 5 yards: 

Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: 

Bottle, Narrow Mouth, Round, 1 liter: 

Bottle, Narrow Mouth, Square, Screw 
Cap, 240 ml., 12s: 

Bottle, Specimen Vial, Round, 22 ml: 

Box, Tablet, Nest of 3, 12s: 

Bulb, Rubber, 3 ml., 12s: 

Dropper, Medicine, 12s: 

Label, Gummed, Small, 750s: 

Pencil, Wax, Red, 12s: 

Still, Water, Portable, 2 qt: 

Tubing, Rubber, 144 inch Inside Di- 
ameter, 3 inch Wall: 

Band, Rubber, 4 lb., Box, No. 18: 


$53-P-29180 Pencil, Wood Cased, Lead, Colored, 
Blue 
$53-P-29228 Reeal ‘Wood Cased, Lead, Colored, 


Red: 
$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Me- 
dium Soft): 


{tNote: Quartermaster Corps Item. 


9-143-425 


2-017-430 


3-638-840 
7-150-485 
7-718-635 
7-802-000 


7-877-000 
7-878-000 
$24-B-1295 


9-274-300 
MEDICAL FIELD SET NO. 1: 


Chest, Field, Modified, 28 inches Long 
by 1614 inches Wide by 141% inches 
Deep, Empty: 


Packed in Top Drawer 
Dressing, First Aid, Camouflaged, 
Medium: 
Scissors, Bandage, Lister, 714 inch: 
Apron, Rubberized Cloth: 


Binder, Notebook, Field, 4 by 6 inches: 


Filler, Notebook, Manifolding, 
4 by 6 inches: 
Pins, Safety, Large, 12s: 
Pins, Safety, Medium, 12s: 
Basin, Canvas, Folding, Olive-Drab: 


$53-B-22650 Book, Blank, Memorandum, Stiff 


Back, Ruled, 150 Pages, 5 \ by 84% 


inches: 


$42-L-14215 Lock, Pad, Brass, 2 inch: 
$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Medi- 
um Soft): 


tNote: Quartermaster Corps Item. 


OG-i 


Continued 


Each 


Each 
Each 
Each 
Each 


Each 
Card 
Card 
Each 


ach 
Each 


Each 


mW 


ay 


Stock No. 


1-235-060 
2-003-185 


2-009-000 
2-011-755 
2-013-000 
2-017-435 


2-020-750 
2-024-000 


2-035-000 
2-035-600 


9-141-625 


9-599-700 


1-060-875 
1-065-300 
1-087-500 


1-106-644 
1-129-010 


1-148-985 
1-179-000 
1-180-000 
1-184-000 
1-235-200 
1-285-395 
1-295-510 


1-338-025 
1-464-000 


1-471-860 


1-501-990 
2-003-185 


2-013-000 
2-035-000 


3-038-100 


3-638-840 
4-090-650 
4-275-055 
7-877-000 
7-878-000 
9-144-030 


1-010-000 


ARMY 


COMP. 
: SUPP. 
JULY 1947 
| 
| ITEM | Unit | Qty. 


9-274-300 (Cont’d) 
Packed in Bottom Drawer 


Iodine Swab, 1% cc., 6s: Pkg 12 
Bandage, Gauze, Compressed, 

Camouflaged, 3 inches by 6 yards: Each 72 
Bandage, Muslin, 5 inches by 5 yards, 

12s: Pkg 1 
Bandage, Muslin, Triangular, Com- 

pressed, Camouflaged, 37 by 37 by 

52 inches: ‘Each 20 
Cotton, Absorbent, 1 oz: f Pkg . 25 
Dressing, First Aid, Paatewtaced: 

Small: Each 60 
Gauze, Petrolatum, 3 by 36 inches, 3s: Pkg 10 
Gauze, Plain, Compressed, 36 inches 

by 1 yard: Peers 
Plaster, {ea Surgical 3 inches | 

by 5 ‘yards: Spool 6 
Plaster, Adhesive, Surgical, Bian 

flaged, 1 inch by 5 yards: Spool 6 

9-27 4-320 

MEDICAL FIELD SET, NO. 2: 
Chest, Field, 28 inches Long by 1614 

inches Wide by 141% inches Deep, 

Empty: Each 1 
Tray Set, Field Chest, Type 1: Set 1 

Packed in Top Tray 
Ammonia Inhalant, Aromatic, Ampuls, 

1/3 cc., 10s: Pkg 2 
Ammonium Chloride Tablets, 0.5 Gm. 

(7% gr.), 100s: Bottle 2 
Atropine Sulfate Ophthalmic Ointment, 

1%, % oz., 12s: Box 1 
Boric Acid Ointment, % oz., 2s: Pkg 6 
Cascara Sagrada Tablets, 0.25 Gm. 

(4 gr.), 100s: Bottle 2 
Codeine Sulfate Tablets, 0. 032 Gm. 

(1% gr.), 100s: Bottle 2 
Ether, Anesthesia, Y% Ib: Can 4 
Ethyl Chloride, 3 oz: Tube 1 
Eugenol, 1 oz: Bottle 1 
Iodine and Potassium Iodide Powder, 

10s: Pkg 1 
Mercury Bichloride, Large Poison 

Tablets, 100s: Bottle 1 
Morphine Tartrate Syrettes, 0.032 Gm. 

(% gr.), 5s: Pke 10 
Petrolatum, White, 1 Ib: Can 1 
Sulfathiazole Ophthalmic Ointment, 

5%, % oz., 12s: Box 8/12 
Tetracaine Hydrochloride Tablets, 

0.1 Gm. (1% gr.), 100s: Bottle 1 
Zinc Oxide Ointment, 1 oz: Tube 6 
Bandage, Gauze, Compressed, 

Camouflaged, 3 inches by 6 yards: Each 12 
Cotton, Absorbent, 1 oz: Pkg 2 
Plaster, Adhesive, Surgical, 

3 inches by 5 yards: Spool 1 
Applicator, Wood, 1/12 by 614 inches, 

864s: g 1 
Scissors, Bandage, Lister, 74% inch: Each 1 
Box, Tablet, Folding, 500s: Pkg 72/500 
Graduate, Enamelware, 60 ml: Each Z 
Pins, Safety, Large, 12s: Card 2 
Pins, Safety, Medium, 12s: Card 2 
Container, Metal, No. 7: 1 each for Each 6 


the following: 
Acetylsalicylic Acid, Tablets, 
0.324 Gm. (5 gr.), 1000s: 500 Tablets 


Continued 
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COMP. 
SUPP JULY 1947 PRELIMINARY EDITION 
Stock No. ITEM | Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-274-320 (Cont’d) 9274-320 (Cont'd) 
1-104-075 Bismuth Subcarbonate Tablets 786. ; : 
0.324 Gm. (5 gr.), 500s: 1000 Tablets Pbpsiried me 54 soya Ripe a. 
1-413-725 Sodium Amytal Capsules, 0.2 Gm. Te. Pee : Pkg 1 
(3 gr.), 500s: 500 Capsules 3-803-800 Syringe Luer, 2 ce: Each 3 
1-418-000 Sodium Bicarbonate and Peppermint 3-804-100 Syringe, Luer, 10 cc: “ee ore | 
Tablets, 1000s: 1000 Tablets 4-187-530 Corkscrew, Folding: Each 1 
1-462-200 Sulfadiazine Tablets, 0.5 Gm. 7084-945 Sterilizer, Needle, Boiling Type, 
. (71 : . 
(774 gr.), 1000s: 500 Tablets Fuel Heated, 134 by Ni by %inch: Each 1 
1-464-100.  Sulfathiazole Tablets, 0.5 Gm. 7404-000 Ssoutc Fea Ck z anki e 
(7% gr.), 1000s: 350 Tablets 7-932-000 Thermometer, Ctinical, Oral: Each 6 
9-144-040 Container, Metal, No.9: 1eachforthe Each 4 {29-B-1756 Blade, Razor, Safety, Naiible Edge, 
following: Gillette Type: Pkg 1 
1-339-600 Phenobarbital Tablets, 0.032 Gm. {54-B-2475 Box, Cash and Stamp: Each 1 
(74 gr.), 100s: 500 Tablets {29-P-1020 Paper, Toilet: Roll 1 
1-373-000 Potassium Permanganate Tablets, $29-R-1035 Razor, Safety, with 5 Blades: Rac 1 
0.324 Gm. (5 gr.), 100s: 300 Tablets $41-S-5227 Stone, ’ Sharpening Pocket, 344 by 114 
1-386-585 Quinacrine Hydrochloride Tablets, by 13% inches: : Bach 1 
0.1 Gm. (174 gr.), 100s: 200 Tablets $51-S-1885 Soap, Toilet, Floating, White, 6 oz. 
1-462-200 Sulfadiazine Tablets, 0.5 Gm. Cate: ‘ Cate os 
(71% gr.), 1000s: 100 Tablets j 
WD AGO tNote: Quartermaster Corps Item. 
Form 8-26 Emergency Medical Tag: Book 4 
$53-B-22650 Book, Blank, Memorandum, Stiff Back, Packed in Bottom Tray 
Ruled, 150 Pages, 514 by 8% inches: Each 1 1-106-647 Boric Acid Ointment 
$51-I-173 Insecticide, Powder, Louse, 2 0z.Can: Can 3 Special Formula, Abe: Tube 18 
$42-L-14215 Lock Pad, Brass, 2 inch: Each’. 1 1-204-050 Foot Powder, Zinc Undecylenate, 2 oz: Can 4 
{53-P-30004 Pencil, Wood Cased, Lead, General 1-263-020 Magnesium Sulfate, 21% lb: Can 1 
Writing, with Rubber, No. 2 (Medi- 3-003-900 Airway, Metal, Connell, Large: Each 2 
um Soft): Each 4 3-204-600 Clamp, Towel, Backhaus, 544 inch: Each 2 
tNote: Quartermaster Corps Item. 3-397-860 Gloves, Surgeons, Size 714: Pair 2 
pega edb ee — 84: a 2 
: : 3-424-700 Inhaler, Anesthesia, Yankauer: Eac 1 
becuse ” doped 3-869-580 Tube, Trachea, Jackson, Size 4: Each 1 
1-284-990 Mercury, Ammoniated, Ointment, 1o0z: Tube 12 4-090-475 “Bottle. ‘Wide Mouth: Round: Cock 
1-384-005 Procaine Hydrochloride and Epine- Rings SO cule : : Rach 2 
phrine Tablets, 100s: Bottle 1 4-170-000 Chlorine Test Kit: Each 1 
1-384-108 mete oie Chemical, Individual, ) 4-187-220 Cork. No. 14, 12s: Bag 2/12 
Box 12/50 SF cman: Aid : + 
1-404-675 Silver, Mild Protein, Tablets, 0.3 Gm. ee Pera Heate ORME G5, On ae oe 
(4% gr.), 100s: Bottle 1 23% inches: Containing the following: Each 1 
1-404-740 Silver, Strong Protein, Tablets, 3-742-300 Srerhison bes ond: Fath 1 
oe St Ae eee F002: pee 3.865-800 . Tube, Stomach, 30 Fr: Each 1 
3-796-640 Syringe, Irrigating, Urethral, 44 0z: Each 6 Wi SEQ4G5 ” Agron. RibeneeCloth:: Each 1 
3-829-400 ‘Tourniquet, Elastic, 214 inches by 5 ft: Each 4 7178-000 adie Hiads : Bach 6 
4-089-125 Bottle, Wide Mouth, Round, Cork 7-706-000 Bag, Hot Water and Syringe, 
Finish, 50 ml: Each 2 Combination, 2 qt: Each 1 
4-187-220 Cork, No. 14, 12s: _ Bag 2/12 7-709-220 Basin, Pus, CRM: Each 1 
4-228-120 Dropper, Medicine, 12s: Pkg 1 7-725-925 Brush, Hand: Each 2 
5-189-000 Cup, Drinking, Paper, 100s: oe 40/100 9-144-020 Container, Metal, No. 5: eels Each 1 
7-939-945 ‘Tray, Instrument, CRM, 2 by 81% by the following: 
10 inches: Each 1 3-176-520 Catheter, Urethral, Rubber, 
Box, Cash and Stamp: (Quartermaster Nelaton, 14 Fr: Each 2 
Item) Containing the following: 3-176-530 Catheter, Urethral, Rubber, 
1-086-000 Atropine Sulfate Tablets, 0.4 mg. Nelaton, 16 Fr: Each 2 
(1/150 gr.), 20s: Tube 1 3-176-540 Catheter, Urethral, Rubber, 
1-109-500 Caffeine and Sodium Benzoate In- Nelaton, 18 Fr: Each 2 
jection, 0.5 Gm. (7% gr.), 2 cc., 3-176-560 Catheter, Urethral, Rubber, 
12s: Box 1 Nelaton, 22 Fr: Each 2 
1-175-850 Epinephrine Tablets, 0.4 mg. 9-144-065 Container, Metal No. 14: Containing Each 2 
(1/166 gr.), 20s: hubes 3 the following: 
1-295-500 Morphine Sulphate Tablets, 1-048-000 Alcohol, 1 qt: 2 Quarts 
0.016 Gm. (34 gr.), 20s: Tube 20 9-580-200 Surgical Instrument Set, Operating, 
3-491-900 Needle, Hypodermic, 17 Gage, Field, Small: Each 1 
3 inch, 12s: Box ye $24-B-1295 Basin, Canvas, Folding, Olive Drab: Each 2 
seit a hls ae odermic, 19 Gage, Box .-2/12 tNote: Quartermaster Corps Item. 
3-495-400 Needle, Hypodermic, 23 Gage, 
84 inch, 12s: Box 4/12 9-274-360 
3-495-900 Needle, Hypodermic, 25 Gage, MEDICAL FIELD SET. NO. 4: 
4 inch, 12s: Box, 41/2 ; a 8 9 
3-756-400 Suture, Cotton Thread, Quilting, 9-141-625 Chest, Field, 28 inches Long by 1614 
150 yards: Spool inches Wide by 14% inches Deep, 
3-782-900 Suture, Surgical Gut, Nonboilable, Empty: Each 1 
Re ee a : 4-357-570 Pad, Prescription, 100s: Each 1 
Continued Continued 
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ARMY 


COMP. 
PRELIMINARY EDITION JULY 1947 SUPP. 
Stock No. | ITEM | Unit | Qty Stock No. ITEM | Unit | Qty. 
9-274-360 (Cont’d) 9-274-900 (Cont'd) 
7-718-635 Binder, Notebook, Field,4 by 6inches: Each 2 5-597-000 Syringe, Water, Moffat: Each . 1 
7-800-035 Envelope, 3% by 8% inches, 5-696-000 Wire, Ligature, CRS, 24 Gage, 250s: Pkg 1 
Ungummed, 25s: Pkg 6 7-178-000 ‘Towel, Hand: Bac 2 
7-800-050 Envelope, 5 by 11% inches, 9-556-100 Strap, Cantle Ring, Medical Field 
Ungummed, 25s: Pkg 1 Kits: : Each 2 
7-800-080 Envelope, 10 by 15 inches, 9-556-150 Strap, Litter Carrying, 
Ungummed, 25s: Pkg 1 Medical Field Kits: Each 2 
7-802-000 Filler, Notebook, Field, Manifolding, 9-594-500 Suspenders, Medical Field Kits: Pair 1 
4 by 6 inches: Each 4 WD AGO ; 
7-879-110 Pins, Straight, 240s: Paper 1 Form 8-26 Emergency Medical Tag: Book 1 
9-599-800 Tray Set, Field Chest, Type 3: Set 1 ~53-P-30004 Pencil, Wood Cased, Lead,General 
$53-B-22650 Book, Blank, Memorandum, Stiff Writing, with Rubber, No. 2 (Me- 
Back, Ruled, 150 Pages, dium Soft) : Each 1 
54 by 8% inches: Each 1 tNote: Quartermaster Corps Item. 
{53-C-12344 Clip, Paper, Wire, Gem Pattern, 
Large, 100: . Box 1 In Left Hand Pouch 
{53-1-4960 Ink, Writing, Tablets in Tube, with 1-060-875 Ammonia Inhalant, Aromatic 
4 oz. Jar, Blue-Black: Each 1 Ampuls, 1/3 cc 10s: ’ Pkg 1 
$42-L-14215 Lock, Pad, Brass, 2 inch: Each}. <4 1-235-060 Iodine Swab, 114 cc., 6s: Pkg 2 
{53-M-1634 Mucilage, Gum, Pine, 4 oz. Bottle, 2-003-185 Bandage Ghee Compressed 
with Suitable Brush or Spreader: Bottle 1 Camouflaged, 3 inches by 6 yards: Each 12 
an. : » ies by 6 yards: Eac 
{53-P-1140 hl crapper White, 6 by 9 Each 4 2-011-755 Bandage, Muslin, Triangular, Com- 
$53-P-1244 Pad, Memorandum, White, Ruled 8 Sper spe alas era ey 
by 10% inches: Each 2 2-035-600 Gh peas ab : : Each ? 
{53-P-2520 Paper, Blotting, 3 by 944 inches: Sheet 4 we ee se eae ar Sibel 31 
{53-P-8100 Paper, Carbon, Typewriter, Black, 3-638-840 Scissors, Bandage, Lister, 714 inch: Each 1 
Hs Wp cid Medium Coating, 8 ae : 7-878-000 Pins, Safety, Medium 12s: Card 1 
2 : i i ; : 
153-P-22622 Paper, Typewriter, Bond, White, 8 Pe een reaern te poe al: 
by 10% inches: eam 1 9-259-180 Insert, Type 1, Medical Field Kit 
153-P-22736 Paper, mews, Manifold,White, 8 Cage aon rs ee 
9 : 
$53-P-29180 Pencil, Wood Cased, Lead Colored 
Blue: Each 1 9-274-905 
$53-P-29228 ae Wood Cased, Lead Colored nae ; MEDICAL KIT, DENTAL ASSISTANTS, M-2: 
$53-P-29600 Pencil, Wood Cased, Lead, Copying, 9-130-150 Case, Medical Field Kits, M-2, 
without Fe agi without Pro- saa Empty: Each 1 
tection, Medium: ac 2 
$53-P-30004 Pencil, Wood Cased, Lead, General N60. . . 
Writing, with Rubber, No. 2 (Medi- ‘ 1-060-875 ee ee ena Aromatic, oe , 
um Soft): Eac 24 1-184-000 Eu ; m1 
; -184- genol, 1 oz: Bottle 1 
eee anelees, car te a Tip, eee 1-235-060 Iodine Swab, 114 cc., 6s: Pkg 2 
ie Petes Sem aG 2-003-185 ee Gauze, Compressed, Camou- 
2 ouged, 3 inches by 6 yards: Each 12 
{53-P-31916 swan oe Cork Tip, es ty 2-011-755 Bandage, Muslin, Triangular, Com- 
ee Powder, Black: Tube 1 parece Camontlaes, 30 29 77 es tae 
’ ag i : Eac 3 
{53-P-35250 Pens, Steel, Ball Point, 144: Pig 1 017. oie. Bisex AG 
{53-R-2873 Ribbon, Typewriter, Record, Black, POTS PO oe Pee ere pica vot 
ote % inch Wide, Royal rot ba 2-035-600 Plaster, Adhesive, Surgical, Camou- 
{53-R-4200 Ruler, 12 inch: Each 1 hadi tone aie h Ahab 7 Poe Se ape 
$53-T-650 T k Th b "100: 24 Tack 3-638-840 Scissors, Bandage, Lister, 7144 inch: Each 1 
$33-T-910 Tas Shi gr mes, Pay Stock is SU 5-422-550 Pad, Cement Mixing, Paper: Each 1 
mee ag, * 7 Satie eee Co ast 5-433-000 Pliers, No. 134, McKellops: Each 1 
Ne 6 On = ri esol ; oe 8s Bs 5-548-150 Scissors, Crown, Universal, 414 inch: Each 1 
31; aes banish: <a he eee Searle hed Each 50 5-568-000 Spatula, Cement, No. 324: Each 1 
$54-T-16000 Typewriter, Portable: Bach i 5-597-000 Syringe, Water, Moffat: Each 1 
Pd ad ’ ; 5-694-150 Wire, Ligature, CRS, 24 Gage, 50s: Pkg 1 
tNote: Quartermaster Corps Item. 7-178-000 Towel, Hand: Each 2 
9.274. 7-878-000 baie Safety, Medium, 12s: Card 1 
— 900 9-144-000 Container, Metal, No. 1 For: 1-235-060. Each 1 
- WD AGO 
eer ol Nits e uid ahead Form 8-26 Emergency Medical Tag: i Book 1 
n Rig a ou 9-144-160 pope ett ed 114 by 4 inches: Each 1 
f ? ’ : or 1-184-000. 
9-130-025 Case, Medical Field Kits, Empty: Each 2 9-144-180 Container, Plastics Cinriahop the Bach 1 
; : - ollowing: 
2-017-435 ar 08 First Aid, Camouflaged, a8 ; 1-501-000 Zinc Oxide, 1 lb: rine 
5-142-200 Cement, Temporary, Antiseptic, Pk tad-F S008 Pee iar Hkh horde 
Gm: g 1 : Pa py apts i 
5-548-150 Scissors, Crown, Universal, 44 inch: Each 1 dium Soft): Each: 1 
5-568-000 Spatula, ee ol 324: Each 1 tNote: Quartermaster Corps Item. 
‘ontinu: 
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COMP. 
SUPP. = ‘> 
JULY 1947 PRELIMINARY EDITION 
Stock No. ITEM | Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-274-910 9-274-915 (Cont’d) 
MEDICAL KIT, DENTAL OFFICERS: ae ens pee bay No, 123: Each 1 
: : ; -280- xplorer, No. 6: Each 1 
9-130-025 Case, Medical Field Kits, Empty: Each I 5-324-000 Forceps, Tooth Extracting, No. 150A: Each 1 
5-325-000 Forceps, Tooth Extracting, No. 151A: Each 1 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 2 5-332-150 Gauze, Plain, 144 inch by 5 yards: Jar 1 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 1 5-363-505 Instrument, Cutting, Black, No. 63: Each 1 
2-035-600 Plaster, Adhesive, Surgical, Camou- 5-363-550 Instrument, Cutting, Black, No. 64: Each 1 
flaged, 1 inch by 5 yards: Spool 2 5-364-025 Instrument, Cutting, Black, No. 84: Each 1 
4-048-350 Bottle, Glass, Glass Stoppered: Each 3 5-365-350 Instrument, Plastic, Woodson, No. 1: Each 1 
4-054-225 Bottle, Narrow Mouth, Round, Am- 5-418-005 Mirror, Mouth, No. 4: Each 1 
ber, 60 ml., without Stopper: Each 1 5-419-005 Mirror, Mouth, No. 5: Each 1 
4-415-000 Stopper, Rubber, Solid, No. 2: For Each 1 een ype Chae ase Mirror: Each 1 
4-054-225. -426- iers, No. 6: Each 1 
5-006-050 Anesthetic Solution, Local, Car- 5-542-000 Scaler, No. 6: Each 1 
tridges, 214 cc., 25s: Can 1 7-084-945 Sterilizer, Needle, Boiling Type, Fuel 
5-147-050 Chisel, No. 48: Each 1 Heated, 174 by by 7ginch: = Each 1 
5-250-000 Elevator, Winter, No. 122: Each 1 7-877-000 | Pins, Safety, Large, 12s: Card 1 
5-251-000 Elevator, Winter, No. 123: Rach 1 7-878-000 Pins, Safety, Medium, 12s: Card 1 
5-280-000 Explorer, No. 6: Each 1 9-117-135 Case, Dental Instruments, Empty: — Each 1 
5-324-000 Forceps, Tooth Extracting, No. 150A: Each 1 9-144-000 Container, Metal, No. 1: For Each 2 
5-325-000 Forceps,Tooth Extracting, No.151A: Each 1 1-235-060 and 4-048-350. 
5-363-505 Instrument, Cutting, Black, No. 63: Each 1 9-144-015 Container, Metal, No. 4: Each 1 
5-363-550 Instrument, Cutting, Black, No. 64: Each 1 For 4-054-225. 
5-365-350 Instrument, Plastic, Woodson, No. 1: Each 1 9-190-180 Dental Syringe Set, Hypodermic, 
5-418-005 Mirror, Mouth, No. 4: Each 1 Cartridge Type: Set 1 
5-419-005 Mirror, Mouth, No. 5: Each 1 9-259-350 Instrument Set, Medical Officers Kit: Set 1 
5-419-350 Handle, Mouth Mirror: Each 1 WD AGO 
5-426-000 Pliers, No. 2: Each 1 Form 8-26 Emergency Medical Tag: Book 1 
7084-945 Sterilizer, Needle, Boiling Type, Fuel {53-P-30004 Pencil, Wood Cased, Lead, General 
Heated, 134 by 14% by % inch: Each 1 Writing, with Rubber, No. 2 (Me- 
ty oe Pins, Safety, Large, 12s: Card 1 dium Soft): Each 1 
-878-000 Pins, Safety, Medium, 12s: Card 1 N : 
9-117-135 Case, Dental Instruments, Empty: Each 1 pete Secs ae alee igres 
9-144-000 Container, Metal, No. 1: For Each 2 
1-235-060 and 4-048-350. atte etal vee 
9-144-015 Container, Metal, No. 4: Each 1 MEDICAL KIT, MAXILLOFACIAL INJURIES: 
For 4-054-225. : : : : 
9-190-180 Dental Syringe Set, Hypodermic, erie i oe BM phanitapiat 
Cartridge Type: | : j Set 1 PES: Cee — : 
9-259-180 te ae Field Kits rent 1-382-000 | ee Hydrochloride Tablets, 
9-259-350 Instrument Set, Medical Officers Kit: Set 1 3-276-600 Sieraah ae Radedi biter: Each ‘ 
9-556-100 Strap, Cantle Ring, 3-380-300 Forceps, Tissue, Straight, Allis, 
Medical Field Kits: Each 1 6 inch: Each ) 
9-556-150 Strap, Litter Carrying, 3-447-120 Blade, Operating Knife, No. 11, 6s: Pkg 4 
Sry tees Medical Field Kits: Each 1 raya Blade, Operating Knife, No. 12, 6s: Pkg 4 
: ; 3-447-200 Blade, Operating Knife, No. 15, 6s: Pk 4 
Form 8-26 Emergency Medical Tag: Book 1 3-447-800 Handle, Operating Knife, No. 3: bark 2 
$53-P-30004. Pencil, Wood Cased, Lead, General 3-495-4 : 
I, j 00 Needle, Hypodermic, 23 Gage, 
- Writing, with Rubber No. 2, (Me- 34 inch, 12s: Box 1 
dium Soft): Each 1 3-495-950 Needle, Hypodermic, 25 Gage, 2inch: Each 12 
{Note: Quartermaster Corps Item. 1 e Roche: ene 5 sf in Each 2 
- - eedie, Suture, Kye, % Circle, 
gaekaac ae Pile Edge, Size 2, 6s: Pkg 1 
-524- veedle, Suture, Surgeons Regular, 3% 
9-274-915 Circle, Cutting Edge, Size 12, 6s: : Pkg 1 
MEDICAL KIT, DENTAL OFFICERS, M-2: 3-524-540 Needle, Suture, Surgeons Regular, 3 
Circle, Cutting Edge, Size 16, 6s: Pkg 1 
9-130-150 Case, Medical Field Kits, M-2,Empty:Each 1 pee ee ae ee 
5 inch: Each 2 
; 3-644-600 Scissors, Iris, Full Curved, 4 inch: Each 2 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 2 3-755-200 Suture, Corrosion Resisting Steel, 
2-013-000 Cotton, Absorbent, 1 0z:4 Pkg 1 0.009 inch Diameter, 1 oz: Spool 1 
2-035-600 P yaaa te sicle: Camou- eae 3-755-240 Suture, Corrosion Resisting Steel, 
’ : poo . i i : 
4-048-350 Bottle, Glass, Glass Stoppered: Each 3 3.758-380 Suture, Dermal Size 0 se Feige 
4-054-225 Bottle, Narrow Mouth, Round, 3-766-940 Suture, Silk, Braided, Size 1,25 yards. Spool 4 
Amber, 60 ml., without Stopper: | Each 1 3-804-100 sot : : ee ee 
I Syringe, Luer, 10 cc: Each 2 
4-415-000 See ae Solid, No. 2: Each 1 5-006-050 Anesthetic Solution, Local, 
or 4-054-225. | Cartridges, 214 cc., 25s: 
5-006-050 Anesthetic Solution, Local, Cartridges, 5-148-700 (Sc Oe 8 in 1s Each 2 
214 cc., 25s: Can 1 5-149-500 Chisel, Osseous, Stout, No. 2: Each 2 
5-147-050 Chisel, No. 48: Each 1 5-150-500 Chi 3 
FeAl. tlevdton, Wi ia 159: isel, Osseous, Stout, No. 3: Each 2 
-250- evator, Winter, No. ; Each’ 1 5-196-600 Curette, Alveolar, Molt, No. 2: Each 1 
Continued Continued 
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PRELIMINARY EDITION 


Stock No. 


5-196-700 
5-196-800 
5-196-900 
5-240-050 
5-246-500 
5-313-250 
5-324-000 
5-325-000 
5-433-350 
5-548-150 
5-551-150 


5-694-150 
9-190-180 


MEDICAL KIT, MEDICAL NONCOMMISSIONED 


9-130-025 


9-556-100 
9-594-500 


1-106-644 
1-235-060 
1-295-510 
1-462-190 
2-017-575 
2-035-600 
3-638-840 
3-829-400 
7-877-000 
7-878-600 
| 7-932-000 
' 9-144-000 
9-144-170 
1-010-000 
1-150-500 


9-204-750 
9-259-185 


9-556-150 


WD AGO 
Form 8-26 


ITEM 


Curette, Alveolar, Molt, No. 4: 
Curette, Alveolar, Molt, No. 9L: 
Curette, Alveolar, Molt, No. 10R: 
Elevator, Malar, Ivy: 

Elevator, Root, Stout, A: 
Forceps, Bone, Rongeur, No. 4A: 


Pliers, No. 136, Goslee: 

Scissors, Crown, Universal, 41% inch: 

Scissors, Oral Surgical, Saw-Toothed, 
634 inch, Dean: 

Wire, Ligature, CRS, 24 Gage, 50s: 

Dental Syringe Set, Hypodermic, 
Cartridge Type: 


Case, Medical Field Kits, Empty: 


Strap, Cantle Ring, Medical Field 
Kits: 
Suspenders, Medical Field Kits: 


Boric Acid Ointment, 1% oz., 2s: 
Iodine Swab, 1% cc., 6s: 


(1% gr.), 5 
Sulfadiazine “Tablets, 0.5 Gm. 


(74 gr.), 8s: 


Plaster, Adhesive, Surgical Camou- 
flaged, 1 inch by 5 yards: 
Scissors, Bandage, Lister, 714: 


Pins, Safety, Large, 12s: 

Pins, Safety, Medium, 12s: 

Thermometer, Clinical, Oral: 

Container, Metal, No. 1: 
For 1-235-060. 

Container, Plastic, 4% oz: 
For the following: 


Gm. (5 gr.), 1000s: 


First Aid Kit, Eye Dressing, M-2: 

Insert, Type 2, Medical Field Kits 
Canvas Case: 

Strap, Litter Carrying, Medical 
Field Kits: 


Emergency Medical Tag: 


$53-P30004 Pencil; Wood Cased, Lead, General 


um Soft): 


tNote: Quartermaster Corps Item. 


2-003-185 
2- O11- 755 


2-013-000 
2-024-000 


OG-I 


Bandage, Gauze, Compressed, 


52 inches: 
Cotton, Absorbent, 1 oz: 
Gauze, Plain, Compressed, 36 inches 


COMP. 
SUPP 
JULY 1947 
| Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-275-020 (Cont’d) 9-275-110 
5003 : MEDICAL KIT, 
Each 1 MEDICAL NONCOMMISSIONED OFFICERS, M-2: 
Each 1 9-130-150 Case, Medical Field Kits, M-2, 
oe : Empty: Each 1 
Forceps, Tooth Extracting, No.150A: Each 2 1-235-060 Iodine Swab, 1% cc., 6s: Pkg 1 
Forceps, Tooth Extracting, No.151A: Each 2 1-295-510 Morphine Tartrate Syrettes, 0.032 
Fach 2 Gm. ( gr.), 5s: Pkg 2 
Each 2 1-462-190 Sulfadiazine Tablets, 0.5 Gm. 
(7% gr.), 8s Pkg 8 
Each 2 2-003-185 Bandage, Gauze, Compressed, 
Pkg 2 Camouflaged, 3 inches by 6 yards: Each 6 
2-011-755 Bandage, Muslin, Triangular, Com- 
Set 2 pressed, Camouflaged, 37 by 37 by 
52 inches: Each 4 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 4 
9-275-105 2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 8 
2-017-575 Dressing,Gauze and Adhesive Plaster, 
OFFICERS: Camouflaged, 1 by 3 inches, 16s: Pkg 2 
2-020-750 Gauze, Petrolatum, 3 by 36 inches, 3s: Pkg 2 
Each 2 2-024-000 Gauze, Plain, Compressed, 36 inches 
by 1 yard: Pkg 2 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
Pach 2 flaged, 1 inch by 5 yards: Spool 1 
Pair 1 3-638-840 Scissors, Bandage, Lister, 714 inch: Each 1 
3-829-400 eed Elastic, 24% inches by 
: ip Each i} 
eee raed Fuel 7-877-000 Pins, Safety, Large, 12s: Card 2 
Pkg 1 7-878-000 Pins, Safety, Medium, 12s: Card 2 
Pkg 2 7-932-000 Thermometer, Clinical, Oral: Each 1 
Morphine elegy Syrettes,0.032 Gm. 9-144-000 Container, Metal, No. 1: Each 1 
Pkg = 2 For 1-235-060. 
9-144-170 Container, Plastic, 4% oz: For the Each 4 
, P Pkg 3 following: 
Dressing,Gauze and Adhesive Plaster, 1-010-000 er aia ha Acid Tablets,0.324 
Camouflaged, 1 by 3 inches, 16s: Pkg 1 Gm. (5 gr.), 1000s: 40 Tablets 
1-150-500 Compound Cathartic Pills, 
an : sp aaaphenie 1000s: 36 Pills 
Tourniquet, Elastic, 24% inches by 5 ft: Each 1 WD eA et PAG Ee Te eta sinisi ; 
ee : Form 8-26 Emergency Medical Tag: Book 1 
Each 1 £53-P-30004 Pencil, Wood Cased, Lead, General 
hark 1 Writing, with Rubber, No. 2 
(Medium Soft): Each 1 
Each 3 {Note: Quartermaster Corps Item. 
Acetylsalicylic Acid ee 9-275-115 
1 ablets 
Compound Cathartic Pills, 1000s: MEDICAL KIT, MEDICAL OFFICERS: 
36 Pills 9-130-025 Case, Medical Field Kits, Empty: Each if 
Each 1 1-106-644 Boric Acid Ointment, 1% oz., 2s: Pkg 1 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 1 
Each 1 1-295-510 Morphine Tartrate Syrettes, 0.032 
Each , Gm. (% gr.), 5s: Pkg 3 
ac 1-462-190 Sulfadiazine Tablets, 0.5 Gm. 
Saag (7% gr.), 8s: Pkg 3 
—_ 2-003-185 agers gat Castres Cam- 
ouflaged, 3 inches by 6 yards: Each 5 
Writing, with Rubber, No. 2 (Medi- 2-035-600 Plaster, Adhesive, Surgical Camou- 
Each J flaged, 1 inch by 5 yards: Spool 1 
3-638-840 Scissors, Bandage, Lister, 744 inch: Each 1 
3-829-400 ‘Tourniquet, Elastic, 24% inches by 
tts Each 1 
In Left Hand Pouch 7-878-000 Pins, Safety, Medium, 12s: Card 1 
7-932-000 Thermometer, Clinical, Oral: Each 1 
Camouflaged, 3 inches by 6 yards: Each 8 9-144-000 Container, Metal, No. 1: Each... 1 
Bandage, Muslin, Triangular, Com- For 1-235-060. 
pressed, Camouflaged, 37 by 37 by 9-144-170 Container, Plastic, 44 oz: Bach: 4:3 
Each 4 1-010-000 Acetylsalicylic Acid Tablets, 0.324 
Pkg 4 Gm. (5 gr.), 1000s: 16 Tablets 
1-150-500 Compound Cathartic Pills, 
Pkg 4 1000s: 36 Pills 
Continued 


by 1 yard; 
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Stock No. ITEM | Unit | Qty. 
9-275-115 (Cont’d) 
9-204-750 First Aid Kit, Eye Dressing, M-2: Each 1 
9-259-185 Insert, Type 2, Medical Field Kits 
Canvas Case: Each 1 
9-259-350 Instrument, Set, Medical Officers Kit: Set 1 
9-556-100 sep Cantle Ring, Medical Field 4 
its: 
9-556-150 Strap, Litter Carrying, Medical Field 
Kits: Each 1 
WD AGO 
Form 8-26 Emergency Medical Tag: Book 1 
$53-P-30004 Pencil, Wood Cased, Lead, General 
Writing, with Rubber, No. 2 (Me- 
dium Soft): | Each 1 
tNote: Quartermaster Corps Item. 
9-275-120 
MEDICAL KIT, MEDICAL OFFICERS, M-2: 
9-130-150 Case, Medical Field Kits, M-2, 
Empty: Each 1 
1-235-060 Iodine Swab, 11% cc., 6s: Pkg 1 
1-295-510 Morphine Tartrate Syrettes, 0.032 
Gm. (4 gr.), 5s: Pkg 3 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. 
(7% er.), 8s: Pkg 3 
2-003-185 Bandage, Gauze, Compressed, Camou- 
flaged, 3 inches by 6 yards: Bac 5 
2-020-750 Gauze, Petrolatum, 3 by 36 inches, 3s: Pkg 4 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: Spool 1 
3-829-400 ‘Tourniquet, Elastic, 24% inches by 
Spe hen Each 1 
7-878-000 Pins, Safety, Large, 12s: Card 1 
7-932-000 Thermometer, Clinical, Oral: Each 1 
9-144-000 Container, Metal, No. 1: Each 1 
For 1-235-060. 
9-144-170 Container, Plastic, 4 oz: ach «a: 
1-010-000 Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 1000s: 40 Tablets 
1-150-500 Compound Cathartic Pills, 
1000s: 36 Pills 
9-204-750 First Aid Kit, Eye Dressing, M-2: Each. 1 
9-259-350 Instrument Set, Medical Officers Kit: Set 1 
WD AGO 
Form 8-26 Emergency Medical Tag: Book 1 
{53-P-30004 Pencil, Wood Cased, Lead, General 
Writing, with Rubber, No. 2 (Me- 
dium Soft): Each 1 
{tNote: Quartermaster Corps Item. 
9-275-160 
MEDICAL KIT, MEDICAL PARACHUTISTS: 
9-130-150 Case, Medical Field Kits, M-2, 
Empty: Each 1 
1-060-875 Ammonia Inhalant, Aromatic, Am-_ 
puls, 4% cc., 10s: Pkg 3 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 3 
1-295-510 Morphine Tartrate Syrettes, 0.032 
Gm. (4 gr.), 5s: Pkg 2 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. Pkg 2 
(7% gr.), 8s: 
2-003-185 Bandage, Gauze, Compressed, Camou- 
flaged, 3 inches by 6 yards: Each 10 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: Bach’: 6 


Page 22 


ARMY 
COMP. 
SUPP. 


JULY 1947 


Continued 


Stock No. 


2-017-435 
7-878-000 
9-144-000 
9-144-170 
1-005-985 
1-010-000 
1-150-500 
1-223-000 
1-386-585 
9-259-350 


WD AGO 
Form 8-26 Emergency Medical Tag: 


PRELIMINARY EDITION 


ITEM 


9=275-160 (Cont'd) 


Dressing, First Aid, Camouflaged, 
Small: 
Pins, Safety, Medium, 12s: Card 
Container, Metal, No. 1: Each 
Container, Plastic, 4% oz: 1 each of the Each 
following: 
Acetophenetidin Tablets, 0.324 
Gm. (5 gr.), 100s: 16 Tablets 
Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 1000s: 16 Tablets 
Compound Cathartic Pills, 
1000s: 36 Pills 
Glycyrrhiza and Opium Compound 
Tablets, 1000s: 25 Tablets 
Quinacrine Hydrochloride Tablets, 
0.1 Gm. (1% gr.), 100s: 50 Tablets 
Instrument Set, Medical Officers Kit: Set 


Book 


Each 


$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Me- 


dium Soft): Each 


tNote: Quartermaster Corps Item. 


9-275-210 


MEDICAL KIT, MEDICAL PRIVATES: 


9-130-025 


9-556-100 
9-594-500 


1-106-644 
1-235-060 
2-011-755 
2-017-575 
2-035-600 


3-638-840 
3-829-400 


7-878-000 
9-144-000 


9-204-750 
9-259-180 


2-003-185 
2-017-435 
9-556-150 
WD AGO 


Form 8-26 Emergency Medical Tag: 


Case, Medical Field Kits, Empty: Each 


Strap, Cantle Ring, Medical Field 
Kits: 
Suspenders, Medical Field Kits: 


Each 
Pair 


In’ Right Hand, Pouch 


Boric Acid Ointment, % oz., 2s: Pkg 

Iodine Swab, 1% cc., 6s: Pkg 

Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: 

Dressing, Gauze, and Adhesive Plas- 
ter, Camouflaged, 1 by 3 inches, 16s: 

Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: 

Scissors, Bandage, Lister, 714 inch: 

bas hed Elastic, 2144 inches by 

Ls 

Pins, Safety, Medium, 12s: 

Container, Metal, No. 1: 
For 1-235-060. 

First Aid Kit, Eye Dressing, M-2: 

Insert, Type 1, Medical Field Kits 
Canvas Case: 


Each 
Pkg 


Spool 
Each 


Each 
Card 
Each 


Each 
Each 


In Left Hand Pouch 


Bandage, Gauze, Compressed, Camou- 
flaged, 3 inches by 6 yards: 

Dressing, First Aid, Camouflaged, 
Small: 

Strap, Litter Carrying, Medical Field 
Kits: 


Each 
Each 
Each 
Book 


$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Me- 


dium Soft): Each 


tNote: Quartermaster Corps Item. 


| Unit | ay. 


ae 


OG-| 


PRELIMINARY EDITION 


Stock No. 


= 


9-275-220 


MEDICAL KIT, MEDICAL PRIVATES, M-2: 
9-130-150 Case, Medical Field Kits, M-2, 


OG.l 


Empty: Each 
1-235-060 Iodine Swab, 114 cc., 6s: Pkg 
2-003-185 Bandage, Gauze, Compressed, Camou- 
flaged, 3 inches by 6 yards: Each 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: Each 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 
2-017-575 Dressing, Gauze and Adhesive Plas- 
ter, Camouflaged, 1 by 3 inches, 16s: Pkg 
2-020-750 Gauze, Petrolatum, 3 by 36 inches, 3s: Pkg 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: Spool 
3-638-840 Scissors, Bandage, Lister, 744 inch: Each 
3-829-400 Tourniquet, Elastic, 244 inches by 
ries Each 
7-877-000 Pins, Safety, Large, 12s: Card 
7-878-000 Pins, Safety, Medium, 12s: Card 
9-144-000 Container, Metal, No. 1: Each 
For 1-235-060. 
- 9-204-750 First Aid Kit, Eye Dressing, M-2: Each 
WD AGO 
Form 8-26 Emergency Medical Tag: Book 
9-313-200 
MEDICAL PACK, EQUIPMENT, 
ANIMAL PACK TYPE: 
9-313-420 Medical Set, Pack Type, No. A: Set 
9-313-425 Medical Set, Pack Type, No. B: Set 
Top Load Consisting of 
7-157-985 Blanket, Wool, Olive Drab: Each 
7-837-205 Litter, Folding, Aluminum Pole: Each 
7-844-205 Strap, Litter, Patient Securing, M-2: Each 
9-135-650 Case, Splint Set, Straight Splints, 
Empty: Containing: Each 
2-009-000 Bandage, Muslin, 5 inches by 5 
yards, 12s: Pkg 
3-725-300 Splint, Leg, Half Ring, Thomas: Each 
3-725-500 Splint Support and Foot Rest, 
Improved: Each 
3-732-100 Splint, Wire Ladder, 314 by 31 
inches: ach 
3-732-800 Splint, Wire Mesh, 514 inches by 
1 yard: Roll 
3-745-800 Strap, Splint: Each 
9-313-350 
MEDICAL PACK, NO. 1: 
9-130-450 Case, Medical Packs, Empty: Each 
9-259-160 Insert, Medical Packs, Empty: Each 
$74-P-26 Packboard, Aluminum: Each 
{Note: Quartermaster Corps Item. 
Packed in Insert No. 1 
2-017-430 Dressing, First Aid, Camouflaged, 
Medium: Each 
Packed in Insert No. 2 
2-017-430 Dressing, First Aid, Camouflaged, 
Medium: Each 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 
Continued 


| Unit | avy. 


— 


— 


16 


10 
30 


ARMY 


COMP. 
JULY 1947 SUPP. 
Stock No. ITEM | Unit | Qty. 
9-313-350 (Cont’d) 
Packed in Insert No. 3 
2-003-190 Bandage, Gauze, Compressed, Camou- 
flaged, 4 inches by 6 yards: Each 25 
2-009-000 Bandage, Muslin, 5 inches by 5 yards, 
12s: Pkg 6/12 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: Each 24 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 13 
2-024-000 Gauze, Plain, Compressed, 36 inches 
by 1 yard: Phe e 
2-035-000 Plaster, Adhesive, Surgical, 3 inches 
by 5 yards: Spool 3 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: Spool 3 
Packed in Insert No. 4 
1-106-647 Boric Acid Ointment, Special Formula, 
4 oz: Jar 1 
1-204-050 Foot Powder, Zinc Undecylenate, 2 oz: Can 1 
3-397-860 Gloves, Surgeons, Size 74%: Pair Z 
3-397-880 Gloves, Surgeons, Size 8: Pair 2 
3-638-840 Scissors, Bandage, Lister, 744 inch: Each 1 
3-742-300 Stethoscope, Ford: Each 1 
3-829-400 Tourniquet, Elastic, 24% inches by 
okt: Each 2 
7-084-710 Sterilizer, Instrument, Boiling Type, 
Fuel Heated, 934 by 334 by 2% 
inches: Containing the following: Each 1 
3-344-300 Forceps, Hemostatic, Curved, 
Rochester-Pean, 614 inch: Back 53 
3-347-100 Forceps, Hemostatic, Straight, 
Rankin, 614 inch: Each 6 
3-419-100 Holder, Needle, Hegar-Mayo, 
6 inch: Each 1 
3-447-300 Blade, Operating Knife, No. 20, 
6s: Pkg F 
3-447-820 Handle, Operating Knife, No. 4: Each 1 
3-511-240 Needle, Suture, Catgut, Mayo, 
Wg Circle, Taper Point, Size 2, 6s: Pkg 2 
3-524-440 Needle, Suture, Surgeons Regular, 
34 Circle, Cutting Edge, Size 6, 6s: Pkg 2 
3-524-500 Needle, Suture, Surgeons Regular, 
3% Circle, Cutting Edge, Size 12, 
Se Pkg 1 
3-526-500 Needle, Suture, Uterine, Martin, 
¥ Circle, Cutting Edge, Size 5, 
6s: Pkg 1 
3-640-900 Scissors, Dissecting, Straight, 
Mayo, 5) inch: Each 1 
4-089-964 Box, Ointment, Tin, 2 oz., 12s: Pkg 1 
7-150-485 Apron, Rubberized Cloth: Each 1 
7-178-000 Towel, Hand: Each 3 
Box, Cash and Stamp: (Quartermaster 
Item) Containing the following: 
1-295-510 Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 5s: Pkg 13 
1-380-900 Procaine Hydrochloride Ampuls, 
0.02 Gm. (1/3 gr.), 2 cc., 12s: Box 2 
3-492-900 Needle, Hypodermic, 19 Gage, 
134 inch, 12s: Box 1 
3-495-400 Needle, Hypodermic, 23 Gage, 
34 inch, 12s: Boxe 1 
3-756-400 Suture, Cotton Thread, 
Quilting, 150 yards: Spool 2 
3-786-340 Suture, Surgical Gut, 
Nonboilable, Type C, Medium 
‘Treatment, Size 1, 12s: Pkg 2 
3-803-800 Syringe, Luer, 2 cc: * Each 2 
7-932-000 Thermometer, Clinical, Oral: Each 2 
7-864-635 Pad, Heat, Chemical: Each 2 
7-877-000 Pins, Safety, Large, 12s: Card 4 
7-878-000 Pins, Safety, Medium, 12s: Card 4 


Continued 


ARMY 


COMP. 
SUPP. 65 
JULY 1947 
Stock No. ITEM | Unit | Qty. 
9-313-350 (Cont’d) 
9-144-000 Container, Metal, No. 1: 1 for each 2 
packages of the following: Bach: |) 2 
1-235-060 Iodine Swab, 1% cc., 6s: Pkg 4 
9-144-040 Container, Metal, No. 9: 1 for each 
150 of the following: Each 2 
1-010-000 Acetylsalicylic Acid Tablets, 0.324 
Gm. (5gr.), 1000s: 300 Tablets 
9-144-065 Container, Metal, No. 14: For the 
following: Each 1 
1-048-000 Alcohol, 1 qt: Can | 
WD AGO 
Form 8-26 Emergency Medical Tag: Book 1 
$24-B-1295 Basin, Canvas, Folding, Olive Drab: Each 1 
{53-B-22650 Book, Blank, Memorandum, Stiff 
Back, Ruled, 150 Pages, 5144 by 
814 inches: Each 1 
$54-B-2475 Box, Cash and Stamp: Each 1 
$51-S-1885 Soap, Toilet, Floating, White, 6 oz. 
Cake: Cake 2 
tNote: Quartermaster Corps Item. 
9-313-360 
MEDICAL PACK, NO. 2: 
9-130-450 Case, Medical Packs, Empty: Each 1 
9-259-160 Insert, Medical Packs, Empty: Each 4 
{74-P-26 | Packboard, Aluminum: Each 1 
tNote: Quartermaster Corps Item. 
Packed in Insert No. 1 
2-017-430 Dressing, First Aid, Camouflaged, 
Medium: Each 16 
Packed in Insert No. 2 
2-017-430 Dressing, First Aid, Camouflaged, 
Medium: Each 10 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each? 30 
Packed in Insert No. 3 
2-003-190 Bandage, Gauze, Compressed, Camou- 
flaged, 4 inches by 6 yards: Bach) 25 
2-009-000 Bandage, Muslin, 5 inches by 5 
yards, 12s: Pkg 6/12 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: Each 24 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 13 
2-024-000 Gauze, Plain, Compressed, 36 inches 
by 1 yard: Pkg 13 
2-035-000 Plaster, Adhesive, Surgical, 3 inches 
by 5 yards: Spool... 3 
2-035-600 Plaster, Adhesive, Surgical, Camou- 
flaged, 1 inch by 5 yards: Spool 3 
Packed in Insert No. 4 
1-204-050 Foot Powder, Zinc Undecylenate, 2 oz: Can 2 
3-397-800 Gloves, Surgeons, Size 6: Pair 2 
3-397-860 Gloves, Surgeons, Size 7%: Pair 2 
3-638-840 Scissors, Bandage, Lister, 7144 inch: Each 1 
3-829-400 Tourniquet, Elastic, 21% inches by 5 ft: Each Z 
7-150-485 Apron, Rubberized Cloth: Each 1 
7-178-000 Towel, Hand: Each 3 
7-864-635 Pad, Heat, Chemical: Each 2 
7-877-000 Pins, Safety, Large, 12s: Card 4 
7-878-000 Pins, Safety, Medium, 12s: Card 4 
9-144-000 Container, Metal, No. 1: 1 for each 2 
packages of the following: Bach) 2 
1-235-060 ~~‘ Iodine Swab, 1% cc., 6s: Pkg 4 
9-144-065 Container, Metal, No. 14: Containing 
the following: Each 1 
1-048-000 Alcohol, 1 qt: Can 1 


Box, Cash and Stamp: (Quarter- 
master Item) Containing the 
following: 


Continued 


PRELIMINARY EDITION 


Stock No. ITEM | Unit | Qty. 
9-313-360 (Cont'd) 

1-295-510 Morphine Tartrate Syrettes, 

0.032 Gm. (1% gr.), 5s: Pkg 27 

WD AGO 

Form 8-26 Emergency Medical Tag: Book 1 
$24-B-1295 Basin, Canvas, Folding, Olive Drab: Each 1 
$24-B-1955 Bucket, Canvas, Collapsible, 10 qt: Each 1 
$53-B-22650 Book, Blank, Memorandum, Stiff 

Back, Ruled, 150 Pages, 544 by 84% 

inches: Each 1 
$54-B-2475 Box, Cash and Stamp: Each 1 
$51-S-1885 Soap, Toilet, Floating, White, 6 oz. 

Cake: Cake 2 
tNote: Quartermaster Corps Item. 

9-313-370 
MEDICAL PACK, NO. 3: 

9-130-450 Case, Medical Packs, Empty: Each 1 

7-157-985 Blanket, Wool, Olive Drab: Each 6 
t74-P-26 | Packboard, Aluminum: Each 1 
tNote: Quartermaster Corps Item. 

9-313-380 
MEDICAL PACK, NO. 4: 

9-526-950 Splint Set, Straight Splints: Set 1 
t74-P-26 | Packboard, Aluminum: Each 1 
tNote: Quartermaster Corps Item. 

9-313-390 
MEDICAL PACK, NO. 5: 
$74-A-33-30 Attachment, Packboard, Plywood, 
Cargo, Pressed Steel: Each 1 
$64-C-281 Can, Water, 5 gal: Each 1 
174-P-26 Packboard, Aluminum: Each 1 
$74-S-349-80 Strap, Quick Release, Packboard, 
Type 1: Each 1 


tNote: Quartermaster Corps Item. 


9-313-420 
MEDICAL SET, PACK TYPE, NO. A: 


9-143-525 Chest, Field, Pack Type, 19 inches 
Long by 15% inches Wide by 614 


inches Deep, Empty: Each 
1-087-500 Atropine Sulfate Ophthalmic Oint- 

ment, 1%, % oz., 12s: Box 
1-106-647 Boric Acid Ointment, Special 

Formula, 4 oz: Tube 
1-184-000 Eugenol, 1 oz: Bottle 
1-235-200 Iodine and Potassium Iodide Powder, 

10s: Pkg 
1-284-990 Mercury, Ammoniated, Ointment, 

Loz: Tube 
1-464-000 Sulfathiazole Ophthalmic Ointment, 

5%, \% oz., 12s: Box 
1-501-990 Zinc Oxide Ointment, 1 oz: Tube 
2-003-185 Bandage, Gauze, Compressed, Camou- 

flaged, 3 inches by 6 yards: Each 
2-011-755 Bandage, Muslin, Triangular, Com- 

pressed, Camouflaged, 37 by 37 by 

52 inches: Each 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 
2-017-430 Dressing, First Aid, Camouflaged, 

Medium: Each 


Continued 


Page 24 


OG-I 


Stock No. 


2-017-435 


2-020-750 
2-024-000 
3-638-840 
3-742-300 
3-829-400 
4-090-650 
4-170-000 
7-718-635 
7-802-000 
7-864-635 
7-878-000 
9-143-900 


1-404-675 
1-404-740 


9-144-030 


1-010-000 
1-065-300 
1-104-075 


1-285-395 


1-338-025 
1-418-000 


9-144-040 
1-129-010 
1-148-985 
1-240-995 
1-339-600 


1-373-000 
1-386-585 


9-144-410 
9-580-200 


WD AGO 


PRELIMINARY EDITION 


ITEM | 


9-313-420 (Cont’d) 


Dressing, First Aid, Camouflaged, 
Small: 


Gauze, Petrolatum, 3 by 36 inches, 3s: 


Gauze, Plain, Compressed, 36 inches 
by 1 yard: 

Scissors, Bandage, Lister, 7144 inch: 

Stethoscope, Ford: 

Tourniquet, Elastic, 24% inches by 5 ft: 

Box, Tablet, Folding, 500s: 

Chlorine Test Kit: 


Binder, Notebook, Field, 4 by 6 inches: 


Filler, Notebook, Field, Manifolding, 
4 by 6 inches: 
Pad, Heat, Chemical: 
Pins, Safety, Medium, 12s: 
Container, Hard Rubber, No. 2: 
1 each for the following: 
Silver, Mild Protein, Tablets, 
0.3 Gm. (4% gr.), 100s: 
100 Tablets 
Silver, Strong Protein, Tablets, 
0.15 Gm. (2% gr.), 100s: 
100 Tablets 
Container, Metal, No. 7: 1 each for 
the following: 
Acetylsalicylic Acid Tablets, 
0.324 Gm. (5 gr.), 1000s: 
500 Tablets 
Ammonium Chloride Tablets, 
0.5 Gm. (7% gr.), 100s: 
250 Tablets 
Bismuth Subcarbonate Tablets, 
0.324 Gm. (5 gr.), 500s: 
1000 Tablets 


Mercury Bichloride, Large Poison 


Tablets, 100s: 250 Tablets 
Petrolatum, White, 1 lb: 12 oz. 
Sodium Bicarbonate and Pep- 
permint, 1000s: 1000 Tablets 
Container, Metal, No. 9: 1 each for 
the following: 
Cascara Sagrada Tablets, 0.25 
Gm. (4 gr.), 100s: 250 Tablets 
Codeine Sulfate Tablets, 0.032 
Gm. (% gr.), 100s: 500 Tablets 
Ipecac and Opium Tablets, 0.324 
Gm. (5 gr.), 100s: 200 Tablets 


Phenobarbital Tablets, 0.032 Gm. 


(1% gr.), 100s: 300 Tablets 
Potassium Permanganate Tab- 
lets, 0.324 Gm. (5 gr.), 100s: 
300 Tablets 
Quinacrine Hydrochloride Tab- 
lets, 0.1 Gm. (1% gr.), 100s: 
~ 200 Tablets 
Cover, Field Chest, Pack Type: 


Surgical Instrument Set, Operating, 
Field, Small: 


Form 8-26 Emergency Medical Tag: 
$53-C-16742 Cay Drinking, Paper, Flat, 100 to 


$51-I-173 


g: 48 Cups 
Insecticide, Powder, Louse, 
2 oz. Can: 


$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 
(Medium Soft): 


{tNote: Quartermaster Corps Item. 


OG-1 


Unit | Qty. 
Each 10 
Pkg 5 
Pkg 20 
Each 1 
Each 1 
Each 2 
Pkg 48/500 
Each 1 
Each 1 
Each 2 
Each 2 
Card 4 
Each 2 
Each 6 


Each 


Each 


Set 


Book 


Can 


Each 


ARMY 
COMP. 
SUPP. 
JULY 1947 
Stock No. ITEM | Unit Qty. 
9-313-425 
MEDICAL SET, PACK TYPE, NO. B: 
9-143-525 Chest, Field, Pack Type, 19 inches 
Long by 15% inches Wide by 614 
inches Deep, Empty: Each 1 
1-048-000 Alcohol, 1 qt: Can 1 
1-179-000 Ether, Anesthesia, 14 lb: Can 4 
1-204-050 Foot Powder, Zinc Undecylenate, 2 0z: Can 4 
1-263-020 Magnesium Sulfate, 2% lb: Can 1 
1-295-510 Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 5s: Pkg 10 
2-035-000 Plaster, Adhesive, Surgical, 3 inches 
by 5 yards: Spool 3 
3-038-100 Applicator, Wood, 1/12 by 64 
inches, 864s: Pkg 432/864 
3-397-860 Gloves, Surgeons, Size 714: Pair 1 
3-397-880 Gloves, Surgeons, Size 8: Pair 1 
4-060-180 Bottle, Prescription, 4 oz., 12s: Phe <9 
4-089-075 Bottle, Wide Mouth, Round, 250 ml: Each 1 
4-275-055 Graduate, Enamelware, 60 ml: Each 1 
4-419-000 Stopper, Rubber, Solid, No. 8: Each 1 
7-084-712 Sterilizer, Instrument, Boiling Type, 
~ Fuel Heated, CRM, 934 by 334 by 
2%% inches, M-2: Containing the Each 1 
following: 
3-424-700 Inhaler, Anesthesia, Yankauer: Each 1 
’ Razor, Safety, with 5 Blades: 
(Quartermaster Item) 
Razor, Safety Blades, 5: 
(Quartermaster Item) 
7-150-485 Apron, Rubberized Cloth: Each 1 
7-178-000 Towel, Hand: Each 6 
7-254-510 Cup, Enamelware, Tumbler Shape: Each 3 
7-706-000 Bag, Hot Water and Syringe, 
Combination, 2 qt: Each 1 
7-725-925 Brush, Hand: Each 2 
9-143-950 Container, Metal, 814 inches Long by 
3%% inches Wide by 5% inches 
Deep: Each 1 
9-143-955 Container, Metal, 1514 inches Long 
by 6 inches Wide by 5% inches 
Deep: Each 1 
9-144-020 Container, Metal, No. 5: For the Each 1 
following: 
3-176-520 Catheter, Urethral, Rubber, 
Nelaton, 14 Fr: Each 1 
3-176-530 Catheter, Urethral, Rubber, 
Nelaton, 16 Fr: Each 1 
3-176-540 Catheter, Urethral, Rubber, 
Nelaton, 18 Fr: Each il 
3-176-560 Catheter, Urethral, Rubber, 
Nelaton, 22 Fr: Each 1 
3-865-800 Tube, Stomach, 30 Fr: Each 1 
9-144-410 Cover, Field Chest, Pack Type: Each 1 
Box, Cash and Stamp: (Quarter- 
master Item) Containing the 
following: 
1-086-000 Atropine Sulfate Tablets, 0.4 mg. 
(1/150 gr.), 20s: Tube 1 
1-145-025 Cocaine Hydrochloride Ampuls, 
0.5 Gm. (71% gr.), 6s: Pkg 1 
1-166-400 Digitalis Injection, 1 USP Unit, 
ior egeam WATE Ox 1 
1-175-850 Epinephrine Tablets, 0.4 mg. 
(1/166 gr.), 20s: Tube 1 
1-295-500 Morphine Sulfate Tablets, 0.016 
Gm. (% gr.), 20s: Tube 8 
1-384-000 Procaine Hydrochloride and 
Epinephrine Tablets, 20s: Bottle 1 
1-471-860 Tetracaine Hydrochloride Tab- 
lets, 0.1 Gm. (1% gr.), 100s: Bottle 1 
3-495-400 Needle, Hypodermic, 23 Gage, 
34 inch, 12s: Box 1 


Continued 


Stock No. 


3-782-940 
3-782-960 
3-796-640 
3-803-800 


4-228-120 
7-084-945 


7-404-000 
7-932-000 


$29-R-1035 Razor, Safety, with 5 Blades: 
$51-S-1885 Soap, Toilet, Floating, White, 6 oz. 


9-313-425 (Cont'd) 


Suture, Surgical Gut, Nonboil- 
able, Type A, Plain, Size 1, 12s: 
Suture, Surgical Gut, Nonboil- 
able, Type A, Plain, Size 2, 12s: 
Syringe, Irrigating, Urethral, 


4 OZ: 
Syringe, 


Dropper, Medicine, 12s: 
Sterilizer, Needle, Boiling Type, 
Fuel Heated, 134 by 1% by 


Y% inch: 


JULY 1947 


ITEM 


Luer, 2 cc: 


Spoon, Tea, CRM: 


Thermometer, Clinical, Oral: 
$24-B-1295 Basin, Canvas, Folding, Olive Drab: 
£24-B-1955 Bucket, Canvas, Collapsible, 10 qt: 
£29-B-1756 Blades, Razor, Safety, Double Edge, 


Gillette Type: 
$54-B-2475 Box, Cash and Stamp: 


Cake: 


f{Note: Quartermaster Corps Item. 


MEDICAL SUPPLEMENTAL SUPPLY SET, 


9-141-625 Chest, Field, 28 inches Long by 1614 
inches Wide by 1414 inches Deep, 


1-109-500 
1-169-358 
1-179-000 
1-203-000 
1-235-200 
1-330-810 


1-338-025 
1-380-600 


1-412-000 
1-413-720 


1-445-600 
1-462-200 


1-471-860 


1-491-700 
2-004-000 


2-012-180 
2-032-250 
2-038-450 
2-042-000 
3-397-900 
3-447-300 
3-449-900 
3-505-800 


3-732-100 
3-782-900 


3-782-920 
3-786-300 


Page 26 


Empty: 


Caffeine and Sodium Benzoate Injec- 
tion, 0.5 Gm. (7% gr.), 2 cc., 12s: 
Disinfectant, Germicide and Fungi- 


9-313-500 


cide Solution, iho pe 


Ether, Anesthesia, 44 lb: 
Fluorescein Sodium, 1 oz: 
Iodine and Potassium Iodide Powder, 


10s: 
Pentothal Sodium Ampuls, 1.0 Gm. 


(15: gr:); 25s: 


Petrolatum, 


Procaine Hydrochloride Ampuls, 0.15 


White, 1 lb: 


Gm. (2% gr.), 10s: 
Soap, Soft, 1 lb: 


Sodium Amytal Ampuls, 0.5 Gm. 


(7% gr.), Is: 
Sodium Sulamyd, 1 Gm. Packets, 25s: 
Sulfadiazine Tablets, 0.5 Gm. (74% 


gr.), 1000s: 


6 yards, 12s: 


Tetracaine Hydrochloride Tablets, 
0.1 Gm. (1% gr.), 100s: 

Water for Injection, 50 cc., 25s: 
Bandage, Gauze, Roller, 2 inches by 


Bandage, Plaster of Paris, 6 inches 


by 5 yards, 12s: 


6 yards, 12s: 


3% inch: 


00, 12s: 


Pad, Surgical, 8 by 10 inches, 50s: 
Sponge, Surgical, 4 by 4 inches, 500s: 
Wadding, Sheet, Cotton, 5 inches by 


Gloves, Surgeons, Size 814: 

Blade, Operating Knife, No. 20, 6s: 
Knife, Plaster, 5 inch: 
Needle, Spinal Puncture, 20 Gage, 


Splint, Wire Ladder, 31% by 31 inches: 
Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 00, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 0, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, Size 


Continued 


| Unit | ay 


Pkg 1 
Pkg 1 
Each 3 
Each 3 
Pkg 4% 
Each 1 
Each 2 
Each 3 
Each 2 
Each 2 
Pkg 3 
Each 1 

1 


Q 
i) 
— 
@ 
— 


FIELD: 
Each 1 
Box 1 
Bottle 1 
Can 15 
Bottle 1 
Pkg 1 
Box 1 
Can 1 
Box 1 
Jar 1 
Pkg 3 
Pkg 5 
Bottle 1 
Bottle 1 
Box 1 

kg 1 
Pkg 1 
Pkg 
Pkg 1 
Pkg 1 

Pair 2 
Pkg 1 
Each 2 
Each 1 
Each 12 
Pkg 1 
Pkg 1 
Pkg 1 


PRELIMINARY EDITION 


Stock No. ITEM | Unit | Qty. 
9-313-500 (Cont’d) 
3-786-320 Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, Size 
0, 12s: Pkg 1 
3-804-500 Syringe, Luer, 30 cc: Each 3 
3-874-140 Tubing, Drainage, Penrose, 54 inch: Each 2 
3-896-150 Wire, Hypodermic Needle, 2 inch,12s: Bundle 1 
4-180-800 Clamp, Shutoff, Rubber Tubing, 
Screw Adjustment: Each 1 
7-725-925 Brush, Hand: Back 22 
7-864-640 Refill, Heat Pad, Chemical: Each 6 
9-204-750 First Aid Kit, Eye Dressing, M-2: Each 2 
$£42-L-14215 Lock, Pad, Brass, 2 inch: Each 1 
$29-P-1020 Paper, Toilet: Roll 1 
{tNote: Quartermaster Corps Item. 
9-313-900 
MESS SET, DISH AND UTENSIL, FIELD: 
9-142-625 Chest, Field, 33 inches Long by 22 
inches Wide by 17 inches Deep, 
Empty: Each 1 
4-210-400 Dipper, White Enamel, 500 ml: Each 1 
7-177-510 Towel, Dish: Each 8 
7-289-000 Fork, Table, CRM: Each 25 
7-316-000 Knife, Table, CRM: Each 25 
7-403-000 Spoon, Table, CRM: Each 6 
7-403-500 Spoon, Table, Medium, CRM: Each 25 
Bowl, Soup, Enamelware: Each 29 
Dish, Meat, Small, Enamelware: Each 1 
Dish, Vegetable, Enamelware: Each 4 
Pitcher, Enamelware, 1 pt: Each 1 
Pitcher, Enamelware, 5 qt: Fach ic 78 
Plate, Dinner, Enamelware: Each 29 
Saucer, Enamelware: Hach. 29 
$29-B-2225 Box, Soap, Plastic: Each 1 
$64-B-585 Board, Bread, % by 14 by 20 inches: Each 1 
$21-C-108 Clothesline, Cotton, Braided, 14 inch 
Diameter: Foot; 750 
t64-F-285 Fork, Cook, Flesh, 21 inches: Each 2 
{63-G-1260 Glassware, Shaker, Pepper, Metal 
Screwcap: Each 2 
£63-G-1320 Glassware, Shotict. Salt, Metal 
Screwcap: Each 2 
$64-K-545 Knife, Butcher’s, 12 inch Blade: Each 1 
$o64-L-115 Ladle, CRS, 6 oz: Each 1 
t64-M-210 Masher, Potato, Wire: Each 1 
$64-O-130 Opener, Can, Hand: Each 1 
$41-P-1652 Pliers, Combination, Slip Joint, Wire 
Cutting Type, 8 inch: Each 1 
$64-S-1015 Spoon,Basting,CRS,15 inches Overall: Each 1 
$64-S-1310 Strainer, Small: Each 1 
$64-T-483 Tray, Serving: Each 4 
$64-T-585 Turner, Cake ‘Slotted, CRS, 15 inches 
Overall: Each 1 
$64-W-205 Whip, Egg, 16 inches: Each 1 
tNote: Quartermaster Corps Item. 
9-390-100 
PAJAMA SET, COATS, COTTON: 
9-115-090 Case, Blanket Set, Small, Empty: Each 1 
7-163-005 Coat, Pajama, Cotton, Large: Each 40 
7-163-010 Coat, Pajama, Cotton, Medium: Each 60 
9-390-200 
PAJAMA SET, COATS, COTTON FLANNEL: 
9-115-090 Case, Blanket Set, Small, Empty: Each 1 
7-164-005 Coat, Pajama, Cotton Flannel, Large: Each 15 
7-164-010 Coat, Pajama, Cotton Flannel, Me- 
dium: Each 45 


OG-1 


ARMY 
aw 
PRELIMINARY EDITION JULY 1947 SUPP. 
Stock No. | ITEM | Unit | Qty. Stock No. | ITEM | Unit | Qty. 
| 
9-390-300 9-493-425 (Cont’d) 
PAJAMA SET, TROUSERS, COTTON: 3-347-100 Forceps, Hemostatic, Straight, Ran- 
9-115-090 C kin, 644 inch: ; : Each 2 
-115- ase, Blanket Set, Small, Empty: Each 1 3-379-900 Forceps, Tissue, Spring, 51% inch: Each 2 
3-403-300 Gouge, Bone, 12 mm: Each 1 
7-165-005 Trousers, Pajama, Cotton, Large: Each 40 3-435-800 Knife, Amputating, Liston, 6 inch: Each 1 
7-165-010 T , Paj Cc Medium: h 60 3-437-100 Knife, Cartilage, Postmortem, 7 inch: Each 2 
Serene ner crane suet: ” Ege 3447-320: Blade, Operating Knife, No. 21, 6s: Pkg. 2 
3-447-820 Handle, Operating Knife, No. 4: Each 2 
9-390-400 3-449-900 Knife, Plaster, 5 inch: — 1 
es 3-468-400 Mallet, Metal, Orthopedic: Eac 1 
PAJAMA SET, TROUSERS, COTTON FLANNEL: 3-522-300 Needle, Suture, Postmortem, Half 
9-115-090 Case, Blanket Set, Small, Empty: Each 1 Curved, Cutting Edge, 5 inch: Each 3 
3-538-400 Osteotome, Stille, 30 mm: : Each 1 
7-166-005 ‘Trousers, Pajama, Cotton Flannel, 3-569-500 a seers Operating, Straight, Each 1 
Large: Bach? /\15 ma BAe : : 
7-166-010 Trousers, Pajama, Cotton Flannel, 3-631-100 echt a ple re Satterlee, 8 inch Each i 
Medium: Each 45 3-642-100 Sci ade: F ‘ al 
-642- cissors, Enterotomy, 8 inch: Each 1 
3-650-640 Scissors, de et Straight, Double i ? 
9-487-410 Blunt, 7 inch: Eac 
PHYSICAL EXAMINATION SET, RECRUITING: SAY Oey ERS veneer Cee | See 
9-141-825 Chest, Field, 28 inches Long by 1834 
inches Wide by 914 inches Deep, 5 
eee Spee REGIMENTAL AID 
1-048-000 ene. 1 qt: Can 1 STATION MEDICAL EQUIPMENT: 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 32 : . : ‘ 
¥-038-100 Applicator, Wood, Hay’ 634 inches, Fanos: Lee a ee Re ee 
s: ie 4 -844- ; nt Securing, M-2: 
3-245-500 Depressor, Tongue, Wood, 100s: Box 10 9-111-300 Blanket Set, Small: é Set : 
. Z 9-137-525 Case, Utility, Empty: Each 1 
3-407-900 Headband, Mirror, Jefferson: Each 1 961860 Lantern Set Set 1 
3-475-200 Mirror, Head, 3% inch Diameter, 44 rt aylomeeg sah : 
= Saat 9-274-300 Medical Field Set, No. 1: Set i 
ee ee Sea 9-274-320 Medical Field Set, No. 2: Be es 
argh ila ; Pee gs 9-526-950 Splint Set, Straight Splints: Set 1 
3-691-600 pees, Ear, Examining, Gruber, 
t of 4: Set 1 591. 
3-698-100 Speculum, Nasal, Bosworth: Each 1 9-521-900 
Pee ooh monnometes, Aneroid: Each 1 REGIMENTAL AID STATION 
-742-300 Stethoscope, Ford: Each 1 . 
3-803-800 Syringe, Luer, 2 cc: Hach 2 MEDICAL EQUIPMENT, PACK TYPE: 
3-804-100 Syringe, Luer, 10 cc: Each 2 7-837-905 Litter, Straight, Aluminum Pole: Each 6 
3-885-945 Vision Test Set: Each 1 7-844-205 Strap, Litter, Patient Securing, M-2: Each 18 
3-886-605 Vision Test Set, Color Vision, 19 9-006-100 Air Forces Flight Service Medical as 
Plate: Set 1 Supply Set: t 1 
3-896-150 Wire, Hypodermic Needle, 2 inch, 12s: Bundle 1 9-261-860 Lantern Set: Set 1 
7-889-000 Scale, Physicians Examining: ach 1 9-313-340 Medical Pack Equipment, Man Pack 
7-929-000 Tape, Measuring, Fabric, 60 inch: Each 1 Type: Each 1 
7-932-000 Thermometer, Clinical, Oral: Each 6 $74-B-5455 Bag, Duffel: Each 1 
9-600-800 Urinalysis Set, Field, Small: Set 1 £74-P-26 Packboard, Aluminum: Each 1 
tNote: Quartermaster Corps Item. 
9-489-100 
PILLOWCASE SET: ba ipa 
9-115-090 Case, Blanket Set, Small, Empty: Each 1 ; 
9-115-090 Case, Blanket Set, Small, Empty: Each 1 
7-169-000 Pillowcase, Cotton: Each 100 ; 
7-172-000 Sheet, Cotton: Each 60 
9-493-425 2 
POSTMORTEM KIT: ieee oe 
9-131-575 Case, Postmortem Kit, Empty: Each 1 ij 
9-134-575 Case, Shock Team Set, Empty: Each 1 
3-191-300 Chisel, Bone, 18 mm: Each 1 ; 
3-259-400 Director, Grooved, Probe Point, 54% 1-295-510 Morphine Tartrate Syrettes, 0.032 
inch: Each 1 Gm. (¥% gr.), 5s: Pkg 20 
3-311-800 Forceps, Bei Cutting, Straight, 1-380-680 yi Saran pe eg niin ti Ampuls, 1 i i 
Liston, 834 inch: Each 1 m. er), OS: ox 
3-334-200 Forceps, Dressing, Uterine, Curved, 3-139-900 Canula, Intravenous, Curved, Web- 
Bozeman, 10 inch: Each 1 ster: Bachist2 
Continued Continued 
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JULY 1947 PRELIMINARY EDITION 
Stock No. | STEM | Unit | Qty. Stock No. ITEM | Unit Qty. 
9-522-480 (Cont’d) 9-526-850 (Cont’d) 
3-333-600 Forceps Dressing, Straight,5'4inch: Each 3 3-723-100 Splint, Leg and Thigh, Half Ring, 
3-345-600 Forceps, Hemostatic, Mosquito, Folding: 2 Each 
Straight, Halstead, 5 inch: Each 6 3-725-450 Litter Bar, Leg Splint: Each 1 
3-447-300 Blade, Operating Knife, No. 20, 6s: Pkg 1 3-725-500 Splint Support and Foot Rest, 
3-447-820 Handle, Operating Knife, No. 4: Each 3 Improved: Each 1 
3-491-900 Needle, Hypodermic, 17 Gage, 3 inch, 3-745-800 Strap, Splint: Each 1 
12s: Box 2 
3-492-900 Needle, Hypodermic, 19 Gage, 134 
inch, 12s: Ox 2 9-526-950 
3-494-400 Nea Hypodermic, 22 Gage, 1 inch, fi p SPLINT SET, STRAIGHT SPLINTS: 
12s: Ox . ; ; 
3-638-840 Scissors, Bandage, Lister, 714 inch: Each 3 9-135-650 Case, Splint Set, Straight Splints, 
3-651-820 Scissors, Operating, Straight, One Empty: Each 1 
Point Sharp, 514 inch: Each 5; 3 
3-713-100 Sphygmomanometer, Aneroid: Each 4 9-011-755 Bandage, Muslin, Triangular, Com- 
3-742-300 Stethoscope, Ford: Racn 2 pressed, Camouflaged, 37 by 37 by 
3-805-800 Syringe, Needle Lock, 5 cc: Each 4 52 inches: Each 36 
4-281-180 Hemoglobin Scale, Tallquist: Each 1 3-721-200 Splint, Basswood, 12s: Pkg 1 
4-460-720 Tubing, Rubber, 44 inch Inside Diam- 3-725-300 Splint, Leg, Half Ring, Thomas: Each 6 
eter, 4% inch Wall: Foot 12 3-725-450 Litter Bar, Leg Splint: Each 6 
9-124-250 Case, Instruments, Shock Team Set, 3-725-500 Splint Support and Foot Rest, 
Empty: ; Each 1 Improved: Each 6 
3-732-100 Splint, Wire Ladder, 314 by 31 inches: Each 18 
3-745-800 Strap, Splint: Each 6 
9-526-700 3-745-900 Strap, Splint,.36 inches, with Buckle: Each 6 
SPLINT SET, AIRPLANE CRASH: 
9-135-650 Case, Splint Set, Straight Splints, 9-554-900 
Empty: Each 1 STERILIZING SET, FIELD: 
9-141-425 Chest, Field, 2514 inches L 121 
2-003-185 Bandage, Gauze, Compressed, Camou- aches Wide oa vA aay Aah 
flaged, 3 inches by 6 yards: Each 36 Empty: aon 1 
_2-008-000 Bandage, Muslin, 3 inches by 5 yards, = ; 
12s: g 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 12 1-339-920 Phenol, 1 Ib: Bottle 4 
2-035-600 Plaster, Adhesive, Surgical, Camou- 1-412-000 Soap, Soft, 1 lb: Jar 1 
flaged, 1 inch by 5 yards: Spool 2 3-397-860 Gloves, Surgeons, Size 74: Pair 4 
3-721-200 Splint, Basswood, 12s: Pkg 5 3-397-880 Gloves, Surgeons, Size 8: Pair 4 
3-725-300 Splint, Leg, Half Ring, Thomas: Each 2 4-187-170 Cork, No. 7, 100s: ; Bag 6/100 
5-725-500 Splint Support and Foot Rest, 4-260-525 Funnel, Enamelware, 5 inch: Each 1 
Improved: Each 2 7-084-722 Sterilizer, Instrument, Boiling Type, 
3-732-100 Splint, Wire Ladder, 344 by 31inches: Each 6 Fuel Heated, CRM, 12 by 6 by 4 
3-745-800 Strap, Splint: Each. . 2 inches: ‘ Each 1 
7-157-985 Blanket, Wool, Olive Drab: Each 2 7-150-485 Apron, Rubberized Cloth: Each 6 
7-837-205 Litter, Folding, Aluminum Pole: Each 1 7-178-000 Towel, Hand: Each 24 
7-844-205 Strap, Litter, Patient Securing, M-2: Each 3 7-725-925 Brush, Hand: Each 6 
7-864-635 Pad, Heat, Chemical: Each 1 7-939-945 Tray, Instrument, CRM, 2 by 8/4 by 
9-137-525 Case, Utility, Empty: Each 1 10 inches: : { Each 2 
{41-B-1169 Blade, Saw, Hack, Hand, High Speed $24-B-1295 Basin, Canvas, Folding, Olive Drab: Each 4 
Steel, Length 10 inches, 24 points {29-B-2225 Box, Soap, Plastic: Each 1 
per inch: Each 1 {51-M-490 Matches, Safety, 12 Boxes to 
{41-F-3385 Frames, Hack Saw, Adjustable, Pistol- Package: ; 4 Pkg 6 
Grip Handle, Capacity 8 to 12 $51-S-1885 Soap, Toilet, Floating, White, 6 oz. x 
inches: Each i Cake: Cake 5 
{74-S-162 Shovel, Entrenching, M-1943: Each 1 tNote: Quartermaster Corps Item. 
$41-1187.7.6 Axe, Fire, with Prick Head, Handled, ; 
‘ E 1 
tNote: Quart ae ter Corps It a ibaa 
ote: Quartermaster Corps Item. ; 
tNote: Corps of Engineers Item. SURGICAL DRESSING SET: 
1-235-200 Iodine and Potassium Iodide Powder, 
10s: ‘ Pkg 6 
7 = 1-412-000 Soap, Soft, 1 lb: Jar 1 
9-526-850 1-464-100 Sulfathiazole Tablets, 0.5 Gm. 
SPLINT SET, FOLDING SPLINTS: (7% gr.), aren | Bottle 2 
: : : 2-003-185 Bandage, Gauze, Compressed, Camou- 
9-135-625 ae oes Set, Folding Splints, Back i flaged, 3 inches by 6 yards: Each 72 
a ie 2-013-000 Cotton, Absorbent, 1 oz: Pkg 44 
2-017-435 Dressing, First Aid, Camouflaged, 
2-011-755 Bandage, Muslin, Triangular, Com- Small: Each 48 
pressed, Camouflaged, 37 by 37 by 2-020-750 Gauze, Petrolatum, 3 by 36 inches, 3s: Pkg 15 
52 inches: Bach pei2 2-024-000 Gauze, Plain, Compressed, 36 inches 
3-721-200 Splint, Basswood, 12s: Pkg 1 by 1 yard: Pkg 140 
Continued Continued 


Page 28 OG-1 


ARMY 
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PRELIMINARY EDITION JULY 1947 
Stock No. | ITEM | Unit | Qty. Stock No. | ITEM Unit Qty. 
9-563-500 (Cont’d) 9-580-000 (Cont’d) 
2-035-600 Plaster, Adhesive, Surgical, Camou- 3-519-640 Needle, Suture, Intestinal, Murphy, 
flaged, 1 inch by 5 yards: Spool 12 ¥ Circle, Taper Point, Size 3, 6s:' Pkg 3 
3-721-200 Splint, Basswood, 12s: Pkg 1 3-523-300 Needle, Suture, Skin, 3 Circle, Cut- 
3-732-800 Splint, Wire Mesh, 514 inches by 1 ting Edge, 2% inch, 6s: Pkg 1 
yard: Roll 6 3-524-420 Needle, Suture, Surgeons Regular, 3% 
7-877-000 Pins, Safety, Large, 12s: Card 2 Circle, Cutting Edge, Size 4, 6s: Pkg 6 
7-878-000 Pins, Safety, Medium, 12s: Card 2 3-567-100 Probe, Bullet, Fluhrer, 8 inch: Each 2 
7-879-000 Pins, Safety, Small, 12s: Card 2 3-569-500 Probe, General Operating, Straight, 
WD AGO 10 inch: Each 1 
Form 8-26 Emergency Medical Tag: Book 16 3-603-490 Retractor, Abdominal, Deaver, 1 by 12 
inches: Each 1 
3-603-510 pare oe oanocheasaaes Deaver, 114 by 
125 inches: Each 1 
9-580-000 3-603-530 Retractor, Abdominal, Deaver, 2 by 
SURGICAL INSTRUMENT SET, BASIC: 12 inches: Each 1 
: ; 3-603-850 Retractor, Abdominal, Double Ended, 
9-115-010 Case, Basic Surgical Instrument Set, Richardson-Eastman, Nested: Pair 1 
Empty: Each 1 3-604-900 Retractor, Abdominal, Self-Retaining, 
Balfour, 3 Blades: Each 1 
3-203-800 Clamp, Pylorus, Payr, 8 inch: Each 1 3-609-200 Retractor, General Operating, Nested: Pair 1 
3-204-600 Clamp, Towel, Backhaus, 514 inch: Each 12 3-610-450 Retractor, General Operating, Volk- 
3-225-600 Curette, Mastoid, Oval, Spratt,Size3: Each 1 mann, 4 Sharp Prongs: E Each «2 
3-259-600 Director, Grooved, Round Point, 3-638-840 Scissors, Bandage, Lister, 7144 inch: Each 2 
6 inch: Each 1 3-640-520 Scissors, Dissecting, Curved, Mayo, 
3-333-600 Forceps, Dressing, Straight, 514 inch: Each 2 634 inch: ‘ ' Each 2 
3-333-700 Forceps, Dressing, Straight, 10 inch: Each 1 3-640-920 Scissors, Dissecting, Straight, Mayo, 
3-341-400 Forceps, Gall Duct, Curved, Lahey, 634 inch: . : Each 2 
74 inch: Each 2 3-650-640 Scissors, Operating, Straight, Double 
3-341-800 Forceps, Gallstone, Curved, Rochester, Blunt, 7 inch: Each: <2 
81% inch: Each 1 3-660-600 Scoop, Gallstone, Ferguson, Set of 3: 1 
3-344-300 Forceps, Hemostatic, Curved, 3-839-600 ‘Trocar, Gall Bladder, Ochsner, 20 Fr: Each 1 
Rochester-Pean, 614 inch: Each 18 3-866-600 Tube, Suction, Abdominal, Pool, 
3-345-600 Forceps, Hemostatic, Mosquito, 23 Fr: ; : _ Each 
Straight, Halstead, 5 inch: Each 6 4-460-720 Tubing, Rubber, 44 inch Inside Di- 
3-347-100 Forceps, Hemostatic, Straight, Rankin, ameter, 4 inch Wall: Foot 8 
614 inch: Each 18 7-807-000 Glass, Medicine, 1 oz: Each 2 
3-347-500 Forceps, Hemostatic, Straight, $29-B-1756 Blades, Razor, Safety, Double Edge, 
Rochester-Ochsner, 714 inch: Each 18 Gillette Type: Pkg 2 
3-349-500 Forceps, Hysterectomy, Curved, Pean, $29-R-1035 Razor, Safety, with 5 Blades: Each 1 
8% inch: Each 6 Note: : 
3-351-900 Forceps, Intestinal, Curved, Doyen, Rerun Pam iee ast tere Liem 
834 inch: Each 2 
3-353-200 Forceps, Intestinal, Straight, Doyen, 9-580-200 
ieee fp q a, oles bot i Each 2 SURGICAL INSTRUMENT SET, 
- - rce ntestin r - 
ee ee ga OPERATING, FIELD, SMALL: 
Sola 5: / ES at tag eters Each 2 9-131-325 Case, Operating Surgical Instrument 
3-373-900 Forceps, Sponge, Straight, Foerster, Set, Empty: Each I 
91% inch: Each 6 3-245-205 Depressor, Tongue, Metal, Weder: Each 1 
3-379-900 Forceps, Tissue, Spring, 514 inch: Each 4 3-259-400 Director, Grooved, Probe Point, 54% 
3-380-300 Forceps, Tissue, Straight, Allis, 6 inch: Each 6 inch: Each 1 
3-381-200 Forceps, Tissue, Straight, 10 inch: Each 1 3-315-050 Forceps, Bone, Rongeur, Mastoid, 
3-419-200 Holder, Needle, Hegar-Mayo, 7 inch: Each 3 Curved, Bane, 7 inch: Each 1 
3-447-100 Blade, Operating Knife, No. 10, 6s: Pkg 10 3-333-600 Forceps, Dressing, Straight, 514 inch: Each 1 
3-447-200 Blade, Operating Knife, No. 15, 6s: Pkg 20 3-334-200 Forceps, Dressing, Uterine, Curved, 
3-447-300 Blade, Operating Knife, No. 20, 6s: Pkg 40 Bozeman, 10 inch: Each 1 
3-447-320 Blade, Operating Knife, No. 21,6s: Pkg 40 3-335-900 Forceps, Ear, Angular, Serrated Jaws, 
3-447-800 Handle, Operating Knife, No. 3: Each 2 Wilde: Each 1 
3-447-820 Handle, Operating Knife, No. 4: Each 4 3-344-300 Forceps, Hemostatic, Curved, 
3-486-100 Needle, Aneurism, Cooper, 61% inch: Each 1 Rochester-Pean, 614 inch: Each 4 
3-509-600 Needle, Suture, Abdominal, Keith, 3-347-100 Forceps, Hemostatic, Straight, 
Straight, Triangular Point, 134 Rankin, 614 inch: Each 6 
inch, 6s: Pkg 6 3-379-900 Forceps, Tissue, Spring, 514 inch: Each 1 
3-509-680 Needle, Suture, Abdominal, Keith, 5 3-407-900 Headband, Mirror, Jefferson: Each 1 
Straight, Triangular Point, 2% 3-419-200 Holder, Needle, Hegar-Mayo, 7 inch: Each 1 
inch, 6s: Pkg 6 3-438-600 Knife, Ear, Myringotome, Straight, 
3-511-240 Needle, Suture, Catgut, Mayo, 4% Sexton: Each 1 
Circle, Taper Point, Size 2, 6s: Pkg 10 3-447-100 Blade, Operating Knife, No. 10, 6s: Pkg 1 
3-511-300 Needle, Suture, Catgut, Mayo, % 3-447-120 Blade, Operating Knife, No. 11, 6s: Pkg 1 
Circle, Taper Point, Size 4, 6s: Pkg 10 3-447-140 Blade, Operating Knife, No. 12, 6s: Pkg 1 
3-518-220 Needle, Suture, Intestinal, 14 Circle, 3-447-200 Blade, Operating Knife, No. 15, 6s: g 1 
Taper Point, Size 4, 6s: Pkg 3 3-447-800 Handle, Operating Knife, No. 3: Each 1 
3-519-200 Needle, Suture, Intestinal, Mayo, 3-475-200 Mirror, Head, 3% inch Diameter, 14 
Straight, Taper Point, 2 inch, 6s: Pkg 3 inch Opening: Each 1 
Continued Continued 
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Stock No. 


3-475-320 
3-486-100 
3-511-240 
3-511-300 
3-518-200 
3-518-260 
3-519-200 
3-519-620 
3-519-660 
3-524-400 
3-524-440 
3-524-480 
3-524-500 
3-524-540 
3-524-580 
3-526-500 
3-526-520 
3-569-500 
3-609-200 
3-640-500 
3-651-820 
3-69 1-600 
3-699-100 
3-739-800 
3-758-380 


3-776-300 
3-795-850 


9-135-810 


3-102-200 
3-125-320 


3-176-560 
3-210-680 


| 3-280-700 
3-311-300 


3-312-700 
3-314-800 
3-319-100 


ITEM 


| Unit | Qty. 


9-580-200 (Cont’d) 


Shield, Metal, Headband Mirror: “""7 Each 


Needle, Aneurism, Cooper, 61% inch: 

Needle, Suture, Catgut, Mayo, % 
Circle, Taper Point, Size 2, 6s: 

Needle, Suture, Catgut, Mayo, 14} 
Circle, Taper Point, Size 4, 6s: 

Needle, Suture, Intestinal, 14 Circle, 
Taper Point, Size 3, 6s: 

Needle, Suture, Intestinal, 14 Circle, 
Taper Point, Size 6, 6s: 
Needle, Suture, Intestinal, Mayo, 
Straight, Taper Point, 2 inch, 6s: 
Needle, Suture, Intestinal, Murphy, 
Y% Circle, Taper Point, Size 2, 6s: 

Needle, Suture, Intestinal, Murphy, 
Y Circle, Taper Point, Size 4, 6s: 

Needle, Suture, Surgeons Regular, 3% 
Circle, Cutting Edge, Size 2, 6s: 

Needle, Suture, Surgeons Regular, 34 
Circle, Cutting Edge, Size 6, 6s: 

Needle, Suture, Surgeons Regular, 34 
Circle, Cutting Edge, Size 10, 6s: 

Needle, Suture, Surgeons Regular, 34 
Circle, Cutting Edge, Size 12, 6s: 

Needle, Suture, Surgeons Regular, 3% 
Circle, Cutting Edge, Size 16, 6s: 

Needle, Suture, Surgeons Regular, 34 
Circle, Cutting Edge, Size 20, 6s: 

Needle, Suture, Uterine, Martin, 4 
Circle, Cutting Edge, Size 5, 6s: 

Needle, Suture, Uterine, Martin, 14 
Circle, Cutting Edge, Size 7, 6s: 

Probe, General Operating, Straight, 
10 inch: 

Retractor, General Operating, 
Nested: 

Scissors, Dissecting, Curved, Mayo, 
5% inch: 

Scissors, Operating, Straight, One 
Point Sharp, 54% inch: 

Specula, Ear, Examining, Gruber, 
Set of 4: 

Speculum, Nasal, Vienna: 

Spud, Eye, Dix: 

Suture, Dermal, Size 0, 12s: 

Suture, Silkworm Gut, Coarse, 100s: 

Syringe, Irrigating, Ear, Pomeroy, 
202% 


9-580-400 
SURGICAL INSTRUMENT SET, 


Case, Supplemental Instrument Set, 
Chest Injuries, Empty: 


Block, Bite, Jackson, Adult: 
Bronchoscope, Adult, Jackson, 8 mm. 
by 40 cm: 
Catheter, Urethral, Rubber, 
Nelaton, 22 Fr: 


Cord, Electric, Diagnostic Appliances, 


Boehm: 
Elevator, Periosteal, Sharp, 734 inch: 
Forceps, Bone Cutting, Curved, 
Liston-Stille, 1014 inch: 
Forceps, Bone Holding, Straight, 
Kern, 8% inch: 
Forceps, Bone, Rongeur, Curved, 
Stille, 9 inch: ; 
Forceps, Bronchoscopic, Side Curved, 
Regular, Jackson, 50 cm: 
Continued 
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Each 
Pkg 


SUPPLEMENTAL, CHEST INJURIES: 


Each 


Each 
Each 
Each 


Each 
Each 


Each 
Each 
Each 
Each 


_ 


PRELIMINARY EDITION 


Stock No. ITEM | Unit | Qty. 
9-580-400 (Cont’d) 

3-357-300 Forceps, Laryngeal, Applicating, 

Jackson: Each 1 
3-408-100 Headlight, National, 3.8 volt, AC-DC: Each 1 
3-460-400 Laryngoscope, Adult, Jackson: Each 1 
3-617-600 Retractor, Rib, Self-Retaining, 

Tuffier: Each 2 
3-618-980 Retractor, Trachea, Hupp, 3 Prong: Each 2 
3-669-200 Shears, Rib Cutting, Bethune, 134% 

inch: Each 1 
3-746-900 Stripper and Elevator, Rib, Matson: Each 1 
3-829-900 Tourniquet, Lobectomy, Bethune: Each 1 
3-838-900 ‘Trocar, Drainage, Ochsner: Each 1 
3-845-100 Tube, Aspirating, Bronchial and 

Esophageal, Jackson, 50 cm: Each 1 
3-846-950 Tube, Aspirating, Bronchial, Open End, 

Jackson, Warning Stop at 40cm: Each 1 
7-972-550 Lamp, Incandescent, 1.5 volt, .13 

ampere, Bulb T-34 Grain of Wheat: Each 12 


SURGICAL INSTRUMENT SET, SUPPLEMENTAL, 


9-580-500 


EAR, NOSE, AND THROAT INJURIES: 


9-135-840 


3-037-100 
3-139-510 


3-140-600 
3-160-110 
3-221-100 
3-221-800 
3-226-600 
3-226-700 
3-226-800 
3-229-200 
3-245-205 
3-254-400 
3-262-900 
3-276-600 
3-277-200 
3-277-900 
3-315-050 
3-315-150 
3-336-600 
3-363-200 
3-363-300 
3-363-600 
3-365-800 
3-382-900 
3-393-200 
3-403-200 
3-403-300 
3-404-400 
3-404-420 


3-407-900 


Case, Supplemental Instrument Set, 
Ear, Nose and Throat Injuries, 
Empty: 


Applicator, Surgical, Metal, 10 inch: 

Canula, Frontal Sinus, Curved, 
Bresgen: 

Canula, Laryngeal, Curved, 
Abraham, 6 inch: 

Catheter, Eustachian, Hartmann, 
Size 2: 

Curette, Ear, Spoon and Hook, 
Gross, 5 inch: 

Curette, Ethmoid, Mosher, Set of 3: 

Curette, Mastoid, Richard, Size 1: 

Curette, Mastoid, Richard, Size 3: 

Curette, Mastoid, Richard, Size 5: 

Curette, Sinus, Coakley, Set of 6: 

Depressor, Tongue, Metal, Weder: 

Dilator, Tracheal, Trousseau, . 
5% inch: 

Dissector, Tonsil, Hurd: 

Elevator, Nasal, Double Ended, Freer: 

Elevator, Nasal, Sharp, Freer, 74% 
inch: 

Elevator, Periosteal, Blunt, 
Langenbeck, 814 inch: 

Forceps, Bone, Rongeur, Mastoid, 
Curved, Bane, 7 inch: 

Forceps, Bone, Rongeur, Mastoid, 
Kerrison, Large: 

Forceps, Ear, Bayonet Shape, Lucae, 
5% inch: 

Forceps, Nasal, Cutting Blades, 
Jansen-Middleton, 7% inch: 

Forceps, Nasal, Cutting, Knight: 

Forceps, Nasal, Cutting, Luc, Small: 

Forceps, Nasal, Septum Compression, 
Asch, 8% inch: 

Forceps, Tonsil, Hemostatic, 
Schmidt, 71% inch: 

Gag, Mouth, Denhardt: 

Gouge, Bone, 6 mm: 

Gouge, Bone, 12 mm: 

Gouge, Bone, Mastoid, Schwartz, 
Size 1: 

Gouge, Bone, Mastoid, Schwartz, 
Size 2: 

Headband, Mirror, Jefferson: 


Continued 


Each 


Each 
Each 
Each 
Each 
Each 
Set 

Each 
Each 
Each 
Set 

Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 
Each 


OG-; 


PRELIMINA 


Stock No. | ITEM | Unit | Qty. 
9-580-500 (Cont’d) 

3-438-600 Knife, Ear, Myringotome, Straight, 

Sexton: Each: t 
3-454-300 Knife, Tonsil, Douglas, 8% inch: Each 1 
3-468-400 Mallet, Metal, Orthopedic: Each 1 
3-475-200 Mirror, Head, 3% inch Diameter, 

¥% inch Opening: Each 1 
3-478-500 Mirror, Laryngeal, Size 1: Each 1 
3-478-700 Mirror, Laryngeal, Size 5: Each 1 
3-485-310 Needle, Anesthesia, Tonsil, Straight, 

23 Gage, 34 inch: Each 6 
3-540-800 Otoscope and Ophthalmoscope Set, 

Electric: Set 1 
3-587-000 Rasp, Antrum and Trocar, 

Weiner-Pierce: Each 1 
3-587-500 Rasp, Antrum, Round, Good: Each 1 
3-590-500 Rasp, Frontal Sinus, Thompson, 

Full Curved: Each 1 
3-613-950 Retractor, Mastoid, Jansen: Each Zz 
3-647-100 Scissors, Nasal, Angular, Knight, 

614 inch: Each 1 
3-674-700 Snare, Nasal, Krause: Each 1 
3-674-780 Wire, Snare, No. 27 Stubs Gage: Spool 1 
3-691-600 Specula, Ear, Examining, Gruber, 

Set of 4: Set 2 
3-698-300 Speculum, Nasal, Killian, Set of 3: Set 1 
3-699-100 Speculum, Nasal, Vienna: Each 3 
3-795-850 Syringe, Irrigating, Ear, Pomeroy, 

Oz: Each 2 

3-837-100 Trocar, Antrum, Coakley: Each 1 
3-855-100 Tube, Diagnostic, Ear, Toynbee: Each 1 
3-869-620 Tube, Trachea, Jackson, Size 5: Each 2 
3-869-660 Tube, Trachea, Jackson, Size 6: Each 1 
5-596-150 Syringe, Hypodermic Needle Lock, 

Posney, 3 cc: Each 3 


SURGICAL INSTRUMENT SET, SUPPLEMENTAL, 


9-135-870 Case, Supplemental Instrument Set, 


3-140-400 
3-219-850 


3-239-900 
3-269-700 
3-269-740 
3-322-700 


3-323-900 
3-324-100 


3-324-900 
3-339-700 


3-354-600 
3-354-900 
3-419-100 
3-423-300 
3-423-800 
3-424-100 
3-428-600 


3-431-200 
3-431-240 
3-431-280 
3-439-600 


3-439-900 


OG-I 


RY EDITION 


9-580-600 


EYE INJURIES: 
Eye Injuries, Empty: 


Canula, Lachrymal, Set of 3: 

Curette, Chalazion, Meyhoefer, 
Medium: 

Cystotome, Eye, Graefe: 

Drum, Test: 

Membrane, Test Drum: 

Forceps, Capsule, Curved, - 

hweigger: 

Forceps, Chalazion, Desmarres, 
3% inch: 

Forceps, Chalazion, Lambert, 
334 inch: 

Forceps, Cilia, Douglas, 3 inch: 

Forceps, Eye, Fixation, Straight, 
Graefe, 414 inch: 

Forceps, Iris, Half Curved, 4 inch: 

Forceps, Iris, Straight, 4 inch: 


Holder, Needle, Hegar-Mago, 6 inch: 


Hook, Iris, Sharp, Tyrell: 


Hook, Strabismus, Graefe, Medium: 


Hook, Strabismus, Graefe, Small: 

Irrigator, Anterior Chamber, 
Dougherty: 

Keratome, Angular, Jaeger, Large: 


Keratome, Angular, Jaegar, Medium: 


Keratome, Angular, Jaeger, Small: 
Knife, Eye, Canaliculus, Bowman, 
51% inch: 


Knife, Eye, Cataract, Graefe, Size 1: 


Continued 


Stock No. 


3-439-920 
3-439-940 
3-442-500 
3-465-900 
3-494-400 
3-495-900 
3-512-600 
3-512-640 
3-512-740 
3-512-780 
3-573-500 
3-597-000 
3-607-900 
3-642-800 
3-644-200 
3-644-600 
3-656-200 
3-661-200 
3-661-300 
3-686-100 
3-686-600 
3-694-300 
3-739-800 
3-766-700 
3-766-780 


3-781-100 


3-803-800 


JULY 1947 


ITEM 


9-580-600 (Cont’d) 


Knife, Eye, Cataract, Graefe, Size 2: Each 


Knife, Eye, Cataract, Graefe, Size 3: 
Knife, Eye, Needle, Knapp, Medium: 


Loupe, Binocular, Beebe: 

Needle, Hypodermic, 22 Gage, 
1 inch, 12s: 

Needle, Hypodermic, 25 Gage, 
14 inch, 12s: 

Needle, Suture, Eye, 3% Circle, 
Cutting Edge, Size 2, 6s: 
Needle, Suture, Eye, 3% Circle, 
Cutting Edge, Size 4, 6s: 
Needle, Suture, Eye, 4% Circle, 
Cutting Edge, Size 2, 6s: 
Needle, Suture, Eye, 4% Circle, 
Cutting Edge, Size 4, 6s: 


Probe, Lachrymal, Curved, Theobold, 


Set of 8: 

Repositor and Probe, Iris, Knapp, 
54 inch: 

Retractor, Eyelid, Nonmagnetic, 
Desmarres, Medium: 

Scissors, Enucleation, Full Curved, 
5 inch: 

Scissors, Iris, Angular, 41% inch: 

Scissors, Iris, Full Curved, 4 inch: 


Scissors, Tenotomy, Curved, Stevens: 
Scoop, Lens, Fenestrated, Arlt, 5 inch: 


Scoop, Lens, Knapp, 5 inch: 

Spatula, Eye, Flexible, 514 inch: 

Spatula, Eye, Smith, 534 inch: 

Speculum, Eye, Ziegler: 

Spud, Eye, Dix: 

Suture, Silk, Braided, Size 000000, 
25 yards: 

Suture, Silk, Braided, Size 0000, 
25 yards: 


Suture, Surgical Gut, Boilable, Type B, 
Armed, 


Mild Treatment, Double 
Size 0000, 12s: 


Syringe, Luer, 2 cc: 


9-580-700 


1 
Each 1 
Each 3 
Each 1 
Box 1 
Box 1 
Pkg 2 
Pkg Z 
Pkg 2 
Pkg 2 
Set 1 
Each 1 
Each 2 
Each 1 
Each 1 
Each 2 
Each 2 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Spool 6 
Spool 6 
Pkg 3 
Each 2 


SURGICAL «NSTRUMENT SET, SUPPLEMENTAL, 


3-106-450 
3-123-500 


3-191-200 
3-199-100 


3-199-200 
3-199-300 
3-225-600 


3-280-700 
3-311-300 


3-312-500 
3-312-700 
3-312-900 
3-313-600 


FRACTURES AND AMPUTATIONS: 
9-135-900 Case, Supplemental Instrument Set, 


Fractures and Amputations, Empty: Each 1 


Bone Drill, Twist, Stille-Sherman, 
Set of 3: 


Brace, Bone Drill, Hand, Universal, 


Smedberg: + 

Chisel, Bone, 12 mm: 

Clamp, Bone Holding, Lowman’s 
Modified, 434 inch: 

Clamp, Bone Holding, Lowman’s 
Modified, 634 inch: 

Clamp, Bone Holding, Lowman’s 
Modified, 8% inch: - 

Curette, Mastoid, Oval, Spratt, 
Size 3: 


Elevator, Periosteal, Sharp, 734 inch: 


Forceps, Bone Cutting, Curved, 
Liston-Stille, 1014 inch: 

Forceps, Bone Holding, Straight, 
Farabeuf-Lambotte, 101% inch: 

Forceps, Bone Holding, Straight, 
Kern, 8% inch: 

Forceps, Bone Holding, Straight, 
Lane, 12 inch: 

Forceps, Bone, Rongeur, Angular, 
Stille, 834 inch: 

Continued 


Set 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each, — 2 
Each 1 
Each <2 
Each 1 
Each 1 
Each 1 


ARMY 


COMP. 
SUPP. 
JULY 1947 
Stock No. | ITEM | Unit | Qty. 
9-580-700 (Cont'd) 
3-314-800 Forceps,*Bone, Rongeur, Curved, 
Stille, 9 inch: Each 1 
3-315-800 Forceps, Bone Screw Holding, Lane, 
9 inch: Each 1 
3-403-300 Gouge, Bone, 12 mm: Each 1 
3-435-800 Knife, Amputating, Liston, 6 inch: Each 1 
3-449-900 Knife, Plaster, 5 inch: Bach) +42 
3-468-400 Mallet, Metal, Orthopedic: Each 1 
3-537-100 Osteotome, 6 mm: Each 1 
3-537-200 Osteotome, 12 mm: Each 1 
3-538-200 Osteotome, Stille, 18 mm: Each 1 
3-559-100 Plate, Bone, Molybdenum Alloy, 
Sherman, Size 0: Each 3 
3-559-120 Plate, Bone, Molybdenum Alloy, 
Sherman, Size 1 Each 3 
3-559-180 Plate, Bone, Molybdenum Alloy, 
Sherman, Size 4: Each 3 
3-559-200 Plate, Bone, Molybdenum Alloy, 
Sherman, Size 5: Each 3 
3-559-260 Plate, Bone, Molybdenum Alloy, 
Sherman, Size 7 Bach-4.3 
3-559-280 Plate, Bone, Molybdenum Alloy, 
Sherman, Size 8: Each 3 
3-610-350 Retractor, General Operating, 
Volkmann, 4 Blunt Prongs: Each 2 
3-618-200 Retractor, Tibia, Bennett, Large: Each 2 
3-631-100 Saw, Amputating, Satterlee, 
8 inch Blade: Each 1 
3-635-100 Saw, Metacarpal, Langenbeck, 
41% inch Blade: Each 1 
3-663-100 Screw, Bone, Molybdenum Alloy, 
Sherman, 3% inch: Each 12 
3-663-110 Screw, Bone, Molybdenum Alloy, 
Sherman, )% inch: Each 12 
3-663-120 Screw, Bone, Molybdenum Alloy, 
Sherman, % inch: Bachio iz 
3-663-130 Screw, Bone, ye ia Alloy, 
Sherman, 34 inch Bachie 12 
3-663-140 Screw, Bone, Molybdenum Alloy, 
Sherman, % i inch Each 18 
3-663-150 Screw, Bone, Molybedenum Alloy, 
Sherman, ‘| inch: Bach> 13 
3-663-170 Screw, Bone, Molybdenum Alloy, 
Sherman, 114 inch: Each 18 
3-663-180 Screw, Bone, Molybdenum Alloy, 
Sherman, 1%% inch: Each 18 
3-663-200 Screw, Bone, Molybdenum Alloy, 
Sherman, 15% inch: Each 18 
3-663-210 Screw, Bone, Molybdenum Alloy, 
Sherman, 134 inch: Each 6 
3-663-220 Screw, Bone, Molybdenum Alloy, 
Sherman, 2 inch: Each 6 
3-665-200 Screwdriver, Bone, Lane, 10 inch: Each 1 
3-665-300 Screwdriver, Bone, Richter: Each 1 
3-672-100 Skid, Bone, Double Ended, Murphy, 
13% inch: Each 1 
3-755-200 Suture, Corrosion Resisting Steel, 
0.009 inch Diameter, 1 oz: Spool 1 
3-755-240 Suture, Corrosion Resisting Steel, 
0.014 inch Diameter, 1 oz: Spool 1 
3-755-320 Suture, Corrosion Resisting Steel, 
0.028 inch Diameter, 14 lb: Coil 1 
3-829-300 Tourniquet Anchor, Kirk, 2s: Set 1 
4-460-480 Tubing, Rubber, Black, 3% inch Inside 
Diameter, 3% inch Wall, 12 ft: Each 1 
4-460-520 Tubing, Rubber, Black %% inch Inside 
Diameter, 3 inch Wall, 12 ft: Each 1 
5-402-050 Mallet, Surgical: Each 1 
$41-P-1835 Pliers, Lineman, Side Cutting, 6 inch: Each 1 


tNote: Quartermaster Corps Item. 


PRELIMINARY EDITION 


Stock No. 


SURGICAL INSTRUMENT SET, SUPPLEMENTAL, 


9-135-930 


3-026-020 
3-176-520 


3-176-530 
3-176-540 
3-176-560 
3-180-160 
3-605-500 
3-680-300 
3-680-320 
3-680-340 
3-680-360 
3-680-380 
9-144-020 


SURGICAL INSTRUMENT SET, SUPPLEMENTAL, 


9-135-960 


3-003-900 
3-191-200 
3-191-300 
3-196-600 


3-201-750 
3-226-800 
3-276-600 
3-277-200 


3-278-400 


3-280-700 
3-336-600 


3-339-900 
3-363-200 


3-363-300 
3-380-950 


3-393-400 
3-407-900 
3-408-100 


3-423-800 
3-424-100 
3-445-800 


3-447-120 
3-447-800 
3-452-310 
3-452-312 


ITEM 
9-580-800 


GENITO-URINARY INJURIES: 


Case, Supplemental Instrument Set, 
Genito-Urinary Injuries, Empty: 


Anoscope, Hirschman, Medium: 

Catheter, Urethral, Rubber, Nelaton, 
14 Fr: 

Catheter, Urethral, Rubber, Nelaton, 
16 Fr: 

Catheter, Urethral, Rubber, Nelaton, 
18 Fr: 

i Urethral, Rubber, Nelaton, 
22-Rrs 

Catheter, Urethral, Woven, Mercier, 

Fr: 


20 

Retractor, Bladder, Suprapubic, Self- 
Retaining, Mason-Ju dd: 

Sound, Urethral, Curved, Van Buren, 
20 Fr: 

Sound, Urethral, Curved, Van Buren, 
ZY Fr: 


Sound, Urethral, Curved, Van Buren, 
24 


Fr: 
Sound, Urethral, Curved, Van Buren, 
26 Fr: 
Sound, Urethral, Curved, Van Buren, 
28 Fr: 
Container, Metal, No. 5: 


9-581-000 


MAXILLOFACIAL INJURIES: 


Case, Supplemental Instrument Set, 
Maxillofacial Injuries, Empty: 


Airway, Metal, Connell, Large: 

Chisel, Bone, 12 mm: 

Chisel, Bone, 18 mm: 

Chisel, Nasal, Submucous, Straight, 
Freer, 61% inch: 

Clamp, Harelip, Right and Left, Ivy: 

Curette, Mastoid, Richard, Size 5: 


Elevator, Nasal, Double Ended, Freer: 


Elevator, Nasal, Sharp, Freer, 7% 
inch: 

Elevator, Periosteal, 
634 inch: 

Elevator, Periosteal, Sharp, 734 inch: 

Forceps, Ear, Bayonet Shape, Lucae, 
5% inch: 

Forceps, Eye, Fixation, Straight, Non- 
magnetic, 41% inch: 

Forceps, Nasal, Cutting Blades, 
Jansen-Middleton, 7% inch: 

Forceps, Nasal, Cutting, Knight: 

Forceps, Tissue, Straight, Stone, 6 
inch: 

Gag, Mouth, Jennings, Adult: 

Headband, Mirror, Jefferson: 

Headlight, National, 3.8 volt, AC- 
DC; 


Blunt, Sayre, 


Hook, Strabismus, Graefe, Medium: 
Hook, Strabismus, Graefe, Small: 
Knife, Nasal, Submucous, Half 
Round, Straight, Freer: 
Blade, Operating Knife, No. 11, 6s: 
Handle, Operating Knife, No. 3: 
Knife, Skin Grafting, Ferris-Smith: 
Blade, Skin Grafting Knife, Ferris- 
Smith, 6s: 
Continued 
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Each 
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OG-1 


ARMY 


COMP. 
te Se ee ee ee SUPP. 
PRELIMINARY EDITION JULY 1947 
Stock No. | ITEM | Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-581-000 (Cont’d) 9-581-200 (Cont’d) 
3-468-400 Mallet, Metal, Orthopedic: Each 1 3-138-840 Canula, Brain, Ventricular, Frazier, 
3-475-200 Mirror, Head, 3% inch Diameter, 4% 10 Fr: Each 2 
inch Opening: Each 1 3-191-100 Chisel, Bone, 6 mm: Each 1 
3-486-100 Needle, Aneurism, Cooper, 61% inch: Each 1 3-191-200 Chisel, Bone, 12 mm: Each 1 
3-502-600 Needle, Pedicle, Ivy, Large: Each 2 3-191-300 Chisel, Bone, 18 mm: Each 1 
3-561-000 Plate, Eyelid, Jaeger: Each 1 3-207-100 Clipper, Hair, Surgical, 1 mm. Cut: Each 1 
3-569-100 Probe, General Operating, Straight, 3-277-900 Elevator, Periosteal, Blunt, Langen- 
5 inch: Each 2 beck, 814 inch: Each 1 
3-569-500 Probe, General Operating, Straight, 3-280-700 Elevator, Periosteal, Sharp, 734 inch: Each 1 
10 inch: Each 1 3-311-300 Forceps, Bone Cutting, Curved, Lis- 
3-591-200 Rasp, Nasal, Berne: ‘Each 1 ton-Stille, 1014 inch: Each 1 
3-591-600 Rasp, Nasal, Lewis, Coarse: Each 1 3-313-600 Forceps, Bone, Rongeur, Angular, 
3-591-700 -Rasp, Nasal, Lewis, Fine: Each 1 Stille, 834 inch: : Each 1 
3-593-400 Raspatory, Mastoid and Sinus, Trelat, 3-313-900 Forceps, Bone, Rongeur, Cranial, 
6% inch: Each 1 DeVilbiss, 81% inch: Each 1 
3-605-900 Retractor, Brain, Cushing, 8 inch: Each 2 3-313-920 Blade, Forceps, Long Bite: Each 1 
3-618-950 Retractor, Trachea, Hupp, 1 Prong: Each 2 3-313-940 Blade, Forceps, Short Bite: Each 1 
3-618-980 Retractor, Trachea, Hupp, 3 Prong: Each 2 3-314-200 Forceps, Bone, Rongeur, Cranial, 
3-620-200 Retractor, Vein, Cushing, 8144 inch: Each 2 Curved, Horsley, 534 inch: Each 1 
3-636-100 Saw, Nasal, Bayonet Shape, Joseph- 3-314-600 Forceps, Bone, Rongeur, Curved, 
Maltz, Left: Each 1 Hartmann, 714 inch: Each 1 
3-636-120 Saw, Nasal, Bayonet Shape, Joseph- 3-315-050 Forceps, Bone, Rongeur, Mastoid, 
Maltz, Right: Each 1 Curved, Bane, 7 inch: Each 1 
3-644-600 Scissors, Iris, Full Curved, 4 inch: Each 2 3-326-900 Forceps, Clip Introducing, McKenzie: Each 2 
3-698-300 Speculum, Nasal, Killian, Set of 3: Set 2 3-336-600 Forceps, Ear, Bayonet Shape, Lucae, 
3-699-100 Speculum, Nasal, Vienna: Each 2 51% inch: Each 2 
3-755-200 Suture, Corrosion Resisting Steel, 3-368-600 Forceps, Pituitary, Bayonet Shape, 
0.009 inch Diameter, 1 oz: Spool 1 Adson: Pair 1 
3-755-240 Suture, Corrosion Resisting Steel, 3-404-600 Gouge, Bone, Mastoid, Very Thin, 
0.014 inch Diameter, 1 oz: Spool) 1 Andrews, Size 2: Each 1 
3-863-400 Tube, Nasal Feeding, 22 Fr: Each 6 3-408-100 Headlight, National, 3.8 volt, AC- 
5-149-500 Chisel, Osseous, Stout, No. 2: Each 1 DC: Each 1 
5-150-500 Chisel, Osseous, Stout, No. 3: Each 1 3-419-100 Holder, Needle, Hegar-Mayo, 6 inch: Each 3 
5-196-600 Curette, Alveolar, Molt, No. 2: Each 1 3-421-400 Hook, Dissecting, Blunt, Adson: Each 2 
5-196-700 Curette, Alveolar, Molt, No. 4: Each 1 3-422-500 Hook, Dura, Frazier: Each 2 
5-196-800 Curette, Alveolar, Molt, No. 9L: Each 1 3-447-100 Blade, Operating Knife, No. 10, 6s: Pkg 6 
5-196-900 Curette, Alveolar, Molt, No. 10R: Each 1 3-447-120 Blade, Operating Knife, No. 11, 6s: Pkg 3 
5-240-050 Elevator, Malar, Ivy: Each 1 3-447-800 Handle, Operating Knife, No. 3: Each i 
5-246-500 Elevator, Root, Stout, A: Each 2 3-512-740 Needle, Suture, Eye, 4% Circle, Cutting 
5-313-250 Forceps, Bone, Rongeur, No. 4A: Each 1 Edge, Size 2, 6s: pkey 35 
5-324-000 Forceps, Tooth Extracting, No. 150A: Each 2 3-512-880 Needle, Suture, Eye, 4% Circle, Taper 
5-325-000 Forceps, Tooth Extracting, No. 151A: Each 2 Point, Size 1, 6s: Pkg 225i 
5-421-110 Needle, Anesthesia, Ruthenio-Plat- 3-586-000 Rack,Suture Clip Holding, McKenzie: Each 1 
inum, 1 inch, 26 Gage: Each; ~ 12 3-605-900 Retractor, Brain, Cushing, 8 inch: Each 3 
5-421-125 Needle, Anesthesia, Ruthenio-Plat- 3-606-100 Retractor, Brain, Frazier, Set of 3: Set 1 
inum, 15 inch, 26 Gage: Each 12 3-606-600 Retractor, Brain, Self-Retaining, 
5-433-350 Pliers, No. 136, Goslee: Each 2 Weitlaner: Each 2 
5-548-150 Scissors, Crown, Universal,4%inch: Each 2 3-610-450 Retractor, General Operating, Volk- 
5-551-150 Scissors, Oral Surgical, Saw-Toothed, mann, 4 Sharp Prongs: Each 2 
634 inch, Dean: Each 1 3-611-600 Retractor, Goiter, Self-Retaining, 
5-596-150 Syringe, Hypodermic, Needle Lock, Beekman: Each 2 
Posner, 3 cc: Each 1 3-613-200 Retractor, Laminectomy, Frazier: Each 2 
5-694-150 Wire, Ligature, CRS, 24 Gage, 50s: Pkg 5 3-613-950 Retractor, Mastoid, Jansen: Each 2 
9-581-010 Board, Hardwood, 2 by 8 inches: Each 2 3-632-300 Conductor, Wire Saw, Bailey: Each a 
3-632-400 Handle, Gigli Saw: Pair 1 
3-632-500 Wire, Saw, Stille-Gigli, 12 inch: Each 6 
9-581-200 3-632-600 Wire, eget Stille-Gigli, 20 inch: ae 6 
3-644-600 Scissors, Iris, Full Curved, 4 inch: ac 1 
SURGICAL INSTRUMENT SET, 3-684-400 Spatula, Brain, Cushing: Each 2 
SUPPLEMENTAL, NEUROSURGICAL, 3-766-820 Suture, Silk, Braided, Size 000, 25 Saeco 
yards: poo 
BRAIN AND NERVE INJURIES: 3-789-200 Suture, Tantalum, Formed Clip, oe 
Blood Vessel, 100s: ottle 1 
eae se 20: Case, supplemental Instrument Set, 3-866-800 Tube, Suction, Brain, Frazier,8Fr: Each 2 
Neurosurgical, Brain and Nerve 5-402-050 Mallet. Surgical: Each 1 
Injuries, Empty: Each 1 erie crake Rute sepia ae 
3-118-300 Bone Set, Skull Traction, Crutchfield: Set 1 ere 
-118- one Set, Skull Traction, Crutchfield: . 
3-118-340 Point, Drill, Skull Traction Tongs: Pair 1 SURGICAL INSTRUMENT SET, WARD: 
3-124-100 Brace, Cranial Drill, Cushing,9inch: Each 1 9-139-150 Case, Ward Surgical Instrument Set, ‘ 
3-124-120 Bur, Cranial, Enlarging, Adson- Empty: os 
Rogers, 16 mm: Each Zz 
3-124-140 Bur, Cranial, Perforating, Adson- 3-259-400 Director, Grooved, Probe Point, 514 
Rogers: Each 2 inch: Each 1 
Continued Continued 
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Stock No. 


3-344-300 
3-347-100 
3-349-500 


3-44.7-100 
3-447-120 
3-447-800 
3-567-100 
3-638-840 
3-651-820 


$29-B-1756 


ARMY 
COMP. 
SUPP. 


ITEM 


9-581-400 (Cont’d) 


Forceps, Hemostatic, Curved, Roch- 
ester-Pean, 614 inch: 

Forceps, Hemostatic, Straight, Ran- 
kin, 614 inch: 


Forceps, Hysterectomy, Curved, Pean, 


8% inch: 
Blade, Operating Knife, No. 10, 6s: 
Blade, Operating Knife, No. 11, 6s: 
Handle, Operating Knife, No. 3: 
Probe, Bullet, Fluhrer, 8 inch: 
Scissors, Bandage, Lister, 714 inch: 
Scissors,, Operating, Straight, One 
Point Sharp, 5% inch: 
Blades, Razor, Safety, Double Edge, 
Gillette Type: 


$29-R-1035 Razor, Safety, with 5 Blades: 
{Note: Quartermaster Corps Item. 


SURGICAL SUPPLY SET, FIELD, NO. 


9-141-625 


1-087-500 


1-179-000 
1-300-724 


1-330-810 
1-380-600 
1-470-000 
2-025-400 
2-028-550 
2-038-450 
2-038-485 
3-397-860 
3-397-880 
3-397-900 
3-492-900 
3-493-400 
3-495-400 
3-505-800 
3-599-100 
3-758-380 
3-767-980 
3-782-920 
3-782-940 
3-782-960 


3-786-320 
3-786-340 
3-786-360 


3-787-100 
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9-592-400 


Chest, Field, 28 inches Long by 1614 
inches Wide by 141% inches Deep, 
Empty: 


Atropine Sulfate Ophthalmic Oint- 
ment, 1%, % oz., 12s: 

Ether, Anesthesia, 14 lb: 

Neostigmine Methylsulfate Injection, 
2000.0 ec 128: 

Pentothal Sodium Ampuls, 1.0 Gm. 
@idsers),<25s: 

Procaine Hydrochloride Ampuls, 0.15 
Gm. (21% gr.), 10s: 

Tale: steal bs 

Mask, Face, Surgical, Gauze, 120s: 

ee Abdominal, 12 by 12 inches, 

Os: 

Sponge, Surgical, 4 by 4 inches, 500s: 

Sponge, Surgical, 4 by 8 inches, 180s: 

Gloves, Surgeons, Size 714: 

Gloves, Surgeons, Size 8: 

Gloves, Surgeons, Size 8%: 

Needle, Hypodermic, 19 Gage, 134 
inch, 12s: 

Needle, Hypodermic, 20 Gage, 14% 
inch, 12s: 

Needle, Hypodermic, 23 Gage, 34 
inch, 12s: 

Needle, Spinal Puncture, 20 Gage, 
31% inch: 

Reservoir, Glass, 250 ml: 

Suture, Dermal, Size 0, 12s: 

Suture, Silk, Braided, 3 Sizes: 

Suture, Surgical Gut, Nonboilable, 
Lype A, Plain; Size 0, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 1, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 2, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, Size 
0, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, Size 
ies 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, Size 
Zels: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, Single 
Armed, Size 00, 12s: 


Continued 


Each 
Each 
Each 
Pkg 

Pkg 

Each 
Each 
Each 
Each 


Pkg 
Each 


Pkg 


Pkg 


| Unit | ay 


— 
i) 


> NON NH bo nN 


dow 


Stock No. 


3-803-800 
3-804-100 
3-805-800 
3-865-800 
3-874-140 
3-874-180 
3-896-150 
3-896-200 


4-180-800 
4-460-720 
4-463-100 
9-144-065 
1-048-000 


PRELIMINARY EDITION 


ITEM | 


Unit | Qty. 


9-592-400 (Cont’d) 
Syringe, Luer, 2 cc: 
Syringe, Luer, 10 cc: 
Syringe, Needle Lock, 5 ce: 
Tube, Stomach, 30 Fr: 


126% 
Clamp, Shutoff, Rubber Tubing, 
Screw Adjustment: 
eter, 4% inch Wall: 
side Diameter, 4% inch Wall: 


following: 
Alcohol, 1 qt: 


$42-L-14215 Lock, Pad, Brass, 2 inch: 
{Note: Quartermaster Corps Item. 


‘SURGICAL SUPPLY SET, FIELD, NO. B: 


9-141-625 


2-004-000 
2-005-000 
2-008-000 
2-009-000 
2-012-180 
2-014-000 


2-015-000 
2-020-750 


2-027-000 
2-035-000 


2-042-000 


3-210-100 


Empty: 


6 yards, 12s: 


10 yards, 12s: 


5 yards, 12s: 
Cotton, Absorbent, 1 lb: 
Cotton, Nonabsorbent, 1 lb: 


3s: 
Muslin, Unbleached, 36 inch: 
by 5 yards: 


6 yards, 12s: 
Cord, Elastic, Traction: 


$42-L-14215 Lock, Pad, Brass, 2 inch: 
tNote: Quartermaster Corps Item. 


9-143-825 


7-289-000 
7-316-000 
7-403-500 
$63-G-1260 


$63-G-1320 


TABLEWARE SET, FIELD: 


inches Deep, Empty: 


Fork, Table, CRM: 

Knife, Table, CRM: 

Spoon, Table, Medium, CRM: 

Glassware, Shaker, Pepper, Metal 
Screw Cap: 


Cap: 


tNote: Quartermaster Corps Item. 


Each 4 
Each 3 
Each 2 
Each 1 
Tubing, Drainage, Penrose, 544 inch: Each ,6 
Tubing, Drainage, Penrose 1% inch: Each 6 
Wire, Hypodermic Needle, 2 inch, 12s: Bundle 2 
Wire, Hypodermic Needle, 234 inch, 
Bundle 4 
Each 2 
Tubing, Rubber, 14 inch Inside Diam- 
Foot 6 
Tubing, Rubber, Latex, 4% inch In- 
Foot 6 
Container, Metal, No. 14: For the Each 5 
5 Quarts 
Each 1 
9-592-420 
Chest, Field, 28 inches Long by 1614 
inches Wide by 141% inches Deep, 
Each 1 
Bandage, Gauze, Roller, 2 inches by 
Pkg 6 
Bandage, Gauze, Roller, 3 inches by 
Pkg 3 
Bandage, Muslin, 3 inches by 5 yards, 
12s: Pkg Z 
Bandage, Muslin, 5 inches by 5 yards, 
2s: Pkg 2 
Bandage, Plaster of Paris, 6 inches by 
Pkg 3 
Roll 6 
Roll S 
Gauze, Petrolatum, 3 by 36 inches, 
Pkg 10 
WV atdipaae 
Plaster, Adhesive, Surgical, 3 inches 
Spool 12 
Wadding, Sheet, Cotton, 5 inches by 
Pkg 1 
Yard" “15 
Each 1 
9-596-000 
Chest, Tableware Set, 3514 inches 
Long by 17% inches Wide by 14 
Each 1 
Each 100 
Each 100 
Each 100 
Each 6 
Glassware, Shaker, Salt, Metal Screw 
Each 6 
OG-l 


Stock No. 


PRELIMINARY EDITION 


| ITEM 


9-597-050 


TOOL KIT, MAINTENANCE AND REPAIR, 


9-143-845 


1-127-000 

1-338-025 

4-230-720 
11-214-580 
11-262-550 
$41-B-1169 


$41-F-1153 
$41-F-1306 
$41-F-3385 


MEDICAL DEPARTMENT: 


Chest, Tool Kit, Maintenance and 
Repair, Empty: 


Carbon Tetrachloride, 14 lb: 
Petrolatum, White, 1 Ib: 

File, Triangular, 5 inch: 

Drill, Breast, Plain: 

Plumb-Bob Steel, Solid, 6 oz, 

Saw, Hack, Hand, Highspeed Steel, 


Length 10 inches, 24 Points perinch: 


File, American Std., Mill Bastard, 
6 inch: 

File, American Std., Round Bastard, 
10 inch: 

Frame, Hacksaw, Adjustable, Pistol 
Grip Handle, Capacity 8 to 12 


inches: 
$41-H-1116 Handle, File and Tool, Largest Di- 


$41-P-1835 
$41-S-1101 


ameter of Handle (Grip) 114 inch: 
Pliers, Lineman, Sidecutting, 6 inch: 
Screwdriver, Common, Normal 
Duty, Single Grip, 3 inch: 


$41-W-1655 Wrench, Pipe, Adjustable, Pipe Ca- 


pacity 114 inch, Length 14 inches: 


tNote: Quartermaster Corps Item. 


SR00090 
SR00092 
SR00093 
SRO00099 
SR00101 
SRO00102 
SR00866 
SR00946 
SR01363 
SR01364 
SRO01365 
SR01366 
SR01367 


SR01368 
SR01369 
TRO0003 
TRO0004 
TROO00S 
TRO0008 
TRO0009 
TROO010 
TROOO11 
TRO0012 
TRO0013 
TROO014 
TROOO15 
TRO0016 
TROOO17 


TROO018 
TRO0020 


TROO021 


OG.I 


Spare Part Items 
Flux, Soldering, 2 oz: 
Tape, Friction, 8 oz: 
Tape, Rubber, 8 oz: 
Fuse, Enclosed, 15 AMP: 
Fuse, Enclosed, 30 AMP: 
Fuse, Enclosed, 60 AMP: 
Fuse, Enclosed, 6 AMP: 


Cement, Gasket Forming, 14 pint Can: 


Rosin, Grade E, Powdered, 4 oz. Can: 
Paper, Sand Assorted Grits: 
Cloth, Emery Assorted Grits: 


. Cloth, Crocus Assorted Grits: 


Solder Tin, Lead, Wire Flux Core 
Rosin, 1 lb. Spool: 
Solder Tin, Lead, Bar 14 lb: 


Screws, Nuts, Washers, Assortment of: 


Testlight, Bakelight Rod and Bulb, 
Diathermy: 

Screwdriver, Short Bakelight, 
Diathermy: 

Screwdriver, Long Bakelight, 
Diathermy: 

Wrench, Spanner, Face, Anesthesia: 

Wrench, Plug and Yoke, Anesthesia: 

Screwdriver, Regulator, Oxygen 
Therapy: 

Holder, Regulator Centerpiece, 
Oxygen Therapy: 

Wrench, Nozzle Regulator, Oxygen 
Therapy: 

Wrench, Hexagonal Bonnet, Oxygen 
Therapy: 

Holder, Regulator Body, Oxygen 
Therapy: 

Wrench, Coleman 520-940, Burner 
Units: 


‘Wrench, Emergency Valve Nozzle, 


Anesthesia: 
Wrench, Emergency Valve Body, 
Anesthesia: 
Wrench, Flush Valve, Anesthesia: 
Plate, Cleaning and Adjusting, 
Handpieces: 
Screwdriver, Bur Latch and Pulley 
Screw, Engine Handpieces: 
Coatiaued 


Each 


Bottle 
Can 
Each 
Each 
Each 
Each 
Each 


Each 


Each 


Each 
Each 


Each 
Each 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 
Each 


Each 
Each 


| Unit | ayy. 


a 


— 


Stock No. 


TROO022 
TROO0023 


TRO0024 
TROO0025 
TRO0026 
TRO00027 


TRO0028 
TRO0029 


TRO0030 


TROO031 
TRO0032 
TRO0033 
TRO0034 


TRO0035 
TRO00036 
TROO041 
TRO0042 
TRO1011 


TRO1034 
TRO1036 


TRO01130 
TRO1131 


TRO1133 


TRO1135 


TRO1139 


TRO1140 


TRO1141 


TRO1180 
TRO1231 


TRO1232 


TRO1233 


TRO1234 


TRO1235 


TRO1236 


TRO1237 


TRO1238 


ARMY 
COMP. 
JULY 1947 SUPP. 
ITEM | Unit | Qty. 


9-597-050 (Cont'd) 


Wrench, Spindle, Engine Handpieces: 


Rod, Chuck Removal, Engine 
Handpieces: 

Punch, Rivet Removing, Engine 
Handpieces: 

Clamp, Wood, Engine Handpieces: 

Pin, Lapping, Engine Handpieces: 

Holding Tool, Head, Engine 
Handpieces: 

Soldering Tool, Engine Handpieces: 

Reamer, Head, Left Hand Thread, 
Engine Handpieces: 

Replacement Tool, Engine 
Handpieces: 

Reamer, Bottom, Engine Handpieces: 

Removal Tool, Engine Handpieces: 

Pin, Holding, Engine Handpieces: 

Punch, Gear Removal, Engine 
Handpieces: 

Punch ‘‘A’’, Engine Handpieces: 

Punch ‘‘B’’, Engine Handpieces: 


Puller, Wheel, Fly, Blood Refrigerator: 


Leak Detector, Refrigerant: 

Bar, Socket Wrench, Extension, 4% 
inch Square Drive, 10 inch: 

Brush, Hair, 6 inch, Handle: 

Caliper, Micrometer, Outside, 0-1 
inch, with Lock Nut and Ratchet 
Stop: 

Dies and Stock Threading, Adjust- 
able, Round Split, Set of 8: 

Die, Threading, Adjustable, Round 
Split, 1 inch Outside Diameter, 
NCTS 6X32: 

Die, Threading, Adjustable, Round 
Split, 1 inch Outside Diameter, 
NCTS 8X32: 

Die, Threading, Adjustable, Round 
Split, 1 inch Outside Diameter, 
NCTS 10X24: 

Die, Threading, Adjustable, Round 
Split, 1 inch Outside Diameter, 
NSTS 4-32: 

Die, Threading, Adjustable, Round 
Split, 1 inch Outside Diameter, 
NCTS 5/16-18: 

Die, Threading, Adjustable, Round 
Split, 1 inch Outside Diameter, 
NFTS 5/16-24: 

Drill, Electric, Portable, Heavy Duty, 
115 volt, AC-DC: 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), No. 1 
(0.288 x 4 inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 2 (0.221 x 315% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 3 (0.213 x 35% inch): 

Drill, Twist, High-Speed Steel; 
Straight Shank, (Type H), 

No. 4 (0.209 x 3% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 5 (0.2055 x 33% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 6 (0.204 x 313% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 7 (0.201 x 334 inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 8 (0.199 x 314% inch): 
Continued 


Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each | 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Set 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 


ARMY 
COMP. 
SUPP. 


JULY 1947 


Stock No. 


ITEM 


TRO1239 


TRO1240 


TRO1241 
TRO1242 
TRO1243 


TRO1244 


TRO1245 
TRO1246 
TRO1247 
TRO1248 
TRO1249 
TRO1250 
TRO1251 
TRO1252 
TRO1253 
TRO1254 
TRO1255 
TRO1256 
TRO1257 
TRO1258 
TRO1259 
TRO1260 
TRO1261 


TRO1262 


Page 36 


9-597-050 (Cont’d) 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 9 (0.196 x 31% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 10 (0.1935 x 35% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 11 (0.1910 x 3% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 12 (0.189 x 3% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 13 (0.185 x 3% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 14 (0.182 x 31% inch): 


Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 15 (0.180 x 3% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 16 (0.177 x 3% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 17 (0.173 x 35% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 18 (0.1695 x 35% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 19 (0.166 x 314 inch): 

Drill. Twist High-Speed Steel 
Straight Shank (Type H) 
No. 20 (0.161 x 3%% inch): 

Drill Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 21 (0.159 x 33% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 22 (0.157 x 3% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 23 (0.154 x 3% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 24 (0.152 x 3% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 25 (0.1495 x 3 inch): 

Drill, Twist, High-Speed Steel, 


Straight Shank, (Type H), 


No. 26 (0.147 x 215% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 27 (0.144 x 215% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 28 (0.1405 x 2% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 29 (0.136 x 218% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 30 (0.1285 x 213% inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 31 (0.120 x 234 inch): 
Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 32 (0.116 x 21% inch): 


Continued 


| Unit | ow. 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Each 1 


Stock No. 


TRO1263 


TRO1264 


TRO1265 


TRO1266 


TRO1267 


TRO1268 


TRO1269 


TRO1270 


TRO1271 


TRO1272 


TRO1273 


TRO1274 


TRO1275 


TRO1276 


TRO1277 


TRO1278 


TRO1279 


TRO1280 


TRO1281 


TRO1282 


TRO1283 


TRO1284 


TRO1285 


TRO1286 


ITEM 


9-597-050 (Cont’d) 


Drill, Twist, High-Speed Steel, 
‘Straight Shank, (Type H), 
No. 33 (0.113 x 21% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 34 (0.111 x 2% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 35 (0.110 x 2% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 36 (0.1065 x 2% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 

No. 37 (0.104 x 2% inch): 

Drill, Twist, High-Speed Steel, 

traight Shank, (Type H), 

No. 38 (0.1015 x 2% inch): 

Drill, Twist, High-Speed Steel, 

traight Shank, (Type H), 

Jo. 39 (0.0995 x 2% inch): 

Drill, Twist, High-Speed Steel, 

traight Shank, (Type H), 

No. 40 (0.098 x 238% inch): 

Drill, Twist, High-Speed Steel, 

traight Shank, (Type H), 

Jo. 41 (0.096 x 25% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 42 (0.0935 x 2% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 43 (0.089 x 244 inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 44 (0.086 x 23% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 45 (0.082 x 23% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 46 (0.081 x 2% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 47 (0.0785 x 2% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 48 (0.076 x 2¥% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 49 (0.073 x 2 inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 50 (0.070 x 115% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 51 (0.067 x 115% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 52 (0.0635 x 1% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 53 (0.0595 x 113% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 54 (0.055 x 113% inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 55 (0.052 x 134 inch): 

Drill, Twist, High-Speed Steel, 
Straight Shank, (Type H), 
No. 56 (0.0465 x 11% inch): 
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Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


OG-I 


PRELIMINARY EDITION 


Stock No. 


TRO1287 


TRO1288 


TRO1289 


TRO1290 


TRO1432 
TRO1435 


TRO1437 
TRO1440 


TRO1446 
TRO1447 


TRO1450 


TRO1460 
TRO1473 
TRO1475 


TRO1500 
TRO1512 


TRO1515 
TRO1518 
TRO1575 
TRO1645 
TRO1660 


TRO1673 
TRO1675 


TRO1693 


TRO1695 


TRO1712 


OG.| 


| ITEM | Unit | Qty. 


9-597-050 (Cont’d) 


Drill, Twist, High-Speed Steel, 

Straight Shank, (Type H), 

No. 57 (0.043 x 144% inch): Each 
Drill, Twist, High-Speed Steel, 

Straight Shank, (Type H), 

No. 58 (0.042 x 1% inch): Each 


Drill, Twist, High-Speed Steel, 

Straight Shank, (Type H), 

No. 59 (0.041 x 1% inch): Each 
Drill, Twist, High-Speed Steel, 

Straight Shank, (Type H), 


No. 60 (0.040 x 1% inch): Each 
Gage, Thickness, 22 Leaves, 0.004 to 
0.025 inch: Each 


Gage Screw Pitch, V Form Thread, 
51 Pitches, 4-84 Threads per inch: Each 


Gage, Screw and Wire, Pocket: Each 
Hammer, Machinists, Ball Peen, 

14 lb. (Type L, Class I): Each 
Handle, File and Tool, Wood, Medium, 

114 inch Diameter: Each 


Handle, Ratchet Offset, 5 inch Hex 
Opening, Complete with Following 
Adapters: Each 

1 Screwdriver Adapter, %% x .045- 
Yankee 3901 

1 Screwdriver Adapter, 4% x .060-. 
Yankee 3902 

1 Hexagon Key Adapter, 3%- 
Yankee 3911 

1 Hexagon Key Adapter, 7- 
Yankee 3912 

1 Hexagon Key Adapter, 14- 
Yankee 3913 

1 Hexagon Key Adapter, %%- 
Yankee 3914 

Handle, Socket Wrench, Ratchet, 
Reversible, 44 inch Square Drive, 


9 inch (Type VII, Class B): Each 
Iron, Soldering, Electric, 140 watts: Each 
Iron, Soldering, Nonelectric, 2 oz: Each 
Iron, Soldering, Nonelectric (Type I) 

4 Ib. per Pair: Each 
Level, Pocket, Length 3% inch: Each 
Pliers, Ignition and Distributers, Slip 

Joint, 4% inch (approx.): Each 
Pliers, Chanlock Type, Utility, 9144 

inch: Each 
Pliers, Diagonal Cutting, 6 inch 

(Type H): Each 
Pliers, Round Nose, Long, 6 inch 

(Noncutting Style): Each 


Punch, Center, Octagon or Round, 

Knurled, 3% inch Stock, 4 inch: Each 
Rule, Steel, Spring Tempered, English 

Scale Graduated Both Sides, 64th, 

32nd, 16th & 8th, Length 6 inch: Each 
Screwdriver, Pocket (Type VII), No. 

1, 1% inch Blade: Each 
Screwdriver, Close Quarter, 134 x 14 

inch Blade, 4 inch overall (Type 

II): Each 
Screwdriver, Common, Normal Duty, 

Single Grip (Type III, Class C), 

8 x 3% inch Blade: Each 


Screwdriver, Screw Holding Type, 6 
inch Blade, 5% inch Diameter 


Shank: Each 
Screwdriver, Electricians Shockproof 
Handle, 51% inch Blade: Each 
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9-597-050 (Cont’d) 

TRO1775 Screwdriver, Recessed Screw (Phillips 

Type) (Type I), No. 2 (Class 2): Each 1 
TRO1777 Screwdriver, Recessed Screw (Phillips 

Type) (Type I), No. 3 (Class 3): Each 1 
TRO1803 Tap, Hand, Carbon Steel (National 

Special Thread Series), Bottoming, 

No. 4-36 NS: Each 1 
TRO1806 Tap, Hand, Carbon Steel (National 

Coarse Thread Series), Bottoming, 

No. 6-32 NC: Each 1 
TRO1809 Tap, Hand, Carbon Steel (National 

Coarse Thread Series), Bottoming, 

No. 8-32 NC: Each ih 
TRO1812 Tap, Hand, Carbon Steel (National 

Fine Thread Series), Bottoming, 

10-32 NF: Each 1 
TRO1814 Tap, Hand, Carbon Steel (National 

Coarse Thread Series), Bottoming, 

10-24 NC: Each 1 
TRO1816 Tap, Hand, Carbon Steel (National 

Coarse Thread Series), Bottoming, 

44-20 NC: Each 1 
TRO1818 Tap, Hand, Carbon Steel (National 

Fine Thread Series), Bottoming, 

144-28 NF: Each 1 
TRO1820 Tap, Hand, Carbon Steel (National 

Coarse Thread Series), Bottoming, 

¥%-18 NC: Each 1 
TRO1822 Tap, Hand, Carbon Steel (National ; 

Fine Thread Series), Bottoming, 


4-24 NF: Each 1 
TRO1833 Tester, Electric, Circuit, Pocket, 2 

Neon Type, 90-500 volt: Each 1 
TRO1836 Torch, Gasoline, Oblong, 1 pt: Each 1 


TRO1843 Vise, Bench, Clamp Base 11% inch 

Width of Jaw, 14% inch Opening 

(Type I): . Each 1 
TRO1847 Volt-Ohm-Millameter, AC-DC, Port- 

able, 5 Range, 5% x 7 x 3 inch; 

Range; DC-5000 ohms/volts; cc.- 

1000 ohms/volts; Graduations volts- 

10, 2.5, 10, 50, 250, 1000, 5000; 

Milliamps, 0, 10, 100, 500, Micro- 

amps-0, 250, Disc, 5 2/3, Minus 12, 

Plus 52; ohms-0-4000, 4-400, 000, 

0-4 megs: Each 1 
‘TRO1858 Wrench, Adjustable, Crescent Type, 

Single End (Type 1, Class B), 8 


inch (15% inch Jaw Opening): Each 1 
TRO1869 Wrench, Adjustable, Automotive 
Type, Length 11 inch: Each 1 


TRO1875 Wrench, Adjustable, Crescent Type, 

Single End (Type 1, Class B), 6 

inch (34 inch Jaw Opening): Each 1 
TRO1882 Wrench, Adjustable, Crescent Type, 

Single End, 10 inch, 14% inch Open- 

ing: Each 1 
TRO1908 Wrench, Set or Cap Screw (Hollow 

Head), Hexagon, Plug Type, Regu- 

lar Short Arm Series, 0.050 inch 

(No. 4 Setscrew; Capscrew): Each 1 
TRO1909 Wrench, Set or Cap Screw (Hollow 

Head), Hexagon, Plug Type, Regu- 

lar Short Arm Series, 4 inch (No. 

5 and 6 Setscrew; Cap Screw): Each 1 
TRO1912 Wrench, Set or Cap Screw (Hollow 

Head), Hexagon, Plug Type, Regu- 

lar Short Arm Series, %; inch (No. 

8 Setscrew; No. 4 Cap Screw): Each 1 
TRO1915 Wrench, Set or Cap Screw (Hollow 

Head), Hexagon, Plug Type, Regu- 

lar Short Arm Series, 3% inch (No. 

10 Setscrew; No. 5 and 6 Cap 

Screw): Each 1 
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Stock No. ITEM Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-597-050 (Cont’d) 9-597-050 (Cont’d) 
TRO01918 Wrench, Set or Cap Screw (Hollow TRO02440 Wrench, Socket (Detachable), 44 inch 
Head), Hexagon, Plug Type, Regu- Square Drive, 12 Point Opening, 
lar Short Arm Series, 4% inch (44 214 inch: Bach 1 
eh prince a 8 Socket, No. Each TRO02443 Wrench, Socket (Detachable), 4% inch 
at Capscrew): ac Square Drive, 12 Point Opening, 
TRO01921 Wrench, Set or Cap Screw (Hollow 11% inch: Each 1 
Head), Hexagon, Plug Type, Regu- TRO2446 Wrench, Socket (Detachable), 4% inch 
lar Short Arm Series, 54 inch (5% Square Drive, 12 Point Opening, 
inch Setscrew; No. 10 Cap Screw): Each 34 inch: Each 1 
TRO01931 Wrench, Box, Hex, Double Head, TRO02449 Wrench, Socket (Detachable), 14 inch 
Double Hexagon, Long, 15° Angle, Square Drive, 12 Point Opening, 
¥% and % inch: Each 1346 inch: Each 1 
TRO01988 Wrench, Setscrew, Splined Head, TRO02452 Wrench, Socket (Detachable), 4 inch 
Bristol Headless, No. 6-32 Setscrew: Each Square Drive, 12 Point Opening, 
TRO1990 Wrench, Setscrew, Splined Head, % inch: © Each 1 
Bristol Headless, No.8 Setscrew: | Each TRO2455 Wrench, Socket (Detachable), 14 inch 
TRO1992 Wrench, Setscrew, Splined Head, Square Drive, 12 Point Opening, 
Bristol Headless, No. 10 Setscrew: Each 154 inch: Each 1 
TRO01994 Wrench, Setscrew, Splined Head, TRO2458 Wrench, Socket (Detachable), 4 inch 
Bristol Headless, 44 inch Setscrew: Each Square Drive, 12 Point Opening, 
TRO1996 Wrench, Setscrew, Splined Head, 1 inch, 14% inch Long: Each 1 
Bristol Headless, 5% inch Setscrew: Each TRO2505 Case, Drill, Wire Gage Drills, Sizes 
TRO01998 Wrench, Setscrew, Splined Head, 0-60 Inclusive: Each 1 
Bristol Headless, 84 inch Setscrew: Each TRO02515 Knife, Electricians, 354 inch, Closed 
TRO02038 Wrench, Engineers, 15° Angle, Double Length: Each 1 
Head, Open End, Normal Duty, TRO2520 Oiler, Steel, Push Bottom, Straight 
Alloy Steel, 44 and % inch: Each Spout, Capacity 3 oz.,3 inch Spout: Each 1 
TRO02045 Wrench, Engineers, 15° Angle, Double TRO2521 Oiler, Steel, Straight Spout 4 pt: Each 1 
Head, Open End, Normal Duty, TRO02530 Screwdriver, Jewelers, with 3 Sizes 
Alloy Steel, 34 and 4% inch (Type Removable Blades: Each 1 
Ty): Each TR02535 Scriber, Combination Square, Single 
TRO2051 Wrench, Engineers, 15° Angle, Double Point, 23% inch Blade, 14 inch 
Head, Open End, Normal Duty, Diameter: Each 1 
Alloy Steel, 144 and % inch: Each TRO2540 Shears, Electricians, 8 inches Long: Each 1 
TRO2055 Wrench, Engineers, 15° Angle, Double TRO02545 Stock, Die, Adjustable, Round Split 
Head, Open End, Normal Duty, Dies, Single Screw Type, 9 inches 
Alloy Steel, 1% and 14% inch: Each Long, for Holding 1 inch Outside 
TRO02059 Wrench, Engineers, 15° Angle, Double Diameter Dies: Each 1 
Head, Open End, Normal Duty, TRO02550 Tape, Measuring, Steel, with Hook, 
Alloy Steel, 5g and %% inch: Each 6 ft. (Round Case): Each 1 
TRO2063 Wrench, Engineers, 15° Angle, Double TRO2555 Tweezers, Jewelers, Straight-Points, 
Head, Open End, Normal Duty, 4% inch: Each 1 
Alloy Steel, 34 and % inch: Each TRO2600 Wrench, Tap, T-Handle, Capacity 
TRO02064 Wrench, Engineers, 15° Angle, Double le to % inch, Length 4% to % inch, 
Head, Open End, Normal Duty, Length 184 inch: Each 2 
Alloy Steel, 25g and 1% inch: Each 
TRO2069 ve ee eS ian 9-597-800 
ead, Open End, Norma uty, 
Alloy Steel, 15% and 1 inch: Each TOWEL SET, BATH TOWEL: 
TRO2230 babes sy Peiiay ae a Mo net2 9-115-090 Case, Blanket Set, Small, Empty: Each 1 
inch (% to 2 inch Pipe): Each “177. : 
TRO02314 Handle, Socket Wrench, Reversible 7-177-000 Towel, Bath: Each 50 
ethan cae ee Square . ; 9-597-850 
rive, 6 inch Length: Eac Z 
TR02422 Wrench, Socket (Detachable), 14 inch TOWEL SET, HAND TOWEL: 
Square Drive, 12 Point Opening, 9-115-090 Case, Blanket Set, Small, Empty: Each 1 
nies amines 7-178-000 Towel, Hand: Each 150 
TRO2425 Wrench, Socket (Detachable), 14 inch 
ae Drive, 12 Point Opening, , 9-600-800 
6 inch: Eac x 
TRO2428 Wrench, Socket (Detachable), 14 inch URINALYSIS SET, jipeatd SMALL: 
Square Drive, 12 Point Opening, Chest (Combination Container and 
Y inch: Each Work Bench), Modified: Each 1 
17% 
ale ee ea One, 1-098-300 Benedict’s Reagent Powder, qs 120cc: Can 4 
9% inch: Each 4-056-400 aes Arges et eng sorta se 
TR02434_ Wrench, Socket (Detachable), 14 inch EE ound Pune oe ofi@ 
eh aie EE Fat ig 1-002-470 Acetic Acid, Glacial, 1 Ib: ‘ 100 cc. 
ae a 1-049-000 Alcohol, 5 gal: 100 ce. 
TRO02437 Wrench, Socket (Detachable), 14 inch Empty—For use by laboratory in 
Peete Drive, 12 Point Opening, preparation of Benedict's Re- 
5 inch: Each 1 agent from 1-098-300. 
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PRELIMINARY EDITION JULY 1947 SUPP. 
Stock No. | ITEM | Unit | Qty Stock No. | ITEM | Unit | Qty. 
9-600-800 (Cont’d) 9-602-640 (Cont’d) 
4-181-000 Clamp, Test Tube: Each 1 1-336-000 Petrolatum, Liquid, 1 qt: Can 2 
4-268-050 Funnel, Glass, Smooth, 65 mm: Each 2 1-406-000 Silver Nitrate, Toughened, 1 oz: Bottle 1 
4-358-000 Paper, Filter, Qualitative, 90 mm., 1-415-000 Sodium Bicarbonate, 1 lb: Can 1 
100s: Pkg 1 1-463-490 Sulfanilamide, 14 lb: Bottle 2 
4-365-030 Paper, pH Indicator, 100 Strips: Bottle 2 1-463-705 Sulfanilamide Tablets, 15.5 Gm. 
4-470-000 Urinometer, Squibb: Each 2 (240 gr.), 12s: Box 2 
5-375-010 Lamp, Alcohol, Metal: Bach ...2 1-464-000 Sulfathiazole Ophthalmic Ointment, 
$51-M-490 Matches, Safety, 12 Boxes to Pack- 5%, % oz., 12s: Ox 8/12 
age: Box 2 eye aeons Y4 |b: Bottle 2 
; 1-474- ymol Iodide, 1 oz: Bottle 8 
tNote: Quartermaster Corps Item. 1-501-990 Zinc Oxi de Ointment, 1 oz:'| ee a5 
9-602-580 1-504- inc Sulfate, 1 lb: Bottle 2 
2-003-185 Bandage, Gauze, Compressed, | ]} 
VETERINARY DENTAL KIT, FIELD: Camouflaged, 3 inches by 6 yards: Each 288 
9-138-125 Case, Veterinary Dental Kit,Empty: Each 1 2-008-000 Bandaee, Muslin, 3 inches by 5 yards, Pkg 4 
: 2-014-000 Cotton, Absorbent, 1 Ib: Roll 5 
3-191-100 Chisel, Bone, 6 mm: Each 1 3-038-100 Applicator, Wood 1/12 by 614 inches, 
3-403-200 Gouge, Bone, 6 mm: Each 1 864s: Pkg 1 
3-835-200 Trephine, Cranial, Galt, 1 inch: Each 1 3-767-980 Suture, Silk, Braided, 3 Sizes: Pkg 2 
8-004-900 Blade, File, Dental Float: Each g 4-054-225 Bottle, Narrow Mouth, Round, 
8-004-925 Blade, Rasp, Dental Float: Each 4 Amber, 60 ml., without Stopper: Each 6 
8-005-250 Bone Set, Bone Drill: Set 1 4-089-964 Box, Ointment, Tin, 2 oz., 12s: Pkg U2 
8-057-070 Curette, Whiting, Size 5: Each 1 4-089-970 Box, Ointment, Tin, 4 oz., 12s: Pkg 1/2 
8-057-120 Cutter, Molar, Closed: Each 1 4-275-055 Graduate, Enamelware, 60 ml: Each .1 
8-057-130 Cutter, Molar, Half Open: Each 1 4-397-365 Spatula, 6 inch Blade: Each 1 
8-057-140 Cutter, Molar, Open: Each 1 4-415-000 Stopper, Rubber, Solid, No. 2: Each 6 
8-059-520 Extractor, Lower Molar: Each 1 7-178-000 Towel, Hand: Each 12 
8-059-530 Extractor, Molar Root: Each 1 7-877-000 Pins, Safety, Large, 12s: Card 2 
8-059-540 Extractor, Upper Molar: : Each 1 8-002-200 Bandage, Derby, 4 inches by 3 yards: Each 8 
8-060-000 File and Rasp, Straight, 12 inch: Each 1 8-026-000 Catheter, Horse, Rubber, 
8-062-000 Float, Dental, Angular: - Each 1 without Stylet: Each 1 
8-062-250 Float, Dental, Straight: Each 1 8-072-000 Groover, Hoof, Hughes, Pointed: Each 1 
8-074-950 Handle, Dental Float: Each -'-1 8-073-000 Gun, Balling, Morgan: Each 1 
8-075-000 Handles, Universal: Pair 1 8-082-720 Hypodermic Tablet Set, Veterinary: Set 1 
8-090-000 Mallet, Lead, Veterinary: Each 1 8-089-750 Mallein Test Set: Set 1 
8-101-000 Pick, Dental, Veterinary, Merillat: Each 1 8-102-000 Pump, Combination Continuous Flow, 
8-104-000 Punch, Dental, Veterinary, Curved: Each 1 Injection and Suction, Veterinary: Each 1 
8-104-500 Punch, Dental, Veterinary, Straight: Each 1 8-105-000 Retainer, Foot Dressing, Veterinary, 
8-110-000 Speculum, Mouth, Veterinary: Each 1 Set of 4: Gar 8 
8-108-000 Sideline, Horse: Each 1 
9-602-600 8-112-130 Stylet, Horse Catheter, Reed: Each 1 
8-112-170 Suture, Cotton Tape, 44 inch, 5 yards: Roll 2 
VETERINARY DISPENSARY MEDICAL 8-115-000 Syringe, Dose, Metal, Veterinary, 2 0z: Each 1 
EQUIPMENT, COMMZ: 8-116-000 Syringe, Hypodermic, Quitman Type, 
. 10 ce: Each 1 
9-261-860 Lantern Set: Each 1 8-124-000 Tester, Hoof, Large: Each 1 
9-274-360 Medical Field Set, No. 4: Each 1 8-127-000 Thermometer, Clincal, Veterinary: Each 6 
9-602-640 Veterinary Field Set, No. 80: Each 1 8-134-000 Trocar, Horse, Large, Reversible: Each 1 
9-602-660 Veterinary Field Set, No. 81: Each 1 9-144-015 Container, Metal, No. 4: Each 6 
$42-C-1718 Can, Corrugated, Nesting Galvanized 9-144-020 Container, Metal, No. 5: Each 1 
with Cover, 5 gal: Each 2 9-144-030 Container, Nia Me tle Loven 1 
: 9-144-065 Container, Metal, No. 14: ac 2 
ee re Corps eet, 9-599-210 Tray, Field Chest, No. 6: Each 1 
WD AGO 
9-602-640 Form 8-137 Emergency Veterinary Tag: Book 2 
VETERINARY FIELD SET, NO. 80: $42-L-14215 Lock, Pad, aa 5 inch: Each 1 
9-141-625 Chest, Field, 28 inches Long by 164 iad emer ase rics ae 
inches Wide by 141% inches Deep, 
Empty: Each 1 
: 9-602-660 
1-056-000 Aloin Compound Capsules, 12s: Box 6 : 
1-063-995 Ammonium Carbonate, 4 lb: Bottle 1 VETERINARY FIELD SET, NO. 81: 
1-121-000 Camphor in Oil Ampuls, 10 cc., 12s: Box 6 ‘9-141-625 (Chest, Field, 28 inches Long by 1634 
1-136-995 Chloral Hydrate, 1 oz: Bottle 4 inches Wide by 14% inches Deep, 
1-139-000 Chloroform, not for Anesthesia, 1 lb: Bottle 1 Empty: Each 1 
1-169-358 ug a rome Germicide and acer ae . 
ution, 1 qt: ottle 
: ; : : 1-048-000 Alcohol, 1 qt: Can 6 
1-235-200 Iodine and Potassium lodide 1-061-100 Ammonia Spirit, Aromatic, 14 pt: Bottle 3 
pawiier 105: pe 06-640 Boric Acid, 1 Ib: Bottle 2 
1-248-995 Lead Acetate, 14 Ib: Bottle 2 Spe als ogee pce 
; ; : 1-218-000 Glycerin, 1 lb: Bottle 3 
1-285-395 Mercury Bichloride, Large Poison 70 Li 4 O81 cat re 2 
Tablets, 100s: Buttle. i 1-252-370 Linseed Oil, 1 ga 4 an 
Continued Continued 
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Stock No. | ITEM | Unit | Qty. Stock No. ITEM | Unit | Qty. 
9-602-660 (Cont’d) 9-602-695 (Cont’d) 
1-338-025 Petrolatum, White, 1 lb: Can 3 1-118-100 Calcium Hypochlorite, 334 lb: Can 4 
1-404-675 Silver, Mild Protein Tablets, 0.3 Gm. 1-372-000 Potassium Permanganate, 1 lb: Bottle 20 
(4 ys gr.), 100s: Bottle 1 9-144-390 Cover, Dental Operating Set 
1-463-705 eer one Tablets, 15.5 Gm. bak Chest, Pack Type: Each 1 
240 gr.), 12s: Box 2 $72-A-805 Apron, Brecive. Impermeable, 
1-470-255 Tar, Pine, 1 pt: Can 3 M-1, Medium: Each 1 
1-489-620 Turpentine Oil, 1 qt: Bottle 1 {38-B-3630 Brush, "Scrub: Each 5 
1-502-000 oes Meare 1 lb: 4 Jar 1 t73-G-19660 Gloves, Protective, Impermeable, 
2-003-185 Bandage, Gauze, Compressed, arge: Pair 1 
Camouflaged, 3 inches by 6 yards: Each 30 t73-G-19670 Gloves, Protective, Impermeable, 
2-009-000 Bandage, Muslin, 5 inches by 5 yards, ae . Medium: Pair 3 
12s: Pkg 2 $73-G-19680 Gloves, Protective, Impermeable, 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 72 Small: Pair 1 
2-014-000 Cotton, Absorbent, 1 Ib: Roll 3 t73-G-19690 Gloves, Protective, Impermeable, 
2-024-000 Gauze, oe Compressed, 36 inches Extra Large: Pair 1 
by 1 yard: Pkg 60 : 
4-365-252 Pill Tile, 10 inch, Bakelite: Each 1 +Mote: Quarterinaster Coxps tiem: 
7-710-945 Basin, Wash, CRM, 414 at: Each 2 
8-089-350 Knife Set, Hoof: Set 1 9-602-700 
8-099-305 Oakum, Compressed, 2 oz: Pkg 36 VETERINARY GAS CASUALTY SET, NO. B: 
8-135-000 Tube, Stomach, Horse or Colt, . e 
without Stylet: Each 1 9-141-525 Chest, Field, 27% inches Long by 
9-144-055 Container, Metal, No. 12: Each 4 163¢ inches Wide by 65 inches 
9-144-065 Container, Metal, No. 14: Each 8 Deep, Empty: Each 1 
9- oe hae Tray, Field Chest, No. 6: Each 1 
WD AGO 1-088-53 V4 oz: 
Form 8-137 Emergency Veterinary Tag: Book 1 2 be Ae sae earn are 7 ed soe Lies 
1-106-640 Boric Acid, 1 lb: Bottle 1 
$24-B-1955 Bucket, Canvas, Collage, 10 qts: Each 1 1-161-500 Cupric Sulfate, 1 Ib: Bottle: 11 
{42-L-14215 Lock, Pad, Brass, 2 inch: Each 1 1-289-470 Methylrosaniline Chloride, 1 lb: Bottle 1 
$41-S-2813 Shears, Tinners, Hand (Snips), Straight 1-415:000 Sodium Hiearbonaie: 1ib: Can 2 
Cat; 5 inch Cut, 1234 inches Overall: Each 1 1-463-490 Sulfanilamide, 4 i. Bottle 10 
{51-S-1644 Soap, Ordinary Issue: : Pound 3 5-597-000 Syringe, Water, Moffat: Each 5 
{51-S-1885 Soap, Toilet, Floating, White, 6 oz. Cc 9-144-390 Cover, Dental Operating Set Chest, 
Cake: ake 6 Pack Type: Each 1 
tNote: Quartermaster Corps Item. t72-A-805 Bee Protective, Impermeable, M-1, 
edium: Each 1 
~24-B-1955 Bucket, Canvas, Collapsible, 10 
F quarts: Each 6 
9-602-680 $38-B-3630 Brush, Scrubbing, Floor, Hand: Each | --3 
VETERINARY GAS CASUALTY OUTFIT: £73-G-19660 yiton pinapunbelensy oats Genre 
: air 
1-463-705 ay ae 15.5 Gm. s ii t73-G-19670 Gloves, Protective, Impermeable, 
gr.), 12s: Ox Medium: Pair 2 
9-602-690 Veterinary Gas Casualty Set, $51-S-1885 Soap, Toilet, Floating, White, 6 oz. 
Aprons and Buckets: Set 1 Cake: Cake 10 
9-602-695 Veterinary Gas Casualty Set, No. A: Set 1 Nace! Cc rs 
9-602-700 Veterinary Gas Casualty Set, No. B: Set 1 {Note: Quartermaster Corps Item. 
9-602-750 
9-602-690 VETERINARY HOOF TREATMENT KIT, FIELD: 
VETERINARY GAS CASUALTY SET, Teast sige S) tea ergy! penitence 8 os 
APRONS AND BUCKETS: 
9-137-525 Case, Utility, Empty: Each 1 7-819-000 Hone, Oil, Arkansas Stone, 2 by 8 
inches: Each 1 
t72-A-800 Apron, Protective, Impermeable, 8-054-000 wer! Hoof, Nail Hole, 34°, Hughes, ‘oi ; 
-1, Large: Each 2 : : © : 
{72-A-805 Apron, Protective, Impermeable, 8-055-000 a a Hoof, Nail Hole, 45°, Hughes, net ' 
M-1, Medium: Each 4 eee ee oat a 
79:4. 810... Apron. Proteative,damoermbable 8-057-050 Curette, Whiting, Size 2: Each 1 
MEL Seale P , renga re Curette, oo zee 4: Each 1 
Ee, ; : : 8-057-070 Curette, Whiting, Size 5: Each 1 
$24-B-1955 Bucket, Canvas, Collapsible, 10 qt: Each 4 8-061-000' File, Hoof Knife, 4 inch: NO 1 
{Note: Quartermaster Corps Item. 8-066-500 Forceps, Splinter, Van Buren, 8inch: Each 1 
Shine eth avis - eer ccarast Se8 1 
-071-000 Groover, Hoof, Hughes, Oval: ac 1 
9-602-695 8-072-000 Groover, Hoof, Hughes, Pointed: Each 1 
8-088-000 Knife, Hoof, Sage, Left: Each 1 
VETERINARY GAS CASUALTY SET, NO. A: 8-089-000 Knife, Hoof, Sage, Right: Each 1 
9-141-525 Chest, Field, 277% inches long by 1634 8-089-250 ope Da Searching, Double Edge, Ce 
. : BL i inch: a 
eae Ss Adeacrs a bade a 8-089-350 Knife Set, Hoof: Set 1 
8-111-000 Splitter, Hoof, Merillat: Each 1 
Continued 8-125-000 Tester, Hoof, Small: Each 1 
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Stock No. 


9-138-525 


3-098-150 
3-259-400 
3-311-800 


3-333-600 
3-334-200 


3-347-100 
3-349-900 


3-379-900 
3-407-900 
3-419-200 


3-447-300 
3-447-320 
3-447-820 
3-453-710 
3-475-200 


3-511-240 
3-511-300 
3-524-400 
3-524-440 
3-524-480 
3-524-500 


3-607-400 
3-609-200 
3-650-640 


3-651-820 


3-767-020 
3-767-980 
3-835-200 
8-002-700 
8-057-000 
8-058-500 
8-059-000 
8-066-500 
8-081-000 
8-082-000 
8-099-000 
8-101-700 


8-109-500 
8-110-300 
8-112-170 
8-116-000 


8-134-000 
8-136-200 
8-138-000 


9-125-450 


PRELIMINARY EDITION 


—. 


9-602-780 


VETERINARY INSTRUMENT SET, 


GENERAL OPERATING: 


Case, Veterinary Instrument Set, 
General Operating, Empty: 


Bistoury, Probe Pointed, Straight, 2 
inch: 

Director, Grooved, Probe Point, 
5% inch: 

Forceps, Bone Cutting, Straight, Lis- 
ton, 834tinch: 

Forceps, Dressing, Straight, 51% inch: 

Forceps, Dressing, ‘Uterine, Curved, 
Bozeman, 10 inch: 

Forceps, Hemostatic, Straight, Ran- 
kin, 614 inch: 

Forceps, Hysterectomy, 
Pean, 9 inch: 

Forceps, Tissue, Spring, 514 inch: 

Headband, Mirror, Jefferson: 


Holder, Needle, Hegar-Mayo, 
7 inch: 
Blade, Operating Knife, No. 20, 6s: 
Blade, Operating Knife, No. 21, 6s: 
Handle, Operating Knife, No. 4: 
Knife, Tenotomy, Sharp, 614 inch: 
Mirror, Head, 3% inch Diameter, % 
inch Opening: 

Needle, Suture, Catgut, Mayo, % 
Circle, Taper Point, Size 2, 6s: 
Needle, Suture, Catgut, Mayo, % 
Circle, Taper Point, Size 4, 6s: 
Needle, Suture, Surgeons Regular, 

3¢ Circle, Cutting Edge, Size 2, 6s: 
Needle, Suture, Surgeons Regular, *% 
Circle, Cutting Edge, Size 6, 6s: 
Needle, Suture, Surgeons Regular, 3 
Circle, Cutting Edge, Size 10, 6s: 
Needle, Suture, Surgeons Regular, 3 
Circle, Cutting Edge, Size 12, 6s: 
Retractor, Decompression, 71% inch: 


Straight, 


Retractor, General Operating, Nested: 


Scissors, Operating, Straight, Double 
Blunt, 7 inch: 

Scissors, Operating, Straight, One 
Point Sharp, 514 inch: 


Suture, Silk, Braided, Size 3, 25 yards: 


Suture, Silk, Braided, 3 Sizes: 
Trephine, Cranial, Galt, 1 inch: 
Bistoury, Sharp Pointed, Curved: 


Curette, Sharp, Double Ended, 5 inch: 


Ecraseur, Spaying, Williams: 

Emasculator, White: 

Forceps, Splinter, Van Buren, 8 inch: 

Hook, Neurectomy, Merillat: 

Hook, Neurectomy, Right-angle: 

Needle, Seton, Jointed, 10 inch: 

Probe, Flexible, Plain, Veterinary, 
10 inch: 

Speculum, Eye, Veterinary, 7 inch: 

Speculum, Nasal, Veterinary: 


Suture, Cotton Tape, Y% inch, 5 yards: 


Syringe, Hypodermic, Quitman Type, 
10 ce: 


Trocar, Horse, Large, Reversible: 

Tube, Trachea, Veterinary: 

Tube, Trachea, Veterinary, Self-Re- 
taining: 

Case, Knives, Veterinary Instrument 
Set, General Operating, Empty: 


No 


eR RR DO De 


noe ee 


—a— a 


Stock No. 


| Unit | Qty. 
1 


9-138-575 


3-344-300 
3-345-600 
3-347-100 
3-347-500 
3-349-500 


9-130-150 


1-235-060 
2-008-000 


2-011-755 
2-013-000 
2-024-000 
4-054-225 


1-061-100 
1-169-358 
4-415-000 
7-877-000 
8-099-305 
9-144-000 
9-144-015 
9-259-380 


WD AGO 


ARMY 
COMP. 
JULY 1947 SUPP. 
| ITEM 
9-602-800 


VETERINARY INSTRUMENT SET, 
HEMOSTATIC FORCEPS: 


Case, Veterinary Instrument Set, 
Hemostatic Forceps, Empty: 


Forceps, Hemostatic, Curved, 
Rochester-Pean, 614 inch: 
Forceps, Hemostatic, Mosquito, 
Straight, Halstead, 5 inch: 
Forceps, Hemostatic, Straight, 

Rankin, 614 inch: 

Forceps, Hemostatic, Straight, 
Rochester-Ochsner, 714 inch: 
Forceps, Hysterectomy, Curved, 

Pean, 8% inch: 


9-602-845 
VETERINARY KIT, VETERINARY 


NONCOMMISSIONED OFFICERS: 


Case, Medical Field Kits, M-2, Empty: 


Iodine Swab, 1% cc., 6s: 


Bandage, Muslin, 3 inches by 5 yards, 


12s: 

Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: 

Cotton, Absorbent, 1 oz: 

Gauze, Plain, Compressed, 36 inches 
by 1 yard: 

Bottle, Narrow Mouth, Round, Am- 
ber, 60 ml., without Stopper: For 
the following: 

Ammonia Spirit, Aromatic, 4 pt: 
60 cc. 

Disinfectant, Germicide and 

Fungicide Solution, 1 qt: 

Stopper, Rubber, Solid, No. 2: For 
4-054-225. 

Pins, Safety, Large, 12s: 

Oakum, Compressed, 2 oz: 

Container, Metal, No. 1: 

For 1-235-060. 

Container, Metal, No. 4: 
For 4-054-225. 

Instrument Set, Veterinary Non- 
commissioned Officers Kit: 


Form 8-137 Emergency Veterinary Tag: 
$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Me- 
dium Soft): 


tNote: Quartermaster Corps Item. 


VETERINARY KIT, VETERINARY OFFICERS: 


9-130-150 


9-602-865 


Case, Medical Field Kits, M-2, 
Empty: 


Iodine Swab, 1% cc., 6s: 


Bandage, Muslin, 3 inches by 5 yards, 
12s: 


Cotton, Absorbent, 1 oz: 
Gauze, Plain, Compressed, 36 inches 
by 1 yard: 


Continued 


60 cc. 


Each 


Each 
Each 
Each 
Each 
Each 


Each 


Pkg 


Pkg 


Each 


Each 


Set 
Book 


Each 


Each 


Pkg 


Pkg 
Pkg 


Pkg 


no DW 


meio 


ARMY 
COMP. 
SUPP. 


JULY 1947 


Stock No. 


7-084-945 


8-082-720 
8-105-000 


8-112-150 
8-116-000 


8-127-000 
9-144-000 


WD AGO 


ITEM 


9-602-865 (Cont'd) 
Sterilizer, Needle, Boiling Type, Fuel 
Heated, 134 by 1% by % inches: 
Hypodermic Tablet Set, Veterinary: 
Retainer, Foot Dressing, Veterinary, 
Set of 4: 

Surgical Instrument Kit, Veterinary, 
Minor Surgery: 

Syringe, Hypodermic, Quitman Type, 
10 ce: 


Thermometer, Clinical, Veterinary: 
Container, Metal, No. 1: 
For 1-235-060. 


Form 8-137. Emergency Veterinary Tag: 
$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Me- 
dium Soft): 


-INote: Quartermaster Corps Item. 


VETERINARY KIT, VETERINARY PRIVATES: 


9-130-150 
1-235-060 
2-008-000 


2-011-755 


2-013-000 
2-017-435 


2-024-000 
3-650-640 
7-877-000 
8-099-305 
8-105-000 
9-144-000 
9-259-400 


WD AGO 
Form 8-15 


9-602-875 


Case, Medical Field Kits, M-2, 
Empty: 


Iodine Swab, 11% cc., 6s: 


Bandage, Muslin, 3 inches by 5 yards, = 
k 


12s: 
Bandage, Muslin, Triangular, Com- 


pressed, Camouflaged, 37 by 37 
by 52 inches: 


Cotton, Absorbent, 1 oz: 

Dressing, First Aid, Camouflaged, 
Small: 

Gauze, Plain, Compressed, 36 inches 
by 1 yard: 

Scissors, Operating, Straight, Double 
Blunt, 7 inch: 

Pins, Safety, Large, 12s: 

Oakum, Compressed, 2 oz: 


Retainer, Foot Dressing, Veterinary, 
Set of 4: 


Container, Metal, No. 1: 
For 1-235-060. 


Instrument Set, Veterinary Privates 
Kit: 


7 Emergency Veterinary Tag: 


$53-P-30004 Pencil, Wood Cased, Lead, General 


Writing, with Rubber, No. 2 (Me- 
dium Soft): 


fNote: Quartermaster Corps Item. 


9-602-946 
9-602-948 
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9-602-900 


VETERINARY PACK EQUIPMENT, 


ANIMAL PACK TYPE: 


Veterinary Set, Pack Type, No. A: 
Veterinary Set, Pack Type, No. B: 


Each 
Set 


Set 
Each 
Each 


Each 
Each 


Book 


Each 


Each 
Pkg 
g 


Each 
Pkg 


Each 
Pkg 


Each 
Card 
Pkg 


Set 
Each 


Set 


Book 


Each 


Set 
Set 


| Unit | avy. 


Stock No. 


ITEM 


9-602-920 
VETERINARY PUMP SET, 
INJECTION AND SUCTION: 


9-131-625 Case, Pump Set, Injection and 
Suction, Veterinary, Empty: Each 

8-102-000 Pump, Combination, Continuous 
Flow, Injection and Suction, 
Veterinary: 

8-135-000 Tube, Stomach, Horse or Colt, . 


Each 


without Stylet: Each 


9-602-935 


VETERINARY RESTRAINT SET, FIELD: 


9-142-425 


Chest, Field, 314% inches Long by 
15% inches Wide by 10 inches 


Deep, Empty: Each 
8-074-000 Halter, Operating, Veterinary: Each 
8-076-000 Harness Set, Casting: Set 


8-078-000 


Hobbles, Conkey, Set of 4: Set 


8-079-000 Hood, Operating, Veterinary: Each 
8-108-000 Sideline, Horse: Each 
9-602-940 
VETERINARY RESTRAINT SET, 
SUPPLEMENTAL, FIELD: 
9-142-425 Chest, Field, 3114 inches Long by 15% 
inches Wide by 10 inches Deep, 
Empty: Each 
8-074-000 Halter, Operating, Veterinary: Each 
8-079-000 Hood, Operating, Veterinary: Each 
8-109-000 Sling, Horse: Each 
8-123-500 Each 


Tackle Block, Medium: 


9-602-946 


VETERINARY SET, PACK TYPE, NO. A: 


9-143-525 


Chest, Field, Pack Type, 19 inches 
Long by 15% inches Wide by 6% 


inches Deep, Empty: Each 
1-121-000 Camphor in Oil Ampuls, 10 cc., 12s: Box 
1-136-995 Chloral Hydrate, 1 oz: Bottle 
1-235-200 Iodine and Potassium Iodide, Powder, 

10s: Pkg 
1-338-025 Petrolatum, White, 1 lb: Can 
1-463-705 Sulfanilamide Tablets, 15.5 Gm. (240 

gr.), 12s: Box 
2-003-185 Bandage, Gauze, Compressed, Camou- 

flaged, 3 inches by 6 yards: Each 
2-009-000 Bandage, Muslin, 5 inches by 5 yards, 

12s: Pkg 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 
2-014-000 Cotton, Absorbent, 1 Ib: Roll 
2-024-000 Gauze, Plain, Compressed, 36 inches 

by 1 yard: Pkg 
7-178-000 Towel, Hand: Each 
7-877-000 Pins, Safety, Large, 12s: Card 


8-002-200 


Bandage, Derby, 4 inches by 3 yards: Each 
Continued 


ee 


er eo ae 
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Stock No. | ITEM Qty. 
{ { 
9-602-946 (Cont’d) 
8-072-000 Groover, Hoof, Hughes, Pointed: Each 1 
8-089-350 Knife Set, Hoof: Set 1 
8-099-305 Oakum, Compressed, 2 oz: Pkg 4 
8-105-000 Retainer, Foot Dressing, Veterinary, 
Set of 4: Set 4 
8-115-000 Syringe, Dose, Metal, Veterinary, 2 oz: Each 1 
8-124-000 Tester, Hoof, Large: Each 1 
9-144-030 Container, Metal, No. 7: Each 2 
1 each for the following: 
1-106-640 Boric Acid, 1 lb: 12 oz. 
1-285-395 Mercury Bichloride, Large, Poison 
Tablets, 100s: 250 Tablets 
9-144-055 Container, Metal, No. 12: For the Each 
following: 
1-061-100 Ammonia Spirit, Aromatic, A pe: 
int 
9-144-065 Container, Metal, No. 14: Each 3 
1 each for the following: 
1-048-000 Alcohol, 1 qt: 1 Quart 
1-169-358 Disinfectant, Germicide and Fun- 
gicide Solution, 1 qt: 1 Quart 
1-252-370 Linseed Oil, 1 gal: 1 Quart 
9-144-410 Cover, Field Chest, Pack Type: Each 1 
WD AGO 
Form 8-137 Emergency Veterinary Tag: Book 1 
$24-B-1295 Basin, Canvas, Folding, Olive Drab: Each 1 
$24-B-1955 Bucket, Canvas, Collapsible, 10 qt: Each 1 
$51-S-1885 Soap, Toilet, Floating, White, 6 oz. 
Cake: Cake 1 
tNote: Quartermaster Corps Item. 
9-602-948 
VETERINARY SET, PACK TYPE, NO. B: 
9-143-525 Chest, Field, Pack Type, 19 inches 
Long by 15% inches Wide by 64% 
inches Deep, Empty: Each fi 
1-056-000 Aloin Compound Capsules, 12s: Box 1 
1-235-200 Iodine and Potassium Iodide Powd r, 
10s: Pkg 1 
1-404-675 Silver, Milk Protein, Tablets, 0.3 Gm. 
(41% ger.), 100s: Bottle 1 
1-406-000 Silver Nitrate, Toughened, 1 oz: Bottle 1 
1-463-705 Sulfanilamide Tablets, 15.5 Gm. (240 
gr.), 12s: Box De 
1-470-255 Tar, Pine, 1 pt: Can 1 
1-474-000 Thymol Iodide, 1 oz: Bottle 2 
1-501-990 Zinc Oxide Ointment, 1 oz: Tube 6 
2-003-185 Bandage, Gauze, Compressed, Cam- 
ouflaged, 3 inches by 6 yards: Each 2 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 4 
2-014-000 Cotton, Absorbent, 1 lb: Roll 1 
3-038-100 Applicator, Wood, 1/12 by 614 inches, 
864s: Pkg 1 
7-178-000 Towel, Hand: Each 2 
7-877-000 Pins, Safety, Large, 12s: Card 1 
8-002-200 Bandage, Derby, 4 inches by 3 yards: Each 1 
8-099-305 Oakum, Compressed, 2 oz: Pkg 6 
8-102-000 Pump, Combination, Continuous Flow, 
Injection and Suction, Veterinary: Each 1 
8-134-000 Trocar, Horse, Large, Reversible: Each 1 
8-135-000 Tube, Stomach, Horse or Colt, without 
Stylet: Each 1 
9-144-030 Container, Metal, No. 7:1 each for Each 3 
the following: 
1-248-995 Lead Acetate, 14 Ib: 12 oz. 
1-470-132 Tannic Acid, 4% lb: 12 oz. 
1-504-000 Zinc Sulfate, 1 lb: 12 oz. 
Continued 
OG-! 
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PRELIMINARY EDITION 


ARMY 
: COMP. 
JULY 1947 SUPP. 
Stock No. ITEM | Unit | Qty. 
9-602-948 (Cont’d) 
9-144-055 Container, Metal, No.12:leachfor Each 3 
the following: 
1-048-000 Alcohol, 1 qt: 1 Pint 
1-218-000 Glycerin, 1 Ib: 1 Pint 
1-489-620 Turpentine Oil, 1 qt: 1 Pint 
9-144-065 Container, Metal, No. 14: Each 1 
For the following: 
1-252-370 Linseed Oil, 1 gal: 1 Quart 
9-144-410 Cover, Field Chest, Pack Type: Each 1 
WD AGO 
Form 8-137 Emergency Veterinary Tag: Book 1 
£51-S-1644 Soap, Ordinary Issue: Pound 1 


tNote: Quartermaster Corps Item. 


9-602-995 


VETERINARY SURGICAL DRESSING SET, FIELD: 


9-142-425 


1-235-200 


1-412-000 
2-002-000 


2-008-000 
2-013-000 
2-014-000 
2-024-000 
4-054-225 


4-415-000 
7-718-635 


7-802-000 


7-877-000 
8-099-305 
9-144-015 
t21-T-644 


Chest, Field, 31144 inches Long by 
15% inches Wide by 10 inches 
Deep, Empty: 


Iodine and Potassium Iodide Powder, 
10s: 

Soap, Soft, 1 Ib: 

Bandage, Canton Flannel, 5 inches by 
5 yards, 12s: 

Pee Muslin, 3 inches by 5 yards, 
1283 

Cotton, Absorbent, 1 oz: 

Cotton, Absorbent, 1 lb: 

Gauze, Plain, Compressed, 36 inches 
by 1 yard: 

Bottle, Narrow Mouth, Round, Am- 
ber, 60 ml., without Stopper: 

Stopper, Rubber, Solid, No, 2: 

Binder, Notebook, Field, 4 by 6 
inches: 

Filler, Notebook, Field, Manifolding, 
4 by 6 inches: 

Pins, Safety, Large, 12s: 

Oakum, Compressed, 2 oz: 

Container, Metal, No. 4: 

Twine, Jute, Baling, Sacking or Wrap- 
ping; Type C, Tube Rope, 6 Ply: 


ftNote: Quartermaster Corps Item. 


9-603-075 


WARD SET, MISCELLANEOUS SUPPLIES, 


9-141-625 


3-038-100 


3-245-500 
7-710-945 
7-717-025 
7-725-800 
7-864-640 
7-932-000 
7-944-090 


Chest, Field, 28 inches Long by 1614 
inches Wide by 14% inches Deep, 
Empty: 


Applicator, Wood, 1/12 by 614 inches, 
864s: 


Depressor, Tongue, Wood, 100s: 
Basin, Wash, CRM, 414 at: 
Bedpan, CRM: 

Brush, Bedpan: 

Refill, Heat Pad, Chemical: 
Thermometer, Clinical, Oral: 
Urinal, Male, CRM: 


$42-L-14215 Lock, Pad, Brass, 2 inch: 


{29-P-1020 
{51-S-1885 


Paper, Toilet: 
Soap, Toilet, Floating, White, 6 oz. 
‘ Cake: 


tNote: Quartermaster Corps Item. 


Each 1 
Pkg 10 
Jar 1 
Pkg 1 
Pkg 9 
Pkg 50 
Roll yp) 
Pkg 50 
Each 6 
Each 6 
Each 1 
Each 3 
Card 6 
Pkg 50 
Each 6 
Pound 1 
FIELD: 

Each 1 
Pkg 2 
Box 4 
Each 5 
Each 2 
Each 1 
Bach=. 25 
Each 6 
Each 3 
Each 1 
Roll 10 
Cake 30 
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COMP. yh a _ a : 
or: JULY 1947 __ PRELIMINARY EDITION 
Stock No. | ITEM Unit | Qty. Stock No. ITEM | Unit | Qty. 
| | 
9-603-125 9-603-125 (Cont'd) 
WATER TESTING KIT, POISONS: 4-365-220 Pencil, Wax, Red, 12s: Pkg 1/12 
‘ ; 4-373-000 Pipette, Serological, 1 ml: Each 6% 
9-603-750 Case, Water Testing Kit: Each 1 4-374-000 Pipette, Serological, 5 ml: Each 2 
4-375-000 Pipette, Serological, 10 ml: Each 3 
4-032-000 Beaker, 100 ml: Each 1 4-387-000 Rod, Glass, 6 mm., 4 foot Length: Each 1/4 
4-095-500 Brush, Test Tube, 14 inch Diameter: Each 1 4-433-750 Test Tube, 13 by 100 mm., 12s: Pkg 6/12 
4-095-550 Brush, Test Tube, 11% inch Diameter: Each 1 4-433-775 Test Tube, 13 by 100 mm., Glass 
4-100-050 Burette, Analytical, Mohr, 10 ml:. Each 2 Stoppered: Each 2 
4-181-000 Clamp, Test Tube: Each 1 7-177-510 Towel, Dish: Each 1 
4-183-500 Colorimeter, Chlorine and Toxic 9-603-850 Lamp, Alcohol-Water Bath 
Gases, Field: Each 1 Combination: Each 1 
4-187-130 Cork, No. 3, 100s: Bag 6/100 9-604-225 Reagent Replacement Set, Water 
4-199-000 Cylinder, Graduated, 50 ml: Each 1 Testing Kit: ‘ eee Set 1 
4-244-000 Flask, Erlenmeyer, 250 ml: Each 2 Instructions for Operating Kit, Water 
4-268-050 Funnel, Glass, Smooth, 65 mm: Each 1 Testing, Poison, Treatment 
4-268-070 Funnel, Glass, Smooth, 125 mm: Each 1 Control: Each 1 
4-359-000 Paper, Filter, Qualitative, 150 mm., {51-M-490 Matches, Safety, 12 Boxes to 
100s: Pkg 1 Package: Pkg 1 
4-365-210 Pencil, Wax, Sia sig Pkg 1/12 tNote: Quartermaster Corps Item. 
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ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
PEARL & SANDS STS., BROOKLYN 1, N. Y. 


JULY 1947 


PRELIMINARY EDITION 


FOREWORD 


This supplement will be inserted in the Catalog following Class 9. 


This supplement lists the component parts of each field unit, special kit, or assembly standardized 
for storage and issue by BuMed. This information was previously listed in the Special Medical 
Outfits and Field Medical Units Sections of the former Medical Department Supply Catalog. 


Standard Catalog items are listed in alphabetical-numerical order, by classes, for each field unit, 
special kit, or assembly, with the total number of each individual item contained in each unit. 
Nonstandard items are listed in alphabetical order and are furnished by BuMed only in initial 


issue. 


INFORMATION and INSTRUCTIONS—FIELD MEDICAL UNITS 


1. Medical, surgical, and hospital supplies and equip- 
ment for the Naval Medical Department serving afield 
are packed in unit containers herein designated FIELD 
MepicaL UNItTs. This system of medical supply is 
designed to supply medical formations when attached 
to field organizations of: 


a. Landing Forces, Vessels of United States Navy. 


b. Fleet Marine Force Organizations, United States 
Marine Corps. 


c. Advance Bases. 


2. Markings—Each case or crate of field medical 
units is marked with a single green band encircling 
the container in two directions at right angles, with 
a red cross at the center of each side, and with the unit 
number assigned in the Supply Catalog stenciled near 
the lower right-hand corner of each side. This mark- 
ing facilitates immediate identification. 


3. Stowage—Field medical units will be assembled at 

the Naval Medical Supply Depot, Brooklyn, N. Y., 

_ and maintained in designated places and in vessels as 
directed by the Bureau of Medicine and Surgery. 


4. Condition of Readiness—All field medical units 
shall be kept in a state of readiness for immediate use. 
When requisitioning activities receive field medical 
units, all component items contained therein which 
are subject to deterioration will be removed and placed 
in rotating stock. (See par. 6). Periodic inspection of 
units will be made in order that they be maintained 
in a condition of readiness. Unserviceable items of 
supplies and equipment will be surveyed and replace- 
ment requisitions shall be submitted. 


5. Requisitions and Surveys—Field medical units 
and their component items of supplies and equipment 
will be requisitioned for, surveyed, and accounted for 
in accordance with procedure set forth in chapter 20, 
Manual of the Medical Department. 


6. Rotating Supplies—Rotating supplies include cer- 
tain perishable items contained in many of the field 
medical units. These items are listed in footnotes 
appearing under the itemized contents of the indi- 
vidual units. Upon receipt of-field medical units, the 
medical officer of the ship or station will remove those 
items subject to deterioration, place them in regular 
medical storerooms and ‘‘earmark’’ a numerical equiv- 
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alent of similar supplies as FrrLp MerpicaL UNIT 
RESERVE. These items will be rotated for issue with 
regular stock. For example, rubber gloves will be 
issued from medical supplies for routine use from the 
oldest stock in the storeroom and the freshest rubber 
gloves will be held in reserve as replacement for field 
medical units. 


7. Bulk Supplies—These items are supplies which 
are shipped to activities in commercial packing cases 
rather than in field medical units. Marine Corps 
activities will carry on hand as much of these supplies 
as can be stored or maintained in rotating stock. 
The remainder will be retained and ‘‘earmarked”’ in 
the medical supply depot nearest to the activity. 
When this remainder of bulk supplies is required, it 
will be requested and the medical supply depot con- 
cerned will ship same by whatever carrier will assure 
timely delivery. The quantity of bulk supplies to be 
requisitioned in this manner will depend upon the 
amounts on hand and the estimated requirements, 
based on the strength and mission of the force. Bulk 
medical supplies for Marine combat organizations are 
based on table of allowance replenishment rates and 
will be furnished by medical supply sections of Service 
Command Agencies. 


8. Material Not Listed in Field Medical Units—The 
following materials not included in field medical units 
must, as necessary, be obtained prior to the embarka- 
tion of an expedition or the debarkation of the ship’s 
landing force. The quantities required and the selec- 
tion of materials will depend upon the size and mission 
of the force. 


a. From a medical supply depot or other medical 
activity: 
Burial Pouches. Caskets, Shipping. Biolog- 
icals. Other drugs. 


b. From Naval Medical School, National Naval 
Medical Center, Bethesda 14, Md: Antigen. 


9. Replenishment of Supplies—When serving in the 
field, medical officers should anticipate their needs for 
replenishment of medical department supplies and 
promptly submit requisitions for same by cable, 
dispatch, or radio. Replacements for Marine Corps 
equipment are carried by the organization quarter- 
master and medical supply sections of Service and Field 
Depots. 
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BASIC ALLOWANCE of FIELD MEDICAL EQUIPMENT for MARINE CORPS 
and CONSTRUCTION BATTALION ORGANIZATIONS 


Head- 
Marine Anti- quarters | One (1) 
Aircraft | Marine | aircraft | Battalion | Head- | Medical and Platoon Con- 
Wing | Squadron} Artillery | Outfit quarters | Company} Service Corps | struction 
or Battalion Outfit Outfit Co, Evacuation| Battalion 
Group Medical | Hospital 
Battalion 


3-752-950 | Suction Apparatus, Foot. ............. ccc ccecececcececes 
7-066-325 | Lamp, Operation, Field (Sterilizing and Lighting Set No. 2).. 
7-098-150 | Table, Operating, Folding, Field, w/case.................. 
7-099-400 | Table, Orthopedic, Portable, w/accessories................. 
9-218-750 | Unit #1 —First Aid Kit, Medical Officers and Hospital 
OMMPRRE foo ve Che Da ent ae Ont one hese cs cies 
9-151-125 | Unit #2 —Dental Officer’s Kit..............0....e0..008- 
9-145-850 | Unit #4 —Dental Assistant’s Kit......................... 
9-305-125 | Unit #5a—Medical Outfit, Aid Station and Dispensary A.... 
9-305-775 | Unit #5b—Medical Outfit, Aid Station and Dispensary B.... 
9-105-125 | Unit #6 —Blanket Kit, Canvas Blankets, Pack Type....... 
9-199-650 | Unit #7 —First Aid Kit, Combat, Pack Type (Dressings)... 
9-526-775 | Unit #8 —Splint Set, Combat, Pack Type................. 
9-262-825 | Unit #9 —Litter Set, Folding Litters, Combat, Pack Type. . 
9-245-675 | Unit #10—Gas Casualty Outfit (4 cases)................... 
9-522-675 | Unit 7#l1—Sick Call Kit... 22... ot ce ccc ce eee 
9-552-575 | Unit #12—Sterilizing and Lighting Outfit (3 cases).......... 
9-553-850 | Sterilizing and Lighting Set No. 1........................ 
9-265-175 | Unit #14—Litter and Splint Set.............0..0000.0002. 
9-107-650 | Unit #15—Blanket Kit, Field......................00008. 
9-108-975 | Unit #16—Blanket and Bedding Kit, Tent................. 
9-244-125 | Unit #17—Furniture Set, Tent........................0.. 
9-313-125 | Unit #18—Medical Outfit, Detachment.................... 
9-191-225 | Unit #19—Desk, Field, Complete......................0.. 
9-602-475 | Unit #22—Venereal Prophylaxis and Treatment Kit........ 
9-593-125 | Unit #23—Surgical Utensil Set.......................00.. 
9-590-225 | Unit #24—Surgical Linen and Supply Kit................. 
9-563-225 | Unit #25—Surgical Dressing Kit......................00.. 
tee aoe (Ut AG TUS BOG Ales 6 cw sce aco e ieecin eco sceesgce suede 
G-193-125: } Unit: 727—Drug Set Bee ec bcc ccc ceccces 
Oa One| WRG Fe — PUP OG Cea ie, 5 ais dicls vcladic weve ce wceuwes dpe’ 
See ae UN 20 —OTULON DOU. cos oc ica vdeo vc ccccceecceevcaceeccts 
9-601-125 | Unit #30—Utensil Set, Ward..................... cece eee 
9-486-625 | Unit #31—Physical Examination Kit...................... 
Pebia-eo | MUNG Poe — BOOK OGG. 6 decsciets Sah ecc oe et be cdc lv eladiact 
9-195-175 | Unit #833—Embalming Kit................. ccc cee cece 
9-487-275 | Unit #34—Physical Examination Kit, Flight Surgeon....... 
9-174-425 | Unit #35—Dental Operating Outfit, Field (6 cases)......... 
9-182-750 | Unit #35c-Dental Prosthetic Kit, Emergency Denture Repair. 
9-183-325 | Unit #85d—Dental Prosthetic Outfit (7 cases)............... 
9-576-375. | Unit #36—Surgical Instrument Kit, General Surgery, Large. . 
9-527-125 | Unit #37—Splint and Plaster Fixation Outfit (2 cases)...... 
9-480-875 | Unit #38—Pharmacy Outfit (2 cases)..................... 
9-259-875 | Unit #39—Laboratory Outfit (3 cases)................... if 
9-521-125 | Unit #40—Radiographic Outfit, Field, 110 volt, 60 cycle, 
AOAC OHABM) MnO eM ae Caley eee ios eeaiols os avons 
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EXPLANATORY NOTES 


a—One to each Medical Officer, Hospital Corps Officer c—One to each Dental Assistant. 
and Hospital Corpsman. d—lIssued only on special occasions. 
b—One to each Dental Officer. e—One to each Flight Surgeon. 
The following types of equipment and supplies are obtainable from Organizational Quartermaster or Supply Officer: 


See Table of Allowances USMC or Federal Standard Stock Catalog. 


Camp Equipment Lighting Equipment Sanitation Equipment and Supplies 
Cooking Utensils Mess Equipment ' Transportation (ambulances, trucks, etc. 
Generators Office Supplies and Equipment _ Typewriters 
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ISSUANCE OF FIELD MEDICAL EQUIPMENT 


The following outfits should be issued to the respective components of a Marine Brigade, Division, 


Corps, or Force and Construction Battalion as indicated: 


MARINE AIRCRAFT GROUP OUTFIT 


. Each Headquarters, Marine Aircraft Wing. 
. Each Headquarters, Marine Aircraft Group. 


MARINE SQUADRON OUTFIT 


. Each Headquarters, Marine Squadron. 


. Each Headquarters, Marine Air Warning Squadron. 


ANTIAIRCRAFT ARTILLERY OR INDEPENDENT 
BATTALION OUTFIT 


. Each Antiaircraft Artillery Battalion. 


. When a unit is organized or scheduled for inde- 
pendent duty of all other medical or hospital 
assistance, it should be issued this type of outfit, or 
its equipment should be augmented to duplicate 
this outfit. 


BATTALION OUTFIT 


. Each Headquarters Company, Headquarters and 
Service Company, or Headquarters and Service, 
Battery of the Battalions in a Brigade, Division, 
Corps, or Force. 


HEADQUARTERS OUTFIT 
. Each Headquarters Company, Headquarters Bat- 
talion, Marine Brigade, or Division. 


. Each Headquarters and Service Company, In- 
fantry Regiment. 
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. Each Headquarters and Service Battery, Artillery 


Regiment. 


. Each Headquarters Company, Headquarters and 


Service Battalion, Corps. 


. Each Headquarters Company, Headquarters and 


Service Battalion, Fleet Marine Force. 


. Each Headquarters Company, Service or Field 


Depot; Headquarters Company, Headquarters and 
Service Battalion, Service Depot; Headquarters 
Company, Headquarters and Service Battalion, 
Combat Service Group. 


MEDICAL COMPANY OUTFIT 


. Each Company (except Headquarters and Service 


Company), Medical Battalion, Brigade, Division, 
or Corps. 


HEADQUARTERS AND SERVICE-MEDICAL 
BATTALION OUTFIT 


. Each Headquarters and Service Company, Medical 


Battalion, Brigade, Division, or Corps. 


CORPS EVACUATING PLATOON OUTFIT 


. Each Platoon, Corps Evacuation Hospital. Multi- 


ply by three for Corps Evacuation Hospital Allow- 
ance. 


CONSTRUCTION BATTALION OUTFIT 


. Each Headquarters, Construction Battalion. 
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COMPONENT PARTS of SPECIAL KITS and ASSEMBLIES 


Stock No. 


Nomenclature and Description 


9-105-125 


BLANKET KIT, CANVAS BLANKETS, PACK TYPE: 


9-115-150 


9-115-150 
9-127-975 


7-157-985 
*7-706-425 


*7-900-000 


Field Medical Unit No. 6. 


Case, Carrying, Pack Type, Empty: 


Blanket, Canvas, Combat: 
Pad, Heat, Chemical: 
Refill, Heat Pad, Chemical: 


9-107-650 
BLANKET KIT, FIELD: 
Field Medical Unit No. 15. 


Case, Carrying, Pack Type, Empty: 
Case, Large, Empty: 


Blanket, Wool, Olive Drab: 
Bag, Hot Water or Ice, Combina- 


tion: : 
Sheeting, Rubber, 54 inch width: 


9-108-975 


Each 


Each 
Each 
Each 


Each 
Each 
Each 


Each 
Yard 


BLANKET AND BEDDING KIT, TENT: 


9-127-975 


7-157-985 
7-163-005 
7-165-005 
7-169-000 
7-169-400 
7-172-000 
*7-900-000 


§ 
§Note: Replacements to be procured from BuS&A. 


9-140-150 


10-255-603 
10-277-251 


10-287-352 
10-570-150 
10-575-130 


Field Medical Unit No. 16. 


Case, Large, Empty: 


Blanket, Wool, Olive Drab: 
Coat, Pajama, Cotton, Large: 
Trousers, Pajama, Cotton, Large: 
Pillowcase, Cotton: 

Pillowcase, Impervious: 

Sheet, Cotton: 

Sheeting, Rubber, 54 inch width: 
Towel, Bath: 


9-113-825 
BOOK SET: 
Field Medical Unit No. 32. 


Chest, Book Set, 27 Inches Long 
by 13 Inches Wide, by 9 Inches 
Deep, Empty: 


Diseases of the Skin, 3rd Edition, 
1946: 

Diagnosis, Prevention and Treat- 
ment of Tropical Diseases, 2 
Volumes, 7th Edition, 1944: 

Medicine, Textbook of, 7th Edi- 
tion, 1947: 

Military Preventive Medicine, 3rd 
Edition, 1938: 

Preventive Medicine and Hygiene, 
6th Edition, 1935: 


Continued 


Each 


Each 
Each 
Each 
Each 
Each 
Each 
Yard 
Each 


1 


Stock No. 


10-718-351 
10-747-571 
10-900-300 
10-903-350 


10-905-000 
10-908-250 


9-135-575 


7-777-325 
*7-777-355 


9-121-325 


1-061-075 


1-184-000 
1-235-120 
*1-384-005 


1-491-700 
1-501-000 
2-003-185 
2-008-000 
2-011-755 
2-013-000 
2-017-455 
3-829-400 
5-027-950 
5-266-050 
5-267-050 
5-280-000 
5-365-305 
5-418-005 
5-419-350 
5-421-150 


5-422-550 
5-426-150 


NAVY 
: COMP. 
JULY 1947 SUPP. 
Unit 
| Nomenclature and Description of Qty. 
Issue 
9=113-825 (Cont'd) 
Surgery, Textbook of, 4th Edition, 
945: : Each 1 
Outline of the Treatment of Frac- 

tures, An, 4th Edition: Each 1 
Anatomy of the Human Body, 

24th Edition, 1942: Each 1 
Handbook of the Hospital Corps, 

1939 Edition: Each 1 
Landing Force Manual, U.S. Navy: Each 1 
Manual of the Medical Depart- 

ment, U. S. Navy: Each 1 

9-144-450 
CRUTCH SET: 
Field Medical Unit No. 29. 
Case, Splint Set, Empty: Each 1 
Crutches, Adjustable: Pair 3 
Tip, Crutch, Suction Grip: Each 6 
9-145-850 
DENTAL ASSISTANT'S KIT: 
Field Medical Unit No. 4. 
Case, First Aid Kit, Medical Officer 

and Hospital Corpsman, Empty: Each 1 
Ammonia Spirit, Aromatic, Am- 

puls, 2 cc., 4s: Pkg 1 
Eugenol, 1 oz: Bottle 1 
Iodine Tincture, 10 cc., 3s: Pkg 1 
Procaine Hydrochloride and Epine- 

phrine Tablets, 100s: Bottle 1 
Water for Injection, 50 cc., 25s: Box 1/5 
Zinc Oxide, 1 lb: Bottle 1 
Bandage, Gauze, Compressed, 

Camouflaged, 3 inches by 6 yards: Each 12 
Bandage, Muslin, 3 inches by 5 

yards, 12s: Pkg 1/12 
Bandage, Muslin, Triangular, 

Compressed, Camouflaged, 37 by 

37 by 52 inches: Each 3 
Cotton, Absorbent, 1 oz: Pkg 2 
Dressing, First Aid, Individual 

Troop, Camouflaged, Small: Each 2 
Tourniquet, Elastic, 24% inches by 

5 feet: Each 1 
Broach, Root Canal, Barbed, Fine, 

12s: Pkg 2 
Excavator, Darby-Perry, No. 21: Each 1 
Excavator, Darby-Perry, No. 22: Each lies 
Explorer, No. 6: Each 1 
Instrument, Plastic, Stellite, No. 

5-7: Each 1 
Mirror, Mouth, No. 4: Each 2 
Handle, Mouth Mirror: Each 1 
Needle, Anesthesia, Stainless Steel, 

26 gage, 15 inch, 12s: Box 1 
Pad, Cement Mixing, Paper: Each 1 
Pliers, No. 6: Each 1 


Continued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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SUPP. JULY 1947 PRELIMINARY EDITION 
Unit | acs | Unit 
Stock No. Nomenclature and Description of Qty. Stock No. Nomenclature and Description of Qty. 
Issue | | Issue 
eck terete a Reh eh ee 
9-145-850 (Cont'd) 9-151-125 
5-548-150 Scissors, Crown, Universal, 414 DENTAL OFFICER’S KIT: 
inches: . Each 1 é F f 
5-568-000 Spatula, Cement, No. 324: Each 1 Field Medical Unit No. 2. 
ele a propre: Tenpom 12: ee Box 1 
5-694-150 Wire, Ligature, , 24 gage, 50s: Pkg 1 Baas : : : : 
7-725-345 Brassard, Red Cross: Each f'. Prd 2anded Ti aa Cane Tach 1 
7-878-000 Pins, Safety, Medium, 12s: Card 2 ; : 
9-117-125 Case, Dental Instrument Kit, ; : ‘ 
Empty: Each 4 *1-384-005 Procaine Hydrochloride and Epine- 
# Emergency Medical Tag, 25 Sets: Pad 1 phrine Tablets, 100s: Bottle 1 
§t Flashlight, Hand: Each 1 2-013-000 Cotton, Absorbent, 1 oz: Pkg 1 
ath at 2-017-455 Dressing, First Aid, Individual 
#Note: Replacements to be procured from Publications Troop, Camouflaged, Small: Each 1 
Distribution Centers. aise pees’ Pippen ce 24 gage, linch: Each a 
5 4-060-15 ottle, Prescription, 2 oz., 12s: Pkg 1/12 
§Note: Replacements to be procured from Dune. 5.491195. Nesilln, guamateada. aul lenin: 
tNote: Dry cell battery to be procured by activity from Platinum, 26 gage, 154 inch: Each 3 
BuS&A. 5-421-150 Needle, Anesthesia, Stainless Steel, 
26 gage, 15 inch, 12s: Box 1 
5-596-150 Syringe, Hypodermic, Needle Lock, 
Posner, 3 cc: Each 1 
7-725-345 Brassard, Red Cross: Each 1 
9-144-170 Container, Plastic, 4% oz: Each 2 
9-147-875 Dental Instrument Kit: Each 1 
9-147-875 9-148-325 Dental Instrument Kit, Extraction 
Forceps: Each 1 
DENTAL INSTRUMENT KIT: T Pencil, Lead, Hard: Each 1 
9-117-125 mice eas, Instrument Kit. Rack 1 t Note: Stationery and Office Supplies required may be 
Pye a obtained from Organizational Quartermaster or Supply 
Sud Blade Operatine Knife, No. 12,65: Pkg 1 Officer. 
3-447-800 Handle, Operating Knife, No. 3: Each 1 
5-027-950 Broach, Root Canal, Barbed. Fine, a ' 9-174-425 
12s: g 
5-266-050 Excavator, Darby-Perry, No. 21: Each 1 DENTAL OPERATING OUTFIT, FIELD: 
5-267-050 Excavator, Darby-Perry, No. 22: Each 1 ‘ol aay 3 Es 
$-780-000 Explorer, No. 6: Each 1 Field Medical Unit No. 35. 
5-358-050 Holder, Broach: Eac 1 z : 
5-364-025 Instrument, Cutting, Black,No.84: Each 1 9-175-275—Dental Operating Set, No. 1: 
5-365-305 erie Plastic, Stellite, No. Chair, Dental Operating, Folding. 
5-7: Each 1 
5-418-005 Mirror, Mouth, No. 4: Each 2 No Component 
5-419-350 tae ps vows apie abel Each 1 9-176-625—-Dental Operating Set, No. 2: 
* 5-421-150 Needle, Anesthesia, Stainless Steel, ; : 
a6 came IG: inch 1a) ae 6/1 Engine, Dental, Foot Pedal Type 
5-426-150 Pliers, No. 6: ay 1 (No Component Parts) 
5-541-150 Scaler, No. B: Eac 1 
5-568-000 Spatula, Cement, No. 324: Bach <4 . 9-177-125—Dental Operating Set, No. 3: 
9-190-650 Desk, Field: Each 1 
1-009-985 <Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 100s: Bottle 2 
1-048-000 Alcohol, 1 qt: Can 4 
9-148-325 1-061-075 Ammonia Spirit, Aromatic, 
Ampuls, 2 cc., 4s: ; * Pkg 2 
DENTAL INSTRUMENT KIT, EXTRACTION FORCEPS: *1-175-330 Epinephrine Hydrochloride Injec- 
tion, 1:1000, 1 oz: Bottle 1 
: 1-184-000 Eugenol, 1 oz: Bottle 2 
9-116-775 Case, Dental Extraction Forceps 1-235-125 Jodine Tincture, 2 oz: Bottle 1 
Kit, Empty: Each 1 1-283-005 Mercury, 1 lb: Bottle 2 
1-295-510 Morphine poten Syrettes, 0.032 : 
: Gm. (% gr.), 5s: Pkg 1 
5-243-050 Elevator, Root, No. 301: Each 1 
2 ; ; 1-339-905 Phenol, 31% oz: Each 1 
5-324-000  F TsOA, Tooth Extracting, No. Baek 1 *1-384-005 dai sone a ae and Epine- Se 
296, ; - phrine Tablets, 100s: ottle 14 
5-325-000 Se Tooth Extracting, No. Day 1 1-405-010 Silver Nitrate Solution, Ammonia- 
5-596-150 Syringe, Hypodermic, Needle Lock, cal, Ampuls, 2 cc., 6s: Box 1 
Posner, 3 cc: Each 1 Continued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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Stock No. 


1-439-300 
1-463-490 
1-501-000 
2-013-000 
2-022-000 
*2-035-600 


3-345-600 


3-375-400 
3-382-700 


3-447-100 
3-447-120 


3-512-780 
3-651-820 
3-760-400 


*4-228-120 
5-002-050 
5-005-055 
5-005-550 
5-006-050 


5-015-250 
5-015-323 
5-015-325 


*5-019-000 
5-033-000 
5-035-000 
5-036-000 
5-037-000 
5-039-000 
5-043-000 
5-044-000 
5-045-000 
5-052-000 
5-055-000 
5-057-000 
5-059-000 
5-061-000 
5-063-000 
5-064-000 
5-065-000 
5-066-000 
5-071-000 
5-072-000 
5-082-000 
5-083-000 
5-087-000 
5-089-000 
5-095-050 
5-096-050 


5-098-980 
5-112-050 
5-115-250 
5-120-050 
5-133-050 
5-134-050 


5-136-050 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed i in rotating reserve stock. 
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Nomenclature and Description 


9-177-125 (Cont'd) 


Sodium Perborate, 14 lb: 

ae aniee, YY Ib: 

Zine Oxide, 1 Ib: 

Cotton, Absorbent, 4 oz: 

Gauze, Plain, 36 inches by 25 yards: 

Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: 

Forceps, Hemostatic, Mosquito, 
Straight, Halstead, 5 inch: 

Forceps, Sterilizer, 7 inch: 

Forceps, Tonsil, Hemostatic and 
Sponge, Lewis, 7% inch: 

Blade, Operating Knife, No. 10, 6s: 

Blade, Operating Knife, No. 11, 6s: 

Blade, Operating Knife, No. 12, 6s: 

Handle, Operating Knife, No. 3: 

Needle, Anesthesia, 24 gage, 1 inch: 

Needle, Suture, Eye, 4% Circle, 
Cutting Edge, Size 4, 6s: 

Scissors, Operating, Straight, One 
Point Sharp, 514 inch: 

Suture, Dermal, Single Armed, 
Size 000, 12s: 

Dropper, Medicine, 12s: 

Alloy, Silver, 5 oz: 

Bottle, Mercury Dispensing: 

Scale, Alloy and Mercury: 

Anesthetic Solution, Local, 
ridges, 214 cc., 25s: 

Bands, Copper, Assorted, 100s: 


Cart- 


Bands, Ligature, Rubber, Large, 175s: 


Bands, Ligature, Rubber, Small, 
225s: 

Bulb, Chip Blower, Rubber: 

Bur, ‘AHP, No. %, 6s: 

Bur, AHP, No. 2, 6s: 

Bur, AHP, No. 4, 6s: 

Bur, AHP, No. 6, 6s: 

Bur, AHP, No. 8, 6s: 

Bur, AHP, No. 35, 6s: 

Bur, AHP, No. 37, 6s: 

Bur, AHP, No. 39, 6s: 

Bur, AHP, No. 557, 6s: 

Bur, AHP, No. 560, 6s: 

Bur, AHP, No. 700, 6s: 

Bur, AHP, No. 702, 6s: 

Bur, SHP, No. %, 6s: 

Bur, SHP, No. 2, 6s: 

Bur, SHP, No. 4, 6s: 

Bur, SHP, No. 6, 6s: 

Bur, SHP, No. 8, 6s: 

Bur, SHP, No. 35, 6s: 

Bur, SHP, No. 37, 6s: 

Bur, SHP, No. 557, 6s: 

Bur, SHP, No. 558, 6s: 

Bur, SHP, No. 700, 6s: 

Bur, SHP, No. 702, 6s: 

Bur, Bone, "AHP, Henahan, No.41,6s: 

Bur, Bone, SHP, Henahan, No. AA, 
6s: 

Bur, Denture, SHP, No. 1, 6s: 

Carrier, Amalgam: 

Carver, Amalgam, Stellite, ‘“H”’: 

Cement, Copper, Red, 1 oz: 

Cement, Silicate, Light, Y% oz: 

Cement, Silicate, Light Yellow, 4 


oz: 
Cement, Silicate, Medium Gray, 
4 oz: 


Continued 
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Stock No. 


5-137-050 
5-142-350 
5-142-450 


5-151-050 
5-151-550 
5-181-550 
5-182-000 
5-183-000 


5-188-050 
*5-190-050 
5-196-600 
5-230-000 
5-231-150 
5-232-550 
5-236-050 
5-241-050 
5-242-550 
5-243-050 
5-246-500 
5-247-550 
5-266-050 
5-267-050 
5-280-000 
5-280-005 
5-302-650 
5-303-150 


5-311-000 
5-313-150 


5-317-500 
5-318-050 
5-325-550 
5-326-510 


5-330-050 
5-347-150 


5-357-725 
5-358-050 
5-358-150 
5-358-250 
5-360-000 
5-362-000 
5-363-605 
5-363-650 
5-363-850 
5-363-905 
5-363-950 
5-364-025 
5-364-125 


COMP. 
JULY 1947 SUPP. 
Unit 
Nomenclature and Description of Qty. 
’ ssue 
9-177-125 (Cont’d) 
Cement, Silicate, Medium Yellow, 

Y% oz: Pkg 2 
Cement, Zinc Phosphate, Light 

Gray, 1 oz: Pkg 1 
Cement, Zinc Phosphate, Light 

Yellow, 1 oz: Pkg Z 
Chisel, Wedelstaedt, No. 41: Each 1 
Chisel, Wedelstaedt, No. 42: Each 1 
Cotton Pellets, 2500s: Box 2 
Cotton Roll, 4% inch, 100s: Box 5 
Cover, Bracket Table, Paper, 

Round, 100s: Box i 
Cup, Dissolving, 10 ml: Each 2 
Cup, Polishing, Rubber, 12s: Box 4 
Curette, Alveolar, Molt, No. 2: Each 1 
Disk, Paper, Assorted, 525s: Box 1 
Disk, Rubber, Wheel Shape, 

Square Edge, 30s Box 2 
Disk, Silicon Carbide, Safesided, 

¥% inch, 100s: Box 1 
Dispenser, Strip: Each 3 
Elevator, Periosteal, Seldin, No. 22: Each 1 
Elevator, Root, No. 34-S: Each 1 
Elevator, Root, No. 301: Each 1 
Elevator, Root, Stout, A: Each 1 
Elevator, Root, Apical Fragment, 

Howard, No. Each 1 
Excavator, Darby- Perry, No. 21: Each 1 
Excavator, Darby-Perry, No. 22: Each 1 
Explorer, No. 6: Each 3 
Explorer, No. 17: Each 5. 
File, Root Canal, Long Handle, 

Assorted, 6s: Pkg 1 
File, Root Canal, Short Handle, 

Assorted, 6s: Pkg 
Floss, Dental, 100 yards: Spool 2 
Forceps, Bone, Rongeur, No. 1A, 

Mead: Each ai 
Forceps, Tooth Extracting, No: 1, 

Winter: Each 1 
Forceps, Tooth Extracting, No.15: Each 1 
Forceps, Tooth Extracting, No.203: Each 1 
Forms, Crown, Celluloid, Assorted, 

36s: Box 1 
Gauze, lodoform, 4%inchbyS5yards: Jar 1 
Guide, Shade, Silicate Cement, 

Caulk: Each 1 
Holder, Ammoniacal Silver Nitrate 

Ampul: Each 


1 
Holder, Broach: Each 1 
Holder, Cotton Pellet: Each 1 
Holder, Cotton Roll, Right and 
Left: Set 1 
Holder, Napkin: Each i! 
Holder, Rubber Dam: Each 1 
Instrument, Cutting, Black, No. 
G53 Each 1 


Instrument, Cutting, Black, No. 
; Each 1 

Instrument, Cutting, Black, No. 
: Each 1 

Instrument, Cutting, Black, No. 
: Each 1 

Instrument, Cutting, Black, No. 

: Each 1 

Instrument, Cutting, Black, No. 
Each 1 

Instrument, Cutting, Black, No. 
86: Each 1 


Continued 


Such items must be 


replaced from fresh stock prior to putting the unit in active use. 
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NAVY 
COMP. 
SUPP. JULY 1947 
Stock No. 


5-365-350 
5-365-405 
5-365-450 


5-371-050 
5-372-000 
5-375-020 
5-392-150 
5-402-050 
5-407-000 


5-407-250 
5-408-000 
5-408-250 


5-419-005 
5-419-350 
5-420-700 
5-421-150 


5-421-430 
5-423-150 
5-426-150 
5-440-150 
5-440-650 
5-441-150 
5-441-650 
5-442-150 
5-442-650 
5-443-150 
5-454-150 


5-454-650 
5-455-000 
5-465-150 
5-470-150 
5-475-000 
5-484-150 
5-502-000 
5-504-000 
5-506-650 
5-508-150 


5-519-000 
5-520-150 


5-523-950 


5-524-400 
5-524-500 
*5-530-150 
5-541-150 
5-547-150 
5-548-150 


5-557-000 
5-558-650 


5-562-000 
5-568-000 
5-570-000 


Nomenclature and Description 


9-177-125 (Cont’d) 
Instrument, Plastic, Woodson, No. 
ie. Plastic, Woodson, No. 
Instrument, Plastic, Woodson, No. 


Knife, Finishing, Black, No. 8: 
Knife, Office and Compound: 
Wick, Alcohol Lamp, Small: 
Lubricant, Silicate Cement, 1 oz: 
Mallet, Surgical: 

Mandrel, AHP, Morgan-Maxfield, 


6s: 

Mandrel, AHP, Screwhead, No. 
03, 6s: 

Mandrel, SHP, Morgan-Maxfield, 


6s: 
Mandrel, SHP, Screwhead, No. 
303, 6s: 
Mirror, Mouth, No. 5: 
Handle, Mouth Mirror: 
Napkin, Gauze, 500s: 
Needle, Anesthesia, Stainless Steel, 
26 gage, 154 inch, 12s: 
Oil, Lubricating, 3 oz: 
Paper, Articulating, Blue, 25 ft: 
Pliers, No. 6: 
Plugger, Amalgam, Sweeney, No. 
Plugger, Amalgam, Sweeney, No. 
Plugger, Amalgam, Sweeney, No. 
Plugger, Amalgam, Sweeney, No. 
Plugger, Amalgam, Sweeney, No. 
Plugger, Amalgam, Sweeney, No. 
Plugger, Amalgam, Sweeney, No. 
Point, Root Canal, Gutta-Perch 
Assorted, 150s: 

Point, Root Canal, Paper, As- 
sorted, 200s: 
Point, Silicon Carbide, AHP, Cyl- 

inder, 6s: 
Point, Silicon Carbide, AHP, 
Wheel, with Round Edges, 6s: 
Point, Silicon Carbide, SHP, Cone, 
6s: 

Point, Silicon Carbide, SHP, Cyl- 
inder, 6s: 

Point, Silicon Carbide, SHP, 
Wheel, with Round Edges, 6s: 

Pot, Medicine, Glass: 

Probe, Abscess, Silver: 

Pumice, Flour, 1 lb: 

Punch, Rubber Dam: 

Retainer, Matrix, No. 1: 

ip Matrix, Assorted, No. 1, 

ee 


Bands, Matrix, 20 ft: 

Retractor, Tissue, Thoma, No. 1: 

Retractor, Tissue, Thoma, No. 2: 

Rubber Dam, 9 ft: 

Scaler, No. B: : 

Scaler, Zerfing: 

Scissors, Crown, Universal, 414% 
inch: 

Separator, Curved Jaw, Elliott: 

Sharpener, Mandrel Mounted, 
Abrasive, Assorted, Set of 6: 

Slab, Mixing, 3 by 6 inches: 

Spatula, Cement, No. 324: 

Spatula, Silicate Cement, No. 2: 


Continued 
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Stock No. 


5-577-850 
5-578-000 
5-582-500 
5-593-000 
5-593-800 
5-594-000 
5-596-150 
5-658-150 
5-676-150 
5-688-150 
5-693-150 


5-694-150 
7-084-525 


7-725-925 
7-754-700 
7-819-000 


7-878-000 
9-149-925 


10-130-051 
# 
# 
# 


Nomenclature and Description 


9-177-125 (Cont’d) 


Stopping, Temporary, 1 oz: 

Strip, Celluloid, Clear, 45 ft: 

Strip, Polishing, Steel, Fine Grit, 
Assorted, 12s: 

Syringe, Hypodermic, Cartridge 


ype: 

Needle, Hypodermic, Cartridge 
Type, 26 Gage, 1 inch, 12s: 

Needle, Hypodermic, Cartridge 
Type, 26 Gage, 1% inch, 12s: 

Syringe, Hypodermic, Needle Lock, 
Posner, 3 cc: ; 

Varnish, Cavity, 1 oz: 

Wedge, Matrix, Celluloid, 100s: 

bis Silicon Carbide, Assorted, 

6s: 

Wire, Arch, Fracture: 

Wire, Ligature, CRS, 24 gage, 50s: 

Sterilizer, Instrument, Boiling 


Type, Electrically Heated, CRM, 


110 volt, AC-DC: 

Brush, Hand: 

Clock, Nurse: 

Hone, Oil, Arkansas Stone, 2 by 8 
inches: 

Pins, Safety, Medium, 12s: 

Dental Light Kit, Mouth Type, 
Field: 

Operative Oral Surgery, 3rd Edi- 
tion, 1947: : 

Health Record, Dental Record, 
Set of 2: 

Report of Dental Operations and 
Treatment, 25s: 

Quarterly Dental 
sonnel, 20s: 


Report—Per- 


Each 
Each 


Each 
Card 


Each 
Each 


Pad 
Pad 


#Note: Replacements to be procured from Publications 
Distribution Centers. 


9-178-475—Dental Operating Set, No. 4: 


9-142-125 


7-939-945 
7-940-000 


§ 
§Note: Replacements to be procured from BuS&A. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Pad, Cement Mixing, Paper: 

Smock, Gray: 

Towel, Hand, Dental, Gray: 

Pitcher, CRM, 1 at: 

Basin, Wash, CRM, 44% at: 

Bucket, CRM, 12 qt: 

Jar, Dressing, CRM: 

Tray, Instrument, CRM, 2 by 8% 
by 10 inches: 


Tray, Instrument, CRM, 2 by9 by | 


15 inches: 
Matches, Safety, 12 Boxes: 


Each 


Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 


Each 
Pkg 


9-179-225—Dental Operating Set, No. 5: 


9-142-125 


3-760-400 


5-023-550 
5-027-850 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Suture, Dermal, Single Armed, Size 
000, 12s: 
Bottle, Dropping, Amber, 30 ml: 
Broach, Root Canal, Barbed, Ex- 
tra Fine, 12s: 
Continued 


Each 


Pkg 
Each 


Pkg 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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OG-1 


Stock No. 


5-027-950 


5-031-000 
5-035-000 
5-036-000 
5-037-000 
5-039-000 
5-041-000 
5-043-000 
5-044-000 
5-045-000 
5-052-000 
5-055-000 
5-057-000 
5-059-000 
5-061-000 
5-063-000 
5-064-000 
5-065-000 
5-066-000 
5-071-000 
5-072-000 
5-082-000 
5-083-000 
5-087-000 
5-089-000 
5-095-050 


5-096-050 


5-110-050 
5-148-700 
5-200-050 
5-243-050 
5-244-550 
5-245-050 
5-254-175 


5-260-050 
5-261-050 
5-280-000 
5-285-050 
5-300-150 
5-300-650 
5-301-150 
5-301-650 
5-318-450 
5-322-000 
5-324-000 


5-325-000 


5-363-305 
5-363-350 
5-363-405 
5-363-450 
5-363-705 
5-363-750 
5-363-805 
5-364-025 
5-365-305 


5-365-350 
5-365-405 
5-375-010 
5-418-005 
5-420-500 
5-421-125 


9-179-225 (Cont’d) 


Broach, Root Canal, Barbed, sii 
12s: 
Brush, Scratch: 
Bur, AHP, No. 2, 6s: 
Bur, AHP. No. 4, 6s: 
Bur, AHP, No. 6, 6s: 
Bur, AHP, No. 8, 6s: 
Bur, AHP, No. 33%, 6s: 
Bur, AHP, No. 35, 6s: 
Bur, AHP, No. 37,:6s: 
Bur, AHP, No. 39, 6s: 
Bur, AHP, No. 557, 6s: 
Bur, AHP, No. 560, 6s: 
Bur, AHP, No. 700, 6s: 
Bur, AHP, No. 702, 6s: 
Bur, SHP, No. %, 6s: 
Bur, SHP, No. 2, 6s: 
Bur, SHP, No. 4, 6s: 
Bur, SHP, No. 6, 6s: 
Bur, SHP, No. 8, 6s: 
Bur, SHP, No. 35, 6s: 
Bur, SHP,°No. 37, 6s: 
Bur, SHP, No. 557, 6s: 
Bur, SHP, No. 558, 6s: 
Bur, SHP, No. 700, 6s: 
Bur, SHP., No. 702, 6s: 
ait Bone, AHP, Henahan, No. 41, 


Bur, Bone, SHP, Henahan, No. 41, 
6s: 


Cabinet, Dental, Portable, Field: 
Chisel, Osseous, Stout, No. 1: 
Cuspidor, Dental, Field: 
Elevator, Root, No. 301: 
Elevator, Root, Miller, No. 73: 
Elevator, Root, Miller, No. 74: 
Motor, Dental Engine, 110 volt, 
AC-DC: 
Excavator, Darby-Perry, No. 5: 
Excavator, Darby-Perry, No. 6: 
Explorer, No. 6: 
File, Bone, Seldin, No. 11: 
File, Periodontal, Bunting, No. 15: 
File, Periodontal, Bunting, No. 16: 
File, Periodontal, Bunting, No. 17: 
File, Periodontal, Bunting, No. 18: 
Forceps, Tooth Extracting, No. 16: 
Forceps, Tooth Extracting, No. 65: 
Forceps, Tooth Extracting, No. 
150A: 
Forceps, Tooth Extracting, No. 
151A: 


Instrument, Cutting, Black, No. 51: 
Instrument, Cutting, Black, No. 52: 
Instrument, Cutting, Black, No. 53: 
Instrument, Cutting, Black, No. 54: 
Instrument, Cutting, Black, No. 77: 
Instrument, Cutting, Black, No. 78: 
Instrument, Cutting, Black, No. 79: 
Instrument, Cutting, Black, No. 84: 


Instrument, Plastic, Stellite, No. 


Instrument, Plastic, Woodson, No.1: 
Instrument, Plastic, Woodson, No.2: 


Lamp, Alcohol, Metal: 
Mirror, Mouth, No. 4: 
Mortar and Pestle, Glass: 
Needle, Anesthesia, Ruthenio- 
Platinum, 15% inch, 26 gage: 
Continued 
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Stock No. 


JULY 1947 


Nomenclature and Description 


5-547-150 
7-084-525 


7-085-400 


7-066-325 


9-142-125 


2-037-235 


5-000-520 
*5-024-750 
5-115-550 
5-118-500 
5-310-150 
5-362-740 


5-373-000 
5-425-150 
5-450-650 
5-503-000 
5-503-050 
5-503-060 
5-503-065 
5-517-550 
5-518-062 
5-518-063 
5-518-064 
5-518-065 
5-518-066 
5-518-067 
5-518-069 
5-518-073 
5-518-077 
5-518-079 
5-518-081 
5-518-085 
5-518-550 
5-569-000 
5-571-000 
5-572-000 
5-622-000 


_ Plugger, Root Canal, No. 


9-179-225 (Cont’d) 


Plugger, Root Canal, No. 
Plugger, Root Canal, No. 
Plugger, Root Canal, No. 


Plugger, Root Canal, No. 
Plugger, Root Canal, No. 
Pot, Medicine, Glass: 
Scaler, No. B: 

Scaler, Darby-Perry, No. 5: 

Scaler, Darby-Perry, No. 6: 

Scaler, Zerfing: 

Sterilizer, Instrument, Boiling 
Type, Electrically Heated, CRM, 
110 volt, AC-DC: 

Stove, Gasoline, 5,000 B.T.U., One 
Burner: 


Dental Operating Set, No. 6: 


Lamp, Operating, Field, Portable, 
110-240 volt, AC-DC or Battery: 


moO 


1p 


9-182-750 
DENTAL PROSTHETIC KIT, 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Plaster of Paris, Orthopedic and 
Dental Modeling, 35 Ib: 

Alginate Compound, 1 oz: 

Bowl, Plaster, Rubber, Large: 

Carver, Wax, Roach: 

Cellophane Sheets, 100s: 

Flask, Denture, Ejector Type: 

Impression Compound, Sticks, 
Red, % lb: 

Knife, Plaster: 

Plaster of Paris, Impression, 5 |b: 

Point, Abrasive, Mounted, 12s: 

Press, Flask: 

Press, Injector, Acrylic Flask: 

Flask, Acrylic Crown and Bridge: 

Flask, Acrylic Inlay: 

Resin, Acrylic, Denture Base, Pink: 

Resin, Acrylic, Shade 62, 100 Gm: 

Resin, Acrylic, Shade 63, 100 Gm: 

Resin, Acrylic, Shade 64, 100 Gm: 

Resin, Acrylic, Shade 65, 100 Gm: 

Resin, Acrylic, Shade 66, 100 Gm: 

Resin, Acrylic, Shade 67, 100 Gm: 

Resin, Acrylic, Shade 69, 100 Gm: 

Resin, Acrylic, Shade 73, 100 Gm: 

Resin, Acrylic, Shade 77, 100 Gm: 

Resin, Acrylic, Shade 79, 100 Gm: 

Resin, Acrylic, Shade 81, 100 Gm: 

Resin, Acrylic, Shade 85, 100 Gm: 

Liquid, Acrylic Resin, 8 oz: 

Spatula, Plaster, 314 inch blade: 

Spatula, Wax, No. 7: 

Spatula, Wax, No. 31: 

Tray, Impression, Crown and 
Bridge: 


Continued 


Each 


EMERGENCY DENTURE REPAIR: 
Field Medical Unit No. 35C. 


Each 
Each 
Pkg 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Bottle 
Each 
Each 
Each 


Each 


DO DO DO ee ee 


ROR eRe 


ne Oe 8 Oe ee ee Or ee 


— 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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Stock No. 


5-671-000 
5-674-000 
*5-686-150 


7-730-975 
# 


NAVY 
COMP. 
SUPP. 


JULY 1947 


Nomenclature and Description 


9-182-750 (Cont’d) 


Wax, Baseplate, Medium, 1% lb: 

Wax, Sticky, 2 oz: 

Wheel, Impregnated Rubber, Fine 
Pumice, 4% by % inches, 250s: 

Bucket, CRM, 12 qt: 

Report of Prosthetic Dental Treat- 
ment, 25s: 


Pad 


a9 


2 


#Note: Replacements to be procured from Publications 
Distribution Centers. 


9-183-325 
DENTAL PROSTHETIC OUTFIT: 


Field Medical Unit No. 35D. 


9-184-850—Dental Prosthetic Set, No. 1: 


9-142-125 


2-037-205 


5-000-300 
5-000-520 
5-001-005 
5-016-050 
5-017-850 
5-030-000 
5-115-550 
5-116-550 
5-118-500 
5-147-550 
5-148-050 
5-166- 150 
5-179-000 
5-229-700 


5-289-000 
5-310-750 
5-311-350 
5-311-450 
5-312-050 
5-327-000 
5-327-500 


5-328-050 
5-340-150 
5-362-450 
5-362-770 
5-372-000 
5-373-000 
5-374-050 
5-375-010 
5-375-020 
5-408-250 


*5-419-550 
5-421-430 
5-424-350 
5-426-150 
5-433-000 
5-434-150 
5-434-550 
5-435-000 
5-470-150 
5-475-000 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Plaster of Paris, Orthopedic and 
Dental Modeling, 5 lb: 

Abrasive Paste, 3 oz: 

Alginate Compound, 1 oz: 

Alloy, Fusible, 1 Ib: 

Baseplate, Lower Form, 12s: 

Block, Soldering, Charcoal: 

Brush, Inlay, No. 3: 

Carver, Wax, Roach: 

Asbestos Strip, 100 ft: 

Cellophane Sheets, 100s: 

Chisel, Laboratory, Left Bevel: 

Chisel, Laboratory, Right Bevel: 

Clay, Molding, 1% lb: 

Cone, Felt, Pointed: 

my Metal, Safesided, 7% inch, 

Se 

File, Gold, Half Round, 6 inch: 

Flask, Duplicating, Set of 2: 

Flux, Reducing, 1 oz: 

Flux, Soldering, Paste, 4 oz: 

Foil, Tin, 4% lb: 

Frame, Soldering: 

Furnace, Laboratory, Muffle Type, 
110 volt, AC-DC: 

Gage, Millimeter, Boley: 

Grease, Handpiece, 4 oz: 

Hydrocolloid, Agar Type, 12s: 

Impression Paste: 

Knife, Office and Compound: 

Knife, Plaster: 

Lacquer, Model, 4 oz: 

Lamp, Alcohol, Metal: 

Wick, Alcohol Lamp, Small: 

Mandrel, SHP, Screwhead, No. 
303, 6s: 

Bowl, Plaster, Rubber, Small: 

Oil, Lubricating, 3 oz: 

Pencil, Slate, Dental, 12s: 

Pliers, No. 6: : 

Pliers, No. 134, McKellops: 

Pliers, No. 200, Aderer: 

Pliers, Clasp Bending, Jelenko: 

Pliers, Lingual Bar, Aderer: 

Point, Silicon Carbide, SHP, Cone, 6s: 

Point, Silicon Carbide, SHP, Cyl- 
inder, 6s: 

Continued 


Each 


Can 
Tube 
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Stock No. 


~ 5-484-150 


5-502-200 
5-503-060 
5-503-065 
5-503-075 
5-528-000 
5-538-250 
5-548-150 
5-559-500 
5-569-000 
-5-571-000 
5-572-000 
5-577-015 
5-577-500 
5-582-700 
5-606-150 
5-622-000 
5-624-150 
5-624-650 
5-625-150 
5-626-150 
5-627-650 
5-628-150 
5-629-650 
5-630-150 
5-630-650 
5-631-150 
5-631-650 
5-632-150 
5-632-650 
5-633-150 
5-633-650 
5-641-150 
5-641-650 
5-642-150 
5-647-150 
5-652-250 
5-652-500 
5-677-000 


5-684-150 
*5-685-150 


5-689-000 
5-690-000 


PRELIMINARY EDITION 


Nomenclature and Description 


9-184-850 (Cont'd) 


Point, Silicon Carbide, SHP, 
Wheel, with Round Edges, 6s: 
Powder, Control, Inlay Investment, 

41% |b: 
Flask, Acrylic Crown and Bridge: 
Flask, Acrylic Inlay: 
Former, Flask: 
Rouge, 1 oz: 
Blade, Dental Laboratory Saw, 
Spiral, No. 2, 12s: 
Scissors, Crown, Universal, 
416 inch: 
Shears, Metal Plate, Straight: 
Spatula, Plaster, 314 inch Blade: 
Spatula, Wax, No. 7: 
Spatula, Wax, No. 31: 
Stone, Artificial, 35 lb: 
Stool, Dental Laboratory, Ad- 
justable: 
Surveyor, Clasp: 
Teeth, Porcelain, Assorted: 


Tray, Impression, Crown and 
Bridge: 

Tray, Impression, Edentulous, 
Lower, Large: 

Tray, Impression, Edentulous, 
Lower, Medium: 

Tray, Impression, Edentulous, 
Lower, Small: 

Tray, Impression, Edentulous, 
Lower, Narrow Flange, Medium: 

Tray, Impression, Edentulous, 
Upper, Large: 

Tray, Impression, Edentulous, 
Upper, Medium: 

Tray, Impression, Edentulous, 
Upper, Small: 

Tray, Impression, Hydrocolloid, 
Lower, Large: 

Tray, Impression, Hydrocolloid, 
Lower, Medium: 

Tray, Impression, Hydrocolloid, 
Lower, Medium-Large: 

Tray, Impression, Hydrocolloid, 
Lower, Small: 

Tray, Impression, Hydrocolloid, 
Upper, Large: 

Tray, Impression, Hydrocolloid, 


Upper, Medium: 

Tray, Impression, Hydrocolloid, 
Upper, Medium-Large: 

Tray, Impression, Hydrocolloid, 
Upper, Small: 

Tray, Impression, Partial, An- 
terior, Medium: 
Tray, Impression, An- 

terior, Small: 
Tray, Impression, Partial, Lower: 
Tripoli, 4 lb: 
Tweezers, Soldering, E, 44% inch: 
Tweezers, Soldering, K: 
Wheel, Brush, Converging Type, 
Stiff, 2 rows, 1% inch: 
Wheel, Cloth, Buffing, 4 inch: 
Wheel, Impregnated Rubber, Fine 
Grit, 4 by 2 inches: 
Wheel, Silicon Carbide, Coarse: 
Wheel, Silicon Carbide, Medium: 


Continued 


Partial, 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Stick 
Each 
Each 


Each 
Each 


Each 
Each 
Each 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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j COMP. 
- PP. 
PRELIMINARY EDITION JULY 1947 SU 
Unit Unit 
Stock No. Nomenclature and Description of Qty. Stock No. Nomenclature and Description of Qty. 
Issue ssue 
9-184-850 (Cont’d) 9-185-225 (Cont’d) 
5-800-250 Alloy, Gold, Casting, 34 Crown, 2 5-518-073 Resin, Acrylic, Shade 73,100 Gm: Bottle 1 
dwt: Each 23 5-518-077 Resin, Acrylic, Shade 77,100 Gm: Bottle 1 
5-800-350 Alloy, Gold, Casting, Inlay, 2 dwt: Each S 5-518-079 Resin, Acrylic, Shade 79,100 Gm: Bottle 1 
5-800-450 Alloy, Gold, Casting, Saddle Bar 5-518-081 Resin, Acrylic, Shade 81,100 Gm: Bottle 1 
and Clasp, 2 dwt: Each 60 5-518-085 Resin, Acrylic, Shade 85,100 Gm: ‘Bottle 1 
5-801-250 Bar, Lingual, Gold Alloy, Long: Each 15 5-518-550 Liquid, Acrylic Resin, 8 oz: Bottle 2 
5-801-450 Bar, Lingual, Gold Alloy, Medium: Each 15 5-672-150 Wax, Casting, Blue, Assorted 
5-801-650 Bar, Lingual, Gold Alloy Stock, 10 Ready-Made Shapes, 330s: Box 1 
dwt: Each 8 5-684-150 Wheel, Cloth, Buffing, 4 inch: Each 2 
5-802-550 Foil, Platinum, 1 dwt: Each 3 7-085-400 Stove, Gasoline, 5,000 B.T.U., One 
5-803-750 Lugs, Anchor, 1 oz: Box 1 Burner: Each 1 
5-804-350 Plate, Gold, 24K, 2 dwt: Each 2 
=a Hac Gold it eae EAS Exe 
-805-250 Solder, Gold, 530 Fine, 1 dwt: ac 9-186-725—Dental Prosthetic Set, No. 3: 
5-805-450 Solder, Gold, 650 Fine, 1 dwt: Each 24 ss 
5-805-650 Solder, Gold, 730 Fine, 1 dwt: Each 4 9-142-125 Chest, Field, 30 inches Long by 19 
§-805-850 Solder, Gold, 800 Fine, 1 dwt: Each ae inches Wide by 17 inches Deep, 
5-806-450 Wire, Gold Alloy, Flattened, 14 Empty: Each 1 
gage, 4 bet bina. Pkg 6 
- Id Alloy, 4 ‘ ; 
aati be ~ pecgtipaiat — Each 2 2-037-205 Plaster Sase rs eae and ‘ Ma 
-806- , Gold Alloy, Round, 16 Z Dental Modelin an 
poere Wee Gold ee as $-029-050 Brush, Denture, 734 inh Each 4 
iS ire, d Alloy, Round, 8 , 5-230-000 Disk, Paper, Assorte s: Ox 
ifeneionee Wire,'Gol sagem ve Each 8 *5-231-150 Disk, Rubber, Wheel Shape, Square 2 : 
-806- ire, ti Alloy, Round, 18 Edge, 30s: Ox 
allied erro eeeposlde nae 5-362-500 Hydrocolloid, Alginate Type, 12s: Pkg 10 
7-754-700 Clock, Nuree: Each 1 5-362-700 Impression Compound, Cakes, 
7-820-005 Hot Plate, 1 Burner, 110 volt, Black, 4 lb: j Box 10 
AC_DC: Each 1 5-362-730 Impression Compound, Sticks, 
# Health Record, Dental Record, Set Green, 4 Ib: Box 4 
a oe ee 
tal O ti d - I~ ortar an estle, Glass: ac 
ae ee bt 5-661-500 Vise, Bench, 114 inch Jaws: Each 1 
# Report of Prosthetic Dental Treat- 5-672-000 Wax, Boxing, 1 Ib: Box 5 
ment, 25s: Pad 12 5-673-750 Wax, Inlay, 1 Oz: : Box 1 
#Note: Replacements to be procured from Publications 43°682-150 Wheel, Chamois, 3 inch: _| -Each 6 
Distribution Centers. 5-686-150 Wheel, Impregnated Rubber, Fine 
Pumice, % by % inches, 250s: Box 1 
9-185-225—Dental Prosthetic Set, No. 2: 10-100-230 Complete Dentures, 1st Edition, 
1 oy hoe sie a 1940: Each 1 
9-142-125 Chest, Field, 30 inches Long by 19 s Appointment Book, Medical De- 
inches Wide by 17 inches Deep, partment: Each et 
Empty: Each 1 #Note: Replacements to be procured from Publications 
Distribution Centers. 
5-011-000 Articulator, Crown and Bridge, ‘ 
Hanau: Eac 2 ‘ 
5-098-980 Bur, Denture, SHP, No. 1, 6s: Pkg 4 9-187-350—Dental Prosthetic Set, No. 4: 
ey i. 608 : 9-142-125 Chest, Field, 30 inches Long by 19 
5-232-150 Disk, Silicon Carbide, Double Cut- aed ab headie  g denocdn gas gene 
ting, 7% inch, 100s: Box 2 de ac 
5-232-550 Disk, Silicon Carbide, Safesided, 
% inch, 100s: Box 1 2-037-205 Plaster of Paris, Orthopedic and 
5-355-000 Heater, Impression Compound, Dental Modeling, 5 lb: Can Z 
110 volt, AC-DC: Each 1 5-014-000 Balance, Dental Laboratory: Each 1 
5-366-500 Investment, Inlay, Cristobalite, 5-015-150 Bands, Arbor, Abrasive, Medium, 
31% |b: agit at 3 100s: Box 2 
5-368-550 Investment, Soldering, 15 Ib: Can 1 5-015-250 Bands, Copper, Assorted, 100s: Box 3 
5-425-150 Plaster of Paris, Impression, 5 Ib: Can 2 5-016-150 Baseplate, Upper Form, 12s: Box 5 
5-503-050 Press, Injector, Acrylic Flask: Each 1 *5-024-750 Bowl, Plaster, Rubber, Large: Each 2 
5-517-550 Resin, Acrylic, Denture Base, Pink: Pkg 15 5-106-050 Burner, Bunsen, with Spider: Each 2 
5-518-062 Resin, Acrylic, Shade 62, 100 Gm: Bottle 1 5-362-710 Impression, Compound, Cakes, 
5-518-063 Resin, Acrylic, Shade 63, 100 Gm: Bottle 1 Red, % lb: Box 20 
5-518-064 Resin, Acrylic, Shade 64,100 Gm: Bottle ff 5-367-550 Investment, Model, Cristobalite, 
5-518-065 Resin, Acrylic, Shade 65,100 Gm: Bottle tt 35 Ibs Pail 1 
5-518-066 Resin, Acrylic, Shade 66,100 Gm: Bottle 1 5-425-150 Plaster of Paris, Impression, 5 lb: Can 6 
5-518-067 Resin, Acrylic, Shade 67,100 Gm: Bottle 1 5-506-150 Pumice, Coarse, ies Can 10 
5-518-069 Resin, Acrylic, Shade 69,100 Gm: Bottle 1 5-506-650 Pumice, Flour, 1 lb: Can 10 
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* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock.’ 


Continued 


replaced from fresh stock prior to putting the unit in active use. 


Such items must be 
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NAVY 


COMP. 
SUPP. JULY 1947 
Unit 
Stock No. Nomenclature and Description of Qty. 
Issue 
9-187-350 (Cont’d) 
5-538-150 Frame, Dental Laboratory Saw: Each 1 
5-577-015 Stone, Artificial, 35 lb: Pail 1 
5-617-150 Torch, Alcohol: Each 1 
5-677-450 Wheel, Brush, Converging Type, 
Stiff, 3 rows, 234 inch: Each 6 
5-679-650 Wheel, Brush, Straight, Soft, 3 
rows, 234 inch: Each 6 
9-188-425—Dental Prosthetic Set, No. 5: 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
1-133-000 Chalk, Prepared, 1 lb: Bottle 3 
5-013-150 Articulator, Model M, Stephan: Each 4 
5-366-500 Investment, Inlay, Cristobalite, 
3% |b: Can 3 
5-367-550 Investment, Model, Cristobalite, 
35: 1b: Pail 1 
5-450-650 Point, Abrasive, Mounted, 12s: Box 3 
5-577-015 Stone, Artificial, 35 lb: Pail 1 
5-606-150 Teeth, Porcelain, Assorted: Set 1 
5-671-000 Wax, Baseplate, Medium, % lb: Box 12 
5-674-000 Wax, Sticky, 2 oz: Box 3 
5-674-750 Wax, Utility, 2 oz: Box 1 
5-677-250 Wheel, Brush, Converging Type, 
Stiff, 2 rows, 21% inch: Each 6 
5-688-150 Wheel, Silicon Carbide, Assorted, 
36s: Box 2 
9-189-125—-Dental Prosthetic Set, No. 6: 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
5-327-500 Furnace, Laboratory, Muffle Type, 
110 volt, AC-DC: Each 1 
5-577-500 Stool, Dental Laboratory, 
Adjustable: Each 1 
5-604-150 Teeth, Facings and Backings, Por- 
celain, Assorted: Set 1 
9-189-975—Dental Prosthetic Set, No. 7: 
5-017-050 Bench, Prosthetic Laboratory: Each 1 
5-310-150 Flask, Denture, Ejector Type: Each 4 
5-389-150 Lathe, Dental Laboratory, 110 
volt, 60 cycle, AC: Each 1 
5-391-050 Hood, Dental Lathe: Each 1 
5-503-000 Press, Flask: Each 1 
7-085-400 Stove, Gasoline, 5,000 B.T.U., One 
Burner: Each 1 
7-730-975 Bucket, CRM, 12 qt: Each 2 
9-191-225 
DESK, FIELD, COMPLETE: 
Field Medical Unit No. 19. 
9-190-650 Desk, Field: Each 1 
10-900-500 Army-Navy Catalog of Medical Ma- 
teriel, Preliminary Edition: Each 1 
# Pad, Prescription: Each 4 
2 Annual Syphilis Report, 20s: Pad 1 
Continued 
Page 12 


Unit 
Stock No. Nomenclature and Description of Gty. 
Issue 
9-191-225 (Cont’d) 
Transfer of Property Custody, 
Med. Dept. U.S. N., 25s: Pad 1 
Individual Statistical Report of 
Patient: Card 200 
Hospital Ticket, 50s: Pad 1 
Health Record, Cover: Each 30 
Health Record, Physical Examina- 
tion, Set of 2: Set 20 
Health Record, Immunization 
Record: Sheet 50 
Health Record, Abstract of Service: Sheet 20 
Health Record, Venereal Disease 
Abstract: Sheet 30 
Health Record, Abstract of Anti- 
luetic Treatment: Sheet 50 


Health Record, Medical History: Sheet 200 
Report of Board of Medical Sur- 


vey, 100s: Pad 1 
Certificate of Death, 50s: Pad 2 
Report of Surgical Operation and 

Diagnostic Examinations, 25s: Pad 1 
Clinical Chart, 100s: Pad 2 
Insane Voucher, 100s: Pad 1 
Morning Report of Sick, 50s: Pad 1 
Report of Medical, Dental and 

Hospital Treatment, 50s: Pad 1 
Report of Physical Examination, 

100s: Pad 1 
Receipt Transfer and Status Card, 

Hees 73a: Pad 3 
Roster, Report of the Hospital 

Corps, 100s: Pad 1 
Requisition and Invoice, Medical 

Supply and Equipment, 100s: Pad 1 
S&A FORM 35L—Misconduct 

Report: Pad 1 


S&A FORM 154—Request and 
Report of Survey of Property: Sheet 16 


Nav. Pers. 624—Report of Ex- 


ea a i a ae ce a me tk a a He He He 5 SS He + Fe SH OSH: SHE SHE Fe ROS SSS Fe FR Fe OSE FE ee 


amination for Advancement: Sheet 24 
Book, Blank Foolscap: Each 1 
Book, Memorandum: Each 1 
Carbon Sheets: Pkg 1 
Envelope, 4% by 103% inches: Pkg 1 
Eraser, Rubber: Each 2 
Ink, Black: Bottle 1 
Ink, Red: Bottle 1 
Pad, Stamp, Blue: Each 2 
Paper, Blotting: Sheet 4 
Paper Clips:. Box 2 
Paper, Official Green: Ream 1 
Paper, Official White: Ream 1 
Pencil, Lead: Each 24 | 
Penholder: Each 6 
Pens, Steel: Box 2 
Ribbon, Typewriter: Each 3 
Ruler: Each 1 

aT Shears, Desk: Each ee 


#Note: Replacements to be procured from Publications 
Distribution Centers. 


t Note: Stationery and Office Supplies required may be 
Bene from Organizational Quartermaster or Supply 
Officer. 


OG:! 


PRELIMINARY EDITION 


Stock No. 


9-142-125 


1-010-000 


1-048-000 
1-054-750 


1-061-100 
1-086-000 


1-106-640 
1-106-647 


1-121-220 


1-127-000 
1-129-010 


1-129-124 
1-148-000 
1-148-985 
1-173-025 

*1-175-330 
1-184-000 
1-219-000 
1-223-000 
1-235-000 
1-263-020 
1-279-985 
1-295-000 
1-295-510 
1-295-525 
1-301-805 


1-323-020 
1-330-320 


1-330-770 
1-330-805 


1-336-000 
1-338-025 
1-339-920 
1-367-000 
1-372-000 
1-386-585 


1-400-200 
1-403-000 


*1-404-650 
1-404-710 
1-411-980 


Nomenclature and Description 


9-192-750 
DRUG SET, A: 


Field Medical Unit No. 26. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 1000s: 

Alcohol, 1 qt: 

Alkaline Aromatic Solution Tab- 
lets, 100s: 

Ammonia, Spirit, Aromatic, 4 pt: 

Atropine Sulfate Tablets, 0.4 mg. 
(1/150 gr.), 20s: 

Boric Acid, 1 lb: 

Boric Acid Ointment, Special 
Formula, 4 oz: 

Camphor and Soap Liniment Pow- 
der, 57 Gm: 

Carbon Tetrachloride, 4 Ib: 

Cascara Sagrada Tablets, 0.25 Gm. 
(4 gr.), 100s: 

Castor Oil, 1 qt: 

Codeine Sulfate, 1 oz: 

Codeine Sulfate Tablets, 0.032 Gm. 
(1% gr.), 100s: 

Emetine Hydrochloride Tablets, 
0.022 Gm. ( gr.), 20s: 

Epinephrine Hydrochloride Injec- 
tion, 1:1000, 1 oz: 

Eugenol, 1 oz: 

Glycerin, 10 Ib: 

Glycyrrhiza and Opium Compound 
Tablets, 1000s: 

Iodine, 14 lb: 

Magnesium Sulfate, 24 lb: 

Mercurous Chloride, Mild Tablets, 
0.032 Gm. (1% gr.), 100s: 

Morphine Sulfate Tablets, 0.008 
Gm. ( gr.), 20s: 

Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 5s: 

Morphine and Atropine Sulfate 
Tablets, 20s: 

Nikethamide Injection, 25%, 1% 
cei, 58: 

Opium Tincture, 4 pt: 

Penicillin Ophthalmic Ointment, 
¥ oz., 12s: 

Pentobarbital Sodium Capsules, 
0.1 Gm. (1% gr.), 500s: 

Pentothal Sodium Ampuls, 0.5 Gm. 
(7% gr.), 25s: 

Petrolatum, Liquid, 1 qt: 

Petrolatum, White, 1 Ib: 

Phenol, 1 Ib: 

Potassium Iodide, 1 Ib: 

Potassium Permanganate, 1 lb: 

Quinacrine Hydrochloride Tablets, 
0.1 Gm. (1% gr.), 100s: 

Salicylic Acid, 44 lb: 

Scopolamine Hydrobromide Tab- 
lets, 0.6 mg. (1/100 gr.), 20s: 

Silver, Mild Protein, 1 oz: 

Silver, Strong Protein, 1 oz: 

Soap, Hard, 1 lb: 


Continued 


Each 


Bottle 
Can 


Bottle 
Bottle 


Tube 
Bottle 


Tube 


Jar 
Bottle 


Bottle 
Can 
Bottle 


Bottle 
Tube 
Bottle 
Bottle 
Can 
Bottle 
Bottle 
Can 
Bottle 
Tube 
Pkg 
Tube 


Box 
Bottle 


Box 
Bottle 


Box 
Can 
Can 
Bottle 
Bottle 
Bottle 


Bottle 
Bottle 


Tube 
Bottle 
Bottle 
Cake 


ft tl > ae 


Stock No. 


1-415-000 
1-429-520 


1-429-800 
1-430-500 


1-439-300 
1-439-955 
1-463-490 
1-463-700 


1-470-000 
1-491-700 
1-494-990 
1-504-000 


9-142-125 


1-005-985 
1-010-000 


1-048-000 
1-061-100 
1-106-640 
1-129-010 


1-129-124 
1-145-025 


1-161-500 
1-179-000 
1-219-000 
1-235-000 
1-240-995 


1-263-020 
1-278-000 
1-301-805 


*1-324-460 
1-330-805 


1-336-000 
1-338-025 
1-339-920 
1-367-000 
1-380-600 


1-380-680 
1-400-200 
*1-404-650 
*1-404-675 


1-405-000 
1-429-520 


JULY 1947 


Nomenclature and Description 


9-192-750 (Cont’d) 


Sodium Bicarbonate, 1 lb: 

Sodium Chloride Tablets, 2.25 Gm. 
(34.7 gr.), 100s: 

Sodium Citrate, 14 lb: 

Sodium Citrate Solution, Anticoag- 
ulant, Ampuls, 4%, 50 cc., 6s: 

Sodium Perborate, 44 |b: 

Sodium Phosphate, 1 Ib: 

Sulfanilimide, 14 lb: 

Sulfanilimide Tablets, 0.324 Gm. 
(5 gr.), 1000s: B 

Talc, 1 Ib: 

Water for Injection, 50 cc., 25s: 

Wool Fat, Anhydrous, 1 Ib: 

Zinc Sulfate, 1 Ib: 


9-193-125 
DRUG SET, B: 
Field Medical Unit No. 27. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Acetophenetidin Tablets, 0.324 
Gm. (5 gr.), 100s: 

Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 1000s: 

Alcohol, 1 qt: 

Ammonia Spirit, Aromatic, 14 pt: 

Boric Acid, 1 |b: 

Cascara Sagrada Tablets, 0.25 Gm. 
(4 gr.), 100s: 

Castor Oil, 1 qt: 

Cocaine Hydrochloride, Ampuls, 
0.5 Gm. (71% gr.), 6s: 

Cugzic Sulfate, 1 Ib: 

Ether, Anesthesia, 14 Ib: 

Glycerin, 10 lb: 

Iodine, 14 lb: 

Ipecac and Opium Tablets, 0.324 
Gm. (5 gr.), 100s: 

Magnesium Sulfate, 214 Ib: 

Mercurous Chloride, Mild, 14 lb: 

rapsay ss pea Injection, 25%, 1% 
ee.) des 

Oxophenarsine Hydrochloride Am- 
puls, 0.06 Gm. (1 gr.), 10s: 

Pentothal Sodium Ampuls, 0.5 
Gm. (71% gr.), 25s: 

Petrolatum, Liquid, 1 qt: 

Petrolatum, White, 1 Ib: 

Phenol, 1 Ib: 

Potassium Iodide, 1 lb: 

Procaine Hydrochloride Ampuls, 
0.15 Gm. (2% gr.), 10s: 

Procaine Hydrochloride Ampuls 1 
Gm. (15 gr.), 6s: 

Salicylic Acid, % Ib: 

Silver, Mild Protein, 1 oz: 

Silver, Mild Protein Tablets, 0.3 
Gm. (4% gr.), 100s: 

Silver Nitrate, 1 oz: 

Sodium Chloride Tablets, 2.25 Gm. 
(34.7 gr.), 100s: 


Continued 


Jar 
Bottle 


Each 


Bottle 


Bottle 
Bottle 


Bottle 
Can 


Bottle 


Bottle 
Can 
Bottle 


Box 
Box 
Box 
Can 
Can 
Bottle 
Bottle 
Box 
Box 
Bottle 
Bottle 


Bottle 
Bottle 


Bottle 
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* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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COMP. 
SUPP. JULY 1947 
1 ea a a a sc SS, 
Unit 
Stock No. Nomenclature and Description of 
Issue 


1-439-300 
1-445-000 


1-462-200 


1-463-490 
1-465-975 
1-470-132 
1-491-700 
1-494-990 
1-501-000 


9-142-125 


1-010-000 


1-048-000 
1-054-750 


1-099-082 


1-106-640 
1-106-647 


1-111-000 
1-118-996 
1-129-124 
1-163-000 
1-164-800 
1-235-000 
1-263-020 
1-278-000 
1-301-805 


1-323-020 
1-323-030 


1-330-320 


1-330-805 


1-336-000 
1-338-025 
1-339-600 


1-367-000 
*1-404-650 
1-411-980 
1-415-000 
1-429-800 
1-463-490 
1-464-100 


1-471-000 
1-473-000 


* Note: Items indicated by an asterisk ( 
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9-193-125 (Cont’d) 


Sodium Perborate, %4 |b: Bottle 
Sodium Salicylate Tablets, 0.324 
Gm. (5 gr.), 1000s: Bottle 
Sulfadiazine Tablets, 0.5 Gm. (74% 
gr.),»1000s: Bottle 
Sulfanilamide, 14 |b: Bottle 
Sulfur, Precipitated, 1 Ib: Bottle 
Tannic Acid, 4 lb: Bottle 
Water for Injection, 50 cc., 25s: Box 
_ Wool Fat‘ Anhydrous, 1 Ib: Jar 
Zinc Oxide, 1 lb: Bottle 
9-194-650 


DRUG SET, C: 
Field Medical Unit No. 28. 
Chest, Field, 30 inches Long by 19 


inches Wide by 17 inches Deep, 
Empty: Each 


Acetylsalicylic Acid Tablets, 0.324 


Gm. (5 gr.), 1000s: Bottle 
Alcohol, 1 qt: Can 
Alkaline Aromatic Solution Tab- _ 

lets, 100s: Bottle 
Benzoin Tincture, Compound, 1 

pt: Bottle 
Boric Acid, 1 lb: Bottle 
Boric Acid Ointment, Special 

Formula, 4 oz: Tube 
Calamine, Prepared, 1 Ib: Bottle 
Camphor, \% |b: Bottle 
Castor Oil, 1 qt: Can 
Dextrose, 1 lb: Bottle 
Dextrose Injection, 50%, 50 cc., 6s: Box 
Iodine, 14 lb: Bottle 
Magnesium: Sulfate, 2% lb: Can 


Mercurous Chloride, Mild, 4 lb: __ Bottle 
Nikethamide Injection, 25%, 1% 


CORLOS? Box 
Opium Tincture, 4 pt: Bottle 
Opium Tincture, Camphorated, 1 

pt: Bottle 
Penicillin Ophthalmic Ointment, 

1/8 oz., 12s: Box 
Pentothal Sodium Ampuls, 0.5 

Gm. (7% gr.), 25s: Box 
Petrolatum, Liquid, 1 qt: Can 
Petrolatum, White, 1 lb: Can 
Phenobarbital Tablets, 0.032 Gm. 

(% er.), 100s: Bottle 
Potassium Iodide, 1 Ib: Bottle 
Silver, Mild Protein, 1 oz: Bottle 
Soap, Hard, 1 lb: Cake 
Sodium Bicarbonate, 1 lb: Can 
Sodium Citrate, 14 lb: Bottle 
Sulfanilamide, 14 Ib: Bottle 
Sulfathiazole Tablets, 0.5 Gm. (7% 

gr.), 1000s: Bottle 
Terpin Hydrate, 1 oz: Bottle 
Thymol, 1 oz: Bottle 


_ 


— 
St of 


— 
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None 


Unit 
Stock No. Nomenclature and Description of y. 
Issue 
9-195-175 
EMBALMING KIT: 
Field Medical Unit No. 33. 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
1-205-000 Formaldehyde Solution, 1 qt: Bottle 16 
1-219-000 Glycerin, 10 Ib: Can 1 
1-419-000 Sodium Borate, 1 lb: Bottle 6 
9-195-500 Embalming Set: Set 1 
9-493-425 Postmortem Kit: Each 1 
9-195-500 
EMBALMING SET: 
Part A: 
3-333-600 Forceps, Dressing, Straight, 54% 
inch: Each 2 
3-346-800 Forceps, Hemostatic, Straight, 
Kelly, 51% inch: Each 1 
3-447-320 Blade, Operating Knife, No. 21, 6s: Pkg 1 
3-447-820 Handle, Operating Knife, No. 4: Each 1 
3-486-100 Needle, Aneurism, Cooper, 614 
inch: Each 1 
3-522-200 Needle, Suture, Postmortem, Half 
Curved, Cutting Edge, 3 inch: Each 3 
3-651-820 Scissors, Operating, Straight, One 
Point Sharp, 5% inch: Each 1 
3-840-200 ‘Trocar, Perforated: Each 2 
3-844-100 Tube, Arterial, Metal, Medium: Each 3 
*3-856-600 Tube, Drainage, Arterial: Each 1 
3-856-900 ‘Tube, Drainage, Axillary, Metal, 
Medium: Each 1 
3-863-700 Tube, Nasal: Each 1 
Part B: 
3-401-800 Gooseneck, Metal: Each 1 
3-583-000 Pump, Double Action: Each 1 
3-735-400 Sponge, Natural, Unbleached: Each 1 
4-180-700 Clamp, Shutoff, Rubber Tubing: Each 1 
*4-461-000 Tubing, Rubber, 4 inch Inside 
Diameter, 3/32 inch Wall: Foot 1 
Part C: 
4-048-200 Bottle, Embalming Solution, Cork 
Finish, 4% gal: Each 3 
9-196-650 
FIRST AID KIT, AERONAUTIC: 
Container, First Aid Kit, Aeronautic: Each 1 
Burn Injury Set, Boric Acid Ointment: Set 1 
Eye Dressing Set: Set 1 
Morphine Tartrate, 1 Tube: Each 2 
Sulfadiazine, 8 Tablets: Pkg 1 
Sulfanilamide, Crystalline, 5 Gm. Envelopes: Box 1 
Bandage, Gauze, Compress, Camouflaged: Each 1 
Dressing, First Aid, Large: Each 2 
Dressing, First Aid, Small: Each 1 
Scissors, 54% inch, Straight, One Point Sharp: Se : 
ach 


Tourniquet, Field: 


replaced from fresh stock prior to putting the unit in active use. 


PRELIMINARY EDITION 


a Sa 
*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
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PRELIMINARY EDITION 


Stock No. 


9-558-975 


1-006-245 
1-009-985 


1-048-000 
1-054-750 


1-061-100 
1-098-502 
1-104-075 
1-106-647 
1-129-010 
1-204-050 
1-223-000 
1-235-120 
1-263-020 
1-295-510 
1-323-030 
1-330-320 


1-338-025 
1-384-108 


1-386-585 
1-404-675 
1-404-740 


1-415-000 
1-417-020 


1-462-200 
1-463-490 
1-471-755 
2-006-204 
2-006-206 
2-011-755 
2-013-000 
2-017-425 
2-017-435 
*2-017-585 


2-017-680 
2-024-000 


Nomenclature and Description 


9-197-225 


Suitcase, Hard Fiber, 11 by 17 by 
30 inches: 


Acetophenetidin, 


Acetylsalicylic Acid Tablets, 0.324 
m. (5 gr.), 100s: 

Alcohol, 1 qt: 

Alkaline Aromatic Solution Tab- 
lets, 100s: 

Ammonia Spirit, Aromatic, 4 pt: 

Benzedrine Inhaler, 250 mg: 

Bismuth Subcarbonate ‘Tablets, 
0.324 Gm. (5 gr.), 500s: 

Boric Acid Ointment, Special 
Formula, 4 oz: 

Cascara Sagrada Tablets, 0.25 Gm. 
(4 gr.), 100s 

i aoe Zincundecylenate, 

Glyeverhiza and Opium Compound 
Tablets, 1000s: 

Iodine Tincture, 10 cc., 3s: 

Magnesium Sulfate, 21% |b: 

Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 5s: 

Opium Tincture, Camphorated, 1 
pt: : 

Penicillin Ophthalmic Ointment, 
XY oz., 12s: 

Petrolatum, White, 1 lb: 

Prophylactic, Chemical, Individual, 
50s: 


Quinacrine Hydrochloride Tablets, 
0.1 Gm. (1% gr.), 100s: 

Silver, Mild Protein, Tablets, 0.3 
Gm. (41% gr.), 100s: 

Silver, Strong Protein, Tablets, 
0.15 Gm. (2% gr.), 100s: 

Sodium Bicarbonate, 1 Ib: 

Sodium Bicarbonate Tablets, 0.6 
Gm. (10 gr.), 1000s: 

=. ioe: Tablets, 0.5 Gm. (7% 
gr.), 1000 

Sulfanilamide, 14 Ib: 

Tetracaine Ointment, 0.5%, 1 oz: 

Bandage, Gauze, Roller, Camou- 
flaged, 2 inches by 6 yards, 12s: 

Bandage, Gauze, Roller, Camou- 
flaged, 3 inches by 10 yards, 12s: 

Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52 inches: 

Cotton, Absorbent, 1 oz: 

Dressing, First Aid, Camouflaged, 
Large: 

Dressing, First Aid, Camouflaged, 
Small: 

Dressing, Gauze and Adhesive 
Plaster, Camouflaged, 1 by 3 
inches, 100s: 

Dressing, Head, Adjustable, Com- 
pressed, Camouflaged: 

Gauze, Plain, Compressed, 36 
inches by 1 yard: 


Continued 


Acetylsalicylic 
Acid and Caffeine Tablets, 1000s: 


FIRST AID KIT, ARMED GUARD: 


Each 


‘Bottle 


Bottle 
Bottle 


Bottle 
Bottle 
Each 
Bottle 
Tube 
Bottle 
Can 
Bottle 
Pkg 
Can 
Pkg 
Bottle 


Box 
Can 


Box 
Bottle 
Bottle 


Bottle 
Can 


Bottle 
Bottle 
Bottle 
Tube 
Pkg 
Pkg 
Each 
Pkg 
Each 
Each 


Pkg 


Each 
Pkg 


ie 


>Re 
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Stock No. 


*2-034-510 
3-038-200 
*3-176-540 


3-245-205 
3-346-800 


3-372-400 
3-670-420 
3-689-600 
3-721-200 
3-780-100 


3-796-600 
3-829-400 


*4-097-000 
*4-228-120 
6-120-000 
7-706-035 
*7-706-425 


7-807-000 
7-822-075 
7-932-000 
9-565-825 
10-910-000 


HH 


NAVY 
COMP. 
JULY 1947 SUPP. 
Unit 
Nomenclature and Description of 
Issue 
9-197-225 (Cont'd) 
Plaster, Adhesive, Surgical, 2 : 
inches by 5 yards: Spool 
Applicator, sae Y% by 12 inches, 

500s: Pkg 
Catheter, Urethral, Rubber, Nele- 

ton, 18 Fr: Each 
Depressor, Tongue, Metal, Weder: Each 
Forceps, Hemostatic, Straight, 

Kelly, 5% inch: Each 
Forceps, Splinter, Regular,344in: Each 
Shield, Eye, Single: Each 
Spectacles, Smoked Lens: Each 
Splint, Basswood, 12s: Pkg 
Suture, Surgical Gut, Boilable, 

Type A, Plain, Single Armed, 

Size 0, 12s: Pkg 
Syringe, Irrigating, Urethral, 4%oz: Each 
Tourniquet, Elastic, 2% inches by 

Sits Each 
Bulb, Rubber, 3 ml., 12s: Pkg 
Dropper, Medicine, 12s: Pkg 
Pencil, Skin: Each 
Tip, Irrigating, Rectal, Adult: Each 
Bag, Hot Water or Ice, Combina- 

tion: Each 
Glass, Medicine, 1 oz: Each 
Irrigator, CRM, 2 qt: Each 
Thermometer, Clinical, Oral: Each 
Surgical Instrument Kit, Dressing: Each 
Medical Compend for, Command- 
ers of Naval Vessels, Revised 
1942 Edition: Each 
Emergency Medical Tag, 25 Sets: Pad 
Lightning Can Strike You Twice: Each 
Pencil, Lead, Hard: Each 
Repellent, Insect, 2 oz: Bottle 


2 
25/500 


1 
1 


me Qh 


ae a ee ee ee oro 


15 
1 
72 


#Note: Replacements to be procured from Publications 
Distribution Centers. 
J Note: Stationery and Office Supplies required may be 
obtained from Organizational Quartermaster or Supply 


fficer. 


§Note: Replacements to be procured from BuS&A. 


FIRST 
1-295-512 
1-403-000 
1-462-190 
2-003-080 
2-003-185 


2-011-755 


2-003-180 


9-197-675 


AID KIT, AVIATOR, CAMOUFLAGED: 


Morphine Tartrate Syrettes, 0.032 
Gm. (}% gr.), 6s: 

Scopolamine Hydrobromide Tab- 
lets, 0.6 mg. (1/100 gr.), 20s: 
Sulfadiazine Tablets, 0.5 Gm. (71 

er.), 8s: 
Bandage, Gauze, Compress, Cam- 
ouflaged, 4 by 4 inches: 


Bandage, Gauze, Compressed, 
Camouflaged, 3 inches by 6 
yards: 


Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52 inches: 


9-198-125 
FIRST AID KIT, COMBAT: 
Bandage, Gauze, 


Camouflaged, 2 
yards: 


Compressed, 
inches by 6 


Continued 


Pkg 
Tube 
Pkg 
Each 


Each 


Each 


Each 


10 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 


OG-| 
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COMP. / ~ 
SUPP. JULY 1947 
Unit 
Stock No. Nomenclature and Description of 
Issue 


9-198-125 (Cont’d) 


2-003-185 Bandage, Gauze, Compressed, 
Camouflaged, 3 inches by 6 
yards: Each 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 


by 52 inches: Each 
2-017-425 Dressing, First Aid, Camouflaged, 

Large: Each 
2-017-435 Dressing, First Aid, Camouflaged, 

Small: Each 
2-017-680 Dressing, Head, Adjustable, Com- 

pressed, Camouflaged: Each 

9-199-650 


FIRST AID KIT, COMBAT, PACK TYPE: 
Field Medical Unit No. 7. 


9-115-150 Case, Carrying, Pack Type: Each 
9-198-125 First Aid Kit, Combat: Each 
9-206-750 


FIRST AID KIT, GAS CASUALTY: 
1-069-000. Amy! Nitrate Ampuls, 0.33 cc. (5 


minims), 12s: Pkg 
*1-088-535 Bal Ointment, 4% oz: Tube 
1-384-450 Protective Ointment, Vesicant 
Agent, 3 oz: Tube 


1-471-720 Tetracaine Hydrochloride Ophthal- 
mic Ointment, 5%, % oz., 12s: Box 

1-471-755 Tetracaine Ointment, 0.5%, 10z: Tube 

2-031-175 Pad, Copper Sulfate Impregnated, 
3 . 


St Pkg 
2-031-300 Pad, Cotton, 1 by 2 inches, 50s: Pkg 
9-207-125 
FIRST AID KIT, GUN CREW: 
9-118-725 Case, First Aid Kit, Gun Crew, 
Empty: Each 
1-061-075 Ammonia Spirit, Aromatic, 
Ampuls, 2 cc., 4s: Pkg 
1-106-647 Boric Acid Ointment, Special 
Formula, 4 oz: Tube 
1-235-120 Iodine Tincture, 10 cc., 3s: Pkg 


2-006-204 Bandage, Gauze, Roller, Camou- 
flaged, 2 inches by 6 yards, 12s: Pkg 

2-006-206 Bandage, Gauze, Roller, Camou- 
flaged, 3 inches by 10 yards, 12s: Pkg 

2-011-755 Bandage, Muslin, Triangular, Com- 
pressed; Camouflaged, 37 by 37 


by 52 inches: Each 
2-013-000 Cotton, Absorbent, 1 oz: Pkg 
2-017-425 Dressing, First Aid, Camouflaged, 

Large: Each 
2-017-435 Dressing, First Aid, Camouflaged, 

Small: Each 


*2-017-585 Dressing, Camouflaged, Gauze and 
Adhesive Plaster, 1 by 3 inches, 


100s: Pkg 
2-017-680 Dressing, Head, Adjustable, Com- 

pressed, Camouflaged: Each 
2-024-000 Gauze, Plain, Compressed, 36 

inches by 1 yard: ° Pkg 
*2-035-600 Plaster, Adhesive, Surgical, Cam- 

ouflaged, 1 inch by 5 yards: Spool 
3-829-400 Tourniquet, Elastic, 21% inches by 

Site Each 


NAVY, [& aE 


Reh bv 


12/100 
1 


4 
2 
2 


Stock No. 


PRELIMINARY EDITION 


| Nomenclature and Description 


| 


9-208-750 


FIRST AID KIT, HOSPITAL CORPSMAN, SMALL: 


9-119-125 


1-061-075 
1-106-647 
1-235-120 
2-003-180 
2-003-185 


2-017-455 
2-024-000 
*2-035-600 
3-732-800 
3-829-400 
7-829-510 
9-565-825 


# 
iF 


Case, First Aid Kit, Hospital Corps- 


man, Small, Empty: 


Ammonia Spirit, Aromatic, 
Ampuls, 2 cc., 4s: 

Boric Acid Ointment, 

Special Formula, 4 oz: 

Iodine Tincture, 10 cc., 3s: 

Bandage, Gauze, Compressed, 
Camouflaged, 2 inches by 6 
yards: 

Bandage, Gauze, Compressed, 
Camouflaged, 3 inches by 6 
yards: 

Dressing, First Aid, Individual 
Troop, Camouflaged, Small: 

Gauze, Plain, Compressed, 36 
inches by 1 yard: 

Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: 

Splint, Wire Mesh, 514 inches by 1 
yard: 

bee Nn) Elastic, 21% inches by 

ice 

Knife, Pocket: 

Surgical Instrument Kit, Dressing: 

Emergency Medical Tag, 25 Sets: 

Book, Memorandum: 

Pencil, Indelible: 


Each 


Pkg 
Tube 
Pkg 
Each 


Each 
Each 
Pkg 
Spool 
Roll 
Each 
Each 
Each 
Pad 


Each 
Each 


ee to i) a a a 


1 


1 


rare 


#Note: Replacements to be procured from Publications 
Distribution Centers. 
+ Note: Stationery and Office Supplies required may be 
obtained from Organizational Quartermaster or Supply 


Officer. 


9-120-825 


1-009-985 


1-227-000 
1-295-512 


1-338-025 
1-462-190 


1-471-755 
2-003-075 


2-003-080 
2-003-175 
2-003-180 
2-003-185 
2-011-755 
2-013-000 
2-017-680 
2-024-000 


9-214-825 
FIRST AID KIT, LIFE BOAT: 


Case, First Aid Kit, Life Boat, 
Metal, Empty: 


Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 100s: 

Hexavitamin Tablets, 100s: 

Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 6s: 

Petrolatum, White, 1 lb: 

Sulfadiazine Tablets, 0.5 Gm. (7% 
gr.), 8s: 

Tetracaine Ointment, 0.5%, 1 oz: 

Bandage, Gauze, Compress, Cam- 
ouflaged, 2 by 2 inches, 4s: 

Bandage, Gauze, Compress, Cam- 
ouflaged, 4 by 4 inches: 

Bandage, Gauze, Compressed, 
Camouflaged, 1 inch by 6 yards: 

Bandage, Gauze, Compressed, 
Camouflaged, 2 in. by 6 yards: 

Bandage, Gauze, Compressed, 
Camouflaged, 3 in. by 6 yards: 

Bandage, Muslin, Triangular, 
Compressed, Camouflaged, 37 by 
37 by 52 inches: 

Cotton, Absorbent, 1 oz: 

Dressing, Head, Adjustable, 
Compressed, Camouflaged: 

Gauze, Plain, Compressed, 36 
inches by 1 yard: 

Continued 


Each 
Bottle 
Bottle 


Pkg 
Can 


Pkg 
Tube 


Pkg 
Each 
Each 
Each 
Each 
Each 
Pkg 
Each 
Pkg 


On Wo PW 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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Stock No. 


3-732-800 
3-829-400 


7-829-510 
9-565-825 


t 
tNote: Replacements to be procured from BuAer (R51- 


W-145). 


9-120-900 


1-295-512 


1-335-800 
2-003-080 


2-003-180 
2-003-185 
2-011-755 


FIRST AID KIT, MEDICAL OFFICER AND 


9-121-325 


1-009-985 


1-235-120 
1-295-510 


1-429-520 
1-471-720 
2-003-185 
2-011-755 
2017-430 
2-017-435 
*2-017-585 
*2-034-510 


3-638-800 
3-829-400 


7-725-345 


| Nomenclature and Description 


9-214-825 (Cont'd) 


Splint, Wire Mesh, 514 inches by 
1 yard: Roll 
Tourniquet, Elastic, 2 inches by 


5 ft Eacl 
Knife, Pocket: Each 
Surgical Instrument Kit, Dressing: Each 
First Aid Booklet: Each 


Water, Distilled, 14 oz: Can 


9-217-100 
FIRST AID KIT, LIFE RAFT: 
Case, First Aid Kit, Life Raft, 


Metal, Empty: Each 
Morphine Tartrate Syrettes, 0.032 

Gm. (% gr.), 6s: Pkg 
Petrolatum, 4 oz., 2s: Pkg 
Bandage, Gauze, Compress, Cam- 

ouflaged, 4 by 4 inches: Each 


Bandage, Gauze, Compressed, 
Camouflaged, 2 inches by 6 yards: Each 

Bandage, Gauze, Compressed, 
Camouflaged, 3 inches by 6 yards: Each 

Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 by 
52 inches: 


9-218-750 


Each 


HOSPITAL CORPSMAN, FIELD: 


Field Medical Unit No. 1. 
Case, First Aid Kit, Medical Officer 


and Hospital Corpsman, Empty: Each 
Acetylsalicylic Acid Tablets, 0.324 

Gm., (5 gr.), 100s: Bottle 
Iodine Tincture, 10 cc., 3s: Pkg 
Morphine Tartrate Syrettes, 0.032 

Gm., (14 gr.), 5s: Pkg 
Sodium Chloride Tablets, 2.25 

Gm., (34.7 gr.), 100s: Bottle 
Tetracaine Hydrochloric Ophthal- 

mic Ointment, 5%, % oz, 12s: Box 
Bandage, Gauze, Compressed, 

Camouflaged, 3 in. by 6 yards: Each 
Bandage, Muslin, Triangular, Com- 

pressed, Camouflaged, 37 by 37 

by 52 inches: Each 
Cotton, Absorbent, 1 oz: Pkg 
Dressing, First Aid, Camouflaged, 

Medium: Each 
Dressing, First Aid, Camouflaged, 

Small: Each 
Dressing, Gauze and Adhesive Plaster, 
Camouflaged, 1 by 3 inches, 100s: Pkg P 
Plaster, Adhesive, Surgical, 2 inches 

by 5 yards: Spool 
Scissors, Bandage, Lister, 544 inch: Each 
Tourniquet, Elastic, 214 inches by 

5 feet: Each 
Brassard, Red Cross: Each 


Continued 


{ 


1 
1 


bo 


NAVY 
by COMP. 
JULY 1947 SUPP. 
Unit 
Stock No. Nomenclature and Description of Qty. 
Issue 
9-218-750 (Cont’d) 
7-829-510 Knife, Pocket: Each 1 
7-878-000 Pins, Safety, Medium, 12s: Card 1 
9-577-650 Surgical Instrument Kit, Minor 
Surgery: Each 1 
# Emergency Medical Tag, 25 Sets: Pad 1 
T Pencil, Hard Lead: Each 2 
§t Flashlight, Hand: Each 1 


#Note: Replacements to be procured from Publications 
Distribution Centers. 


+ Note: Stationery and Office Supplies required may be 
obtained from Organizational Quartermaster or Supply 


Officer. 


§Note: Keplacements to be procured from BuS&A. 
{Note: Dry cell battery to be procured by activity from 


BuS&A. 


9-219-175 


FIRST AID KIT, MEDICAL OFFICER AND 


9-121-325 


1-106-647 
*1-175-330 


1-179-000 
*1-221-000 


1-235-120 
1-295-000 


1-295-525 
2-003-180 
2-003-185 
2-017-455 
2-024-000 
3-495-400 


3-638-800 
3-732-800 


3-803-800 
7-829-510 
7-877-000 
7-878-000 
7-879-110 
7-932-000 
9-577-650 


# 
$f 


HOSPITAL CORPSMAN, LARGE: 


Case, First Aid Kit, Medical Officer 


and Hospital Corpsman, Empty: Each 
Boric Acid Ointment, Special 

Formula, 4 oz: Tube 
Epinephrine Hydrochloride Injec- 

tion, 1:1000, 1 oz: Bottle 
Ether Anesthesia, 14 lb: Can 
Glyceryl Trinitrate Tablets, 0.6 

mg. (1/100 gr.), 20s: Tube 
Iodine Tincture, 10 cc., 3s: Pkg 
Morphine Sulfate Tablets, 0.008 

Gm. (% gr.), 20s: Tube 
Morphine and Atropine Sulfate 

Tablets, 20s: Tube 
Bandage, Gauze, Compressed, 

Camouflaged, 2. inches by 6 yds: Each 


Bandage, Gauze, Compressed, Camou- 


flaged, 3 inches by 6 yards: Each 
Dressing, First Aid, Individual 
. Troop, Camouflaged, Small: Each 
Gauze, Plain, Compressed, 36 
inches by 1 yard: Pkg 
Needle, Hypodermic, 23 gage, 34 
inch, 12s: Box 
Scissors, Bandage, Lister, 5144 inch: Each 
Splint, Wire Mesh, 514 inches by 
1 yard: Roll 
Syringe, Luer, 2 cc: Each 
Knife, Pocket: Each 
Pins, Safety, Large, 12s: Card 
Pins, Safety, Medium, 12s: Card 
Pins, Straight, 240s: Paper 
Thermometer, Clinical, Oral: Each 
Surgical Instrument Kit, Minor 
Surgery: Each 
Emergency Medical Tag, 25 Sets: Pad 
Flashlight, Hand: Each 


a a 


#Note: Replacements to be procured from Publications 
Distribution Centers. 


§Note : Replacements to be procured from BuS&A. 
tNote: Dry cell battery to be procured by activity from 
BuS&A. 


eee 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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NAVY 
COMP. 
SUPP. JULY 1947 
Unit 
Stock No. Nomenclature and Description of Qty 
Issue 
9-220-625 


FIRST AID KIT, MOTOR TORPEDO BOAT: 


1-009-985 
1-061-075 
1-106-647 


1-106-712 
1-129-010 


1-235-120 
1-295-510 


2-003-075 
2-003-080 
2-011-755 
2-013-000 
2-017-425 
2-017-435 
*2-017-585 
2-021-000 
*2-035-600 


3-638-800 
3-732-800 


3-829-400 
10-910-000 


PNEUMATIC LIFE RAFT, CAMOUFLAGED: 


1-106-644 
1-295-512 


1-403-000 
1-462-190 
2-003-080 


1-106-644 
1-295-512 


1-462-190 
2-003-080 
2-011-755 


ee EU EIEN EEIEENENE NEESER 


Acetylsalicylic Acid Tablets, 0.324 
Gm. (5 gr.), 100s: 

Ammonia Spirit, Aromatic, 
Ampuls, 2 cc., 4s: 

Boric Acid Ointment, Special 
Formula, 4 oz: 

Brandy, 2 oz: 

Cascara Sagrada Tablets, 0.25 Gm. 
(4 gr.), 100s: 

Iodine Tincture, 10 cc., 3s: 

Morphine Tartrate Syrettes, 0.032 
Gm. (% egr.), 5s: 

Bandage, Gauze, Compress, Cam- 
ouflaged, 2 by 2 inches, 4s: 

Bandage, Gauze, Compress, Cam- 
ouflaged, 4 by 4 inches: 

Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52 inches: 

Cotton, Absorbent, 1 oz: 

Dressing, First Aid, Camouflaged, 
Large: 

Dressing, First Aid, Camouflaged, 
Small: 

Dressing, Gauze and _ Adhesive 
Plaster, Camouflaged, 1 by 3 
inches, 100s: 

Gauze, Plain, 36 inches by 5 yards: 

Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: 

Scissors, Bandage, Lister, 51% inch: 

Splint, Wire Mesh, 514 inches by 1 


yard: 
Tourniquet, Elastic, 2% inches by 
5 ° 


Cs 
Medical Compend for Command- 
_-ers of Naval Vessels, Revised 
1942 Edition: 


9-227-875 
FIRST AID KIT, 


Boric?Acid Ointment, 1% 0z., 2s: 
Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 6s: 

Scopolamine Hydrobromide Tab- 
lets, 0.6 mg. (1/100 gr.), 20s: 
Sulfadiazine Tablets, 0.5 Gm. (7144 

gr.), 8s: 
Bandage, Gauze, Compress, Cam- 
ouflaged, 4 by 4 inches: 


9-229-650 


FIRST AID KIT, SMALL: 


Boric Acid Ointment, 4% oz., 2s: 
Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 6s 


‘ Sulfadiazine Tablets, 0.5 Gm, (734 


gr.), 8s: 
Bandage, Gauze, Compress, Cam- 
ouflaged, 4 by 4 inches: 
Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52 inches: 


Continued 


Bottle 
Pkg 


Tube 
Bottle 


Bottle 
Pkg 


Pkg 
Pkg 
Each 
Each 
Pkg 
Each 
Each 
Pkg 
Pkg 


Spool 
Each 


Roll 
Each 


Each 


Pkg 
Pkg 
Tube 
Pkg 
Each 
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Stock No. * Nomenclature and Description — Qty. 
Issue 
9229-650 (Cont’d) 
2-017-435 Dressing, First Aid, Camouflaged, 
mall: Each 1 
3-829-400 Tourniquet, Elastic, 21% inches by 
Sats Each 1 
9-230-225 
FIRST AID KIT, SMALL CRAFT, CAMOUFLAGED: 
1-106-644 Boric Acid Ointment, 1% oz., 2s: Pkg 1 
1-295-512 Morphine Tartrate Syrettes, 0.032 
Gm. (% gr.), 6s: Pkg 1 
1-462-190 Sulfadiazine Tablets, 0.5 Gm. (7% 
gr.), 8s: Pkg ) 
2-003-080 Bandage, Gauze, Compress, Cam- 
ouflaged, 4 by 4 inches: Each 4 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52 inches: Each 1 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: . Each 1 
3-829-400 Tourniquet, Elastic, 2% inches by 
Sat: Each 1 
9-232-125 
FOOD TESTING KIT, SCREENING: 
Container: Each 1 
Solution A (Cupric Chloride Crystals), 
7 Gm: Green Label. Bottle 1 
Solution B (Distilled Water, USP), 
7.5 ml: Blue Label. Bottle 1 
Solution C (Acetonyl Acetone), 
15 ml: Red Label. Bottle 1 
Reagent A(Cupric ChlorideCrystals), 
7 Gm: Green Label. Bottle 1 
Reagent B (Sodium Hydroxide 
Pellets) ACS, 1.5 Gm: Blue Bottle 1 
Label. 
Crayon D (Vesicant Detector 
Crayon, M7): White Label. Each 1 
Pad E (White Note Paper, 134 by 
2% inch): Each 1 
Red Dot (Arsenicals Test Paper), 
6s: Pkg 12 
Blue Dot (Mustard Test Paper), 6s: Pkg 12 
Silica Gel, 30 Gm: Pkg 1 
Medicine Droppers: 1 each Red, Each 3 
Blue and Green. 
9-244-125 
FURNITURE SET, TENT: 
Field Medical Unit No. 17. 
9-143-225 Chest, Field, 41 inches Long by 26 
: inches Wide by 19 inches Deep, 
Empty: Each 1 
7-095-840 Table, Office, Folding, Field, 3034 
by 271% inches: Each 1 
§ Cot, Canvas, Folding: Each 6 


§Note: Replacements to be procured from BuS&A. 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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OG-I. 


PRELIMINARY EDITION 


Stock No. 


9-115-150 
9-558-875 
1-069-000 
1-088-500 
*1-088-535 
1-106-647 
1-148-985 


1-179-000 
1-295-510 


1-384-450 
1-411-980 
1-415-000 
1-471-720 
1-471-755 
2-013-000 
2-024-000 
2-031-175 
3-492-400 
3-638-800 
3-804-100 


4-060-210 
*4-228-120 


9-115-150 
9-558-875 
1-010-000 
1-069-000 


*1-088-535 
1-106-647 


1-148-985 


1-179-000 
1-384-450 
1-411-980 
1-415-000 
1-471-720 


2-013-000 
2-024-000 


2-031-175 
3-638-800 


*4-228-120 
4-275-210 


Nomenclature and Description 


9-245-675 
GAS CASUALTY OUTFIT: 


Field Medical Unit No. 10. 


9-248-125—Gas Casualty Set, No. 1: 


Case, Carrying, Pack Type, Empty: Each 
Suitcase, Hard Fiber, 8 by 121% by 
241% inches: Each 


Amyl Nitrite Ampuls, 0.33 cc., (5 


minims), 12s: Pkg 
Bal in Oil Ampuls, 10%, 5cc.,10s: Box 
Bal Ointment, 4% oz: Tube 
Boric Acid Ointment, Special 

Formula, 4 oz: Tube 
Codeine Sulfate Tablets, 0.032 Gm. 

(% er.), 100s: Bottle 
Ether, Anesthesia, 14 lb: Can 
Morphine Tartrate Syrettes, 0.032 

Gm. (% gr.), 5s Pkg 
Protective Ointment, Vesicant 

Agent, 3 oz Tube 
Soap, Hard, 1 Ib: Cake 
Sodium Bicarbonate, 1 lb: Can 


Tetracaine Hydrochloride Ophthalmic 
Ointment, 5%, ¥% oz., 12s: Box 


Tetracaine Ointment, 0.5%, 10z: Tube 
Cotton, Absorbent, 1 oz: Pkg 
Gauze, Plain, Compressed, 36 

inches by 1 yard: Pkg 
Pad, Copper Sulfate Impregnated, 

Ss: Pkg 
Needle, Hypodermic, 18 Gage, 

2 inch, 12s: Box 
Scissors, Bandage, Lister, 5'44inch: Each 
Syringe, Luer, 10 cc: Each 
Bottle, Prescription, 8 oz., 12s: Pkg 
Dropper, Medicine, 12s: Pkg 


9-249-675—Gas Casualty Set, No. 2: 
Case, Carrying, Pack Type, Empty: Each 
Suitcase, Hard Fiber, 8 by 121% by 

2414 inches, Empty: Each 


Acetylsalicylic Acid Tablets, 0.324 


Gm. (5 gr.), 1000s: Bottle 
Amyl Nitrite Ampuls, 0.33 cc., 

(5 minims), 12s: Pkg 
Bal Ointment, 1% oz: Tube 
Boric Acid Ointment, Special 

Formula, 4 oz: Tube 
Codeine Sulfate Tablets, 0.032 

Gm. (% gr.), 100s: Bottle 
Ether, Anesthesia, 14 lb: Can 
Protective Ointment, Vesicant 

Agent, 3 oz: Tube 
Soap, Hard, 1 lb: Cake 
Sodium Bicarbonate, 1 Ib: Can 


Tetracaine Hydrochloride Ophthalmic 


Ointment, 5%, \% oz., 12s: Box 
Cotton, Absorbent, 1 oz: Pkg 
Gauze, Plain, Compressed, 36 

inches by 1 yard: Pkg 
Pad, Copper Sulfate Impregnated, 

36: Pkg 
Scissors, Bandage, Lister, 5% 

inch: Each 
Dropper, Medicine, 12s: Pkg 
Graduate, Glass, 500 ml:. Each 


COMP. 
JULY 1947 SUPP. 
Unit 
Stock No. Nomenclature and Description of Qty. 
Issue 
9-250-225—Gas Casualty Set, No. 3: 
9-115-150 Case, Carrying, Pack Type, Empty: Each 1 
1-384-450 Protective Ointment, Vesicant 
Agent, 3 oz: Tube 50 
*7-150-485 Apron, Rubberized Cloth: Each 2 
§ Gloves, Protective, Impermeable, 
Size 10 lb: et 8 
§ Overshoes, Rubber: Pai 8 
§Note: Replacements to be procured from BuS&A. 
9-251-675—Gas Casualty Set, No. 4: 
9-115-150 Case, Carrying, Pack Type,Empty: Each 1 
7-925-225 Suit, Gas Resistant, with Gloves 
and Socks: Set 8 
9-259-875 
LABORATORY OUTFIT: 
Field Medical Unit No. 39. 
9-260-125—-Laboratory Set, No. 1: 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
1-002-470 Acetic Acid, Glacial, 1 lb: Bottle 1 
1-003-000 Acetone, 1 Ib: Bottle 1 
1-099-010 Benzidine Dihydrochloride,5 Gm: Bottle 1 
1-106-598 Blood Serum, Loeffler’s, 14 Ib: Bottle 2 
1-160-900 Crystal Violet, 10 Gm: Bottle 1 
1-161-500 Cupric Sulfate, 1 Ib: Bottle 1 
1-214-510 Giemsa Stain Solution, 50 ce: Pkg 1 
1-228-460 Hydrochloric Acid, 1 lb: Bottle 1 
1-235-000 Iodine, %4 lb: Bottle 1 
1-246-950 Lactic Acid, 1 oz: Bottle il 
1-288-800 Methyl Orange, 10 Gm: Bottle 1 
1-302-800 Nutrient Agar, 1 lb: Bottle 2 
1-302-900 ‘Nutrient Broth, 1 lb: Bottle 2 
1-339-920 Phenol, 1 lb: Bottle 1 
1-367-000 Potassium Iodide, 1 lb: Bottle 1 
1-398-300 Safranin 0, 10 Gm: Bottle 2 
1-429-520 Sodium Chloride Tablets, 2.25 
Gm. (34.7 gr.), 100s: Bottle 3 
1-429-800 Sodium Citrate, 14 lb: Bottle 1 
1-434-000 Sodium Hydroxide, 1% lb: Bottle 2 
1-448-200 Sodium Sulfide, Anhydrous, 1 lb: Bottle 1 
1-491-700 Water for Injection, 50 cc., 25s: Box 24 
1-496-010 Wright’s Stain, qs 120 cc: Pkg 2 
3-492-400 Needle, Hypodermic, 18 gage, 2 
inch, 12s: Box ras 
3-804-100 Syringe, Luer, 10 cc: Each 6 
4-033-500 Beaker, 400 ml: Each 4 
4-060-120 Bottle, Prescription, 1 oz., 12s: Pkg 1 
4-060-180 Bottle, Prescription, 4 oz., 12s: Pkg 1 
4-060-210 Bottle, Prescription, 8 oz., 12s: Pkg 1 
4-060-240 Bottle, Prescription, 16 oz., 12s: Pkg 1 
4-095-550 Brush, Test Tube, 14% inch diam- 
eter: Each 2 
4-102-820 Burner, Alcohol, Barthel Type: Each 1 
4-142-000 Tube, Centrifuge, Glass, Conical 
Bottom, Grad., 15 ml., 12s: Pkg 2 
4-143-000 Tube, Centrifuge, Glass, Conical 
Bottom, Ungrad., 15 ml., 12s: Pkg 1 
4-189-000 Cover Glass, Micro, 22 mm. 
Square, 4 oz: Box 1 
4-200-000 Cylinder, Graduated, 100 ml: Each 2 
4-220-000 Dish, Petri: Pair 6 
4-245-000 Flask, Erlenmeyer, 500 ml: Each 6 
4-258-000 Flask, Volumetric, 500 ml: Each 2 
4-268-050 Funnel, Glass, Smooth, 65 mm: Each 4 
4-275-085 Graduate, Glass, 30 ml: Each 1 


Continued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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JULY 1947 


Unit 
Stock No. Nomenclature and Description of Qty. 
Issue 
9-260-125 (Cont’d) 
*4-276-925 Hemacytometer Pipette, Red 
Corpuscle: Each 2 
*4-276-935 Hemacytometer Pipette, White 
Corpuscle: Each 3 
*4-277-000 Hemacytometer Set, Complete: Set Ys 
4-365-030 Paper, pH Indicator, 100 Strips: Bottle 3 
4-372-100 Pipette, Serological, 0.25 ml: Each 4 
4-373-000 Pipette, Serological, 1 ml: Each 24 
4-375-000 Pipette, Serological, 10 ml: Each 4 
4-430-300 Test Tube, Antigen Dilution, 17 
mm. by 55 mm., Kahn, 12s: Pkg 4 
4-433-450 Test Tube, 12 by 75 mm., 12s: Pkg 4 
4-433-750 Test Tube, 13 by 100 mm., 12s: Pkg 2 
4-434-950 Test Tube, 16 by 150 mm., 12s: Pkg 2 
4-435-250 Test Tube, 25 by 150 mm., 12s: Pkg 1 
4-459-250 Tubing, Glass, Soft, Assorted, 25s: Pkg 1 
4-470-000 Urinometer, Squibb: Each 2 
9-261-450—Laboratory Set, No. 2: 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
1-048-000 Alcohol, 1 qt: Can 2 
4-017-195 Balance, Harvard Trip, Double 
Beam: Each 1 
4-018-830 Weights, Harvard Trip Balance, 100 
Gm. to 1000 Gm: Set 1 
4-128-960 Centrifuge, Hand: Each 1 
4-287-065 Illuminator, Microscope, Substage, 
Daylight, 110 Volt, AC-DC: Each 1 
4-315-000 Microscope, Monocular: (Remove 
pipettes for red and white cor- ; 
puscles). Each 1 
4-424-100 Support, Test Tube, Kahn, Rub- 
ber Covered: Each 2 
9-314-675 Microscope Accessory Kit: Each 1 
10-230-280 Practical Bacteriology, Haemato- 
logy and Animal Parasitology, 
9th Edition, 1938: Each 1 
Laboratory Set, No. 3: 
4-292-004 Incubator, Bacteriological, Small, 
Combination: Each 1 
9-262-825 
‘LITTER SET, FOLDING LITTERS, COMBAT PACK TYPE: 
Field Medical Unit No. 9. 

9-128-325 Case, Litter Set, Empty: Each 1 
7-837-205 Litter, Folding, Aluminum Pole: Each 4 
9-265-175 
LITTER AND SPLINT SET: 

Field Medical Unit No. 14. 

9-129-825 Case, Litter and Splint Set, Empty: Each 1 
3-725-300 Splint, Leg, Half Ring, Thomas: Each 2 

3-725-500 Splint Support and Foot Rest, Im- 

proved: Each 4 
3-745-800 Strap, Splint: Each 2 
3-745-900 Strap, Splint, 36 inches, with 

Buckle: Each 2 
7-837-905 Litter, Straight, Aluminum Pole: Each 4 


Stock No. Nomenclature and Description 


9-276-225 
MEDICAL MAINTENANCE RESUPPLY SET, 
BEACH BATTALIONS: 


9-277-875 Bag, Barracks, Water-Repellent: | Each 
9-278-125 Bag, Clothing, Waterproof: Each 
1-295-510 Morphine Tartrate Syrettes, 0.032 
Gm. (1% gr.), 5s: Pkg 
1-463-490 Sulfanilamide, 44 lb: Bottle 
*1-607-104 Plasma, Normal Human, Dried, 
500 ce: Pkg 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52 inches: Each 
2-012-600 Cellulose, Absorbent, 2 Ib: Pkg 
2-017-425 Dressing, First Aid, Camouflaged, 
Large: Each 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: Each 
*2-035-600 Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: Spool 
3-721-200 Splint, Basswood, 12s: Pkg 
# First Aid for Battle Casualties, 
Manual: Each 
# Emergency Medical Tag, 25 Sets: Pad 


Qty. 


mm bo 


2 
2 


#Note: Replacements to be procured from Publications 


Distribution Centers. 


9-300-350 
MEDICAL MAINTENANCE SUPPLY OUTFIT, 
BEACH PARTY: 


,9-301-675—Medical Maintenance Supply Set, No. 
9-115-150 Case, Carrying, Pack Type, Empty: Each 
9-558-875 Suitcase, Hard Fiber, 8 by 12144 by 

241% inches: Each 
1-048-000 Alcohol, 1 qt: Can 
1-104-075 Bismuth Subcarbonate Tablets, 

0.324 Gm. (5 gr.), 500s: Bottle 
1-106-712 Brandy, 2 oz: Bottle 
1-285-415 Mercury Oxycyanide, 1 oz: Bottle 
1-285-705 Merthiolate Tincture, 1 pt: Bottle 
1-295-510 Morphine Tartrate Syrettes, 0.032 

Gm. (% gr.), 5s: Pkg 
1-301-805 Nikethamide Injection, 25%, 1% 

CGi0S: Box 
1-323-030 Opium Tincture, Camphorated, 1 

pt: Bottle 
1-336-000 Petrolatum, Liquid, 1 qt: Can 
1-338-025 Petrolatum, White, 1 Ib: Can 
1-339-600 Phenobarbital Tablets, 0.032 Gm. 

(% gr.), 100s: Bottle 
1-413-725 Sodium Amytal Capsules, 0.2 Gm. 

(3 gr.), 500s: Bottle 
1-417-020 Sodium Bicarbonate Tablets, 0.6 

Gm. (10 gr.), 1000s: Bottle 
1-501-990 Zinc Oxide Ointment, 1 oz: Tube 
2-002-200 Bandage, Cotton, Elastic, 3 inches 

by 5% yards, 12s: Pkg 

*2-035-600 Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: Spool 


Continued 


a 
- 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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SUPP. 


PRELIMINARY EDITION JULY 1947 

Unit Unit 
Stock No. Nomenclature and Description of Qty. Stock No. Nomenclature and Description of Qty. 
Issue | Issue | 
9-301-675 (Cont’d) 9-304-125—Medical Maintenance Supply Set, No. 5: | 

*4-228-120 Dropper, Medicine, 12s: Pkg 1 9-115-150 Case, Carrying, Pack Type, Empty: Each 1 

f none, pee Foolscap: et 1 . 
ook, Memorandum: Eac 5 * : 

st Flashlight, Hand: Each 5 1-607-104 Berns Normal Human, Dried, = 4 

§ Matches, Safety, 12 Boxes: Pkg 1 ec: g 
+ Note: Stationery and Office Supplies required may be 
oS from Organizational Quartermaster or Supply 9-304-875—-Medical Maintenance Supply Set, No. 6: 

cer. 

§Note: Replacements to be procured from BuS&A. 9-558-975 Suitcase, Hard Fiber, 11 by 17 by is ; 
tNote: Dry cell battery to be procured by activity from 30 inches: Each 1 
BuS&A. 
*1-088-535 Bal Ointment, 1% oz: Tube 75 
9-302-125—-Medical Maintenance Supply Set, No. 2: 1-384-450 Protective Ointment, | Vesicant 
Agent, 3 oz: Tube 75 
9-115-150 Case, Carrying, Pack Type, Empty: Each 1 1-462-190 Sulfadiazine Tablets, 0.5 Gm. (74% 
9-558-875 Suitcase, Hard Fiber, 8 by 1214 by gr.), 8s: Pkg 75 
241% inches: Each 1 2-017-455 Dressing, First Aid, Individual 
; = ids: Camouflaged, Small: Each (iB 
llent, Insect, 2 oz: Bottle 75 
1-106-712 Brandy, 2 oz: Bottle 20 ‘eee , 
Paeeis. Melcasy Oxyevanide. t.c2 Bottle 1 §Note: Replacements to be procured from BuS&A. 
1-285-705 Merthiolate Tincture, 1 pt:" Bottle 1 
1-295-510 Morphine Tartrate Syrettes, 0.032 ; 9-305-125 
Gm. (% gr.), 5s: Pkg 10 
1-301-805 Nikethamide Injection, 25%, 1% * ; MEDICAL OUTFIT, AID STATION AND 
ce. 55! Ox be 
ear Petrolatum, Liquid, e 4 ro ; DISPENSARY, A: 
1-338-025 Petrolatum, White, 1 lb: an : . : 
1-413-725 Sodium Amytal Capsules, 0.2 Gm. Bia Field Medical Unit No. 5A, 
r.), 500s: ottle = é : 
1-501-990 Zine Oarde Ointment, 1 oz: Tube 2 9-115-150 Case, Carrying, Pack Type, Empty: Each 1 
2-002-200 Bandage, Cotton, Elastic, 3 inches 9-558-875 ie re Fiber, 8 by 1274 by Each \ 
by 5% yards, 12s: Pkg 1 74 inches: on 
*2-035-600 Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: Spool 6 1-048-000 Alcohol, 1 qt: Bottle 1 
3-245-500 Depressor, Tongue, Wood, 100s: Box 5 1-086-000 Atropine Sulfate Tablets, 0.4 mg. 

T Book, Blank, Foolscap: Each 1 (1/150 gr.), 20s: Tube 1 

¥ Book, Memorandum: Each 4 1-106-640 Boric Acid, 1 lb: Bottle 1 

§ Matches, Safety, 12 Boxes: Pkg 1 1-106-647 Boric Acid Ointment, Special 
t Note: Stationery and Office Supplies required may be Formula, 4 oz: Tube 4 
obtained from Organizational Quartermaster or Supply *1-175-330 Epinephrine Hydrochloride Injec- 

Officer. tion, 1:1000, 1 oz: Bottle 1 
§Note: Replacements to be procured from BuS&A. 1-175-850 Epinephrine Tablets, 0.4 mg. (1/166 
1-179 a ob hesia, 14 Ib eee: 
x ‘ 5 -179-000 ther, Anesthesia, 14 lb: an 
9-303-675—-Medical Maintenance Supply Set, No. 3: 1-235-120 Iodine Tincture, 10’cc., 3s: Pkg 2 
9-115-150 Case, Carrying, Pack Type, Empty: Each 1 1-295-510 Morphine Tartrate Syrettes, 0.032 
9-558-875 Suitcase, Hard Fiber, 8 by 124 by Gm. (7 gr.), 5s: Pkg 4 
241% inches: Each 1 1-295-525 | Morphine and Atropine Sulfate 
Tablets, 20s: Tube 5 
3 1-301-805 Nikethamide Injection, 25%, 1% 
2-027-000 Muslin, Unbleached, 36 inch: Yard 25 cc., 5s: Box 1 
3-038-200 Applicator, Wood, \% by 12 inches, 1-330-805 Pentothal Sodium Ampuls, 0.5 
500s: : Pkg 1 Gm, (7% gr.), 25s: Box 1 
3-624-100 Rope, Cotton, Braided, %% inch, 1-339-905 Phenol, 314 oz: . Each 1 
100 ft: Hank 10 1-380-200 Procaine Hydrochloride Ampuls, 
3-721-200 Splint, Basswood, 12s: Pkg 2 0.1 Gm. (11% gr.), 10s: Box 2 
§t Flashlight, Hand: Each 5 1-380-900 Procaine Hydrochloride Ampuls, 

§ Matches, Safety, 12 Boxes: Pkg 2 0.02 Gm. (1 1/3 gr.), 2cc., 12s: Box 1 
§Note: Replacements to be procured from BuS&A. 1-412-125 Soap, Soft, Liniment, 3 oz: Bottle 1 
{tNote: Dry cell battery to be procured by activity from 1-413-705 Sodium Alurate Tablets, 0.115 
BuS&A. Gm. (134 gr.), 500s: Bottle 1 

1-462-200 ee too Tablets, 0.5 Gm. (7% ieee : 
-202- : F ‘ : gr.), 1000s: ottle 

9-303-950—Medical Maintenance Supply Set, No. 4 1-463-490 Sulfanilamide, 14 Ib: Bate 1 
9-115-150 Case, Carrying, Pack Type,Empty: Each 1 1-491-700 Water for Injection, 50 cc., 25s: Box 4 
2-003-180 Banco ee mrey Aedcmgieed me ee 

3-721-200 Splint, Basswood, 12s: Pkg 2 wks Sa ee ee ae. Bee 
7-085-400 Stove, Gasoline, $,000 B.T.U., One ikke laa aii cc icatiae  a RS 

Burner: Each 1 Continued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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COMP. 
SUPP. JULY 1947 
Unit Unit 
Stock No. Nomenciature and Description of Qty. Stock No. Nomenclature and Description of Qty. 
’ Issue Issue 
9-305-125 (Cont’d) 9-306-775 (Cont'd) 
2-017-425 Dressing, First Aid, Camouflaged, 1-106-640 Boric Acid, 1 Ib: Bottle 1 
Large: Each 4 *1-175-330 Epinephrine Hydrochloride Injec- 
2-017-435 Dressing, First Aid, Camouflaged, tion, 1:1000, 1 oz: Bottle 1 
Small: Each 10 1-175-850 Epinephrine Tablets, 0.4 mg. (1/166 
2-024-000 Gauze, Plain, Compressed, 36 gr.), 20s: Tube 1 
inches by 1 yard: Pkg 24 1-179-000 Ether, Anesthesia, 14 lb: Can 6 
*3-397-900 Gloves, Surgeons, Size 814: Pair 2 1-235-120 Iodine Tincture, 10 cc., 3s: Pkg 2 
3-493-900 Needle, Hypodermic, 21 Gage, 114 1-295-510 Morphine Tartrate Syrettes, 0.032 
inch, 12s: Box Gm. (4 gr.), 5s: Pkg 10 
3-495-400 Needle, Hypodermic, 23 Gage, 34 1-295-525 Morphine and Atropine Sulfate 
inch, 12s: Box 2 Tablets, 20s: Tube 5 
3-594-800 Razor, Safety, Straight Type: Each 1 1-301-805 Nikethamide Injection, 25%, 1% 
3-594-810 Blade, Straight Safety Razor, 5s: Pkg 2 ec, 58: Box 5 
3-638-800 Scissors, Bandage, Lister, 5% 1-330-805 Pentothal Sodium Ampuls, 0.5 
inch: : Each Gm. (71% gr.), 25s: Box 1 
*3-742-300 Stethoscope, Ford: Each 1 1-336-000 Petrolatum, Liquid, 1 qt: Can 1 
3-767-900 Suture, Silk, Braided, Single 1-339-905 Phenol, 31% oz: Each 1 
Armed, Size 0, 12s: Pkg 12 1-380-200 Procaine Hydrochloride Ampuls, 
3-767-940 oe. eet Braided, Single 0.1 Gm. (11% gr.), 10s: Box 2 
rmed, Size 2, 12s: Pkg 12 1-380-900 P i Hydrochloride A 1 
3-780-100 Suture, Surgical Gut, Boilable, 0:02 Gan (1174 aes 2 Ge dee. Bae a 
Type A, Plain, Single Armed, 1-412-125 Soap, Soft, Liniment, 3 oz: Bottle 1 
Size 0, 12s: , Pkg 2 1-413-705 Sodium Alurate Tablets, 0.115 
3-781-500 Suture, Surgical Gut, Boilable, Gm. (134 gr.), 500s: Bottle 1 
Type B, Mild Treatment, Single 1-462-200 Sulfadiazine Tablets, 0.5 Gm. (7144 
Armed, Size 0, 12s: Pkg 2 ; gr.), 1000s: Bottle 1 
3-803-800 Syringe, Luer, 2 cc: Each 2 1-463-490 Sulfanilamide, 14 lb: Bottle 1 
3-804-100 Syringe, Luer, 10 cc: : Each 1 1-491-700 Water for Injection, 50 cc., 25s: Box 4 
3-829-400 Tourniquet, Elastic, 244 inches by 2-003-180 Bandage, Gauze, Compressed, 
5 feet: Each 6 Camouflaged, 2 inches by 6 yds: Each 48 
6-120-000 Pencil, Skin: Each i 9-008-000 Band Muslii. 3-tndhesdspos 
7-178-000 Towel, Hand: Each 6 rosea ary ran Be oa, 4 iS 
7-725-925 Brush, Hand: Each 1 Lome ins See 
7-807-000 Glass, Medicine, 1 oz: Each 2 a ee es ee Pap oras 
7-932-000 Thermometer, Clinical, Oral: Each 1 2-017-425 Dressing, First Aid, Camouflaged, 
7-939-945 Tray, Instrument, CRM, 2 by 8% Large: Each 4 
by 10 inches: Each 2 2-017-435 Dressing, First Aid, Camouflaged, 
9-235-875 Forceps Set, Hemostatic Forceps: Set 1 Small: Each 10 
9-575-225 Surgical Instrument Kit, General 2-024-000 Gauze, Plain, Compressed, 36 
Surgery: ‘Each 1 inches by 1 yard: Pkg 24 
# Emergency Medical Tag, 25 Sets: Pad 1 *2-034-510 Plaster, Adhesive, Surgical, 2 
T Pencil, Lead, Hard: Each 2 inches by 5 yards: Spool 2 
tT Book, Memorandum: Each 1 3-249-800 Cement, Dermatome, Special, 1 pt: Can 1 
Flashlight, Hand: Each 1 *3-397-900 Gloves, Surgeons, Size 84: Pair 2 
#Note: Replacements to be procured from Publications 3-493-900 Needle, Hypodermic, 21 Gage, 114 
toes oh Centers. eee ean 4 i inch, 12s: Box 1 
ote: Stationery an ce Supplies required may be : : 
obtained from Organizational Quartermaster or Supply 3-495-400 Needle, Hypodermic, 23 Gage, 74 
Ofiter, inch, 12s: Box 
§Note: Replacements to be procured from BuS&A. 3-721-200 Splint, Basswood, 12s: Pkg 
tNote: Dry cell battery to be procured by activity from 3-767-900 Suture, Silk, Braided, Single 
BuS&A. Armed, Size 0, 12s: . Pkg 12? 
3-767-940 Suture, ; Braided, Single 
Armed, Size 2, 12s: Pkg 12 
9-306-775 3-780-100 Suture, Surgical Gut, Boilable, 
MEDICAL OUTFIT, AID STATION AND Type A, Plain, Single Armed, 
Size 0, 12s: Pkg 24 
DISPENSARY, B: 3-781-500 Suture, Surgical Gut, Boilable, 
i i : Type B, Mild Treatment, Single 
Field Medical Unit No. 5B. Armed, Size 0, 12s: Pkg 24 
, 3-803-800 Syringe, Luer, 2 cc: Each 2 
9-115-150 Case, Carrying, Pack Type, Empty: Each 1 3-804-100 Syringe, Luer, 10 cc: Each 1 
9-558-875 Suitcase, Hard Fiber, 8 by 124 by : 3-829-400 Tourniquet, Elastic, 24 inches by 
241% inches: Each 1 5 feet: Each 6 
*5-530-150 Rubber, Dam, 9 ft: Roll 1 
1-048-000 Alcohol, 1 qt: Can 2 7-178-000 Towel, Hand: Each 6 
1-086-000 Atropine Sulfate Tablets, 0.4 mg. 7-725-925 Brush, Hand: Each 2 
: (1/150 gr.), 20s: Tube 1 7-878-000 Pins, Safety, Medium, 12s: Card 1 
Continued Continued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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Stock No. 


Nomenclature and Description 


9-306-775 (Cont'd) 


or a Thermometer, Clinical, Oral: 


+ 
Tt 


§t 
#Note: 


Emergency Medical Tag, 25 Sets: 


Pencil, Lead, Hard: 
Book, Memorandum: 


Flashlight, Hand: 
Replacements to be procured from Publications 


Distribution Centers. 
t Note: Stationery and Office Supplies required may be 
obtained from Organizational Quartermaster or Supply 


fficer. 


Each 


§Note: Replacements to be procured from BuS&A. 
tNote: Dry cell battery to be procured by activity from 


BuS&A 


9-142-125 


1-061-100 
1-106-647 


1-121-220 
1-129-124 
1-235-120 
1-263-020 
1-330-320 


1-338-025 
1-384-108 


1-415-000 
1-463-490 
1-467-050 
1-502-000 
2-006-204 
2-006-206 


2-014-000 
2-017-455 


2-022-000 
2-027-000 
*2-035-600 


2-041-200 
3-038-200 


3-245-205 
3-333-600 


3-346-800 
3-638-800 
3-732-800 
3-780-100 
3-781-500 


3-829-400 


9-313-125 


Field Medical Unit No. 18. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Ammonia Spirit, Aromatic, 44 pt: 

Boric Acid Ointment, Special 
Formula, 4 oz: 

Camphor and Soap Liniment Pow- 
der, 57 Gm: 

Castor Oil, 1 qt: 

Iodine Tincture, 10 cc., 3s: 

Magnesium Sulfate, 2% lb: 

Penicillin Ophthalmic Ointment, 4% 
oz., 12s: 

Petrolatum, White, 1 Ib: 

Prophylactic, Chemical, Individual, 
50s: 


Sodium Bicarbonate, 1 Ib: 
Sulfanilamide, 14 lb: 
Sulfur Ointment, 1 Ib: . 
Zinc Oxide Ointment, 1 Ib: 
ee Gauze, Roller, Camou- 
aged, 2 inches by 6 yards, 12s: 
i age, Gauze, Roller, Camou- 
flaged, 3 inches by 10 yards, 12s: 
Cotton, Absorbent, 1 Ib: 
Dressing, First Aid, Individual 
Troop, Camouflaged, Small: 
Gauze, Plain, 36 inches by 25 yds: 
Muslin, Unbleached, 36 inch: 
Plaster, Adhesive, Surgical, Cam- 
ouflaged, 1 inch by 5 yards: 
Suspensory, 12s: 
det emma Wood, \% by 12 inches, 
ce 


Depressor, Tongue, Metal, Weder: 


Forceps, Dressing, Straight, 5% 
inch: 
Forceps, Hemostatic, Straight, 


Kelly, 51% inch: 

Scissors, Bandage, Lister, 51% inch: 

Splint, Wire Mesh, 514 inches by 
1 yard: 

Suture, Surgical Gut, Boilable, 
Type A, Plain, Single Armed, 
Size 0, 12s: 

Suture, Surgical Gut, Boilable, 
Type B, Mild Treatment, Single 
Armed, 'Size 0212s; 

Bhat cal Elastic, 24% inches by 

ce 


Continued 


MEDICAL OUTFIT, DETACHMENT: 


Each 


Bottle 
Tube 


Pkg 
Each 


mR Doe 


Nore 


an 


n 


COMP. 
JULY 1947 SUPP. 
Unit 
Stock No. Nomenclature and Description of 
Issue 
9-313-125 (Cont'd) 
*3-853-100 Tube, Colon, 30 Fr: Each 1 
3-853-900 Tube, Connecting, Straight, Glass, 
12s: Pkg 2 
4-180-000 Clamp, Mohr’s Pinchcock: Each 1 
*4-460-720 Tubing, Rubber, 14 inch Inside 
Diameter, 44 inch Wall: Foot 24 
*7-706-425 Bag, Hot Water or Ice, Combina- 
tion: Each 2 
7-710-945 Basin, Wash, CRM, 4% qt: Each 1 
7-807-000 Glass, Medicine, Loz: Each 2 
7-822-075 Irrigator, CRM; 2 at: Each 1 
7-877-000 Pins, Safety, Large, 12s: Card 1 
7-878-000 Pins, Safety, Medium, 12s: Card 1 
7-879-110 Pins, Straight, 240s: Paper 1 
7-932-000 Thermometer, Clinical, Oral: Each y. 
10-910-000 Medical Compend for Command- 
ers of Naval Vessels, Revised 
1942 Edition: Each 1 
9-3 14-675 
MICROSCOPE ACCESSORY KIT: 
9-130-750 Case, Microscope Accessory Kit, 
Empty: Each 1 
1-070-000 Aniline, 4 lb: Bottle 1 
1-097-150 Basic Fuchsin, 10 Gm: Bottle 4 
1-131-000 Cedar Oil, Immersion, 1 oz: Bottle 1 
1-160-900 Crystal Violet, 10 Gm: Bottle 1 
1-189-000 Ferric Ammonium Sulfate, 44 lb: Bottle 1 
1-214-510 Giemsa Stain Solution, 50 cc: Pkg 1 
1-290-700 Methylene Blue, 10 Gm: Bottle 1 
1-398-300 Safranin O, 10 Gm: Bottle 2 
1-496-010 Wright’s Stain, qs 120 cc: Pkg 1 
1-497-000 Xylene, 1 lb: Bottle 1 
4-220-000 Dish, Petri: Pair 3 
*4-228-120 Dropper, Medicine, 12s: Pkg 1 
4-260-300 Forceps, Micro Cover Glass: Each 2 
4-260-315 Forceps, Micro Slide: Each 3 
4-281-180 Hemoglobin Scale, Tallquist: Each 1 
4-286-000 Holder, Needle, Kolle, 10 inch: Each 1 
4-301-000 Jar, Coplin: Each 2 
4-312-000 Label, Micro Slide, 500s: Book 1 
4-357-650 Paper, Filter, Blotting, 250 mm. 
Square, 100s: Pkg 1 
4-365-030 Paper, pH Indicator, 100 Strips: Bottle 1 
4-365-210 Pencil, Wax, Blue, 12s: Pkg £/12 
4-365-220 Pencil, Wax, Red, 12s: Pkg 1/12 
4-395-000 Slide, Glass, Micro, Plain, 25 by 75 
mm., 72s: Box 2 
4-395-885 Slide, Glass, Microculture, Double 
Concavity: Each 12 
4-489-000 Wire, Platinum, No. 22: Inch 1 
9-480-875 
PHARMACY OUTFIT: 
Field Medical Unit No. 38. 
9-482-775—Pharmacy Set, No. 1: 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
4-018-400 Balance, Prescription, 120 Gm. 
Capacity: Each 1 
4-018-850 Weights, Prescription Balance: Set 1 
4-267-100 Funnel, Glass, Ribbed, 16 oz: Each 2 


Continued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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NADEE HAs 


SURGEON: 


COMP. / 
SUPP. JULY 1947 PRELIMINARY EDITION 
| | Unit | Unit 
Stock No. | Nomenclature and Description | ; - Qty. | Stock No. Nomenclature and Description : of 
ssue ssue 
9-482-775 (Cont’d) 9-486-625 (Cont’d) 
4-355-715 Mortar and Pestle, Porcelain, 186 aon : 3-540-800 Otoscope and Ophthalmoscope 
mm: ac Set, Electric: Set 
4-397-350 Spatula, 3 inch Blade: Each 1 *3-713-100 Sphygmomanometer, Aneroid: Each 
4-397-365 Spatula, 6 inch Blade: Each 1 *3-713-200 Sphygmomanometer, Mercurial: Each 
4-401-200 ks Support, Base ae) i *3-742-300 Stethoscope, Ford: Each 
6 by 9 inches: ac 3-885-680 Vision Test Card, Astigmatic Dial, 
4-405-500 Still, Water, Portable, 2 qt: Each 1 Green: ‘ Each 
7-085-400 Stove, Gasoline, 5,000 B.T.U., One 3-885-720 Vision Test Card, Black Back- 
Burner: Each 1 ground, Distant Vision, Snellen: Each 
7-344-000 Pan, Sauce, CRM, 2 qt: Each 2 3-885-800 Vision Test Card, Illiterates: Each 
7-879-945 Pitcher, CRM, 3 qt: Each 1 3-885-840 Vision Test Card, Near Vision, 
3 Corkscrew: Each 1 Unrelated Letters: Each 
§Note: Replacements to be procured from BuS&A. 3-885-880 . Vision Test Card, Reversed Letters, 
sees . Distant Vision, Snellen: Each 
422-1 95 ; -885-920 ision Test Card, White Back- 
9-dea=126-—Pharmacy Set, No. 2: ground, Distant Vision, Snellen: Each 
9-142-125 Chest, Field, 30 inches Long by 19 3-885-930 Vision Test Instruction Pamphlet: Each 
inches Wide by 17 inches Deep, 3-885-960 bee Test Set, Color Vision, 46 
Empty: Each 1 ate: et 
7-150-425 Apron, Cotton, White: Each 
7-178-000 Towel, : 

*1-124-510 Capsule, Gelatin, Pharmaceutical, 7-710-945 Basin: won CRM, 4% at: Sot 
Pee hotels Becctiption, 2 oc, 1dr Pee 1 FONG” Wine Wao eee antes: Ee 
-Q60- ’ iption, ” : -929- ape, Measuring, Fabric, 60 inch: Eac 
4-060-180 Bottle, Prescription, 4 0z., 12s: Pkg 1% 7-932-000 Thermometer, Cleat: Oral: Each 
4-060-210 Bottle, Prescription, 8 oz., 12s: Pkg 1 gt Flashlight, Hand: Rack 
ice teae Gaus Vane 4 ck oeiey 128; oe a phot: Reve ne to be procured from BuS&A. 

4.275.120 Gendunte. Glass, 125 ml: Ser > Hala ry cell battery to be procured by activity from 
4-275-210 Graduate, Glass, 500 ml: Each 2 
pict eA Jar, Siete 1 ene 12s: Box 2 9-487-275 
4-305-436 Jar, Ointment, 1 Ib: Each 6 
4:361-000 Paper, Filter, Qualitative, 250 PHYSICAL EXAMINATION KIT, FLIGHT 
mm., 100s: Pkg 4 Field Medical Unit No. 34. 
*4-460-720 Tubing, Rubber, 4% inch Inside 
Diameter, 4% inch Wall: Foot 24 9-142-125 Chest, Fieid, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
: : Empty: Each 
# Label, Direction, 100s: Pad 1 ee! = 
; ae Tie adhe Butea 300 Fag : 1-228-025 Homatropine Hydrobromide, 0.0013 
Dace. Each 2 Gm.(1/S0gr.) and Cocaine Hydro- 
t Pad, Memorandum: Each 4 chloride, 0.0013 Gm. (1/50 gr.), 
t Pencil, Lead: Each 4 Ophthalmic. Disc, 25s: Tube 
} Shines: Teale: Rach 1 *3-085-400 Bag, Ear, Politzer, 8 oz: Each 
§ Opener, Can, Small: Each 2 3-247-500 mea Perception Apparatus, Port- sie 
§ Twine, Cotton, % lb: Ball 2 ou: ‘ tes 
#Note: Replacements to be procured from Publications 3-461-550 Lens Set, Trial, Portable, Small: Set 
iat ae eoa Centers. : 3-540-800 pie soe and Ophthalmoscope Set, a 
+ Note: Stationery and Office Supplies required may be ies t 
obtained from Organizational Quartermaster or Supply 3-554-800 Phorometer, Floor Stand Type: Each 
oer L480 Ketncome lees Each 
z -628- ule, Refracting, Prince: ac 
§Note: Replacements to be procured from BuS&A. 3628-240 Card Te Prince” Relveckie 
ule: Each 
9-486-625 3-689-600 Spectacles, Smoked Lens: Each 
PHYSICAL EXAMINATION KIT: gee skeen a 
-742- tethoscope, Ford: Eac 
; d : 3-885-68 ision T i ic Di 
Misia Medical init Noes: 8 0 oe si Card, Astigmatic Dial, ae 
9-142-125 Chest, Field, 30 inches Long by 19 SB CT2O VE ee eae ere ee 
SAR GRAN in hie 47 saictien Dee ground, Distant Vision, Snellen: Each 
Haines: y P, Back 1 3-885-800 Vision Test Card, Illiterates: Each 
Pry 3-885-840 Vision Test Card, Near Vision, 
Unrelated Letters: Each 
*3-085-400 Bag, Ear, Politzer, 8 oz: Each 1 3-885-880 Vision Test Card, Reversed Letters, 
3-245-500 Depressor, Tongue, Wood, 100s: Box 20 Distant Vision, Snellen: Each 
3-407-900 Headband, Mirror, Jefferson: Each 1 3-885-920 Vision Test Card, White Back- 
3-475-200 Mirror, Head, 3% inch Diameter, ground, Distant Vision, Snellen: Each 
Y% inch Opening: Each 1 3-885-930 Vision Test Instruction Pamphlet: Each 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
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replaced from fresh stock prior to putting the unit in active use. 
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OG-l 


PRELIMINARY EDITION 


Stock No. Nomenclature and Description ee Qty. 
Issue 
9-487-275 (Cont’d) 
3-885-960 Vision Test Set, Color Vision, 46 
Plate: Set 1 
3-889-200 Watch, Stop: Each 1 
7-178-000 Towel, Hand: Each 3 
7-929-000 Tape, Measuring, Fabric, 60 inch: Each 2 
7-932-000 Thermometer, Clinical, Oral: Each 2 
# Physical Examination for Flying: Sheet 100 
# Schneider Index Chart: Each 5 
T Pencil, Lead: Each 3 
Flashlight, Hand: Each 1 


#Note: Replacements to be procured from Publications 
Distribution Centers. 

tf Note: Stationery and Office Supplies required may 
be obtained from Organizational Quartermaster or 
Supply Officer: 

§Note: Replacements to be procured from BuS&A. 
tNote: Dry cell battery to be procured by activity from 
BuS&A. 


9-493-425 
POSTMORTEM KIT: 

Case: Each 1 
Case, Metal: ‘Each 1 
3-191-300 Chisel, Bone, 18 mm: Each 1 

3-259-400 Director, Grooved, Probe Point, 
5% inch: Each 1 

3-311-800 Forceps, Bone Cutting, Straight, 
Liston, 834 inch: ” Each 1 

3-334-200 Forceps, Dressing, Uterine, Curved, 
Bozeman, 10 inch: Each 1 

3-347-100 Forceps, Hemostatic, Straight, 
Rankin, 614 inch: Each 2 
3-379-900 Forceps, Tissue, Spring,5’4%inch: Each 2 
3-403-300 Gouge, Bone, 12 mm: Each 1 

3-437-100 Knife, Cartilage, Postmortem, 7 
inch: Each 2 
3-449-900 Knife, Plaster, 5 inch: Each 1 
3-468-400 Mallet, Metal, Orthopedic: Each 1 


3-522-300 Needle, Suture, Postmortem, Half 
Curved, Cutting Edge, 5 inch: Each 3 
1 


3-538-400 Osteotome, Stille, 30 mm: Each 
3-569-500 Probe, General Operating, Straight, 
10 inch: Each 1 
3-631-100 Saw, Amputating, Satterlee, 8 inch 
Blade: Each 1 
3-642-100 Scissors, Enterotomy, 8 inch: Each 1 
3-680-280 Sound, Urethral, Curved, Van 
Buren, 18 Fr: Each ae 
Knife, Amputating, 614 inch Blade, 
Double Edged: Each 1 
Knife, Operating, 2 inch Blade: Each 2 
Rachiotome: Each 1 
Scissors, Operating, 61% inch, 
Straight, Double Blunt: Each 2 
9-521-125 


RADIOGRAPHIC OUTFIT, FIELD, 110 VOLT, 
60 CYCLE, AC: 


Field Medical Unit No. 40. 


6-125-700— Radiographic Unit, Portable, With Mobile 
Stand, 15 MA, 110 Volt, 60 Cycle, AC: 


9-521-375—Radiographic Supply Set, No. 1: 


4-182-000 Clock, Interval Timer: Each 1 
*6-009-000 Cassette, 8 by 10 inches: Each 1 
*6-011-000 Cassette, 14 by 17 inches: Each 1 

Continued 


JULY 1947 


Unit 
Stock No. | Nomenclature and Description of Qty. 
Issue 
9-521-375 (Cont’d) 
6-012-120 Chest, X-ray Film, Lead Lined, 
Empty: Each 1 
6-031-300 Grid, Radiographic, 14 by 17 inches, 
Curved Wafer Type: Each 1 
6-033-000 Holder, X-ray Film Exposure, 8 by 
10 inches: Each 4 
6-047-000 Lead Sheet, 1% by 36 inches: Foot 3 
6-080-610 . Marker, X-ray Film, Navy: Set 1 
6-167-900 Thermometer, Film Processing: Each 1 
Roentgenological Technique, Man- 
ual of, 10th Edition, 1943: Each 1 
9-521-450—Radiographic Supply Set, No. 2 
*6-015-010 Film, X-ray, Dental, 144 by 1% 
. inches, 144s: Pkg 4 
*6-017-008 Film, X-ray, Radiographic, 8 by 10 
inches, 12s: Pkg 12 
*6-019-008 Film, X-ray, Radiographic, 14 by 
17 inches, 12s: Pkg 12 
6-031-760 Hanger, X-ray Film, Processing, 
8 by 10 inches: Each 4 
6-031-775 Hanger, X-ray Film, Processing, 
14 by 17 inches: Each 4 
6-031-795 Hanger, X-ray Film, Processing, 
Dental: Each 2 
6-034-200 Holder, X-ray Film Exposure, 14 
by 17 inches: Each 2 
6-121-775 Powder, Developing, X-ray, Regu- 
lar Type, qs, 1 gal: Pkg 12 
6-121-880 Powder, Fixing, X-ray, qs, 1 gal: Pkg 10 
6-167-285 Tank, Developing, Radiographic, 
Field: Each 1 
9-522-675 
SICK CALL KIT: 
Field Medical Unit No. 11. 
9-142-125 Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: Each 1 
1-006-245 Acetophenetidin, Acetylsalicylic 
Acid and Caffeine Tablets, 
1000s: Bottle 1 
1-010-000 Acetylsalicylic Acid ey 0.324 
Gm. (5 gr.), 1000 Bottle 1 
1-048-000 Alcohol, 1 qt: Can 2 
1-054-750 Alkaline Aromatic Solution Tab- 
lets, 100s: Bottle 3 
1-061-100 Ammonia Spirit, Aromatic, 44 pt: Bottle 1 
1-086-000 Atropine Sulfate Tablets, 0.4 mg. 
(1/150 gr.), 20s: Tube 1 
1-099-082 Benzoin Tincture, Compound, 1 
pt: Bottle 1 
1-104-075 Bismuth Subcarbonate ‘Tablets, 
0.324 Gm. (5 gr.), 500s: Bottle 2 
1-106-640 Boric Acid, 1 lb: Bottle 1 
1-106-647 Boric Acid Ointment, Special 
Formula, 4 oz: Tube 3 
1-117-735 Calcium Gluconate Injection, 1 Gm. 
A 15:or,); 10;cesvi25- Box 1 
1-129-010 Cascara Sagrada Tablets, 0.25 . 
Gm. (4 gr.), 100s: Bottle 1 
1-148-985 Codeine Sulfate Tablets, 0.032 
Gm. (4% gr.), 100s: Bottle 1 
1-173-025 Emetine Hydrochloride ‘Tablets, 
0.022 Gm. (% gr.), 20s: Tube 4 
*1-175-330 Epinephrine Hydrochloride oe 
tion, 1:1000, 1 oz: Bottle 1 


a ontinued 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed i in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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Unit 
Stock No. | Nomenclature and Description of Qty 
Issue 
9-522-675 (Cont’d) 
1-175-850 Epinephrine Tablets, 0.4 mg. (1/166 
gr.), 20s: Tube 2 
*1-179-000 Ether, Anesthesia, 14 lb: Can 4 
1-204-050 Foot Powder, Zinc Undecylenate, 
; ZiOzs Can 2 
1-223-000 Glycyrrhiza and Opium Compound 
Tablets, 1000s: Bottle 1 
1-263-020 Magnesium Sulfate, 2% lb: an 1 
1-284-990 Mercury, Ammoniated, Ointment, 
1 O23 Tube 2 
1-285-705 Merthiolate Tincture, 1 pt: Bottle 1 
1-290-005 Methyl Salicylate, 1 lb: Bottle 1 
1-295-000 Morphine Sulfate Tablets, 0.008 
Gm. (% gr.), 20s: Tube 5 
1-295-510 Morphine Tartrate Syrettes, 0.032 
Gm. (}% gr.), 5s: Pkg 5 
1-295-525 Morphine and Atropine Sulfate 
Tablets, 20s: Tube 5 
1-323-020 Opium Tincture, 4 pt: Bottle 3 
1-338-025 Petrolatum, White, 1 lb: Can 1 
1-339-905 Phenol, 31% oz:. Each 1 
1-373-000 Potassium Permanganate Tablets, 
0.324 Gm. (5 gr.), 100s: Bottle 1 
*1-386-600 Quinacrine Hydrochloride Tablets, 
0.1 Gm. (11% gr.), 1000s: Bottle 1 
1-404-675 Silver, Mild Protein, ‘Tablets, 
0.3 Gm. (4% gr.), 100s: Bottle 1 
1-417-020 Sodium Bicarbonate Tablets, 0.6 
Gm. (10 gr.), 1000s: Bottle 1 
1-429-520 Sodium Chloride Tablets, 2.25 
Gm. (34.7 gr.), 100s: Bottle 5 
1-462-200 Sulfadiazine Tablets, 0.5 Gm. (74% 
gr.), 1000s: Bottle 1 
1-463-490 Sulfanilamide, 14 lb: Bottle 4 
1-464-100 Sulfathiazole Tablets, 0.5.Gm. (7144 
gr.), 1000s: Bottle 1 
1-471-720 Tetracaine Hydrochloride Ophthal- 
mic Ointment, 5%, 1/8 oz., 12s: Box 1 
1-501-990 Zinc Oxide Ointment, 1 oz: Tube 2 
_ 2-002-185 Bandage, Cotton, Elastic, 2 inches 
by 5% yards, 12s: Pkg 1 
2-002-200 Bandage, Cotton, Elastic, 3 inches 
by 51% yards, 12s: Pkg 1 
2-003-175 Bandage, Gauze, Compressed, 
Camouflaged, 1 inch by 6 yards: Each 12 
2-003-180 Bandage, Gauze, Compressed, 
Camouflaged, 2 inches by 6 yards: Each 24 
2-003-185 Bandage, Gauze, Compressed, 
Camouflaged, 3 inches by 6 yards: Each 24 
2-011-755 Bandage, Muslin, Triangular, Com- 
pressed, Camouflaged, 37 by 37 
by 52’inches: Each 5 
2-014-000 Cotton, Absorbent, 1 Ib: Roll 2 
2-017-435 Dressing, First Aid, Camouflaged, 
Small: : Each 8 
*2-017-585 Dressing, Gauze and Adhesive 
Plaster, 1 by 3 inches, 100s: Pkg 2 
2-022-000 Gauze, Plain, 36inches by 25 yards: Pkg z 
*2-035-500 Plaster, Adhesive, Surgical, 12 
inches by 10 yards: Roll 2 
3-038-200 Applicator, Wood, % by 12 inches, 
500s: peste e87 1 
*3-070-100 Atomizer, Hand, Glass: Each 1 
*3-104-100 Blower, Powder: Each 1 
*3-176-560 Catheter, Urethral, Rubber, Nela- 
ton, 22 Fr: Each 2 
3-245-500 Depressor, Tongue, Wood, 100s: Box 5 
*3-397-860 Gloves, Surgeons, Size 74: Pair 2 
*3-397-900 Gloves, Surgeons, Size 8%: Pair y) 


Stock No. 


3-484-900 
3-495-400 
3-496-400 
3-540-800 


3-594-800 
3-594-810 
3-638-800 
*3-713-100 
3-721-200 
*3-742-300 
3-758-380 
3-765-680 
3-765-720 
3-767-900 


3-774-760 
3-782-920 


3-782-940 
3-782-960 
3-784-180 


3-784-200 


3-803-800 
3-804-100 
3-829-400 


3-885-720 
3-885-960 


4-060-210 
4-060-240 
*4-097-000 
*4-228-120 
4-305-436 
*4-460-720 


7-178-000 
7-725-925 
7-807-000 
7-878-000 
7-929-000 
7-932-000 
7-939-945 


9-577-650 
9-610-325 
# 


t 
ii 
Tt 


PRELIMINARY EDITION 


Nomenclature and Description 


9-522-675 (Cont’d) 


Needle, Anesthesia, Seeurity Stop, 
22 Gage, 21% inch: 

Needle, Hypodermic, 23 Gage, 34 
inch, 12s: 

Needle, Hypodermic, 26 Gage, 4% 
inch, 12s: 

Otoscope and Ophthalmoscope Set, 
Electric: 

Razor, Safety, Straight Type: 

Blade, Straight Safety Razor, 5s: 

Scissors, Bandage, Lister, 51% inch: 

Sphygmomanometer, Aneroid: 

Splint, Basswood, 12s: 

Stethoscope, Ford: 

Suture, Dermal, Size 0, 12s: 

Suture, Silk, Braided, Size 0, 12s: 

Suture, Silk, Braided, Size 2, 12s: 

Suture, Silk, Braided, Single 
Armed, Size 0, 12s: 

Suture, Silk, Twisted, Size 2, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 0, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 1, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 2, 12s: 

Suture, Surgical Gut, Nonboilable, 
oan B, Mild Treatment, Size 1, 

Be 

Suture, Surgical Gut, Nonboilable, 
Type B, Mild Treatment, Size 2, 
125° 

Syringe, Luer, 2 cc: 

Syringe, Luer, 10 cc: 

Acai ese Elastic, 2% inches by 

ia 

Vision Test Card, Black Back- 
ground, Distant Vision, Snellen: 

Vision Test Set, Color Vision, 46 
Plate: 

Bottle, Prescription, 8 oz., 12s: 

Bottle, Prescription, 16 oz., 12s: 

Bulb, Rubber, 3 ml., 12s: 

Dropper, Medicine, 12s: 

Jar, Ointment, 1 Ib: 

Tubing, Rubber, 14 inch Inside 
Diameter, 4 inch Wall: 

Towel, Hand: 

Brush, Hand: 

Glass, Medicine, 1 oz: 

Pins, Safety, Medium, 12s: 

Tape, Measuring, Fabric, 60 inch: 

Thermometer, Clinical, Oral: 

Tray, Instrument, CRM, 2 by 84% 
by 10 inches: 

Surgical Instrument Kit, Minor 
Surgery: 

Water Testing and Screening Kit: 

Emergency Medical Tag, 25 Sets: 

Book, Blank, Index Record: 

Book, Memorandum: 

Pencil, Lead, Hard: 

Flashlight, Hand: 


Each 
Pad 

Each 
Each 
Each 
Each 


_ 


i) dS dS doh NNN RP RR WOR eR 
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— 
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#Note: Replacements to be procured from Publications 
Distribution Centers. 
+t Note: Stationery and Office Supplies required may be 
obtained from Organizational Quartermaster or Supply 


Officer. 


§Note: Replacements to be procured from BuS&A. 
tNote: Dry cell battery to be procured by activity from 


BuS&A. 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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PRELIMINARY EDITION 


Nomenclature and Description 


9-526-775 


SPLINT SET, COMBAT PACK TYPE: 


9-135-575 


3-725-300 
3-725-500 


3-732-100 


3-745-800 
3-745-900 


SPLINT AND PLASTER FIXATION OUTFIT: 


9-541-875—Splint and Plaster Fixation Set, No. 1: 


9-142-125 


2-012-175 
2-016-500 


2-027-000 
2-037-205 


3-624-100 
3-725-500 
3-732-100 


3-745-800 
3-745-900 


9-551-325—Splint and Plaster Fixation Set, No. 2: 


9-135-575 


3-725-300 


Field Medical Unit No. 8. 
Case, Splint Set, Empty: 


Splint, Leg, Half Ring, Thomas: 

Splint Support and Foot Rest, Im- 
proved: 

Splint, Wire Ladder, 34% by 31 


inches: 
Strap, Splint: 
Strap, Splint, 36 inches, with 
Buckle: 
9-527-125 


Field Medical Unit No. 37. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Bandage, Plaster of Paris, 3 inches 
by 5 yards, 12s: 
Crinoline, Surgical, 36 inches by 100 


yards: 

Muslin, Unbleached, 36 inch: 

Plaster of Paris, Orthopedic and 
Dental Modeling, 5 Ib: 

Rope, Cotton, Braided, %% inch, 
100 ft: 

Splint Support and Foot Rest, Im- 
proved: 

Splint, Wire Ladder, 34% by 31 
inches: 

Strap, Splint: 

Strap, Splint, 36 inches, with 
Buckle: 


Case, Splint Set, Empty: 


Splint, Leg, Half Ring, Thomas: 
9-552-575 


Each 


Each 
Each 


Each 
Each 


Each 


Each 


Pkg 


Roll 
Yard 


Can 
Hank 
Each 


Each 
Each 


Each 


Each 


Each 


STERILIZING AND LIGHTING OUTFIT: 


9-553-850—Sterilizing and Lighting Set, No. 1: 


9-142-125 


7-084-750 


7-085-335 
7-085-400 
§ 


Field Medical Unit No. 12. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Sterilizer, Instrument, Boiling 
Type, Fuel Heated, without Heat 
Supply; 16 by 6 by 314 inches: 

Control Set, Sterilizer, Paper Indi- 
cator: 

Stove, Gasoline, 5,000 B.T.U., One 
Burner: 

Dye, Camouflage, 
Linen, Field, 1 4b: 


Dressing and 


Each 


Each 
Set 
Each 
Pkg 


§Note: Replacements to be procured from BuS&A. 


OG-| 


Continued 


bo NHN W 


Stock No. 


7-066-325 


Sterilizing and Lighting Set, No. 


7-084-275 


9-142-125 


2-002-185 
2-002-200 
2-006-204 
2-006-206 
2-014-000 
2-022-000 
2-027-000 
*2-035-500 
2-041-200 
3-758-380 
3-765-680 
3-765-720 
3-774-760 
3-782-920 
3-782-940 
3-782-960 


3-784-160 
3-784-180 
3-784-200 
3-787-100 
3-787-140 


3-790-100 


3-815-100 
*3-874-100 


*3-874-140 
*3-874-180 


7-878-000 
eh 


Nomenclature and Description 


9-552-575 (Cont’d) 


Lamp, Operating, Field, Portable, 
110-240 volt, AC-DC or Battery: 


Sterilizer, Dressing, Pressure, Fuel 
Heated, Portable: 


9-563-225 
SURGICAL DRESSING KIT: 
Field Medical Unit No. 25. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Bandage, Cotton, Elastic, 2 inches 
by 5% yards, 12s: 

Bandage, Cotton, Elastic, 3 inches 
by 54% yards, 12s: 

Bandage, Gauze, Roller, Camou- 
flaged, 2 inches by 6 yards, 12s: 
Bandage, Gauze, Roller, Camou- 

flaged, 3 inches by 10 yards, 12s: 
Cotton, Absorbent, 1 lb: 
Gauze, Plain, 36 inches by 25 yds: 
Muslin, Unbleached, 36 inch: 
Plaster, Adhesive, Surgical, 12 
inches by 10 yards: 
Suspensory, 12s: 
Suture, Dermal, Size 0, 12s: 
Suture, Silk, Braided, Size 0, 12s: 
Suture, Silk, Braided, Size 2, 12s: 
Suture, Silk, Twisted, Size 2, 12s: 
Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 0, 12s: 
Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 1, 12s: 
Suture, Surgical Gut, Nonboilable, 
Type A, Plain, Size 2, 12s: 
Suture, Surgical Gut, Nonboilable, 
HY hoa B, Mild Treatment, Size 0, 
12s: 


Suture, Surgical Gut, Nonboilable, 
i B, Mild Treatment, Size 1, 
WES 

Suture, Surgical Gut, Nonboilable, 
apne B, Mild Treatment, Size 2, 
12s: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, 
Single Armed, Size 00, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, 
Single Armed, Size 00, 12s: 

Suture, Tantalum, Single Armed, 
Size 000000, 12s: 

Tape, Cotton, % inch, 6 yards: 

Tubing, Drainage, Penrose, %% 


inch: 
Tubing, Drainage, Penrose, % 
inch: 
Tubing, Drainage, Penrose, % 
inch: 


Pins, Safety, Medium, 12s: 
Pins, Straight, 240s: 
Sewing Kit: 


Sterilizing and Lighting Set, No. 2: 


of Qty. 

Issue 
Each 1 
3 
Each 1 
Each 1 
Pkg 1 
Pkg i! 
Pkg 10 
Pkg 4 
Roll 6 
Pkg 10 
Yard 25 
Roll 3 
Pkg 6 
Pkg 96 
Pkg 12 
Pkg 12 
Pkg 12 
Pkg 12 
Pkg 4 
Pkg 3 
Pkg 1 
Pkg 3 
Pkg 3 
Pkg 1 
Pkg 1 
Pkg 4/12 
Roll 1/6 
Each 2 
Each 2 
Each 2 
Card t2 
Paper 6 
Each 1 


§Note: Replacements to be procured from BuS&A. 


replaced from fresh stock prior to putting the unit in active use. 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
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NAVY 
COMP. 
SUPP. JULY 1947 PRELIMINARY EDITION 
Unit Unit 
Stock No. Nomenclature and Description of Qty. Stock No. Nomenclature and Description of Qty. 
| | Issue Issue 
9-565-825 9-570-125 (Cont’d) 
SURGICAL INSTRUMENT KIT, DRESSING: 7-158-325 Cap, Operating, Large: Each 2 
4 : 7-160-005 Gown, Operating, Large: Each 2 
9-136-125 Case, Surgical Dressing Instrument 7-172-000 Sheet, Cotton: Each 2 
Kit, Empty: Each 1 7-178-000 Towel, Hand: Each 6 
*7-900-000 Sheeting, Rubber, 54 inch Width: Yard 1 
3-333-600 Forceps, Dressing, Straight, 5% 7-939-945 Tray, Instrument, CRM, 2 by 84% 
inch: Each 1 by 10 inches: Each 2 
3-638-800 Scissors, Bandage, Lister, 5144 inch: Each 1 9-119-125 Case, First Aid Kit, Hospital 
7-877-000 Pins, Safety, Large, 12s: Card 1 Corpsman, Small, Empty: Each 2 
7-878-000 Pins, Safety, Medium, 12s: Card 1 9-219-175 ae cate ee Medical Officer and i ; 
-879- ins ight, : ospital Corpsman, Large: ac 
ee ree reer ; 9-235-875 Forceps Set, Hemostatic Forceps: Set 2 
9-575-225 Surgical Instrument Kit, General 
9-570-125 Surgery: Each 1 
SURGICAL INSTRUMENT KIT, EMERGENCY, Soe ee ee ee 
FLOTILLA MEDICAL OFFICER: #Note: Replacements to be procured from Publications 
, i Distribution Centers. 
9-558-975 Suitcase, Hard Fiber, 11 by 17 by 
30 inches: Each 1 9-575-225 
1-179-000 Ether, Anesthesia, 14 Ib: Can 4 SURGICAL INSTRUMENT KIT, GENERAL SURGERY: 
oe : : Sno ‘ 
1-301-805 pur es pis Injection, 25%, 174 Box 6 9-131-725 Case, Roll, No. 1, Empty: Each 1 
1-330-805 Pentothal Sodium Ampuls, 0.5 
Gm. (7% egr.), 25s: Box 1 3-171-200 Catheter, Urethral, Male, Metal, 
1-380-600 Procaine Hydrochloride Ampuls, Regular Curved, 18 Fr: Each 1 
0.15 Gm. (2% gr.), 10s: Box 10 3-191-200 Chisel, Bone, 12 mm: Each 1 
1-380-680 Procaine Hydrochloride Ampuls, 1 3-259-900 Director, Grooved, Cooper, 5 
Gm. (15 gr.), 6s: Box 1 inch: Each 1 
1-491-700 Water for Injection, 50 cc., 25s: Box 5 3-311-800 Forceps, Bone Cutting, Straight, 
*1-607-104 Plasma, Normal Human, Dried, Liston, 834 inch: Each 1 
500 cc: Pkg 2 3-333-600 Forceps, Dressing, Straight, 54% 
2-012-175 Bandage, Plaster of Paris, 3 inches inch: Each 3 
by 5 yards, 12s: Pkg 12 3-346-800 Forceps, Hemostatic, Straight, 
2-017-425 Dressing, First Aid, Camouflaged, Kelly, 51% inch: Each 6 
Large: Each 20 3-379-800 Forceps, Tissue, Spring, 5 inch: Each 1 
2-017-435 Dressing, First Aid, Camouflaged, 3-419-200 Holder, Needle, Hegar-Mayo, 7 
Small: Each 30 inch: Each 1 
3-325-900 Forceps, Clip Applying and Re- 3-447-100 Blade, Operating Knife, No.10,6s: Pkg 1 
moving, Michel: Each 1 3-447-120 Blade, Operating Knife, No.11,6s: Pkg 1 
3-373-900 Forceps, Sponge, ae Foers- ° 3-447-140 Blade, Operating Knife, No.12,6s: Pkg 1 
ter, 91% inc Each 2 3-447-300 Blade, Operating Knife, No. 20,6s: Pkg 1 
*3-397-860 Gloves, Surgeons, ie 7%: Pair 3 3-447-320 Blade, Operating Knife, No.21,6s: Pkg 1 
*3-397-880 Gloves, Surgeons, Size 8: Pair 4 3-447-800 Handle, Operating Knife, No. 3: Each 1 
3-505-800 ° Needle, Spinal Puncture, 20 Gage, 3-447-820 Handle, Operating Knife, No. 4: Each 2 
3% inch: Each 2 3-447-880 Handle, Operating Knife, No. 7: Each 1 
3-540-800 Otoscope and Ophthalmoscope Set, 3-511-200 Needle, Suture, Catgut, Mayo, % 
Electric: Set 1 Circle, Taper Point, Size 1,6s: Pkg 1 
3-594-800 Razor, Safety, Straight Type: Each 1 3-511-280 Needle, Suture, Catgut, Mayo, 4% 
3-594-810 Blade, Straight Safety Razor, 5s: Pkg 1 Circle, Taper Point, Size 3, 6s: Pkg 1 
3-637-200 Saw, Plaster, Curved Blade, Engel: Each 1 3-512-780 Needle, Suture, Eye, % Circle, 
*3-713-100 Sphygmomanometer, Aneroid: Each 1 Cutting Edge, Size 4, 6s: Pkg 1 
*3-742-300 Stethoscope, Ford: Each 1 3-518-200 Needle, Suture, Intestinal, 4% 
3-754-100 Suture, Clip, Michel, 11 mm., Circle, Taper Point, Size 3, 6s: Pkg 1 
100s: , Pkg 1 3-519-200 Needle, Suture, Intestinal, Mayo, 
3-758-380 Suture, Dermal, Size 0, 12s: Pkg 24 Straight, Taper Point, 2 inch, 6s: Pkg 1 
3-782-900 Suture, Surgical Gut, Nonboilable, 3-524-420 Needle, Suture, Surgeons Regular, 
Type A, Plain, Size 00, i2s: Pkg 12 78 Circle, Cutting Edge, Size 4, 
3-784-140 Suture, Surgical Gut, Nonboilable, Pkg 1 
Type B, Mild Treatment, Size 3-524-500 Neale, Suitniiie, Surgeons Regular, 
00, 12s: . Pkg 12 3% Circle, Cutting Edge, Size 12, 
3-784-180 Suture, Surgical Gut, Nonboilable, 6s: Pkg 1 
Type B, Mild Treatment, Size 1, 3-524-540 Needle, Suture, Surgeons Regular, 
12s: Pkg 12 3% Circle, Cutting Edge, Size 16, 
3-795-850 Syringe, Irrigating, Ear, Pomeroy, o Pkg 1 
2 oz: Each 1 3-525-120 Needle, Suture, Surgeons Regular, 
3-808-205 Syringe and Needle Set, Local ¥% Circle, Cutting Edge, Size 3, 
Anesthesia: Set 1 6s: Pkg 1 
Continued Continued 
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replaced from fresh stock prior to putting the unit in active use. 


*Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 


OG-! 


Stock No. 


Nomenclature and Description 


3-569-500 
3-609-200 
3-631-100 
3-640-520 
3-651-820 
3-766-860 
3-767-020 


SURGICAL INSTRUMENT KIT, GENERAL 


9-131-725 


3-191-200 
3-191-300 
3-259-900 
3-278-400 
3-325-900 
3-333-600 
3-343-800 
3-346-800 
3-347-500 
3-372-400 
*  3-380-300 
3-419-200 
3-447-800 
3-447-820 
3-509-680 
3-511-200 
3-511-280 
3-511-300 
3-518-200 
3-518-220 
3-519-200 


3-524-420 


OG-| 


9-575-225 (Cont’d) 


Probe, General Operating, Straight, 
10 inch: 

Retractor, 
Nested: 

Saw, Amputating, Satterlee, 8 inch 
Blade: 

Scissors, Dissecting, Curved, Mayo, 
634 inch: 

Scisscrs, Operating, Straight, One 
Point Sharp, 5% inch: 

Suture, Silk, Braided, Size 00, 25 


yards: 
Suture, Silk, Braided, Size 3, 25 
yards: 


General Operating, 


9-576-375 


LARGE: 


Field Medical Unit No. 36. 
Roll No. 1: 
Case, Roll, No. 1, Empty: 


Chisel, Bone, 12 mm:’ 

Chisel, Bone, 18 mm:' 

Director, Grooved, Cooper, 5 inch: 

Elevator, Periosteal, Blunt, Sayre, 
634 inch: 

Forceps, Clip Applying and Re- 
moving, Michel: 


Forceps, Dressing, Straight, 54% 
inch: 

Forceps, Hemostatic, Curved, 
Kelly, 5% inch: 

Forceps, Hemostatic, Straight, 
Kelly, 51% inch: 

Forceps, Hemostatic, Straight, 


Rochester-Ochsner, 744 inch: 

Forceps, Splinter, Regular, 3% 
inch: 

Forceps, Tissue, Straight, Allis, 
6 inch: 

Holder, Needle, Hegar-Mayo, 7 
inch: 

Handle, Operating Knife, No. 3: 

Handle, Operating Knife, No. 4: 

Needle, Suture, Abdominal, Keith, 
Straight, Triangular Point, 2% 
inch, 6s: 

Needle, Suture, Catgut, Mayo, % 
Circle, Taper Point, Size 1, 6s: 
Needle, Suture, Catgut, Mayo, 4% 
Circle, Taper Point, Size 3, 6s: 
Needle, Suture, Catgut, Mayo, 4% 
Circle, Taper Point, Size 4, 6s: 
Needle, Suture, Intestinal, % 
Circle, Taper Point, Size 3, 6s: 
Needle, Suture, Intestinal, % 
Circle, Taper Point, Size 4, 6s: 
Needle, Suture, Intestinal, Mayo, 

pan Taper Point, 2 inch, 


Nedile, Suture, Surgeons Regular, 
% Circle, Cutting Edge, Size 4, 
6s: 

Continued 


Unit 
SAS erie 
Each 1 
Pair 1 
Each 1 
Each 2 
Each 2 
Spool 1 
Spool 1 
SURGERY, 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 1 
Each 24 
Each 24 
Each 6 
Each 1 
Each 6 
Each 1 
Each 6 
Each 6 
Pkg 2 
Pkg 1 
Pkg 1 
Pkg | 1 
Pkg 2 
Pkg 4 
Pkg + 
Pkg 8 


Stock No. 


3-524-500 


3-524-540 


3-525-120 


3-525-140 


3-569-500 
3-640-520 
3-640-920 
3-650-100 
3-651-820 
3-787-100 


3-787-140 


9-132-425 


3-311-800 
3-312-500 
3-313-900 
3-314-600 
3-345-600 
3-353-200 
3-373-900 
3-604-100 
3-609-200 
3-631-100 
3-632-400 


3-632-600 
3-669-200 


9-133-875 


3-033-600 
3-170-620 


. 3-170-630 


3-170-650 


JULY 1947 


Nomenclature and Description 


9-576-375 (Cont’d) 
Roll No. 1 (Cont’d) 


Needle, Suture, Surgeons Regular, 
3% Circle, Cutting Edge, Size 12, 
6s: 

Needle, Suture, Surgeons Regular, 

. ¥% Circle, Cutting Edge, Size 16, 


a: 
Needle, Suture, Surgeons Regular, 
¥% Circle, Cutting Edge, Size 3, 


$3 
Needle, Suture, Surgeons Regular, 
ed Circle, Cutting Edge, Size 5, 


Probe, General Operating, Straight, 


10 inch: 

Scissors, Dissecting, Curved, 
Mayo, 6%4 inch: 

Scissors, Dissecting, Straight, 


Mayo, 6%4 inch: 

Scissors, Operating, Curved, One 
Point Sharp, 6% inch: 

Scissors, Operating, Straight, One 
Point Sharp, 5% inch: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, 
Single Armed, Size 00, 12s: 

Suture, Surgical Gut, Nonboilable, 
Type C, Medium Treatment, 
Single Armed, Size 00, 12s: 


Roll No. 2: 
Case, Roll, No. 2, Empty: 


Forceps, Bone Cutting, Straight, 
Liston, 834 inch: 
Forceps, Bone Holding, Straight, 
Farabeuf-Lambotte, 10%inch: 
Forceps, Bone, Rongeur, Cranial, 
De Vilbiss, 844 inch: 

Forceps, Bone, Rongeur, Curved, 
Hartmann, 714 inch: 

Forceps, Hemostatic, Mosquito, 
Straight, Halstead, 5 inch: 

Forceps, Intestinal, Straight, Doy- 
en, 9 inch: 

Forceps, Sponge, Straight, Foers- 
ter, 91% inch: 
Retractor, Abdominal, Kelly, 1144 
by 3 inch Blade: 
Retractor, General 
Nested: 

Saw, Amputating, Satterlee, 8 inch 
Blade: 

Handle, Gigli Saw: 

Wire, Saw, Stille-Gigli, 20 inch: 

eruck Rib Cutting, Bethune, 1344 
inch: 


Operating, 


Roll No. 3: 
Case, Roll, No. 3, Empty: 


Applicator, Nasal, 
Point, Uebe, 744 inch: 


Triangular 


Catheter, Urethral, Male, Metal, 


Le Fort, 14 Fr: 
Catheter, Urethral, 
Le Fort, 16 Fr: 
Catheter, Urethral, 
Le Fort, 20 Fr: 


Continued 


Male, Metal, 
Male, Metal, 


Pkg 


Pkg 


Pkg 


Pkg 

Each 
Each 
Each 
Each 
Each 


Pkg 


Pkg 


Each 


Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Pair 

Each 
Pair 

Each 
Each 


Each 


Each 
Each 
Each 
Each 
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JULY 1947 


PRELIMINARY EDITION 


Continued 


Stock No. Nomenclature and Description of Qty. 
Issue 
9-576-375 (Cont’d) 
Roll No. 3 (Cont’d) 

3-191-800 Chisel, Bone, Mastoid, Alexander, 
mm: Each 1 

3-219-850 Curette, Chalazion, Meyhoefer, 
Medium: Each 1 

. 3-221-100 Curette, Ear, Spoon and Hook, 
Gross, 5 inch: Each 1 
3-226-800 Curette, Mastoid, Richard, Size 5: Each 1 
3-262-900 Dissector, Tonsil, Hurd: Each 1 

3-276-600 Elevator, Nasal, Double Ended, 
Freer: Each 1 

3-315-100 Forceps, Bone, Rongeur, Mastoid, 
Half Curved, Hartmann, 534 , 
inch: Each 1 

3-323-900 Forceps, Chalazion, Desmarres, 
3% inch: Each 1 
3-324-900 Forceps, Cilia, Douglas, 3 inch: Each 1 

3-335-900 Forceps, Ear, Angular, Serrated 
Jaws, Wilde: Each 1 

3-336-600 Forceps, Ear, Bayonet Shape, 
Lucae, 5% inch: Each 1 

3-339-700 Forceps, Eye, Fixation, Straight, 
Graefe, 41% inch: Each 1 

3-354-600 Forceps, Iris, Half Curved, 4 
inch: Each 1 
3-393-400 Gag, Mouth, Jennings, Adult: Each 1 

3-403-920 Gouge, Bone, Mastoid, Alexander, 
No. 2: Each 1 
3-407-900 Headband, Mirror, Jefferson: Each 1 
3-417-800 Holder, Needle, Eye, Kalt: Each 1 

3-438-600 Knife, Ear, Myringotome, Straight, 
Sexton: Each 1 
3-468-400 Mallet, Metal, Orthapedie: Each 1 

3-475-200 Mirror, Head, 3% inch Diameter, 
X% inch Opening: Each 1 
3-478-600 Mirror, Laryngeal, Size 3: Each 1 
3-478-700 Mirror, Laryngeal, Size 5: Each 1 

3-488-500 Needle, Eye, Foreign Body, Plain, 
Curved: Each 1 

3-512-740 Needle, Suture, Eye, 1% Circle, 
Cutting Edge, Size 2, 6s: Pkg 2 

3-512-780 Needle, Suture, Eye, % Circle, 
Cutting Edge, Size 4, 6s: Pkg 4 

3-573-500 Probe, Lachrymal, Curved, Theo- 
bold, Set of 8: Set 1 

3-607-900 Retractor, Eyelid, Nonmagnetic, 
Desmarres, Medium: Each 2 
3-613-950 Retractor, Mastoid, Jansen: Each 1 

3-642-800 Scissors, Enucleation, Full Curved, 
5 inch: Each 1 
3-644-600 Scissors, Iris, Full Curved, 4 inch: Each 1 

3-680-200 Sound, Urethral, Curved, Van 
Buren, 12 Fr: Each 1 

3-680-300 Sound, Urethral, Curved, Van 
Buren, 20 Fr: Each 1 

3-680-340 Sound, Urethral, Curved, Van 
Buren, 24 Fr: Each 1 

3-680-380 Sound, Urethral, Curved, Van 
Buren, 28 Fr: Each 1 

3-680-400 Sound, Urethral, Curved, Van 
Buren, 30 Fr: Each 1 

3-691-600 Specula, Ear, Examining, Gruber, 
Set of 4: Set 1 

3-694-200 Speculum, Eye, ‘ Nonmagnetic, 
Weeks: i Each 1 
3-699-100 Speculum, Nasal, Vienna: Each 1 
3-739-800 Spud, Eye, Dix: Each 1 

3-795-850 Syringe, Irrigating, Ear, Pomeroy, 
DEOZs Each 1 
3-837-600 Trocar, Antrum, Lichtwicz: Each 2 
3-869-580 Tube, Trachea, Jackson, Size 4: Eac 2 


Stock No. 


9-134-175 


3-003-900 
3-124-100 


3-124-120 
3-124-130 
3-124-140 
*3-176-500 
*3-176-520 
*3-176-540 
*3-176-560 
*3-180-140 
*3-180-180 
*3-180-740 
*3-180-750 
3-204-600 
3-333-600 
*3-426-400 
3-447-100. 
3-447-120 
3-447-300 
3-447-320 
3-449-900 
3-465-900 
3-492-400 
3-493-900 
3-495-400 
3-505-800 
3-638-800 
3-702-100 
3-754-100 
3-803-800 
3-804-100 
3-804-300 
3-808-205 
3-824-500 


3-858-500 
*3-859-400 


*3-859-840 
*3-865-800 
3-869-580 
3-869-660 
3-896-250 


‘Syringe and Needle Set, 


Nomenclature and Description 


9-576-375 (Cont'd) 
Roll No. 4: 
Case, Roll, No. 4, Empty: 


Airway, Metal, Connell, Large: 

Brace, Cranial Drill, Cushing, 9 
inch: 

Bur, Cranial, Enlarging, Adson- 
Rogers, 16 mm: 

Bur, Cranial, Enlarging, Hudson, 
20 mm: 

Bur, Cranial, Perforating, Adson- 
Rogers: 

Catheter, Urethral, Rubber, Nela- 
ton, 10 Fr: 

Catheter, Urethral, Rubber, Nela- 
ton, 14 Fr: 

Catheter, Urethral, Rubber, Nela- 
ton, 18 Fr: 

Catheter, Urethral, Rubber, Nela- 
ton, 22 Fr: 

Catheter, Urethral, Woven, Mer- 
cier, 16 Fr: 

Catheter, Urethral, Woven, Mer- 


cier, 24 Fr: 

Catheter, Urethral, Woven, 
Straight, 16 Fr: 

Catheter, Urethral, Woven, 
Straight, 18 Fr: 

Clamp, Towel, Backhaus, 514 
inch: 


Forceps, Dressing, Straight, 5144 
inch: 

Intravenous Set, Gravity, Gradu- 
ated, 250 ml: 

Blade, Operating Knife, No. 10, 6s: 

Blade, Operating Knife, No. 11, 6s: 

Blade, Operating Knife, No. 20, 6s: 

Blade, Operating Knife, No. 21, 6s: 

Knife, Plaster, 5 inch: 

Loupe, Binocular, Bebee: 

Needle, Hypodermic, 18 Gage, 2 
inch, 12s: 

Needle, Hypodermic, 21 Gage, 114 
inch, 1Z7ss 

Needle, Hypodermic, 23 Gage, 34 
“inch, 12s: 

Needle, Spinal Puncture, 20 Gage, 


3% inch: 
Scissors, Bandage, Lister, 5% 
inch: 


Speculum, Rectal, Bivalve, Pratt: 
Suture, Clip, Michel, 11 mm., 100s: 
Syringe, Luer, 2 cc: 

Syringe, Luer, 10 cc: 

Syringe, Luer, 20 cc: 

Local 

Anesthesia: 
eee pees Urethral, Young, 


Tube ‘Drip, Murphy 
Tube, Duodenal, Double Lumen, 
Miller-Abbott: 
Tube, Duodenal, Levin, 14 Fr: 
Tube, Stomach, 30 Fr: 
Tube, Trachea, Jackson, Size 4: 
Tube, Trachea, Jackson, Size 6: 
Wire, Hypodermic Needle, 4 inch, 
12s: 
Continued 


Bundle 


_ 


— 


1 


iS) 


2 
6 
6 
2 


* Note: Items indicated by an asterisk (*) must be removedf rom the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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OG 


Stock No. 


9-142-125 


9-131-725 


3-003-900 
3-344-100 


3-344-300 
3-347-400 
3-351-900 
3-352-800 
3-355-800 


3-379-800 
3-419-200 


3-603-490 
3-603-530 
3-604-900 
3-610-350 
3-640-500 
3-640-520 
3-640-920 


PRELIMINARY EDITION 


Nomenclature and Description 


9-576-375 (Cont'd) 
Roll No. 5: 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 

Case, Roll, No. 1, Empty: 


Airway, Metal, Connell, Large: 


Forceps, Hemostatic, Curved, 
Mayo-Carmalt, 8 inch: 


Forceps, Hemostatic, Curved, 
Rochester-Pean, 614 inch: 


Forceps, Hemostatic, Straight, 
Rochester-Ochsner, 614 inch: 
Forceps, Intestinal, Curved, Doy- 
en, 834 inch: 

Forceps, Intestinal, Straight, Bab- 
cock, 644 inch: 

Forceps, Kidney Pedicle, Curved, 
Guyon-Pean, 9 inch: 

Forceps, Tissue, Spring, 5 inch: 

Holder, Needle, Hegar-Mayo, 7 


inch: 


Retractor, Abdominal, Deaver, 
1 by 12 inches: 

Retractor, Abdominal, Deaver, 
2 by 12 inches: 

Retractor, Abdominal, Self-Re- 
taining, Balfour, 3 Blades: 

Retractor, General Operating, 
Volkmann, 4 Blunt Prongs: 

Scissors, Dissecting, Curved, 
Mayo, 5% inch: 

Scissors, Dissecting, Curved, 
Mayo, 634 inch: 

Scissors, Dissecting, Straight, 


Mayo, 634 inch: 


9-577-650 


SURGICAL INSTRUMENT KIT, MINOR 


3-221-100 
3-259-900 
3-333-600 
3-346-800 
3-447-100 
3-447-120 


3-447-800 
3-524-500 


3-524-540 


3-569-100 
3-65 1-820 


Curette, Ear, Spoon and Hook, 
Gross, 5 inch: 


Director, Grooved, Cooper, 5 
inch: 
Forceps, Dressing, Straight, 54% 


inch: 


Forceps, Hemostatic, Straight, 
Kelly, 5% inch: 
Blade, Operating Knife, No. 10, 6s: 


Blade, Operating Knife, No. 11, 6s: 

Handle, Operating Knife, No. 3: 

Needle, Suture, Surgeons Regular, 
3% Circle, Cutting Edge, Size 12, 
6s: 


Needle, Suture, Surgeons Regular, 
34 Circle, Cutting Edge, Size 16, 
6s: 


Probe, General Operating, Straight, 
5 inch: 

Scissors, Operating, Straight, One 
Point Sharp, 5% inch: 


U _ 

Issue 
Each 1 
Each 1 
Each 2 
Each 6 
Each 6 
Each 6 
Each 2 
Each 6 
Each 6 
Each 6 
Each 2 
Each 1 
Each 1 
Each 1 
Each 2 
Each 2 
Each 1 
Each 1 

SURGERY: 
Each 1 
Each 1 
Bak 1 
Each 2 
Pkg 2 
Pkg Z 
Each 1 
Pkg 1 
Pkg 1 
Each 1 
Each 1 


Stock No. 


JULY 1947 


Nomenclature and Description 


9-590-225 


SURGICAL LINEN AND SUPPLY KIT: 


9-142-125 


1-048-000 
1-339-905 
1-412-125 
1-427-000 


*3-397-860 
*3-397-900 
3-594-800 
3-594-810 
7-158-325 


9-142-125 


*3-176-560 


4-180-800 
4-460-720 


7-352-465 
7-709-220 
7-710-945 
7-720-326 
7-730-975 
7-822-075 
7-827-075 
7-879-945 
7-939-945 


7-940-000 
7-944-090 


9-143-225 


1-169-358 


Field Medical Unit No. 24. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Alcohol, 1 qt: 

Phenol, 314 OZ: 

Soap, Soft, Liniment, 3 oz: 

wear Carbonate, Monohydrated, 
1 Ib: 

Gloves, Surgeons, Size 7%: 

Gloves, Surgeons, Size 8%: 

Razor, Safety, Straight Type: 

Blade, Straight Safety Razor, 5s: 

Cap, Operating, Large: 

Gown, Operating, Large: 

Gown, Operating, Small: 

Pillowcase, Impervious: 

Sheet, Cotton: 

Towel, Hand: 

Brush, Hand: 

Sheeting, Rubber, 54 inch Width: 


9-593-125 
SURGICAL UTENSIL SET: 


Field Medical Unit No. 23. 


Chest, Field, 30 inches Long by 19 
inches Wide by 17 inches Deep, 
Empty: 


Catheter, Urethral, Rubber, Nela- 
ton, 22 Fr: 

Clamp, Shutoff, Rubber Tubing: 

Tubing, Rubber, 14 inch Inside 
Diameter, 4% inch Wall: 

Pitcher, CRM, 1 qt: 

Basin, Pus, CRM: 

Basin, Wash, CRM, 41% qt: 

Bowl, Sponge, CRM: 

Bucket, CRM, 12 qt: 

Irrigator, CRM, 2 qt: 

Jar, Dressing, CRM: 

Pitcher, CRM, 3 qt: 

Tray, Instrument, CRM, 2 by 84% 
by 10 inches: 

Tray, Instrument, CRM, 2 by 9 by 
15 inches: 

Urinal, Male, CRM: 


9-601-125 
UTENSIL SET, WARD: 
Field Medical Unit No. 30. 
Chest, Field, 41 inches Long by 26 


inches Wide by 19 inches Deep, 
Empty: 


Disinfectant, Germicide and Fun- 
gicide Solution, 1 qt: 


Continued 


Each 


Each 
Each 


Foot 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 


Each 


Each 
Each 


Each 


Bottle 


16 


NH Pen Poanedoo- 


RPoNNwWRWRIS 


Noo 


1 


* Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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*3-088-500 
*3-176-520 
*3-176-560 


*3-472-100 
3-596-300 


*3-853-100 
3-853-900 


4-180-800 
*4-460-720 


7-709-220 
7-710-945 
7-717-025 
7-730-975 
7-779-000 
7-822-075 
7-879-945 
7-944-090 


JULY 1947 


Nomenclature and Description 


9-601-125 (Cont’d) 


Bag, Rebreathing, Inhalator, 500 
CC: 

Catheter, Urethral, Rubber, Nela- 
ton, 14 Fr: 

Catheter, Urethral, Rubber, Nela- 
ton~22-hr: 

Mask, Oronasal, Rubber: 

Regulator, Pressure, and Flow- 
meter, Oxygen: 

Tube, Colon, 30 Fr: 


Tube, Connecting, Straight, Glass, 
128% 


Clamp, Shutoff, Rubber Tubing: 

Tubing, Rubber, 44 inch Inside 
Diameter, 4 inch Wall: 

Basin, Pus, CRM: 

Basin, Wash, CRM, 41% qt: 

Bedpan, CRM: 

Bucket, CRM, 12 qt: 

Cup, Sputum, Paper, 100s: 

Irrigator, CRM, 2 qt: 

Pitcher, CRM, 3 qt: 

Urinal, Male, CRM: 


Stock No. 


Nomenclature and Description 


9-602-475 


VENEREAL PROPHYLAXIS AND TREATMENT KIT: 


9-558-875 


1-278-000 
1-338-025 
1-384-108 


*1-404-650 
1-404-710 
1-464-100 


1-494-990 
2-006-204 


2-013-000 
2-024-000 


2-041-200 
3-638-800 
*3-796-640 


4-060-240 
4-305-436 


Field Medical Unit No. 22. 


Suitcase, Hard Fiber, 8 by 12 by 
241% inches: 


Mercurous Chloride, Mild, %4 lb: 

Petrolatum, White, 1 Ib: 

ale acai Chemical, Individual, 
50s: 

Silver, Mild Protein, 1 oz: 

Silver, Strong Protein, 1 oz: 

et en Tablets, 0.5 Gm. (7% 
gr.), 

Wool Fat, Anhydrous, 1 Ib: 
Bandage, Gauze, Roller, Camou- 
flaged, 2 inches by 6 yards, 12s: 

Cotton, Absorbent, 1 oz: 

Gauze, Plain, Compressed, 36 
inches by 1 yard: 

Suspensory, 12s: 


Scissors, Bandage, Lister, 514 inch: 


Syringe, Irrigating, Urethral, Yy 


Bottle. Prescription, 16 oz., 12s: 
Jar, Ointment, 1 Ib: 


Each 


Bottle 
Can 


Box 
Bottle 
Bottle 


Bottle 
Jar 


Pkg 
Pkg 


Pkg 
Pkg 
Each 


Each 
Pkg 
Each 


an 


ie) 
cd ae awe i) 


“aS 5 


*Note: Items indicated by an asterisk (*) must be removed from the unit and placed in rotating reserve stock. Such items must be 
replaced from fresh stock prior to putting the unit in active use. 
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PRELIMINARY EDITION 


ARMY-NAVY CATALOG 
OF 
MEDICAL MATERIEL 


* 


PROFESSIONAL BOOKS 


ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
PEARL & SANDS STS., BROOKLYN 1, N. Y. 


Avail- Expen 


(b) Books not cataloged but desired by naval medical activities will be procured 
locally from allotted funds. 
Unit 
Stock No. NOMENCLATURE AND DESCRIPTION of 
Issue 
DENTISTRY 
10-100-033 | Accepted Dental Remedies, 12th Edition, 1946: Council on Dental Thera- | Each 
peutics, American Dental Association. (American Dental Association). 
10-100-230 | Complete Dentures, Ist Edition, 1940: Merrill G. Swenson. (The C. V. | Each 
Mosby Company). 
10-100-301 | Dental Pharmacology, Materia Dentica and Pharmaco-Therapeutics, 
3rd Edition, 1947: McGehee and Green. (The Blakiston Company). Each 
10-100-330 | Dental Roentgenology, 3rd Edition, 1939: LeRoy M. Ennis. (Lea and | Each 
Febiger). 
10-100-430 | Dictionary of Dental Science and Art, A, 1936 Edition: Dunning and | Each 
Davenport. (The Blakiston Company). 
10-100-450 | Diseases of the Mouth and Their Treatment, 2nd Edition, 1939: Prinz | Each 
and Greenbaum. (Lea and Febiger). 
10-129-850 | Operative Dentistry, Volumes 2 and 3, 7th Edition: Greene Vardiman | Set 
Black with revision by Arthur D. Black. (Medico-Dental Publishing 
Company). 
10-130-051 | Operative Oral Surgery, 3rd Edition, 1947: Leo Winter. (The C. V. Mosby | Each 
Company). 
10-130-060 | Oral Medicine, 1st Edition, 1946: Lester W. Burket. (J. B. Lippincott | Each 
Company). 
10-130-070 | Oral Pathology, 2nd Edition, 1944: Kurt H. Thoma. (The C. V. Mosby | Each 
Company). 
10-130-130 | Partial Denture Construction, 2nd Edition, 1942: Edward Kennedy. | Each 
(Dental Items of Interest Publishing Company, Inc.). 
10-130-150 | Periodontia, Textbook of, 2nd Edition, 1943: Samuel C. Miller. (The | Each 
Blakiston Company). 
10-150-031 | Theory and Practice of Crown and Bridge Prosthesis, 2nd Edition, 
1947: Stanley D. Tylman. (The C. V. Mosby Company). Each 
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FOREWORD 


ARMY 


The Medical Department of the Army furnishes professional books through three 
channels: 


(a) Automatic distribution of new books selected by The Surgeon General and 
procured centrally. 


(b) 


Monetary credits established in hospitals and other medical installations for 
the local procurement of desired books. 


(c) A few professional books are carried in depot stocks and may be requisitioned 
through normal supply channels. These books are indicated by an asterisk (*) 
in the catalog listing. Books not marked with an asterisk are not available 


from depots and will not be requisitioned. 


(a) This section includes books concurrently standardized for storage and to be 
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issued by requisition. 
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JULY 1947 


Unit Packaging 
ability | “Gbility Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status Issue Packing 

LABORATORY 

10-200-051 | Approved Laboratory Technic, 4th Edition, 1945: Kolmer and Boerner. | Each 
(D. Appleton-Century Company). 

10-200-230 | Clinical Diagnosis by Laboratory Methods, 10th Edition, 1943: Todd | Each 
and Sanford. (W. B. Saunders Company). 

10-200-351 | Determinative Bacteriology, Manual of, 6th Edition, 1947: David Ber- | Each 
gey. Revised by R. S. Breed and Associates. (The Williams and Wilkins 
Company). 

10-210-031 Histology, A Textbook of, 4th Edition, 1942: Maximow and Bloom. (W. | Each 
B. Saunders Company). 

10-230-221 | Pathology, A Textbook of, 6th Edition, 1947: William Boyd. (Lea and | Each 
Febiger). 

10-230-280 | Practical Bacteriology, Haematology and Animal Parasitology, 9th 
Edition, 1938: Stitt, Clough and Clough. (The Blakiston Company). Each 

10-230-311 | Practical Physiological Chemistry, 12th Edition, 1947: Hawk, Oser and | Each 
Summerson. (The Blakiston Company). 

10-230-341 | Principles of Bacteriology and Immunity, The, 3rd Edition, Two Vol- 
umes, 1946: Topley and Wilson. (The Williams and Wilkins Company). | Set 

10-250-031 | Surgical Pathology, 6th Edition, 1947: William Boyd. (W. B. Saunders | Each 
Company). 

> 10-250-500 | Whole Blood and Plasma, Specific Gravities of, 1945 Edition: Copper | Each 
sulfate method for measuring specific gravities of whole blood and plasma. 
(Josiah Macy Jr. Foundation). 
MEDICINE 
Dermatology 

10-255-590 | Dermatology, Manual of, 1st Edition, 1942: Pillsbury, Sulzberger, and | Each 
Livingood. (W. B. Saunders Company). 

10-255-603 | Diseases of the Skin, 3rd Edition, 1946: George Clinton Andrews. (W. B. | Each 
Saunders Company). 

Food and Nutrition 

10-261-530 | Nutrition and Diet in Health and Disease, 4th Edition, 1943: James S. | Each 

McLester. (W. B. Saunders Company). 
Internal Medicine 

10-276-981 | Diagnosis and Treatment of Acute Medical Disorders, 2nd Edition, 
1946: Francis D. Murphy. (F. A. Davis Company). Each 

10-277-251 | Diagnosis, Prevention and Treatment of Tropical Diseases, 2 Volumes, 
7th Edition, 1944: Edward R. Stitt. Revised by Richard P. Strong. (The | Set 
Blakiston Company). 

10-277-520 | Diagnostic Standards and Classification of Tuberculosis, 11th Edition, 
1940: Committee on Diagnostic Standards of the National Tuberculosis | Each 
Association, and the American Trudeau Society. (National Tuberculosis 
Association). 

10-279-550 | Electrocardiography in Practice, 2nd Edition, 1946: Ashton Graybiel | Each 
and Paul D. White. (W. B. Saunders Company). 

10-287-352 | Medicine, Textbook of, 7th Edition, 1947: Russell L. Cecil, Editor. (W. B. | Each 
Saunders Company). 

10-290-520 | Physical Diagnosis, 13th Edition, 1942: Cabot and Adams. (The Williams | Each 
and Wilkins Company). 

10-290-641 | Physiological Basis of Medical Practice, The, 4th Edition, 1945: Best | Each 
and Taylor. (The Williams and Wilkins Company). 

OG-I Page 3 


@ 10 


JULY 1947 


PRELIMINARY EDITION 


Avail- 
«| ability 
Status 


Expend- 


ability 


Page 4 


Unit 
of 


Packaging 


Stock No. NOMENCLATURE AND DESCRIPTION and _ Notes 
Issue Packing | 
| 
MEDICINE (Cont'd) 
Pediatrics 
10-299-150 | Diseases of Infancy and Childhood, 11th Edition, 1940: Holt and | Each 
MclIntosch. (D. Appleton-Century Company). 
MILITARY MEDICINE 
10-310-100 | Principles and Practice of Aviation Medicine, 2nd Edition, 1943: Harry | Each 
G. Armstrong. (The Williams and Wilkins Company). | 
NEUROLOGY and PSYCHIATRY 
10-355-730 | Clinical Neurology, Textbook of, 5th Edition, 1943: Israel S. Wechsler. | Each 
(W. B. Saunders Company). 
10-373-151 | Practical Clinical Psychiatry, 6th Edition, 1947: Strecker and Ebaugh. | Each 
(The Blakiston Company). 
NURSING 
10-440-071 | Operating Room Technique, 1947: Edythe L. Alexander. (The C. V. | Each 
Mosby Company). 
10-443-030 | Principles and Practice of Nursing, Textbook of the, 4th Edition, 1939: | Each 
Harmer and Henderson. (The Macmillan Company). 
PHARMACOLOGY, PHARMACY and THERAPEUTICS 
10-460-030 | Dispensatory of the United States of America, 23rd Edition, 1943: | Each 
Wood and Osol. (J. B. Lippincott Company). 
10-470-211 | National Formulary, 8th Edition, 1947: Committee on National Formu- | Each 
lary. (American Pharmaceutical Association). 
10-470-232 | New and Nonofficial Remedies, 1947 Edition: Council on Pharmacy and | Each 
Chemistry, American Medical Association. (American Medical Association). 
10-475-152 | Pharmacopoeia of the United States of America, 13th Edition: United | Each 
States Pharmacopoeial Convention. 
10-476-060 | Physical Medicine—The Employment of Physical Agents for Diagnosis 
and Therapy, Ist Edition, 1941: Frank H. Krusen. (W. B. Saunders | Each 
Company). 
10-485-151 | Treatment in General Practice, 5th Edition, 1945: Harry Beckman. | Each 
(W. B. Saunders Company). 
PREVENTIVE MEDICINE and SANITATION 
10-570-150 | Military Preventive Medicine, 3rd Edition, 1938: George C. Dunham. Each 
(The Military Service Publishing Company). 
10-575-130 | Preventive Medicine and Hygiene, 6th Edition, 1935: Milton J. Rosenau. | Each 
(D. Appleton-Century Company). 
RADIOLOGY 
10-630-062 | Roentgenological Technique, Manual of, 13th Edition, 1946: L. R. | Each 


Sante. (L. R. Sante). 


*See Foreword. 
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Expend- Unit Packaging 
ability | “Cbility Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status Issue Packing 

SURGERY 
Anesthesia 
10-700-330 | Clinical Anesthesia, 1st Edition, 1942: John S. Lundy. (W. B. Saunders | Each 
Company). 
Eye, Ear, Nose and Throat 
10-706-100 | Diseases of the Ear, Nose and Throat, 5th Edition, 1947: Lederer. (F. A. | Each 
Davis Company). 
10-706-200 | Diseases of the Eye, Manual of the, 18th Edition, 1943: May and Perera. | Each 
(The Williams and Wilkins Company). 
10-707-500 | Refraction of the Eye, 2nd Edition, 1945: Alfred Cowan, M.D. (Lea and | Each 
Febiger). 
General Surgery 
10-714-130 | Infections of the Hand, 7th Edition, 1939: Allen B. Kanavel. (Lea and | Each 
Febiger). 
10-715-100 | Minor Surgery, 5th Edition, 1944: Frederick Christopher. (W. B. Saunders | Each 
Company). 
10-715-250 | Modern Surgical Technic, 1st Edition, 1938: Max Thorek. (J. B. Lippin- | Each 
cott Company). 
10-718-351 | Surgery, Textbook of, 4th Edition, 1945: Frederick Christopher, Editor. | Each 
(W. B. Saunders Company). 
A 10-718-450 | Surgical Anatomy, Manual of, Ist Edition, 1918: Surgeon General’s | Each 
Office, U. S. Army. (Surgeon General’s Office, U. S. Army). 
10-718-455 | Surgical Anatomy, Manual of, Ist Edition, 1945: Jones and Shephard. | Each 
National Research Council. (W. B. Saunders Company). 
Gynecology 
10-728-150 | Textbook of Gynecology, A, 5th Edition, 1946: Arthur Hale Curtis. (W.B. | Each 
Saunders Company). 
Obstetrics 
10-737-010 | Atlas of Obstetric Technic, 1st Edition, 1943: Paul Titus. (The C. V. | Each 
Mosby Company). 
10-737-150 | Obstetrics, 9th Edition, 1945: H. J. Stander. (D. Appleton-Century Com- | Each 
pany). 
Orthopedics 
10-745-531 | Foot and Ankle, The—Their Injuries, Diseases, Deformities and Disa- 
bilities, 3rd Edition, 1947: Philip Lewin. (Lea and Febiger). Each 
10-745-631 | Fractures, Dislocations and Sprains, The Management of, 4th Edi- 
tion, 1946: Key and Conwell. (The C. V. Mosby Company). Each 
10-747-571 | Outline of the Treatment of Fractures, An, 4th Edition: Committee on | Each 
Fractures and Other Traumas, American College of Surgeons. (American 
College of Surgeons). 
OG4I Page 5 
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Unit Packaging 
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Status Issue Packing 

UROLOGY 
10-755-530 | Urology, 4th Edition, 1938: Eisendrath and Rolnick. (J. B. Lippincott | Each 
Company). 
MISCELLANEOUS 
“ss 10-900-000 | American Illustrated Medical Dictionary, The, 20th Edition, 1944: | Each 
William A. N. Dorland. (W. B. Saunders Company). 
* 10-900-300 | Anatomy of the Human Body, 24th Edition, 1942: Henry Gray. Warren | Each 
H. Lewis, Editor. (Lea and Febiger). 
N xX 10-900-500 | Army-Navy Catalog of Medical Materiel, Preliminary Edition: Com- | Each 
lete with binder. (Army—Requisition from the Adjutant General in ac- 
cordance with AR 310-200). 
N 10-902-000 | Drill Book for the Hospital Corps, U. S. Navy, 1942 Edition: (NavMed | Each 
368). 
N 10-903-350 | Handbook of the Hospital Corps, 1939 Edition: (NavMed 130). Each 
N 10-905-000 | Landing Force Manual, U. S. Navy: (35-Fp-675). Each 
10-906-000 | Legal Medicine and Toxicology, 1940 Edition: Gonzales, Vance and Hal- | Each 
pern. (D. Appleton-Century Company). 
N 10-908-250 | Manual of the Medical Department, U. S. Navy: (NavMed 1173. Each 
N 10-908-260 Binder, Manual of the Medical Department, U. S. Navy: Each 
N x 10-908-270 Filler, Manual of the Medical Department, U. S. Navy: Each 
N x 10-910-000 | Medical Compend for Commanders of Naval Vessels, Revised 1942 
Edition: (NavMed 124), Each 
A* 10-920-000 | Standard Nomenclature of Disease and Standard Nomenclature of 
Operations, 3rd Edition, 1942: Edwin P. Jordan, Editor. (American | Each 
Medical Association). 
* 10-924-500 | Webster’s Collegiate Dictionary, 5th Edition, 1936: (G. & C. Merriam | Each 
Company). 
* 10-925-000 | Webster’s New International Dictionary of the English Language, 
2nd Edition, 1934: (G. & C. Merriam Company). Each 
*See Foreword 
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Stock No. 


11-006-550 
11-006-850 
11-006-860 
11-006-870 
11-006-880 
11-006-910 
11-006-950 
11-006-960 
11-006-970 
11-008-550 
11-009-000 
11-009-010 
11-009-020 
11-009-030 
11-009-040 


11-009-050 


11-009-060 
11-009-070 
11-009-080 
11-009-090 
11-009-100 
11-009-110 


11-009-120 
11-009-130 
11-009-140 
11-009-150 


11-009-160 
11-009-170 
11-009-180 
11-009-190 


Block Printing 

Bookbinding 

Braiding and Knotting 
Carpentry and Woodworking 
Ceramics 

Gardening 

Kits and Sets—Extended Projects 
Leatherworking 
Metalworking 

Plastics 

Printing 

Silk Screen Process Printing 
Weaving and Textiles 


NOMENCLATURE AND DESCRIPTION 


ART 


Board, Drawing, 20 by 26 inches: 
Brush, Artists, Flat, No. 0: 
Brush, Artists, Flat, No. 2: 
Brush, Artists, Flat, No. 4: 
Brush, Artists, Flat, No. 6: 
Brush, Artists, Flat, No. 12: Red sable; for poster and show card colors. 


Red sable; for oil colors. 
Red sable; for oil colors. 
Red sable; for oil colors. 


Red sable; for oil colors. 


Brush, Artists, Round, No. 4: Camel hair (squirrel hair); for water colors. 
Brush, Artists, Round, No. 


Brush, Artists, Round, No. 8: Camel hair (squirrel hair); for water colors. 


6: Camel hair (squirrel hair); for water colors. 


Charcoal, Drawing, 50s: %% inch diameter sticks. 

Color, Oil, Artists, Burnt Sienna: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Burnt Umber: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Cadmium Orange: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Cerulean Blue: Studio type tube, 1 by 4 inches. 


Color, Oil, Artists, Chremnitz White: (Titanium white); studio type tube, 
1 by 4 inches. 


Color, Oil, Artists, Chromium Oxide Green, Opaque: Studio type tube, 
1 by 4 inches. 


Color, Oil, Artists, Deep Alizarin Crimson: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Deep Cobalt Blue: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Deep Cobalt Violet: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Deep Madder Lake: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Ivory Black: Studio type tube, 1 by 4 inches. 


Color, Oil, Artists, Lemon Yellow: (Strontium yellow); studio type tube, 
1 by 4 inches. 


Color, Oil, Artists, Light Alizarin Crimson: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Light Cadmium Yellow: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Light Cobalt Blue: Studio type tube, 1 by 4 inches. 


Color, Oil, Artists, Medium Cadmium Yellow: Studio type tube, 1 by 4 
inches. 


Color, Oil, Artists, Ultramarine Blue: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Ultramarine Red: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Ultramarine Violet: Studio type tube, 1 by 4 inches. 
Color, Oil, Artists, Venetian Red: Studio type tube, 1 by 4 inches. 
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Stock No. 


11-009-200 


11-009-300 
11-009-310 
11-009-330 
11-009-340 
11-009-350 
11-009-360 
11-009-370 
11-009-385 


11-009-395 | 


| 11-009-405 


11-009-415 
11-009-430 
11-009-900 


11-009-910 
11-009-920 
11-009-930 


11-009-940 


11-009-950 
11-009-960 
11-009-970 
11-009-980 
11-010-450 
11-010-550 
11-010-580 
11-016-050 
11-018-050 
11-021-550 
11-033-550 
11-033-560 
11-033-570 
11-033-580 
11-041-550 
11-061-550 
11-061-570 
11-061-590 
11-061-610 
11-061-630 
11-061-850 


11-061-880 


11-061-885 


11-061-950 
11-061-960 
11-062-250 
11-076-050 
11-078-050 


NOMENCLATURE AND DESCRIPTION 


ART (Cont'd) 
Color, Oil, Artists, Verte Emeraude: (Viridian); studio type tube, 1 by 4 
inches. 
Color, Show Card, Black, 2 oz: 
Color, Show Card, Brown, 2 oz: 
Color, Show Card, Dark Blue, 2 oz: 
Color, Show Card, Dark Green, 2 oz: 
Color, Show Card, Dark Red, 2 oz: 
Color, Show Card, Light Blue, 2 oz: 
Color, Show Card, Light Green, 2 oz: 
Color, Show Card, Light Red, 2 oz: 
Color, Show Card, Orange, 2 oz: 
Color, Show Card, Violet, 2 oz: 
Color, Show Card, White, 2 oz: 
Color, Show Card, Yellow, 2 oz: 


Color, Water, Artists, Half Pan, Set of 8 Colors: Half pan each of black, 
blue, brown, green, orange, red, violet and yellow, with No. 7 brush. 


Color, Water, Artists, Black, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Blue, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Brown, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Green, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Orange, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Red, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Violet, Half Pan, 12s: Semimoist. 

Color, Water, Artists, Yellow, Half Pan, 12s: Semimoist. 

Compass and Divider: With detachable pen and pencil points and 6 lead refills. 
Crayon, Pastel, Set of 24 Colors: 

Crayon, Water Colors, Set of 8 Colors: 

Easel, Folding: With tray. 

Eraser, Pencil, Soft, 12s: Artgum or equal. 

Fixative, Charcoal, 1 qt: 

Ink, Drawing, Waterproof, Green, 34 oz: Subject to damage by freezing. 
Ink, Drawing, Waterproof, Orange, 34 oz: Subject to damage by freezing. 
Ink, Drawing, Waterproof, Vermilion, 34 oz: Subject to damage by freezing. 
Ink, Drawing, Waterproof, White, 34 oz: Subject to damage by freezing. 
Knife, Palette, Straight, 3 inch Blade: 

Paper, Construction, Assorted Colors, 9 by 12 inches, 100s: 

Paper, Drawing, Charcoal, White, 19 by 24 inches, 100s: 

Paper, Drawing, Manila, 9 by 12 inches: 

Paper, Drawing, White, 19 by 24 inches: Unmounted; medium weight. 
Paper, Poster, Assorted Colors, 24 by 36 inches, 100s: 


Pen Point, Lettering, Set of 8: (Flicker pen); steel; with hinged reservoir, 
one each of sizes 0, 14, 1, 2, 3, 4, 5 and 6. 


Pen, Wood-Burning, 110 volt, AC-DC: Approximately 40 watts; with cord, 


plug and four assorted tips. For replacement heating unit and tips requisition 
11-061-885. 


Heating Unit and Tips, Wood-Burning Pen: Approximately 40 watts; 
consists of one 110 volt, AC-DC heating unit and 4 assorted tips. 


Pencil, Drawing, Black, No. 2B, 12s: 
Pencil, Drawing, Black, No. HB, 12s: 
Pin, Push, Glass Head, 6s: 
T-Square, Wood, 36 inch: 


Tape, Cellulose, 14 inch Wide, 36 yards: (Scotch tape); transparent; water- 
insoluble gum. 
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Stock No. 


11-101-550 
11-101-560 
11-101-570 
11-108-520 
11-108-530 
11-108-540 
11-108-550 
11-108-560 
11-108-570 
11-115-850 
11-117-550 


11-131-250 


11-131-850 
11-144-850 


11-144-860 


11-145-180 
11-145-850 
11-149-850 


11-162-350 
11-162-365 
11-162-375 
11-162-385 
11-162-395 
11-162-405 
11-162-415 
11-162-450 


11-162-470 
11-162-480 
11-162-495 
11-162-510 
11-162-520 
11-162-530 


11-166-450 
11-166-455 
11-166-460 
11-166-465 


NOMENCLATURE AND DESCRIPTION 


BLOCK PRINTING 


Block, Printing, 3 by 4 inches, 12s: Linoleum. 
Block, Printing, 4 by 6 inches, 12s: Linoleum. 
Block, Printing, 6 by 8 inches, 12s: Linoleum. 

Ink, Block Printing, Black, 4 oz: 

Ink, Block Printing, Blue, 4 oz: 

Ink, Block Printing, Green, 4 oz: 

Ink, Block Printing, Orange, 4 oz: 

Ink, Block Printing, Red, 4 oz: 

Ink, Block Printing, Yellow, 4 oz: 

Press, Block Printing, 8 by 12 inches: Maximum block capacity. 
Reducer, Block Printing Ink, 144 oz: Dry conditions. 


BOOKBINDING 


Bench, Work, Bookbinders: Approximately 22 inches wide by 48 inches long 
by 31 inches high; with drawer. For accessory equipment requisition 
11-144-850. 


Board, Pressing, 10 by 13 inches: Metal bound. 
Bookbinding Equipment, Hand-Operated: Consists of trimming shelf, 


drilling jig, drill backstop, backing strips and sewing frame board with up- 
rights and clamp. For use with 11-131-250. 


Bookbinding Supplies: Consists of twelve 4 inch drills, 12 needles, 3 skeins 
linen thread, 2% lbs. glue, 10 sheets gray end paper, 10 sheets white end paper, 
30 yards gummed cloth tape, 5 yards backing flannel, 12 yards red and gold 
binding, 12 yards green and gold binding, 1 roll binding tape, 1 binders board 
and 2 yards each, black, blue, brown, green and red imitation leather. 


Pallet, Lettering, Bookbinders: 
Press, Letter, 10 by 1514 inches: Platen size. 


Tool Kit, Bookbinding: Consists of one saw, one chisel, one hammer, two 
pairs shears, three knives, one hand drill, three bone folders and one steel 
square. 


BRAIDING and KNOTTING 


Cord, Cotton, Macrame, Black, 2 oz: Approximately 72 yards. 

Cord, Cotton, Macrame, Brown, 2 oz: Approximately 72 yards. 
Cord, Cotton, Macrame, Dark Green, 2 oz: Approximately 72 yards. 
Cord, Cotton, Macrame, Navy Blue, 2 oz: Approximately 72 yards. 
Cord, Cotton, Macrame, Red, 2 oz: Approximately 72 yards. 

Cord, Cotton, Macrame, Tan, 2 oz: Approximately 72 yards. 

Cord, Cotton, Macrame, White, 2 oz: Approximately 72 yards. 


Cord, Cotton, Waxed Finish, Black, 1% lb: (Belfast cord); approximately 
213 yards. 

Cord, Cotton, Waxed Finish, Brown, 4 lb: (Belfast cord); approximately 
213 yards. 

Cord, Cotton, Waxed Finish, Dark Green, 14 lb: (Belfast cord); approxi- 
mately 213 yards. 

Cord, Cotton, Waxed Finish, Navy Blue, 14 lb: (Belfast cord); approxi- 
mately 213 yards. 

Cord, Cotton, Waxed Finish, Red, 14 lb: (Belfast cord); approximately 
213 yards. 

Cord, Cotton, Waxed Finish, Tan, 1% lb: (Belfast cord); approximately 
213 yards. 

Cord, Cotton, Waxed Finish, White, 14 lb: (Belfast cord); approximately 
213 yards. ; 

Gimp, Artificial Leather, Beveled, Black, 9/32 inch by 100 yards: 

Gimp, Artificial Leather, Beveled, Blue, 9/32 inch by 100 yards: 

Gimp, Artificial Leather, Beveled, Brown, ¥32 inch by 100 yards: 


Gimp, Artificial Leather, Beveled, Green, 9/32 inch by 100 yards: 
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ability Expend- Stock No. | NOMENCLATURE AND DESCRIPTION a " gt Notes 
Status | ability Issue Packing jess gee 
BRAIDING and KNOTTING (Cont'd) 
xX 11-166-470 | Gimp, Artificial Leather, Beveled, Red, 2 inch by 100 yards: Spool 
xX 11-166-475 | Gimp, Artificial Leather, Beveled, Red, White and Blue Combination, 
3/9 inch by 100 yards: Spool 
X | 11-166-480 | Gimp, Artificial Leather, Beveled, White, 9/32 inch by 100 yards: Spool 
xX 11-166-485 | Gimp, Artificial Leather, Beveled, Yellow, 9/32 inch by 100 yards: Spool 
X 11-166-510 | Gimp, Artificial Leather, Round, Black, 100 yards: Spool 
xX 11-166-515 | Gimp, Artificial Leather, Round, Brown, 100 yards: Spool 
x 11-166-520 | Gimp, Artificial Leather, Round, Green, 100 yards: Spool 
xX 11-166-525 | Gimp, Artificial Leather, Round, Red, 100 yards: Spool 
xX 11-166-530 | Gimp, Artificial Leather, Round, White, 100 yards: Spool 
xX 11-166-550 | Gimp, Artificial Leather, Round, Extra Heavy, Black, 100 yards: Spool 
x 11-166-555 | Gimp, Artificial Leather, Round, Extra Heavy, Brown, 100 yards: Spool 
x 11-166-560 | Gimp, Artificial Leather, Round, Extra Heavy, Green, 100 yards: Spool 
xX 11-166-565 | Gimp, Artificial Leather, Round, Extra Heavy, Red, 100 yards: Spool 
xX 11-166-570 | Gimp, Artificial Leather, Round, Extra Heavy, White, 100 yards: Spool 
CARPENTRY and WOODWORKING 
11-204-450 | Bar, Wrecking, Gooseneck, 18 inch: Claw and pinch point. Each 
xX 11-204-850 | Bit, Machine, Router, 14 inch, 12s: 4 inch diameter shank. Pkg 
xX 11-204-855 | Bit, Machine, Router, 14 inch, 12s: 4 inch diameter shank. Pke 
>.< 11-204-875 | Bit, Machine, Wood Drill, 14 inch, 12s: Twist; 4% inch diameter shank; | Pkg 
without flat. 
x 11-204-880 | Bit, Machine, Wood Drill, 34 inch, 12s: Twist; 4 inch diameter shank; | Pkg 
without flat. 
».4 11-204-885 | Bit, Machine, Wood Drill, 4% inch, 12s: Twist; % inch diameter shank; | Pkg 
without flat. 
x 11-204-890 | Bit, Machine, Wood Drill, 34 inch, 12s: Twist; 44 inch diameter shank; | Pkg 
without flat. 
>.< 11-205-550 | Bolt, Carriage, 34 by 214 inches, 100s: With square nut. Pkg 
11-205-650 | Box, Miter, Adjustable, with Saw: Metal. Each 
xX 11-205-670 | Box, Wood, 21% by 314 by 614 inches: With detachable cover. Each 
x 11-205-680 | Box, Wood, 214 by 414 by 1014 inches: With detachable cover. Each 
xX 11-205-690 | Box, Wood, 3 by 514 by 1114 inches: With hinged cover. Each 
x 11-206-550 | Brad, Wire, Bright, No. 14, 114 inch, 1 lb: Pkg 
xX 11-206-570 | Brad, Wire, Bright, No. 16, 34 inch, 1 Ib: Pkg 
X | 11-206-580 | Brad, Wire, Bright, No. 16, 1 inch, 1 lb: Pkg 
xX 11-206-590 | Brad, Wire, Bright, No. 16, 114 inch, 1 lb: Pkg 
xX 11-206-650 | Brad, Wire, Bright, No. 18, 34 inch, 1 Ib: Pkg 
>.< 11-206-670 | Brad, Wire, Bright, No. 18, 114 inch, 1 lb: Pkg 
xX 11-206-690 | Brad, Wire, Bright, No. 20, 34 inch, 1 lb: Pkg 
x 11-206-850 | Brush, Varnish, Flat, Double-X Thickness, No. 1: 1 by 134 inches. Each 
xX 11-208-850 | Chisel, Woodworkers, Turning, Round Point, 1% inch: With handle. Each 
xX 11-208-870 | Chisel, Woodworkers, Turning, Skew Point, 14 inch: With handle. Each 
x 11-208-880 | Chisel, Woodworkers, Turning, Skew Point, 1 inch: With handle. Each 
xX 11-208-890 | Chisel, Woodworkers, Turning, Spear Point, 1 inch: With handle. Each 
xX 11-209-550 | Cloth, Wire Screen, 16 Mesh, 36 inch: In 100 foot rolls. Iron or steel, gal- |Sq.Ft. 
vanized. 
xX 11-210-550 | Corner, Box, Brass, 154 by 134 inches, 12s: With 34 inch screws. Pkg 
11-214-550 | Drill, Automatic: With adjustable tension and 8 drill points in handle maga- | Each 
zine. 
11-214-580 | Drill, Breast, Plain: Two speed. Each 
x 11-218-600 | Enamel, Interior, Black Gloss, 14 pt: Can 
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CARPENTRY and WOODWORKING (Cont'd) 
XG 11-218-605 | Enamel, Interior, Brown Gloss, 14 pt: Can 
xX 11-218-610 | Enamel, Interior, Dark Blue Gloss, 14 pt: Can 
x 11-218-615 | Enamel, Interior, Dark Green Gloss, 14 pt: Can 
xX 11-218-620 | Enamel, Interior, Dark Red Gloss, 14 pt: Can 
x 11-218-625 | Enamel, Interior, Gray Gloss, 14 pt: Can 
xX 11-218-630 | Enamel, Interior, Ivory Gloss, 14 pt: Can 
x 11-218-635 | Enamel, Interior, Jade Green Gloss, 14 pt: Can 
xX 11-218-640 | Enamel, Interior, Light Blue Gloss, 14 pt: Can 
x 11-218-645 | Enamel, Interior, Orange Gloss, 4 pt: Can 
xX 11-218-650 | Enamel, Interior, Oriental Red Gloss, 1% pt: Can 
xX 11-218-655 | Enamel, Interior, Oriental Yellow Gloss, 4 pt: Can 
x 11-218-660 | Enamel, Interior, Tan Gloss, 14 pt: Can 
x 11-218-665 | Enamel, Interior, White Gloss, 14 pt: Can 
xX 11-221-550 | File, Cabinet, Wood, 10 inch: Open cut. Each 
x 11-221-570 | File, Flat Bastard, 12 inch: No. 00 cut. Each 
11-224-550 | Gage, Bit, Adjustable: Each 
xX 11-226-550 | Gouge, Woodworkers, Turning, 4 inch: With handle. Each 
x 11-226-560 | Gouge, Woodworkers, Turning, 14 inch: With handle. Each 
x 11-226-570 | Gouge, Woodworkers, Turning, 34 inch: With handle. Each 
11-228-550 ee Carpenters, Ripping, Straight Claw, Bell Face, 1 lb: With | Each 
handle. 
D4 11-228-750 | Hasp, Brass, Hinged, 54 by 1% inches, 12s: Box hasp; with staple and 14 | Pkg 
inch screws. 
xX 11-230-550 | Hinge, Butt, Wrought Brass, Middle, 14 by “6 inch, 12s: Fast piri, no tips;| Pkg 
with No. 0 brass screws. 
x 11-230-555 | Hinge, Butt, Wrought Brass, Middle, 1%6 by 1 inch, 12s: Fast pin, no tips;| Pkg 
with No. 3 brass screws. 
x 11-230-560 | Hinge, Butt, Wrought Brass, Middle, 114 by 1 inch, 12s: Fast pin, no tips; | Pkg 
with No. 4 brass screws. 
11-238-250. | Jointer, Woodworking, 6 inch, 110-220 volt, 60 cycle, AC: Approximately | Each 
450 watts; floor model; with 44 hp motor, stand, 3 knives and wrench. 
x 11-242-150 | Knife, Putty, 314 inch Blade: 114 inch width; flexible. Each 
xX 11-242-250 | Knife, Sloyd, 314 inch Blade: Each 
11-244-850 | Lathe, Woodworking, 12 inch, 110-220 volt, 60 cycle, AC: Approximately | Each 
450 watts; floor model; with 14 hp motor, stand, face plate, 4 and 6 inch tool 
rests, drive center, 60° tail center and wrench. 
x 11-252-710 | Nail, Common, Bright, 3d, 5 lb: Steel wire. Pkg 
xX 11-252-715 | Nail, Common, Bright, 6d, 5 lb: Steel wire. Pkg 
D.& 11-252-720 | Nail, Common, Bright, 10d, 5 Ib: Steel wire. Pkg 
x 11-252-730 | Nail, Common, Bright, 20d, 5 Ib: Steel wire. Pkg 
xX 11-252-780 |. Nail, Finishing, Bright, 6d, 5 lb: Steel wire. Pkg 
x 11-252-850 | Nail, Upholsterers, Black, 14 inch, 1000s: Pkg 
x 11-261-850 | Pin, Escutcheon, Brass, No. 20, 14 inch, 1 Ib: Oval head. Pkg 
11-262-250 | Plane, Block, Adjustable, 6 inch: Each 
11-262-270 | Plane, Dado, Adjustable, 744 inch: With 3% inch cutter. Each 
11-262-290 | Plane, Jointer, Adjustable, 22 inch: Each 
11-262-405 | Pliers, Flat Nose, Medium, 5 inch: Without cutter. Each 
x 11-262-550 | Plumb-Bob, Steel, Solid 6 oz: . Each 
x 11-263-350 | Putty, Linseed Oil, 1 Ib: Can 
11-271-150 | Rule, Multiple Folding, Wood, 6 ft: 6 inch fold; 4 inch width. D 
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11-272-320 


11-272-325 


11-272-350 


11-272-360 


11-272-370 
11-272-380 
11-272-420 
11-272-650 


11-272-660 
11-272-750 


11-272-760 


11-272-850 
11-272-860 
11-272-950 


11-272-955 
11-273-510 
11-273-530 
11-273-580 
11-274-350 
11-274-650 


11-274-660 


11-274-665 


11-275-010 


11-275-020 


11-275-520 
11-275-530 
11-275-540 
11-277-750 


11-277-850 


11-277-950 
11-284-550 
11-288-550 
11-291-010 


NOMENCLATURE AND DESCRIPTION 


CARPENTRY and WOODWORKING (Cont'd) 


Sander, Belt, Treadle Drive: Floor model; with adjustable seat and treadle 
mechanism; with 4 inch grinding wheel, 6 inch wheel for disks, 3 sandpaper 
disks and sanding belt. For replacement sanding belt, requisition 11-272-325. 


Belt, Sander, Treadle Drive: 3 by 2634 inches. Replacement sanding belt 
for 11-272-320. 


Sander, Disk Wheel, 12 inch, 110-220 volt, 60 cycle, AC: Approximately 
520 watts; floor model; with 44 hp motor, stand, miter gage, 6 garnet disks, 
6 aluminum oxide disks and one stick of compound for applying abrasive disks 


to disk wheel. For replacement disks and adhesive compound requisition 
_ 11-272-360, 11-272-370 and 11-272-380. 


Adhesive Compound, 1 lb: For applying abrasive disks to sander disk 
wheel; replacement adhesive for 11-272-350. 


Disk, Aluminous Oxide, Medium Cut,6s: Replacement disk for1 1-272-350. 
Disk, Garnet, Medium Cut, 6s: Replacement disk for 11-272-350. 
Sandpaper, Very Fine, No. 0000: 
Saw, Band, Woodworking, 14 inch, 110-220 volt, 60 cycle, AC: Approxi- 


mately 450 watts; with 144 hp motor, stand, lamp attachment and 44 inch 
saw blade. 


Blade, Band Saw, Woodworking, 14 by 931 inches: Spring set. 
Saw, Circular, Woodworking, 10 inch, 110-220 volt, 60 cycle, AC: Ap- 


proximately 775 watts; with 34 hp motor, stand and combination rip and 
crosscut blade. For grooving attachment requisition 11-272-760. 


Saw Set, Grooving, Woodworking, 6 inch: (Dado head); consists of 
two ¥ inch outside blades, two \% inch, one 4 inch and one %& inch inside 
cutters; with 5 inch hole. For use with 11-272-750. 


Saw, Coping, 614 inch: With one blade. 
Blade, Coping Saw, 61/4 inch, 12s: Pin ends; 15 teeth per inch. 

Saw, Jig, Bicycle Pedal Drive, 18 inch: Adjustable seat and pedal mechan- 

ism; with 6 saw blades. 
Blade, Jig Saw, 514 inch, 12s: Straight ends; 10 teeth per inch. 

Screw, Wood, Flat Head, No. 4, 12 inch, 144s: 

Screw, Wood, Flat Head, No. 6, 7% inch, 144s: 

Screw, Wood, Flat Head, No. 14, 2 inch, 144s: 

Shellac, White, 1 gal: 

Slip, Tool Sharpening, Hard, Natural Stone, *16 by 7% by 214 inches, Set 
of 4: (Arkansas stone). 

Slip, Tool Sharpening, Round Edge, Artificial Stone, Fine Grit, 16 by 4 
by 134 by 414 inches: (Carborundum oilstone). 

Slip, Tool Sharpening, Round Edge, Artificial Stone, Medium Grit, *16 
by 14 by 134 by 414 inches: (India oilstone). 

Square, Carpenters, Steel, Size 12: One piece square; body 1% by 12 inches; 
tongue 1 by 8 inches. 

Square, Carpenters, Steel, Size 24: One piece square; body 2 by 24 inches; 
tongue 114 by 16 inches. 

Stain, Oil, Light Oak, 1 gal: 

Stain, Oil, Walnut, 1 gal: 

Stain, Oil, Yellow Maple, 1 gal: 

Tool, Carving, Woodworking, 61/4 inch, Set of 6: Consists of one each 3% 


inch bent chisel, 14 inch skew chisel, 5% inch straight chisel, 34 inch bent 
gouge, 3 inch ‘‘U”’ tool and % inch veining tool; with wood handles. 


Tool, Chip Carving, Woodworking, Set of 3: Consists of one each wide 
square point chisel, narrow square point chisel and skew point chisel; with 
wood handles. 

Tool, Parting, Woodworkers, 14 inch: With handle. 

Varnish, Spar, 1 gal: 

Washer, Bolt, 3% inch, 1 lb: 


Wrench, Box, Double Head, 12 Point, 15 Degree, Short Length, Set of 
6: One each 3% and Y% inch, 4% and % inch, 54 and 14% inch, 34 and % inch, 
134 and % inch, and 1% and 1 inch. 
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11-302-450 
11-302-470 
11-302-550 
11-302-560 
11-302-570 
11-302-580 
11-302-590 
11-303-850 


11-306-550 


11-319-750 


11-335-550 
11-336-550 
11-337-150 


11-341-100 
11-341-200 
11-341-300 


11-373-150 


11-373-500 


11-404-750 
11-404-760 
11-404-770 
11-404-810 
11-404-820 
11-404-825 
11-404-830 
11-404-835 


11-404-950 
11-405-900 


11-405-905 


11-405-910 


NOMENCLATURE AND DESCRIPTION 


CERAMICS 
Clay, Modeling, Moist, 25 lb: 
Clay, Pottery, Terra-Cotta, Dry, 5 lb: 
Compound, Modeling, Plastic, Blue, 1 lb: (Plasticine). 
Compound, Modeling, Plastic, Gray, 1 lb: (Plasticine). 
Compound, Modeling, Plastic, Green, 1 lb: (Plasticine). 
Compound, Modeling, Plastic, Red, 1 lb: (Plasticine). 
Compound, Modeling, Plastic, White, 1 lb: (Plasticine). 


Dye, Glaze, Set of 6 Colors: One box each of black, blue, brown, green, red 
and yellow. For glaze requisition 11-306-550. 


Glaze, Transparent, 1 qt: Nonfiring; for clay, plaster, or pottery. For color- 
ing requisition 11-303-850. 
Tool, Clay Modeling, Set of 4: Double ended. Wood. 


GARDENING 
Fork, Spading: 
Hoe, Garden, Size 1: Approximately 6/4 inch width blade. 
Rake, Garden, Level Head, 14 Tooth: 


KITS and SETS— EXTENDED PROJECTS 


Airplane Model Construction Kits, Type 1, 24s: Flying models, 12 to 16 
inch wing span. Each kit contains materials and instructions for fabricating 
a different type motorless model. 

Airplane Model Construction Kits, Type 2, 24s: Flying models, 20 to 24 
inch wing span. Each kit contains materials and instructions for fabricating 
a different type motorless model. : 

Airplane Model Construction Kits, Type 3, 12s: Shelf models. Each kit 
contains materials and instructions for fabricating a different type scale 
shelf model. 

Fly Tying Kit, Fishermans, Dry and Wet Flies, Large: Consists of suf- 
ficient supplies and equipment for approximately 2400 hours of activity. 


Fly Tying Kit, Fishermans, Small: 


LEATHERWORKING 


Belt, Leather, Black, 11/4 by 44 inches: With loops; without buckle; plain; 
suitable for tooling, embossing and carving. 

Belt, Leather, Brown, 114 by 44 inches: With loops; without buckle; plain; 
suitable for tooling, embossing and carving. 

Belt, Leather, Russet, 11/4 by 44 inches: With loops; without buckle; plain; 
suitable for tooling, embossing and carving. 

Belt, Leather, Russet, 6 Strand, 50 inches: With loop and buckle; for 
braiding. 

Belt Kit, Type 1: Consists of materials and instructions for fabricating one 44 
inch, double link, black leather belt, complete with buckle. 

Belt Kit, Type 2: Consists of materials and instructions for fabricating one 44 
inch, double link, brown leather belt, complete with buckle. 

Belt Kit, Type 3: Consists of materials and instructions for fabricating one 44 
‘inch, single link, black leather belt, complete with buckle. 

Belt Kit, Type 4: Consists of materials and instructions for fabricating one 44 
inch, single link, brown leather belt, complete with buckle. 

Beveler, Edge, Leather: Forked type creaser for light leather. 

Billfold Kit, Type 1: Consists of materials and instructions for fabricating 
one black leather billfold, dimensions 334 by 7 inches closed. 

Billfold Kit, Type 2: Consists of materials and instructions for fabricating 
one brown leather billfold, dimensions 334 by 7 inches closed. 


Billfold Kit, Type 3: Consists of materials and instructions for fabricating 
one black leather billfold, dimensions 314 by 414 inches closed. 
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11-405-915 


11-407-350 
11-420-750 
11-420-755 
11-420-850 


11-420-870 


11-423-150 


11-441-800 


11-441-805 


11-441-810 


11-441-815 


11-444-150 
11-444-160 
11-444-170 
11-445-150 
11-445-160 


11-445-170 


-11-445-250 


11-448-550 
11-453-250 
11-461-500 


11-461-510 


11-462-150 


11-463-150 


11-463-155 


11-463-160 
11-470-550 
11-472-350 


11-474-150 


11-477-150 
11-478-150 


11-478-155 


11-478-160 


11-478-165 


11-478-170 


LEATHERWORKING (Cont'd) 


Billfold Kit, Type 4: Consists of materials and instructions for fabricating 
one brown leather billfold, dimensions 3144 by 41% inches closed. 


Buckle, 114 inch, 12s: 
Fastener, Slide, Interlocking, Black, 8 inch, 12s: Metal; leather-mounted. 


Fastener, Slide, Interlocking, Brown, 8 inch, 12s: Metal; leather-mounted. 


Fastener, Spring Snap, Black, “6 inch, 144s: Bird-cage type; consists of 
button, socket, stud and eyelet. For snap setter requisition 11-472-350. 


Fastener, Spring Snap, Brown, “1é inch, 144s: Bird-cage type; consists of 
button, socket, stud and eyelet. For snap setter requisition 11-472-350. 

Frame, Key Case, 4 Hook, 144s: Metal; swivel type, with rivets for attaching 
leather. 

Key Case Kit, Type 1: Consists of materials and instructions for fabricating 
one 4 hook, black leather key case. 

Key Case Kit, Type 2: Consists of materials and instructions for fabricating 
one 4 hook, brown leather key case. 

Key Case Kit, Type 3: Consists of materials and instructions for fabricating 
one 6 hook, black leather key case. 

Key Case Kit, Type 4: Consists of materials and instructions for fabricating 
one 6 hook, brown leather key case. 

Lacing, Leather, Black, 100 yards: Calfskin; beveled; 3% inch. 

Lacing, Leather, Medium Brown, 100 yards: Calfskin; beveled; 3% inch. 

Lacing, Leather, Tan, 100 yards: Calfskin; beveled; 34 inch. 

Leather, Calfskin, Black, Tooling, 2 to 244 oz: Approximately 15 sq. ft. 

Leather, Calfskin, Medium Brown, Tooling, 2 to 21% oz: Approximately 
15 sq. ft. 

Leather, Calfskin, Tan, Tooling, 2 to 2144 oz: Approximately 15 sq. ft. 

Leather Accessory Kit, Type 1: Consists of 404 pieces of material for fab- 
ricating small leather articles. 

Marker, Spacing, Lacing or Stitching Hole: For leather. 

Needle, Leather Lacing, 12s: Steel. 

Picture Frame Kit, Type 1: Consists of materials and instructions for fab- 


ricating one brown leather snapshot folding frame, dimensions 354 by 43% 
inches closed. 


Picture Frame Kit, Type 2: Consists of materials and instructions for fab- 
ricating one green leather snapshot folding frame, dimensions 354 by 434 
inches closed. 


Pliers, Flat Nose, Narrow, 7 inch: Without cutter. 

Punch, Leather, Lacing Hole, 1 Prong: (Thonging chisel); cuts slits for 
3% inch lacing. 

Punch, Leather, Lacing Hole, 4 Prong: (Thonging chisel); cuts slits for 
3% inch lacing. 

Punch, Leather, Stitching Hole, 8 Prong: 

Rivet, with Cap, Brown, 144s: Brass; for quick setting with hammer. 

Setter, Snap: Consists of anvil and hammer; for setting fasteners 11-420-850 
and 11-420-870. 

Stamp, Metal, Leather Embossing, Indian Design, Set of 14: For back- 
ground stamping. 

Thread, Linen, Unbleached, No. 25/3, 200 yards: Right hand twist. 

Tool, Leather Modeling, Type 1: Double ended, with one pointed and one 
flattened end; for fine or narrow lines. 

Tool, Leather Modeling, Type 2: Double ended, with one tapered and one 
flattened end; for broad surfaces. 

Tool, Leather Modeling, Type 3: Double ended, with one round and one 
tapered end; for straight line work. 

Tool, Leather Modeling, Type 4: Double ended, with two ball ends; for 
repousse or embossing. 


Tool, Leather Modeling, Type 5: Double ended, with one forked deerfoot 
and one pointed end; for lettering and double lines. 
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Stock No. 


11-478-180 


11-478-220 


11-514-050 
11-514-250 
11-514-255 


11-514-550 
11-514-555 
11-514-560 
11-514-565 
11-521-250 
11-521-260 
11-521-350 
11-521-650 
11-521-680 
11-521-700 
11-521-720 
11-521-730 
11-521-740 
11-523-550 
11-528-220 
11-528-240 
11-528-250 


11-528-270 
11-544-150 
11-548-205 
11-548-210 
11-548-215 
11-548-235 
11-561-250 
11-561-255 
11-561-450 
11-572-175 
11-572-180 
11-572-330 


11-572-335 


11-572-375 
11-572-385 
11-572-430 
11-572-435 
11-572-440 
11-574-550 
11-574-555 


11-575-105 


NOMENCLATURE AND DESCRIPTION 


LEATHERWORKING (Cont'd) 


Tool, Leather Modeling, Type 6: Double ended, with two deerfoot ends; for 
beveling and depressing outlines, roughing and stripping. 


Tool, Leather Modeling, Type 10: Single beveled end; for tracing. 


METALWORKING 


Drawplate, Round Hole, 30 Hole: Wireshaping and reducing plate. 
Drill, Hand, Plain: 0 to 3% inch capacity, with 8 drill points in handle magazine. 


Drill Points, Wood Boring, Set of 8: Diameter ranging from Y@ to % 
inches. Replacement points for 11-514-250. 


Drill, Twist, High Speed, No. 51 Wire Gage, 12s: Straight shank. 
Drill, Twist, High Speed, No. 53 Wire Gage, 12s: Straight shank. 
Drill, Twist, High Speed, No. 57 Wire Gage, 12s: Straight shank. 
Drill, Twist, High Speed, No. 59 Wire Gage, 12s: Straight shank. 
File, Flat Bastard, 4 inch: No. 00 cut. 

File, Flat Bastard, 6 inch: No. 00 cut. 

File, Smooth, Half Round, 4 inch: No. 2 cut. 

File, Swiss Pattern, Flat, 4 inch: No. 0 cut. 

File, Swiss Pattern, Half Round, 4 inch: No. 2 cut. 

File, Swiss Pattern, Knife Shaped, 4 inch: No. 2 cut. 

File, Swiss Pattern, Round, 4 inch: No. 0 cut. 

File, Swiss Pattern, Square, 4 inch: No. 0 cut. 

File, Swiss Pattern, Triangular, 4 inch: No. 2 cut. 

Flux, Soldering, Silver, 8 oz: 

Hammer, Machinists, Ball Peen, 4 oz: With handle. 

Hammer, Metalworkers, Forming, 10 oz: With handle. 


Hammer, Metalworkers, Planishing, 16 oz: With handle; one flat and one 
domed face. 


Hammer, Plastic, 4 oz: With wood handle. 
Lacquer, Metal, Transparent, 1 pt: 
Mallet, Hardwood, Flat Face, 4 inch Head Length: With handle. 
Mallet, Hardwood, Fluting, 5 inch Head Length: With handle. 
Mallet, Hardwood, Round Face, 4 inch Head Length: With handle. 
Mallet, Rubber, 4 inch Head Length: With handle. 
Pin, Nickel Silver, 1 inch Stem, 12s: With joint and safety catch. 
Pin, Nickel Silver, 2 inch Stem, 12s: With joint and safety catch. 
Pliers, Chain, Round Nose (Long), 7 inch: With cutter. 
Saw, Jewelers, 5 inch: With one blade. 

Blade, Jewelers Saw, 5 inch, 12s: 


Sheet, Aluminum, Half Hard, No. 18, 18 by 24 inches: B & S gage; bright 
finish. 


Sheet, Aluminum, Half Hard, No. 20, 18 by 24 inches: B & S gage; bright 
finish. 


Sheet, Brass, Rolled; Quarter Hard, No. 32, 12 by 18 inches: B & S gage. 
Sheet, Brass, Rolled, Quarter Hard, No. 36, 12 by 18 inches: B & S gage. 
Sheet, Silver, Sterling, No. 16 B & S Gage, 3 by 6 inches: 
Sheet, Silver, Sterling, No. 18 B & S Gage, 6 by 6 inches: 
Sheet, Silver, Sterling, No. 20 B & S Gage, 3 by 6 inches: 


Solder, Silver, Easy, No. 30 B & S Gage, 3 by 6 inches: For hard soldering. 
Solder, Silver, Medium, No. 30 B & S Gage, 3 by 6 inches: For hard 
soldering. 


Stake, Hardwood, Flat Top, 3 inch Diameter: Rock maple; for metal 
shaping. 
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Stock No. 


11-575-110 
11-577-000 


11-589-550 
11-590-150 
11-590-160 
11-590-180 
11-590-190 
11-590-210 
11-590-250 


11-662-250 
11-663-810 
11-663-815 
11-663-820 
11-663-825 
11-675-320 


11-675-330 


11-675-415 
11-675-425 
11-675-435 


11-705-750 
11-706-150 
11-706-850 
11-708-150 


11-708-170 


11-708-750 
11-708-905 
11-709-750 


11-711-250 
11-724-250 
11-724-350 
11-733-250 
11-733-255 
11-733-265 
11-733-270 
11-733-275 
11-742-150 
11-745-105 
11-745-150 
11-760-810 
11-760-820 
11-760-850 
11-760-855 
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NOMENCLATURE AND DESCRIPTION 


METALWORKING (Cont'd) 


Stake, Hardwood, Round Top, 3 inch Diameter: Rock maple; for metal 
shaping. 

Strip, Silver, Sterling, Spring, Hardened, No. 18 B & S Gage, 3% by 36 
inches: 


Wheel, Buffing, Felt, 4 inch Diameter: 1 inch face, 4% inch arbor. 
Wire, Sterling Silver, Half Round, 14 inch Diameter, 3 feet: 
Wire, Sterling Silver, Half Round, !%2 inch Diameter, 3 feet: 
Wire, Sterling Silver, Round, No. 9 B & S Gage: 

Wire, Sterling Silver, Round, No. 16 B & S Gage: 

Wire, Sterling Silver, Round, No. 21 B & S Gage: 

Wire, Sterling Silver, Square, No. 12 B & S Gage: 


PLASTICS 


Cement, Solvent, Cellulose Acetate, 1 gal: Transparent. 
Dye, Plastic, Blue, 1 gal: 

Dye, Plastic, Gold, 1 gal: 

Dye, Plastic, Green, 1 gal: 

Dye, Plastic, Red, 1 gal: 


Plastic, Rod, Clear, 14 inch Diameter by 24 inches Long, 12s: (Plexiglass 
or Lucite). 


Plastic, Rod, Clear, 42 inch Diameter by 24 inches Long, 12s: (Plexiglass 
or Lucite). 


Plastic, Sheet, Clear, 1 inch Thick, 20 by 50 inches: (Plexiglass or Lucite). 
Plastic, Sheet, Clear, 1/4, inch Thick, 20 by 50 inches: (Plexiglass or Lucite). 
Plastic, Sheet, Clear, 1 inch Thick, 20 by 50 inches: (Plexiglass or Lucite). 


PRINTING 


Box, Leader: Wood; approximately 134 by 5 by 8 inches outside measurements. 
Brayer, Ink Spreading, Hand, 6 inch: 
Brush, Printers, 2 by 5 inches: Without handle. 


Cabinet, Press and Printing Materials: With 12 shelves for galleys, 1 drawer 
for press rollers, 1 drying rack drawer, 1 chase rack unit and 2 paper bins. 


Cabinet, Type: With 2 work surfaces, and single tier body containing 1 blank 
case, 2 two-font cases and 12 job cases. 


Can, Safety, 1 qt: With short pouring nozzle. 
Case, Rule, Quarter Size: Wood. 


Chart Set, Printing Instructions, 24s: Visual aids, 11 by 14 inches, showing 
use of standard printing equipment. 


Cutter, Lead and Rule: 

Gage, Line, Printers, 12 inch: With 6 point, 12 point and inch measurements. 
Galley, Type, 834 by 13 inches: 

Ink, Printing, Black, 14 lb: 

Ink, Printing, Blue, 4 lb: 

Ink, Printing, Red, 14 lb: 

Ink, Printing, White, 14 lb: 

Ink, Printing, Yellow, 14 lb: 

Knife, Ink, 6 inch Blade: 

Lead, Type, 2 Point, 10 lb: 

Leader, Line, 10 Point, 1 lb: 

Paper, Bond, White, 17 by 22 inches: 50% stock; substance 26 M. 

Paper, Book Printing, White, 25 by 38 inches: 70 M. 

Paper, Cover Stock, Blue, 20 by 26 inches: Antique finish; substance 100 M. 
Paper, Cover Stock, Buff, 20 by 26 inches: Antique finish; substance 100 M. 


II 
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Foot 
Foot 
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Can 
Can 
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11-760-860 
11-760-875 
11-760-880 
11-760-980 
11-762-750 
11-762-770 
11-763-100 
11-763-200 
11-765-850 
11-765-855 
11-771-250 
11-773-250 
11-774-100 
11-774-120 
11-774-130 
11-774-140 
11-774-150 
111-774-160 
11-774-170 
11-774-180 
11-774-190 
11-774-200 
11-775-105 
11-775-110 
11-778-510 
11-778-530 


 11-778-560 


11-778-580 
11-778-650 
11-778-750 
11-778-770 
11-778-790 
11-778-850 
11-778-855 
11-778-860 
11-778-865 
11-778-870 
11-778-875 
11-778-905 
11-778-910 
11-778-915 
11-778-920 
11-778-925 
11-778-930 
11-778-935 
11-778-955 
11-778-960 
11-778-965 
11-778-970 
11-779-100 
11-779-102 


NOMENCLATURE AND DESCRIPTION 


PRINTING (Cont'd) 

Paper, Cover Stock, Green, 20 by 26 inches: Antique finish; substance 100 M. 
Paper, Cover Stock, Red, 20 by 26 inches: Antique finish; substance 100 M. 
Paper, Cover Stock, White, 20 by 26 inches: Antique finish; substance 100 M. 
Paper, Tympan, 14 inches Wide: Approximately 28 Ib. roll. 
Planer, Proof, 314 by 8 inches: 
Planer, Type, 314 by 6 inches: 
Press, Printing, Foot Treadle Type: 8 by 12 inch chase, inside size. 
Press, Printing, Hand Lever Type: 614 by 10 inch chase, inside size. 
Quoin, Type, No. 1: Small. 

Key, Type Quoin, No. 1: 
Rule, Type, 2 Point, 24 Strips: 2 foot strips. 
Slug, Type, 6 Point, 10 lb: 
Spacer, Type, Thin, 54 Strips: 2 foot strips. 
Spaces and Quads, Type, 6 Point: 


Spaces and Quads, Type, 8 Point: 


Spaces and Quads, Type, 10 Point: 

Spaces and Quads, Type, 12 Point: 

Spaces and Quads, Type, 18 Point: 

Spaces and Quads, Type, 24 Point: 

Spaces and Quads, Type, 30 Point: 

Spaces and Quads, Type, 36 Point: 

Spaces and Quads, Type, 48 Point: 

Stick, Printers, Composing, Job, 2 by 12 inches: 
Stick, Printers, Composing, Pica, 2 by 6 inches: 
Type, Art Lettering, Linear, 12 Point: 

Type, Art Lettering, Linear, 24 Point: 

Type, Art Lettering, Reverse, 12 Point: 

Type, Art Lettering, Reverse, 24 Point: 

Type, Bodoni, Parentheses and Brackets, 10 Point: 
Type, Century Old Style, Braces and Dashes, 10 Point: 
Type, Century Old Style, Fractions, Em-Set, 10 Point: 
Type, Century Old Style, References, 10 Point: 
Type, Century Schoolbook, 8 Point: 

Type, Century Schoolbook, 10 Point: 

Type, Century Schoolbook, 12 Point: 

Type, Century Schoolbook, 18 Point: 

Type, Century Schoolbook, 36 Point: 

Type, Century Schoolbook, 48 Point: 

Type, Century Schoolbook, Bold, 6 Point: 

Type, Century Schoolbook, Bold, 8 Point: 

Type, Century Schoolbook, Bold, 10 Point: 

Type, Century Schoolbook, Bold, 12 Point: 

Type, Century Schoolbook, Bold, 18 Point: 

Type, Century Schoolbook, Bold, 24 Point: 

Type, Century Schoolbook, Bold, 30 Point: 

Type, Century Schoolbook, Italic, 8 Point: 

Type, Century Schoolbook, Italic, 10 Point: 
Type, Century Schoolbook, Italic, 12 Point: 
Type, Century Schoolbook, Italic, 18 Point: 
Type, Heavy Copperplate Gothic, 6 Point, No. 21: 
Type, Heavy Copperplate Gothic, 6 Point, No. 22: 


Unit 
of 


Ream 
Ream 
Ream 
Roll 
Each 
Each 
Each 
Each 
Pair 
Each 
Pkg 
Pkg 
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Font 
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Avail- Unit Packaging 
ability | Expend- Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability Issue Packing 
PRINTING (Cont'd) 

xX 11-779-104 | Type, Heavy Copperplate Gothic, 6 Point, No. 23: Font 

x 11-779-106 | Type, Heavy Copperplate Gothic, 6 Point, No. 24: Font 

xX 11-779-120 | Type, Heavy Copperplate Gothic, 12 Point, No. 25: Font 

xX 11-779-122 | Type, Heavy Copperplate Gothic, 12 Point, No. 26: Font 

xX 11-779-124 | Type, Heavy Copperplate Gothic, 12 Point, No. 27: Font 

> 11-779-126 | Type, Heavy Copperplate Gothic, 12 Point, No. 28: Font 

x 11-779-200 | Type, Wedding Text, 8 Point: Font 

x 11-779-202 | Type, Wedding Text, 10 Point: Font 

x 11-779-204 | Type, Wedding Text, 12 Point: Font 

xX 11-779-206 | Type, Wedding Text, 18 Point: Font 

SILK SCREEN PROCESS PRINTING 

x 11-783-105 | Cardboard, White, 28 by 44 inches: 14-ply. Sheet 

».4 11-783-405 | Color, Show Card, Black, 1 qt: . Jar 

Ba 11-783-410 | Color, Show Card, Brown, 1 qt: Jar 

xX 11-783-415 | Color, Show Card, Dark Red, 1 qt: Jar 

xX 11-783-420 | Color, Show Card, Dark Yellow, 1 qt: Jar 

of 11-783-425 | Color, Show Card, Emerald Green, 1 qt: Jar 

x 11-783-430 | Color, Show Card, Green, 1 qt: Jar 

xX 11-783-435 | Color, Show Card, Light Yellow, 1 qt: Jar 

64 11-783-440 | Color, Show Card, Magenta, 1 qt: Jar 

xX 11-783-445 | Color, Show Card, Orange, 1 qt: Jar 

xX 11-783-450 | Color, Show Card, Red, 1 qt: Jar 

x 11-783-455 | Color, Show Card, Ultramarine Blue, 1 qt: Jar 

xX 11-783-460 | Color, Show Card, Vermilion, 1 qt: Jar 

x 11-783-465 | Color, Show Card, Violet, 1 qt: Jar 

xX 11-783-470 | Color, Show Card, White, 1 qt: Jar 

x 11-783-475 | Color, Show Card, Yellow, 1 qt: Jar 

x 11-785-850 | Extender, Show Card Color, 1 gal: Can 

11-786-950 | Frame, Printing, Silk Screen Process, 17 by 22 inches: Inside dimensions | Each 
shown; with back bar, hinges and 24 by 32 inch base board. 

9 11-789-150 | Knife, Stencil, Set of 2: With detachable blades. Set 

x 11-789-155 Blade, Stencil Knife, Set of 5: Assorted blades. Set 

xX 11-794-150 | Paper, Stencil, Silk Screen, 40 inch Width: (Nufilm). Approximately 300 | Roll 

inch roll. 

pA 11-796-250 | Silk, Natural, 40 inch: No. 8XX. Yard D 

xX 11-796-350 | Solution, Adhesive, Stencil, 1 qt: Can 

x 11-796-370 | Solution, Cleaning, Silk Screen, 1 gal: Can 

xX 11-797-350 | Squeegee, 12 inch: With rubber blade. Each D 

WEAVING and TEXTILES 

xX 11-808-500 | Card, Weaving, 100s: Pkg 

x 11-808-560 | Chenille, Heavy Cotton, Black, 1 lb: 200 to 250 yards per pound. Skein 

x 11-808-570 | Chenille, Heavy Cotton, Crimson, 1 Ib: 200 to 250 yards per pound. Skein 

xX 11-808-580 | Chenille, Heavy Cotton, Gray, 1 lb: 200 to 250 yards per pound. Skein 

xX 11-808-590 | Chenille, Heavy Cotton, Light Blue, 1 lb: 200 to 250 yards per pound. Skein 

x 11-808-600 | Chenille, Heavy Cotton, Light Brown, 1 lb: 200 to 250 yards per pound. Skein 

xX 11-808-605 | Chenille, Heavy Cotton, Light Green, 1 Ib: 200 to 250 yards per pound. Skein 

x 11-808-610 | Chenille, Heavy Cotton, Maroon, 1 Ib: 200 to 250 yards per pound. Skein 

x 11-808-620 | Chenille, Heavy Cotton, Medium Blue, 1 Ib: 200 to 250 yards per pound. Skein 

x 11-808-625 | Chenille, Heavy Cotton, Medium Green, 1 lb: 200 to 250 yards per pound. | Skein 
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Stock No. 


11-808-630 
11-808-635 
11-808-640 
11-808-790 
11-808-800 
11-808-810 
11-808-820 
11-808-830 
11-810-000 
11-810-010 
11-810-020 
11-810-030 
11-810-040 
11-810-050 
11-810-060 
11-810-070 
11-822-850 
11-831-250 
11-846-500 
11-846-600 
11-846-700 
11-846-800 


11-868-150 
11-869-150 
11-873-810 
11-873-820 
11-873-840 
11-873-850 
11-877-005 


11-877-010 
11-877-015 
11-877-020 
11-877-025 
11-877-035 
11-877-040 
11-877-050 
11-877-060 
11-877-065 
11-877-205 
11-877-215 


11-877-225 


NOMENCLATURE AND DESCRIPTION 


WEAVING and TEXTILES (Cont'd) 
Chenille, Heavy Cotton, Tan, 1 lb: 200 to 250 yards per pound. 
Chenille, Heavy Cotton, White, 1 lb: 200 to 250 yards per pound. 
Chenille, Heavy Cotton, Yellow, 1 lb: 200 to 250 yards per pound. 
Chenille, Regular Cotton, Lacquer Red, 1 lb: 400 to 450 yards per pound. 
Chenille, Regular Cotton, Light Blue, 1 Ib: 400 to 450 yards per pound. 
Chenille, Regular Cotton, Medium Green, 1 lb: 400 to 450 yards per pound. 
Chenille, Regular Cotton, Natural, 1 lb: 400 to 450 yards per pound. 
Chenille, Regular Cotton, Yellow, 1 lb: 400 to 450 yards per pound. 
Dye, Aniline, Powder, Black, 1 lb: 
Dye, Aniline, Powder, Emerald Green, 1 lb: 
Dye, Aniline, Powder, Golden Brown, 1 lb: 
Dye, Aniline, Powder, Imperial Blue, 1 lb: 
Dye, Aniline, Powder, Red, 1 lb: 
Dye, Aniline, Powder, Rose, 1 lb: 
Dye, Aniline, Powder, Topaz Yellow, 1 Ib: 
Dye, Aniline, Powder, Violet, 1 lb: 
Frame, Weaving, Hand, Adjustable: With adjustable support. 
Hook, Reed, Loom: For threading heddles and reed. 
Loom, Two Harness, Foot-Treadle Type, 36 inch Weaving Width: 
Loom, Four Harness, Foot-Treadle Type, 32 inch Weaving Width: 
Loom, Four Harness, Foot-Treadle Type, 42 inch Weaving Width: 


Loom, Four Harness, Hand-Operated Type, 20 inch Weaving Width: 
Table model. 

Rack, Spool: 

Reel, Warping: 4 sided; for long warp chains. 

Shuttle, Loom, Flat, 18 inch: 

Shuttle, Loom, Flat, 22 inch: 

Shuttle, Loom, Rug, 21 inch: 

Shuttle, Loom, Throw, No. 2: 

Thread, Cotton, Carpet Warp, Black, 1% lb: 4-ply; approximately 800 
yards per 14 pound. 

Thread, Cotton, Carpet Warp, Blue, 14 Ib: 4-ply; approximately 800 yards 
per 14 pound. 

Thread, Cotton, Carpet Warp, Brown, 14 lb: 4-ply; approximately 800 
yards per 14 pound. 

Thread, Cotton, Carpet Warp, Gray, 1 Ib: 4-ply; approximately 800 . 
yards per 14 pound. 

Thread, Cotton, Carpet Warp, Green, 14 lb: 4-ply; approximately 800 
yards per 4 pound. 

Thread, Cotton, Carpet Warp, Natural, 4 lb: 4-ply; approximately 800 
yards per 44 pound. 

Thread, Cotton, Carpet Warp, Orange, 1 lb: 4-ply; approximately 800 
yards per 14 pound. 

Thread, Cotton, Carpet Warp, Red, 1 lb: 4-ply; approximately 800 yards 
per 4 pound. 

Thread, Cotton, Carpet Warp, White, 1% lb: 4-ply; approximately 800 
yards per 1% pound. 

Thread, Cotton, Carpet Warp, Yellow, 1% lb: 4-ply; approximately 800 
yards per 4 pound. 

Thread, Cotton, Mercerized, Blue, No. 5/2, 1% Ib: Approximately 1050 
yards per 4 pound. 

Thread, Cotton, Mercerized, Brown, No. 5/2, 2 lb: Approximately 1050 
yards per 4 pound. 


Thread, Cotton, Mercerized, Coffee, No. 5/2, 1% Ib: Approximately 1050 
yards per 14 pound. 
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Stock No. 


11-877-235 


11-877-245 


11-877-255 


11-877-265 


11-877-275 


11-877-285 


11-877-505 


11-877-525 


11-877-575 


11-895-150 
11-895-175 
11-897-000 


11-897-010 


11-897-020 


11-897-030 


11-897-040 


11-897-050 


11-897-060 


11-897-070 


11-897-080 


11-897-090 


11-897-100 


11-897-110 


11-897-120 


11-897-130 


11-897-140 


11-897-150 


11-898-200 


11-898-210 


11-898-220 


11-898-230 


JULY 1947 
NOMENCLATURE AND DESCRIPTION ery 
Issue 
WEAVING and TEXTILES (Cont’d) 
Thread, Cotton, Mercerized, Dark Leaf Green, No. 5/2, 42 lb: Approxi- | Tube 


mately 1050 yards per 4 pound. 

Thread, Cotton, Mercerized, Light Leaf Green, No. 5/2, 14 lb: Approxi-| Tube 
mately 1050 yards per 4 pound. 

Thread, Cotton, Mercerized, Orange, No. 5/2, 4 lb: Approximately 1050 | Tube 
yards per 4 pound. 

Thread, Cotton, Mercerized, Red, No. 5/2, ¥ lb: Approximately 1050 | Tube 
yards per 4 pound. 


Thread, Cotton, Mercerized, Rose, No. 5/2, 4% lb: Approximately 1050 | Tube 
yards per 4% pound. 

Thread, Cotton, Mercerized, Turquoise, No. 5/2, 14 lb: Approximately | Tube 
1050 yards per % pound. 

Thread, Cotton, Warp, White, No. 20/2, 1 lb: Approximately 8400 yards | Tube 
per pound. 

Thread, Cotton, Warp, White, No. 20/2, 20 yards: 60 warp ends; ready- | Spool 
warped spool. 

Thread, Cotton, Warp, Natural, No 24/3, 1 lb: Approximately 6720 | Tube 
yards per pound. 

Winder, Bobbin: With table clamp. Each 

Winder, Skein: Adjustable; 4 skein. Each 

Yarn, Cotton, Rug Filler, Black, 1 lb: 4-ply; approximately 135 yards per | Skein 


pound. 
Yarn, Cotton, Rug Filler, Dark Brown, 1 lb: 4-ply; approximately 135 | Skein 


yards per pound. 

Yarn, Cotton, Rug Filler, Dark Red, 1 lb: 4-ply; approximately 135 yards} Skein 
per pound. 

Yarn, Cotton, Rug Filler, Gray, 1 lb: 4-ply; approximately 135 yards per | Skein 
pound. 

Yarn, Cotton, Rug Filler, Henna, 1 lb: 4-ply; approximately 135 yards per | Skein 
pound. 

Yarn, Cotton, Rug Filler, Light Blue, 1 lb: 4-ply; approximately 135 yards | Skein 
per pound. 

Yarn, Cotton, Rug Filler, Light Brown, 1 lb: 4-ply; approximately 135 | Skein 
yards per pound. 

Yarn, Cotton, Rug Filler, Light Green, 1 lb: 4-ply; approximately 135 | Skein 
yards per pound. 

Yarn, Cotton, Rug Filler, Light Red, 1 lb: 4-ply; approximately 135 yards | Skein 
per pound. 

Yarn, Cotton, Rug Filler, Medium Blue, 1 lb: 4-ply; approximately 135 | Skein 
yards per pound. 

Yarn, Cotton, Rug Filler, Medium Green, 1 lb: 4-ply; approximately 135 | Skein 
yards per pound. 

Yarn, Cotton, Rug Filler, Old Rose, 1 lb: 4-ply; approximately 135 yards | Skein 
per pound. 

Yarn, Cotton, Rug Filler, Orange, 1 lb: 4-ply; approximately 135 yards | Skein 
per pound. : 

Yarn, Cotton, Rug Filler, Sand, 1 lb: 4-ply; approximately 135 yards | Skein 
per pound. 

Yarn, Cotton, Rug Filler, White, 1 lb: 4-ply; approximately 135 yards per | Skein 
pound. 

Yarn, Cotton, Rug Filler, Yellow, 1 lb: 4-ply; approximately 135 yards per | Skein 
pound. 

Yarn, Worsted Wool, Black, No. 4/8s, 4 oz: Approximately 250 yards per 4 | Skein 
ounces. 

Yarn, Worsted Wool, Carmine, No. 4/8s, 4 oz: Approximately 250 yards | Skein 
per 4 ounces. 

Yarn, Worsted Wool, Dark Brick Red, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 

Yarn, Worsted Wool, Dark Delft Blue, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
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JULY 1947 PRELIMINARY EDITION 
Avail- } Unit Packaging 
ability Expend- Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability Issue Packing 
WEAVING and TEXTILES (Cont’d) 
xX 11-898-240 | Yarn, Worsted Wool, Dark Leaf Green, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
xX 11-898-250 | Yarn, Worsted Wool, Dark Old Orange, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
xX 11-898-260 | Yarn, Worsted Wool, Dark Old Rose, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
xX 11-898-270 | Yarn, Worsted Wool, Dark Taupe, No. 4/8s, 4.0z: Approximately 250 yards | Skein 
per 4 ounces. 
xX 11-898-280 | Yarn, Worsted Wool, Dark Wood Brown, No. 4/8s, 40z: Approximately 250 | Skein 
yards per 4 ounces. 
xX 11-898-290 | Yarn, Worsted Wool, Jade, No. 4/8s, 4 oz: Approximately 250 yards per 4 | Skein 
ounces. 
xX 11-898-300 | Yarn, Worsted Wool, Light Brick Red, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
x 11-898-310 | Yarn, Worsted Wool, Light Delft Blue, No. 4/8s, 4. oz: Approximately 250 | Skein 
yards per 4 ounces. 
x 11-898-320 | Yarn, Worsted Wool, Light Leaf Green, No. 4/8s, 4 oz: Approximately | Skein 
250 yards per 4 ounces. 
x 11-898-330 | Yarn, Worsted Wool, Light Old Orange, No. 4/8s, 4 oz: Approximately | Skein 
250 yards per 4 ounces. 
x 11-898-340 | Yarn, Worsted Wool, Light Taupe, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
xX 11-898-350 | Yarn, Worsted Wool, Light Wood Brown, No. 4/8s, 4 oz: Approximately | Skein 
250 yards per 4 ounces. 
x 11-898-360 | Yarn, Worsted Wool, Medium Leaf Green, No. 4/8s, 4 oz: Approximately | Skein 
250 yards per 4 ounces. 
xX 11-898-370 | Yarn, Worsted Wool, Medium Old Orange, No. 4/8s, 4 oz: Approximately | Skein 
‘250 yards per 4 ounces. 
xX 11-898-380 | Yarn, Worsted Wool, Orange, No. 4/8s, 4 oz: Approximately 250 yards per | Skein 
4 ounces. 
x 11-898-390 | Yarn, Worsted Wool, Peacock Blue, No. 4/8s, 4 oz: Approximately 250 | Skein 
yards per 4 ounces. 
xX 11-898-400 | Yarn, Worsted Wool, Scarlet, No. 4/8s, 4 oz: Approximately 250 yards per | Skein 
4 ounces. 
x 11-898-410 | Yarn, Worsted Wool, White, No. 4/8s, 4 oz: Approximately 250 yards per | Skein 


4 ounces. 
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ORTHOPEDIC EQUIPMENT 
and SUPPLIES 


ARMY=NAVY MEDICAL PROCUREMENT OFFICE 


PEARL & SANDS STS., BROOKLYN 1, N. Y. 


JULY 1947 PRELIMIN ARY EDITIO 
Avail- : Unit | Packaging 
ability Expend- Stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability Issue Packing 
A aK 12-000-030 | Abrasive, No. 4 Grit, 9 by 11 inches: Combination cloth and paper back. Sheet 
A xX 12-000-050 | Abrasive, No. 40 Grit, 134 inch, 75 ft: Combination Amunite cloth and paper | Coil 
back. 
A xX 12-000-060 | Abrasive, No. 50 Grit, 9 by 11 inches: Combination cloth and paper back. Sheet 
A x 12-000-070 | Abrasive, No. 50 Grit, Heel Breaster Piece, No. 303: Combination cloth and | Piece 
paper back. 
A xX 12-000-080 | Abrasive, No. 60 Grit, Bevel Shape, 134 inch, 75 ft: Paper back; B-shape. | Coil 
A 12-008-000 | Anvil, Blacksmiths, 40 lb: Each 
A 12-008-050 | Anvil, Blacksmiths, 150 lb: With hardy. Each 
A 12-010-000 | Arbor, Jacobs Drill Chuck: No. 2 Morse taper shank. Each 
A xX 12-012-100 | Arch Support, Combination, Female, Size 3: Longitudinal and transverse. | Pair 
A x 12-012-102 | Arch Support, Combination, Female, Size 4:Longitudinal and transverse. | Pair 
A xX 12-012-104 | Arch Support, Combination, Female, Size 5: Longitudinal and transverse. | Pair 
A xX 12-012-106 | Arch Support, Combination, Female, Size 6: Longitudinal and transverse. | Pair 
A xX 12-012-108 | Arch Support, Combination, Female, Size 7; Longitudinal and transverse. | Pair 
A xX 12-012-110 | Arch Support, Combination, Female, Size 8: Longitudinal and transverse. | Pair 
A x 12-012-112 | Arch Support, Combination, Female, Size 9: Longitudinal and transverse. | Pair 
A x 12-012-212 | Arch Support, Combination, Male, Size 6: Longitudinal and transverse. Pair 
A xX 12-012-214 | Arch Support, Combination, Male, Size 7: Longitudinal and transverse. Pair 
A xX 12-012-216 | Arch Support, Combination, Male, Size 8: Longitudinal and transverse. Pair 
A xX 12-012-218 | Arch Support, Combination, Male, Size 9: Longitudinal and transverse. Pair 
A xX 12-012-220 | Arch Support, Combination, Male, Size 10: Longitudinal and transverse. | Pair 
A x 12-012-222 | Arch Support, Combination, Male, Size 11: Longitudinal and transverse. | Pair 
A x 12-012-224 | Arch Support, Combination, Male, Size 12: Longitudinal and transverse. | Pair 
A xX 12-012-324 | Arch Support, Metatarsal, Female, Size 3: Transverse. | Pair 
A xX 12-012-326 | Arch Support, Metatarsal, Female, Size 4: Transverse. | Pair 
A x 12-012-328 | Arch Support, Metatarsal, Female, Size 5: Transverse. ‘Pair 
A xX 12-012-330 | Arch Support, Metatarsal, Female, Size 6: Transverse. Pair 
A x 12-012-332 | Arch Support, Metatarsal, Female, Size 7: Transverse. Pair 
A X 12-012-334 | Arch Support, Metatarsal, Female, Size 8: Transverse. | Pair 
A xX 12-012-336 | Arch Support, Metatarsal, Female, Size 9: Transverse. Pair 
A x 12-012-436 | Arch Support, Metatarsal, Male, Size 6: Transverse. Pair 
A xX 12-012-438 | Arch Support, Metatarsal, Male, Size 7: Transverse. | Pair 
A xX 12-012-440 | Arch Support, Metatarsal, Male, Size 8: Transverse. | Pair 
A x 12-012-442 | Arch Support, Metatarsal, Male, Size 9: Transverse. | Pair 
A x 12-012-444 | Arch Support, Metatarsal, Male, Size 10: Transverse. | Pair 
A x 12-012-446 | Arch Support, Metatarsal, Male, Size 11: Transverse. Pair 
A ae 12-012-448 | Arch Support, Metatarsal, Male, Size 12: Transverse. Pair 
A xX 12-012-548 | Arch Support, Plantar, Male, Size 6: Longitudinal. Pair 
A xX 12-012-550 | Arch Support, Plantar, Male, Size 7: Longitudinal. | Pair 
A xX 12-012-552 | Arch Support, Plantar, Male, Size 8: Longitudinal. Pair 
A x 12-012-554 | Arch Support, Plantar, Male, Size 9: Longitudinal. Pair 
A xX 12-012-556 | Arch Support, Plantar, Male, Size 10: Longitudinal. Pair 
A x 12-012-558 | Arch Support, Plantar, Male, Size 11: Longitudinal. Pair 
A x 12-012-560 | Arch Support, Plantar, Male, Size 12: Longitudinal. Pair 
A xX 12-020-050 | Awl, Harness, No. 47, 12s: Medium. Pke 
A x 12-020-070 | Awl, Harness, No. 51, 12s: Large. Pkg 
A x 12-020-200 | Awl, Machine Curved, No. 43, 12s: For shoe stitching machine. Pkg 
A x 12-020-300 | Awl, Sewing, No. 8, 12s: Medium. Pkg 
A dG 12-020-350 | Awl, Sewing, No. 12, 12s: Large. Pkg 
A xX 12-025-000 | Bar, Steel, Carbon, Flat, Cold Rolled, Hard, Regular Finish, *32 by 34 
inches, 8 ft: For cock-up wrist splints; (SAE 1010). Each 
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JULY 1947 


Stock No. 


12-025-025 


12-025-050 
12-025-075 
12-025-150 
12-025-225 
12-025-275 
12-025-350 
12-025-375 
12-025-400 
12-028-100 
12-028-110 


12-028-120 
12-028-130 


12-033-050 
12-033-060 
12-033-070 
12-033-080 
12-033-090 
12-033-200 
12-033-210 
12-034-000 
12-040-010 
12-040-015 
12-040-020 
12-040-025 
12-040-030 
12-040-035 
12-040-040 
12-040-045 
12-040-050 
12-040-055 
12-040-060 
12-040-065 
12-052-150 
12-052-200 
12-052-250 
12-055-150 
12-055-170 
12-055-190 
12-055-210 
12-055-230 


NOMENCLATURE AND DESCRIPTION 


Bar, Steel, Carbon, Flat, Cold Rolled, Hard, Regular Finish, *42 by % 


inches, 8 ft: Rounded edges; for orthopedic appliances; (SAE 1045). 


Bar, Steel, Carbon, Flat, Cold Rolled, Hard, Regular Finish, 4 by 4 
inches, 8 ft: Rounded edges; for orthopedic appliances; (SAE 1045). 


Bar, Steel, Carbon, Flat, Cold Rolled, Hard, Regular Finish, 4g by 5% 
inches, 8 ft: Rounded edges; for orthopedic appliances; (SAE 1045). 


Bar, Steel, Carbon, Flat, Cold Rolled, Soft, Regular Finish, lg by 1 
inches, 8 ft: Rounded edges; for orthopedic appliances; (SAE 1010). 


Bar, Steel, Carbon, Flat, Tempered Spring, Black, “16 by % inches, 8 ft: 
Rounded edges; for orthopedic appliances; (SAE 1095). 


Bar, Steel, Carbon, Flat, Tempered Spring, Black, 14 by % inches, 8 ft: 
Rounded edges; for orthopedic appliances; (SAE 1095). 


Bar, Steel, Carbon, Hexagon, Hot Rolled, Annealed, 34 inch, 10 ft: 
For orthopedic appliances; (SAE 1090-1095). 


Bar, Steel, Carbon, Hexagon, Hot Rolled, Annealed, ¥% inch, 10 ft: 
For orthopedic appliances; (SAE 1090-1095). 


Bar, Steel, Carbon, Hexagon, Hot Rolled, Annealed, 34 inch, 10 ft: 
For orthopedic appliances; (SAE 1090-1095). 


Bar, Steel, Flat, 4 inch by 1% inch: Splint accessory; for manufacturing 
splints and arm braces. 

Bar, Steel, Flat, 34g by 5% inch: Splint accessory; for manufacturing splints, 
leg braces, and rings for ischio-calipers. 

Bar, Steel, Round, 14 inch: Splint accessory; for manufacturing splints. 


Bar, Steel, Round, % inch: Splint accessory; for manufacturing splints and 
rings for ischio-calipers. 

Bit, Auger, 14 inch: 

Bit, Auger, 34 inch: 

Bit, Auger, 54 inch: 

Bit, Auger, 7% inch: 

Bit, Auger, Forstner, 14 inch: 

Bit, Auger, Forstner, 34 inch: 

Bit, Auger, Forstner, 54 inch: 

Bit, Tool, 14inchSquare: 24 inch length; cutter bit. For use with lathe tool holder 

Bone, Corset, White, 4 inch, 144s: %% inch width. 

Bone, Corset, White, 6 inch, 144s: % inch width. 

Bone, Corset, White, 61% inch, 144s: %% inch width. 

Bone, Corset, White, 7 inch, 144s: °% inch width. 

Bone, Corset, White, 714 inch, 144s: °% inch width. 

Bone, Corset, White, 8 inch, 144s: °% inch width. 

Bone, Corset, White, 81 inch, 144s: °% inch width. 

Bone, Corset, White, 9 inch, 144s: %% inch width. 

Bone, Corset, White, 91/4 inch, 144s: %% inch width. 

Bone, Corset, White, 10 inch, 1448: % inch width. 

Bone, Corset, White, 11 inch, 144s: % inch width. 

Bone, Corset, White, 12 inch, 144s: % inch width. 

Brush, Inking, 4 Row: 

Brush, Scratch, Large: Wire; with handle. 

Brush, Shoe Polishing: 

Buckle, 34 inch, 144s: 

Buckle, 14 inch, 144s: 

Buckle, 54 inch, 144s: 

Buckle, 34 inch, 144s: 

Buckle, 1 inch, 144s: 

Buckle, 1 inch, 2 Prong, 144s: Requisition 3-126-500. 

Buckle, 114 inch, 3 Prong, 144s: Requisition 3-126-520. 

Buckle, 2 inch, 3 Prong, 144s: Requisition 3-126-540. 
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12-160-150 
12-160-170 
12-161-150 
12-162-150 
12-162-170 
12-162-180 
12-162-550 
12-162-570 
12-162-590 


12-170-150 
12-170-170 
12-170-190 
12-170-210 
12-175-150 
12-180-150 
12-180-170 
12-190-150 
12-190-350 


12-215-250 


12-215-270 


12-217-150 
12-217-170 
12-217-190 
12-223-150 
12-224-150 
12-225-250 
12-225-260 
12-225-270 
12-225-280 
12-225-290 
12-225-450 
12-225-460 
12-225-470 
12-225-480 
12-225-490 
12-225-500 
12-225-510 
12-225-520 
12-225-530 
12-225-540 
12-225-550 
12-225-560 
12-225-570 
12-227-150 


12-228-150 


12-233-150 
12-233-250 
12-235-150 


JULY 1947 


Calipers, Inside, 8 inch: 

Calipers, Outside, 10 inch: 

Cement, Rubber, Liquid, 1 gal: For leather work. 

Chisel, Cold, 14 inch: 4 inches long. 

Chisel, Cold, 34 inch: 8 inches long. 

Chisel, Cold, 1 inch: 9 inches long. 

Chuck, Jacobs Drill, 0 to 14 inch: 

Chuck, Lathe, Independent, 6 inch, 4 Jaw: With wrench. 


Chuck, Lathe, Universal, 5 inch, 3 Jaw: With set of outside grip and inside 
grip jaws and wrench. 


Clamp, Carriage Makers, 1 inch Opening: 

Clamp, Carriage Makers, 21% inch Opening: 

Clamp, Carriage Makers, 5 inch Opening: 

Clamp, Carriage Makers, 10 inch Opening: 

Cloth, Cotton, Herringbone Twill: Coutil; olive drab; 8.5 oz. 

Cord, Rubber, Solid, 544 inch Diameter, 2 ft: 

Cord, Rubber, Solid, 1 inch Diameter, 2 ft: 

Cutter, Rod: Maximum capacity 34 inch rod diameter; hand operated. 


Cutter, Sole, Combination: Three-in-one cutting, skiving, and edge beveling 
machine; hand operated. 


Die, Round, Split, Adjustable, No. 6: !%@ inch outside diameter; No. 32 
National coarse thread. 


Die, Round, Split, Adjustable, No. 8: 13% inch outside diameter; No. 32 
National coarse thread. 


Dog, Lathe, Bent Tail, 34 inch Capacity: 

Dog, Lathe, Bent Tail, 34 inch Capacity: 

Dog, Lathe, Bent Tail, 114 inch Capacity: 

Dresser, Emery Wheel: With extra cutter. 

Drill, Center, and Countersink, Combined, 60°: 34% inch; for use with lathe. 
Drill, Twist, High Speed, Straight Shank, 7/32 inch Diameter, 12s: 
Drill, Twist, High Speed, Straight Shank, 14 inch Diameter, 12s: 
Drill, Twist, High Speed, Straight Shank, %16 inch Diameter, 12s: 
Drill, Twist, High Speed, Straight Shank, 34 inch Diameter, 12s: 
Drill, Twist, High Speed, Straight Shank, 14 inch Diameter, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 11 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 12 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 16 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 17 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 19 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 23 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 28 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 29 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 30 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 32 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 36 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 40 Wire Gage, 12s: 
Drill, Twist, High Speed, Straight Shank, No. 45 Wire Gage, 12s: 


Drill Press, Bench Model, 110 volt, 60 cycle, AC: With 14 hp motor and 
Jacobs chuck 0 to 1% inch. 


Drum, Sanding, 134 inch Diameter, 214 inch Length: With No. 2 Morse 
taper arbor. For abrasive sleeve requisition 12-747-550. 


Duck, Cotton, Unbleached, No. 10: 40 inches wide. 
Duck, Cotton, Unbleached, No. 12: 40 inches wide. 
Dye, Leather, Black, 1 gal: 
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JULY 1947 


Stock No. 


12-235-200 


12-255-150 
12-265-150 
12-265-170 
12-265-190 
12-265-500 
12-270-010 


12-275-050 
12-275-150 


12-285-150 . 


12-285-200 
12-285-250 
12-295-150 


12-300-150 
12-315-150 
12-325-150 
12-327-150 
12-327-170 
12-327-190 
12-335-150 


12-337-150 
12-337-170 
12-337-250 
12-337-270 
12-340-150 
12-341-150 
12-341-155 
12-341-170 
12-341-175 
12-341-190 
12-341-210 
12-341-215 
12-350-150 
12-350-160 
12-350-170 
12-350-180 
12-350-190 
12-350-200 
12-350-250 
12-350-260 
12-350-270 
12-350-280 
12-350-290 
12-350-300 
12-350-350 
12-350-360 
12-350-370 
12-350-380 
12-350-390 


NOMENCLATURE AND DESCRIPTION 


Dye, Leather, Cordovan, 1 gal: 

Emery, Grain, No. 60 Grit, 10 lb: 

Eyelet, Metal, No. AA, 1000s: 

Eyelet, Metal, Junior Klondike, 1000s: 

Eyelet, Metal, Large Klondike, 1000s: 

Eyelet Setting Machine, Universal: Hand operated. 


Fabric, Plastic, lmpregnated, 0.095-0.105 inchThick, 25 yards: 50 inches wide; 
for prostheticappliances. Requisition 1-003-000 for solvent to produce flexibility. 


Felt, Asbestos, Soft Gray, 42 inch Thick: 1 yard wide; for padding splints. 
Felt, White, Soft, 4% inch Thick, 24 yards: 36 inches wide; part wool. 
File, Half Round Bastard, 10 inch: 

File, Square Bastard, 8 inch: 

File, Warding Bastard, 10 inch: 


Forge, Portable: With 110 volt, 60 cycle, AC blower; half-hood; hearth dimen- 
sions approximately 30 inches long by 23 inches wide by 3 inches deep; for 
coal or charcoal. 


Gage, Center, 60°, U. S. Standard: 

Glue, Sheet, 5 Ib: 

Goggles, Industrial, Clear Lens: 

Gouge, Wood, Socket Firmer, Outside Bevel, 1/4 inch: 
Gouge, Wood, Socket Firmer, Outside Bevel, 1 inch: 
Gouge, Wood, Socket Firmer, Outside Bevel, 34 inch: 


Grinder, Pedestal Model, 220 volt, 60 cycle, AC: 2 hp motor; wheels 12 
inch diameter, 2 inch width, 114 inch bore. 


Grommet, No. 1, with Washer, 144s: Brass. 

Grommet, No. 3, with Washer, 144s: Brass. 

Grommet Set, No. 1: With punch. 

Grommet Set, No. 3: With punch. 

Haft, Awl: For use with harness and sewing awls. 

Hammer, Blacksmiths, Cross Peen, 214 lb: With handle. 
Handle, Blacksmiths Cross Peen Hammer: 

Hammer, Machinists, Ball Peen, 1 lb: With handle. 
Handle, Machinists Ball Peen Hammer: 

Hammer, Shoemakers, Rough Face, 18 oz: With handle. 

Hammer, Tack, 8 oz: With handle; magnetic. 
Handle, Tack Hammer: 

Heel, Rubber, Half, Size 7-8: 

Heel, Rubber, Half, Size 8-9: 

Heel, Rubber, Half, Size 9-10: 

Heel, Rubber, Half, Size 10-11: 

Heel, Rubber, Half, Size 11-12: 

Heel, Rubber, Half, Size 12-13: 

Heel, Rubber, Whole, Size 7-8: 

Heel, Rubber, Whole, Size 8-9: 

Heel, Rubber, Whole, Size 9-10: 

Heel, Rubber, Whole, Size 10-11: 

Heel, Rubber, Whole, Size 11-12: 

Heel, Rubber, Whole, Size 12-13: 

Heel, Rubber, Whole, Orthopedic, Size 7-8: 

Heel, Rubber, Whole, Orthopedic, Size 8-9: 

Heel, Rubber, Whole, Orthopedic, Size 9-10: 

Heel, Rubber, Whole, Orthopedic, Size 10-11: 

Heel, Rubber, Whole, Orthopedic, Size 11-12: 


Unit 
f 


Can 
Pkg 
Pkg 
Pkg 
Pkg 
Each 
Roll 


Yard 
Roll 

Each 
Each 
Each 
Each 


Each 
Pkg 

Pair 

Each 
Each 
Each 
Each 


Box 
Box 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Each 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
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JULY 1947 PRELIMINARY EDITION 
Avail- Unit Packaging 
ability |Expend-| stock No. NOMENCLATURE AND DESCRIPTION of and Notes 
Status | ability Issue Packing 
A x 12-350-400 | Heel, Rubber, Whole, Orthopedic, Size 12-13: Pair 
A xX 12-350-410 | Heel, Rubber, Whole, Orthopedic, Size 13-14: Pair 
A 12-361-150 | Holder, Tool, Boring: With 5 boring bars, sizes 1% by 4 inch, % by 4% inch, | Each 
V4 by 5 inch, ¥% by 6 inch, 3% by 7 inch, and wrench. For use with lathe. 
A 12-361-160 | Holder, Tool, Cutting Off, Straight: With 3 bits, 44 by 44 by 2 inches. For | Each ’ 
use with lathe. 
A 12-361-170 | Holder, Tool, Threading: With cutter. For use with lathe. Each 
A 12-361-180 | Holder, Tool, Turning, Left Hand: For use with lathe. Each 
A 12-361-185 | Holder, Tool, Turning, Right Hand: For use with lathe. Each 
A 12-361-190 | Holder, Tool, Turning, Straight: For use with lathe. Each 
A x 12-371-150 | Ink, Burnishing, Brown, 1 gal: Can 
A 12-381-150 | Iron, Soldering, 110 volt, AC-DC: 65 watt; with cord and screw tip. Each 
A xX 12-381-160 Tip, Soldering Iron: 1 inch diameter. Each 
A 12-455-150 | Knife, Leather Workers, Round, Small: Each 
A 12-457-150 | Knife, Shoe, Curved Lip, No. 2, Right Hand: Each 
A 12-457-200 | Knife, Shoe, Skiving: Each 
A 12-457-250 | Knife, Shoe, Square Point: Each 
A-LS| X 12-470-170 | Lace, Shoe, Flat, Brown, 81 inch, 144s: Heavy braided. Pkg 
A xX 12-470-180 | Lacing, Shoe, Flat, Brown, 244 yards: Heavy braided. Roll 
A _12-475-150 | Lathe, Bench, Screw Cutting, 10 inch, 110 volt, 60 cycle, AC: With 14 hp | Each 
motor, face plate, two 60° centers, 11 extra change gears, threading dial, 
threading chart, tool post and wrench, tailstock wrench, and Morse taper 
adapter. 
A xX 12-475-160 Center, Screw Cutting Bench Lathe, 60°: No. 2 Morse taper shank. | Each 
A xX 12-475-170 Face Plate, Screw Cutting Bench Lathe, 6 inch: Each 
A x 12-480-150 | Leather, Calfskin, Natural Russet, Medium Weight, 2 to 21% oz: | Skin 
Approximately 15 sq. ft.; vegetable tanned. 
A x 12-480-175 | Leather, Calfskin, Rawhide, Hard, Lightweight, 1 oz: Approximately | Skin 
: 18 sq. ft.; (drumhead rawhide); for artificial limbs. 
A xX 12-480-200 | Leather, Case, Russet, 3 to 314 oz: Plated; approximately 20 sq. ft. Side 
A >.< 12-480-210 | Leather, Case, Russet, 5 to 6 oz: Plated; approximately 20 sq. ft. Side 
A x 12-480-250 | Leather, Horsehide, Cream, Heavyweight, 414 to 5 oz: Approximately | Front 
18 sq. ft.; for splints. 
A x 12-480-270 | Leather, Horsehide, Cream, Lightweight, 214 to 3 oz: Approximately | Front 
16 sq. ft.; for splints. 
A x 12-480-290 | Leather, Horsehide, Cream, Medium Weight, 31 to 4 oz: Approximately | Front 
16 sq. ft.; for splints. 
A xe 12-480-350 | Leather, Lace, Chrome-Tanned, 6 to 7 oz: Approximately 14 sq. ft.; | Back 
degreased. 
A x 12-480-500 | Leather, Skirting, Natural Russet, 10 to 12 oz: Approximately 20 sq. ft.; | Back 
low grease content. 
A xX 12-480-650 | Leather, Sole, Finders, Heavyweight, 12 Iron: Approximately 13 by 28 | Piece 
inches. 
A xX 12-480-750 | Leather, Strap, Russet, 7 to 9 oz: Approximately 17 sq. ft. Back 
A xX 12-540-150 | Nail, Rubber Heel, 13 Gage, Size 8/9, 1 lb: Pkg 
A Dee 12-540-160 | Nail, Rubber Heel, 13 Gage, Size 9/8, 1 lb: Pkg 
A xX 12-540-450 | Nail, Shoe, Clinching, 16 Gage, Size 5, 1 lb: Pkg 
A x 12-540-470 | Nail Set, Set of 4: 1 each 4, 4%, 3%, and \% inch diameter point. Set 
A D6 12-548-150 | Needle, Glovers, Size 00, 25s: Egg eye. Pkg 
A x 12-548-200 | Needle, Harness, Size 3, 25s: Egg eye. Pkg 
A xX 12-548-350 | Needle, Sewing Machine, Class 29 x 3, No. 21, Round Point, 100s: For | Pkg 
canvas patching; to fit shoe patching machine. 
A x 12-548-450 | Needle, Sewing Machine, Class 29x 4, No. 21, Twist Point, 100s: For | Pkg 
leather patching; to fit shoe patching machine. 
A xX 12-548-550 | Needle, Sewing Machine, Class 126 x 11, No. 21, Round Point, 100s: For | Pkg 
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Stock No. 


12-548-650 


12-548-750 
12-548-850 


12-548-950 
12-550-550 
12-565-150 
12-575-150 
12-575-250 
12-575-350 
12-575-450 
12-625-150 
12-625-200 
12-627-150 
12-628-150 
12-629-150 
12-635-150 
12-636-150 
12-636-160 
12-636-170 
12-636-180 
12-636-250 
12-636-350 


12-636-550 


12-678-150 
12-678-250 
12-678-350 
12-678-380 
12-678-450 
12-678-480 
12-678-550 
12-678-650 


12-678-660 
12-678-670 
12-678-690 


12-678-750 
12-678-780 
12-678-850 
12-678-900 
12-678-950 
12-679-100 
12-679-150 
12-679-170 
12-679-190 
12-685-150 
12-685-350 
12-692-150 


NOMENCLATURE AND DESCRIPTION 


Needle, Sewing Machine, Class 126 x 11, (Special, No.21), Twist Point, 


100s: Test No. 2201. For leather work; to fit extra heavy duty sewing machine. 


Needle, Sewing Machine, Class 135 x 16, No. 20, Twist Point, 100s: For 
leather work; to fit heavy duty sewing machine. 


Needle, Sewing Machine, Class 135 x 17, No. 21, Round Point, 100s: For 
canvas and twill; to fit heavy duty sewing machine. 


Needle, Sewing Machine, Curved, No. 45, 12s: To fit shoe stitching machine. 

Nippers, End Cutting, 6 inch: 

Nut, Machine Screw, Hexagon, No. 12, 144s: No. 24 National coarse thread. 

Oil, Cutting, Mineral Lard, 1 gal: 

Oil, Lubricating, Preservative, Special, 1 qt: For sewing machines. 

Oil, Navy Symbol 2110, 1 gal: Machine oil, SAE 10. 

Oil, Navy Symbol 2135, 1 gal: For shoe sole stitching machines. 

Pincers, Shoemakers, 8 inch: 

Pincers, Shoemakers, Lasting, Size 4: Wide jaw. 

Pliers, Gas, 10 inch: 

Pot, Glue, 1 qt., 110 volt, 60 cycle, AC: 

Powder, Steel Brazing, 1 lb: 

Puller, Shoe Tack: 

Punch, Bag, }2 inch: Hole length. 

Punch, Bag, 5% inch: Hole length. 

Punch, Bag, 34 inch: Hole length. 

Punch, Bag, 1 inch: Hole length. 

Punch, Center, Set of 3: 1 each 5%, 3%, and 1 inch body diameter. 

Punch, Drive Pin, Standard, Set of 5: 1 each , %@, %, 14 and % inch 
diameter point. 

Punch, Spring, Revolving, 8 inch, 6 Tube: With drive tubes 1, 2, 3, 4, 5, 
and 7. 

Rivet, Belt, No. 8, 114 inch, with Bur, 1 lb: Copper. 

Rivet, Belt, No. 9, 114 inch, with Bur, 1 Ib: Copper. 

Rivet, Belt, No. 10, 14 inch, with Bur, 1 lb: Copper. 

Rivet, Belt, No. 10, 114 inch, with Bur, 1 Ib: Copper. 

Rivet, Belt, No. 12, 34 inch, with Bur, 1 Ib: Copper. 

Rivet, Belt, No. 12, 114 inch, with Bur, 1 lb: Copper. 

Rivet, Belt, No. 14, 34 inch, with Bur, 1 lb: Copper. 

Rivet, Semitubular, Flat Head, %4 inch Diameter, 16 inch Length, 
1000s: Copper. 

Rivet, Semitubular, Flat Head, 
1000s: Copper. 

Rivet, Semitubular, Flat Head, %4 inch Diameter, 16 inch Length, 
1000s: Copper. 

Rivet, Semitubular, Oval Head, 
1000s: Copper. 

Rivet, Truss Head, 14 inch Diameter, 12 inch Length, 5 lb: Iron. 

Rivet, Truss Head, 1g inch Diameter, 1 inch Length, 5 Ib: Iron. 

Rivet, Truss Head, *46 inch Diameter, 1 inch Length, 5 Ib: Iron. 

Rivet, Truss Head, 52 inch Diameter, 1 inch Length, 5 Ib: Iron. 

Rivet, Truss Head, 14 inch Diameter, 1 inch Length, 5 Ib: Iron. 

Riveting Machine: Hand operated. 

Rivet Set, No. 1: 

Rivet Set, No. 4: 

Rivet Set, No. 6: 

Rod, Brazing, Brass, 1g inch Diameter, 36 inch Length, 25 lb: 

Rod, Welding, Steel, 1g inch Diameter, 36 inch Length, 5 lb: 

Rubber, Sponge, Sheet, 142 inch Thick, 18 by 36 inches, 6s: 


%4 inch Diameter, 14 inch Length, 


%4 inch Diameter, 34 inch Length, 
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Stock No, 


12-701-150 


12-711-150 


12-715-150 
12-715-170 
12-715-190 
12-715-250 
12-715-270 
12-715-290 
12-715-350 
12-715-370 
12-715-390 
12-715-450 
12-715-550 
12-715-570 
12-715-650 
12-715-670 
12-717-550 
12-725-150 


12-730-120 
12-730-140 


12-735-550 
12-735-750 
12-735-770 
12-737-000 


12-737-350 
12-740-100 


12-740-120 


12-740-140 
12-740-160 
12-740-180 
12-740-200 
12-740-220 


12-740-850 
12-740-852 
12-740-855 


12-740-857 


12-740-860 


12-740-862 


12-740-865 


NOMENCLATURE AND DESCRIPTION 


Saw, Back: 12 inch blade. 

Screw, Machine, Round Head, No. 12, 34 inch, 144s: No. 24 National 
coarse thread. 

Screw, Wood, Flat Head, No. 3, 14 inch, 144s: 

Screw, Wood, Flat Head, No. 4, 14 inch, 144s: 

Screw, Wood, Flat Head, No. 5, 4 inch, 144s: 

Screw, Wood, Flat Head, No. 6, 4 inch, 144s: 

Screw, Wood, Flat Head, No. 6, % inch, 144s: 

Screw, Wood, Flat Head, No. 6, 34 inch, 144s: 

Screw, Wood, Flat Head, No. 6, % inch, 144s: 

Screw, Wood, Flat Head, No. 6, 1 inch, 144s: 

Screw, Wood, Flat Head, No. 6, 114 inch, 144s: 

Screw, Wood, Flat Head, No. 7, 34 inch, 144s: 

Screw, Wood, Flat Head, No. 8, 12 inch, 144s: 

Screw, Wood, Flat Head, No. 8, 5 inch, 144s: 

Screw, Wood, Flat Head, No. 8, 1 inch, 144s: 

Screw, Wood, Flat Head, No. 8, 114 inch, 144s: 

Screwdriver, Ratchet, Spiral: With 3 screwdriver bits. 

Screw Plate Set, Machinists, Round Die: Cuts 7 machine screw sizes, 4-36, 


6-32, 8-32, 10-24, 10-32, 12-24 and 14-20; consists of 1% inch round split die 
and tap in each cutting size, stock, tap wrench and screwdriver. 
Sewing Machine, Extra Heavy Duty, 110 volt, 60 cycle, AC: Lock stitch 


type; complete with table, stand, and 4% hp motor; for heavy leather or 
canvas. (Use proper needle for material being worked on). 


Sewing Machine, Heavy Duty, 110 volt, 60 cycle, AC: Lock stitch type; 
complete with table, stand, and 14 hp motor; for light leather, canvas, and 
twill. (Use proper needle for material being worked on). 


Shear, Bench, Throatless: 10 gage maximum shearing capacity. 

Shears, Tin Snips, Curved, 121% inch: 3 inch cut. 

Shears, Tin Snips, Scroll Cutting, 12 inch: 

Sheet, Aluminum, 18 by 24 inches: Splint accessory; for manufacturing 
splints for wrist and forearm. 

Sheet, Nickel Silver, No. 20 B & S Gage, 24 by 36 inches: 

Shoe Finishing Machine, 220 volt, 60 cycle, AC: With 2 hp motor, dust 
collector, 2 bottom sanding rolls, 2 heel sanding wheels, 2 brush wheels, 2 


heel finishing wheels (burnishers), 1 bottom finishing roll (burnisher), 1 heel 
breaster, 1 edge trimming cutter and sharpening wheel for cutter. 


Cover, Finishing Roll, Shoe Finishing Machine: No. 8; (burnisher 
cover). 
Cutter, Edge, Shoe Finishing Machine: Size 24. 
Iron, Edge Setting, Shoe Finishing Machine: Size 24. 
Wheel, Brush, Shoe Finishing Machine: 4 inch diameter. 
Wheel, Heel Sanding, Shoe Finishing Machine: With flange. 
Wheel, Sharpening, Disk Shaped, Shoe Finishing Machine: )4 by 
31% inches; for sharpening edge trimming cutter. 
Shoe, Orthopedic, Convalescent, Size 6EE, Left: Leather high top shoe 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, Size 6EE, Right: Leather high top shoe 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, Size 6EEEE, Left: Leather high top 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, Size 6EEEE, Right: Leather high top 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, Size 7EE, Left: Leather high top shoe 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, Size 7EE, Right: Leather high top shoe 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, Size 7TEEEE, Left: Leather high top 
shoe with lacing in front and back. 
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Stock No. 


12-740-867 


12-740-870 
12-740-872 
12-740-875 
12-740-877 
12-740-880 
12-740-882 
12-740-885 
12-740-887 
12-740-890 
12~740-892 
12-740-895 
12-740-897 
12-740-900 
12-740-902 
12-740-905 
12-740-907 
12-740-910 
12-740-912 
12-740-915 
12-740-917 
12-740-920 
12-740-922 
12-740-925 
12-740-927 
12-740-930 
12-740-932 
12-740-935 
12-740-937 


12-741-000 


12-742-000 


NOMENCLATURE AND 


Shoe, Orthopedic, Convalescent, Size 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 
Shoe, Orthopedic, Convalescent, 
shoe with lacing in front and back. 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


Size 


DESCRIPTION 


7EEEE, Right: Leather high top 
8EE, Left: Leather high top shoe 
8EE, Right: Leather high top shoe 
8EEEE, Left: Leather high top 
8EEEE, Right: Leather high top 
9EE, Left: Leather high top shoe 
9EE, Right: Leather high top shoe 
9EEEE, Left: Leather high top 
9EEEE, Right: Leather high top 
10EE, Left: Leather high top shoe 
10EE, Right: Leather high top 
10EEEE, Left: Leather high top 
10EEEE, Right: Leather high top 
11EE, Left: Leather high top shoe 
11EE, Right: Leather high top 
11EEEE, Left: Leather high top 
11EEEE, Right: Leather high top 
12EE, Left: Leather high top shoe 
12EE, Right: Leather high top 
12EEEE, Left: Leather high top 
12EEEE, Right: Leather high top 
13EE, Left: Leather high top shoe 
13EE, Right: Leather high top 
13EEEE, Left: Leather high top 
13EEEE, Right: Leather high top 
14EE, Left: Leather high top shoe 
14EE, Right: Leather high top 
14EEEE, Left: Leather high top 


14EEEE, Right: Leather high top 


Shoe Patching Machine, Foot Operated: Lock stitch type; complete with 
stand; for leather or canvas. (Use proper needle for material being worked on). 


Shoe Stitching Machine, Heavy Duty, 220 volt, 60 cycle, AC: Curved 


needle type; with 14 hp motor. 


Unit 
of 
Issue 
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Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 
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Each 


Each 
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Each 


Each 
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Stock No. 


12-747-550 


12-755-150 
12-756-150 
12-759-550 
12-759-650 
12-760-150 
12-760-350 
12-760-370 
12-760-550 
12-760-570 
12-760-750 
12-760-950 
12-775-350 
12-775-450 


12-775-470 


12-775-550 
12-775-950 
12-785-550 
12-785-650 
12-793-550 
12-793-570 
12-793-590 
12-796-250 
12-796-255 
12-797-550 
12-797-560 
12-857-550 
12-857-750 
12-857-770 
12-857-780 
12-870-550 
12-870-570 
12-875-550 
12-875-560 
12-875-570 
12-875-650 
12-875-670 
12-875-690 
12-875-750 
12-878-000 


12-883-150 
12-883-250 


12-883-350 


12-883-450 


12-887-350 
12-887-550 
12-887-570 


12-887-610. 
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NOMENCLATURE AND DESCRIPTION 


Sleeve, Sanding Drum, Medium Garnet, 134 inch Diameter, 214 inch 
Length, 6s: For use with sanding drum, 12-228-150. 

Square, Combination, 12 inch: Without center head. 

Stand, Cobblers, with Lasts: 1 each size J7 and size J9 lasts. 

Stock, Die: For 13% inch outside diameter die. 

Stud, Small, 250s: Brass. 

Tack, Double Pointed, No. 12, 1 Ib: 

Tack, Shoe, No. 2, 1 Ib: 

Tack, Shoe, No. 4, 1 Ib: 

Tap, Machine Screw, No. 6: No. 32 National coarse thread. 

Tap, Machine Screw, No. 8: No. 32 National coarse thread. 

Tape, Cotton, Binding, 7% inch, 70 yards: Approximate length. 

‘Tape Rule, Steel, 72 inch: 

Thread, Cotton, Shoe, Gray, No. 6, 1 lb: For machine sewing. 

Thread, Cotton, Shoe, Gray, No. 9, 1 Ib: Braided or twisted: bobbin thread 
for shoe stitching machine. 

Thread, Cotton, Shoe, Gray, No. 10, 1 Ib: Braided or twisted; top thread 
for shoe stitching machine. 

Thread, Cotton, Shoe, Gray, No. 16, 1 Ib: For machine sewing. 

Thread, Linen, Shoe, White, No. 3, 2 oz: For hand sewing. 

Tip, Lace, Brown, 500s: 

Tipper, Lace: 

Tongs, Blacksmiths, Curved Lip, 18 inch: 

Tongs, Blacksmiths, Lathe Tool, 18 inch: 

Tongs, Blacksmiths, Straight Lip, 18 inch: 

Tubing, Steel, 6 inch Inside Diameter, ¥ inch Wall: Seamless. 

Tubing, Steel, %2 inch Diameter, 4 inch Wall, 8 ft: Seamless. 

Turnbuckle, 2 Eye, 314 inch, 144s: 

Turnbuckle, 2 Eye, 41% inch, 144s: 

Vise, Artificial Limb: 

Vise, Bench, Drill: For use with drill press. 

Vise, Bench, Machinists, 414 inch, Stationary Base: 

Vise, Bench, Machinists, 41 inch, Swivel Base: 

Wax, Shoe Finishing, Brown, 1 lb: 

Wax, Shoe Stitching, Special, White, 1 Ib: For machine use. 

Webbing, Cotton, Elastic, Gray, 1 inch, 60 yards: Approximate length. 

Webbing, Cotton, Elastic, Gray, 114 inch, 60 yards: Approximate length. 

Webbing, Cotton, Elastic, Gray, 2 inch, 60 yards: Approximate length. 

Webbing, Cotton, Elastic, Tea Rose, 5 inch, 60 yards: Approximate length. 

Webbing, Cotton, Elastic, Tea Rose, 7 inch, 60 yards: Approximate length. 


Webbing, Cotton, Elastic, Tea Rose, 10 inch, 60 yards: Approximate length. 
Webbing, Cotton, Nonelastic, Gray, 5 inch, 60 yards: Approximate length. 


Welding Outfit, Acetylene: Consists of blowpipe, oxygen and acetylene 
regulators, welding hose, five welding tips, goggles, friction lighter and wrench. 


Wheel, Buffing, 10 inch: 2 inch face; 114 inch arbor. For use with grinder. 

Wheel, Grinding, No. 36 Grain, Hard: 61% inch diameter; 11% inch face; 1 
inch arbor. For use with lathe. 

Wheel, Grinding, No. 46 Grain, Medium Hard: 12 inch diameter; 114 inch 
face; 114 inch arbor. For use with grinder. 

Wheel, Grinding, No. 80 Grain, Medium Hard: 10 inch diameter; 2 inch 
face; 114 inch arbor. For use with grinder. 

Wick, Lamp, Flat, 1 inch, 30 yards: White. 

Wire, Music, .063 inch Diameter, 1 Ib: (Piano wire). 

Wire, Music, .0785 inch Diameter, 1 Ib: (Piano wire). 

Wire, Music, .150 inch Diameter, 25 Ib: (Piano wire). 
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ability ExPanty | Stock No. NOMENCLATURE AND DESCRIPTION ye ie oe 
Status Issue Packing 

A xX 13-000-570 | Arrow, 28 inch, 12s: with nock and pile. Pkg 
A x 13-000-580 Nock, Arrow, 12s: Pkg 
A xX 13-000-585 Pile, Arrow, 12s: Pkg 
A >.< 13-010-000 | Backboard, Basketball: , Pair 
A x 13-010-020 | Bag, Boxers, Training: Each 
A x 13-010-030 | Bag, Striking: Each D 
A xX 13-010-050 | Ball, Basketball, Laceless: Each D 
A xX 13-010-055 | Ball, Basketball, Rubber Covered: Each D 
A >.< 13-010-060 | Ball, Cage Ball: Each 
A xX 13-010-070 | Ball, Fluff, 12s: Pkg 
A xX 13-010-075 | Ball, Football: Each D 
A X | 13-010-080 | Ball, Handball, 12s: Box 
A X | 13-010-090 | Ball, Medicine, 4 lb: Each 
A x 13-010-095 | Ball, Medicine, 8 lb: Each 
A xX 13-010-110 | Ball, Soccer, Rubber Covered: Each D 
A D.< 13-010-120 | Ball, Softball, Horsehide Covered, 12 inch: Each 
A xe 13-010-123 | Ball, Softball, Horsehide Covered, 16 inch: Each 
A x 13-010-125 | Ball, Softball, Rubber Covered, 16 inch: Each D 
A ».4 13-010-135 | Ball, Table Tennis, 12s: (Ping-pong ball). Box 
A xX 13-010-140 | Ball, Tennis, 12s: Box 
A xX 13-010-150 | Ball, Volleyball, Laceless: Each 
A x 13-010-190 | Bar, Horizontal, Adjustable: Each 
A x 13-010-200 | Bar Bell, Adjustable to 60 lb: Consists of two each of 1144, 24%, one each 5 Each 
and 10 lb. plates, three 121% lb. plates, solid steel bar 4 ft. in length, 1% 
inches in diameter, with heavy duty collar. 
A x 13-010-205 | Bar Bell, Adjustable to 100 Ib: Consists of two each of 144, 244, 5 and 10 | Each 
lb. plates, four 12% lb. plates, solid steel bar 4 ft. in length, 1% inches in 
diameter, with heavy duty collar. 
A x 13-010-230 | Bars, Parallel, Adjustable: Each 
A Xx 13-010-240 | Bars, Stall: 3 stall. Each 
A x 13-020-260 | Base, Softball, Unfilled, Plain, Set of 3: Set 
A xX 13-020-280 | Bat, Softball: Each 
A xX 13-080-000 | Bladder, Basketball: Each D 
A xX 13-080-010 | Bladder, Football: Each D 
A x 13-080-020 | Bladder, Soccer Ball: Each D 
A x 13-080-030 | Bladder, Striking Bag: Each D 
A x 13-080-530 | Bow, Archery, 30 Ib. Pull: 5 feet 9 inches long; with bowstring. Each 
A xX 13-080-535 | Bow, Archery, 35 Ib. Pull: 5 feet 9 inches long; with bowstring. Each 
A x 13-080-540 | Bow, Archery, 40 Ib. Pull: 5 feet 9 inches long; with bowstring. Each 
A X | 13-080-560 Bowstring: Replacement for 13-080-530, 13-080-535 and 13-080-540. Each 
A xX 13-090-000 | Bracket, Table Tennis: (Ping-pong bracket). Each 
A xX 13-170-000 | Circumductor, Wrist: Each 
A X | 13-175-000 | Club, Indian, 14 lb: Pair 
A x 13-180-000 | Croquet Set: Set 
A X | 13-210-000 | Dart, Aerial Tennis, 12s: Pkg 
A X | 13-250-000 | Dumbbell, Iron, 3 Ib: Pair 
A xX 13-250-010 | Dumbbell, Iron, 10 Ib: Pair 
A x 13-250-020 | Dumbbell, Iron, 20 lb: Pair 
A xX 13-250-030 | Dumbbell, Iron, 30 Ib: Pair 
A ».4 13-250-040 | Dumbbell, Iron, 40 Ib: Pair 
A x 13-251-000 | Dynamometer, Hand: Each 
A x 13-280-000 | Exerciser, Ankle: Each 
A xX 13-280-040 | Exerciser, Arm and Leg, Spring, with Stirrups: Each 
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13-280-055 
13-280-080 


13-340-000 
13-340-005 
13-340-020 
13-340-025 
13-340-040 
13-350-000 
13-354-500 
13-355-000 
13-355-020 
13-355-030 
13-355-050 
13-355-060 
13-355-080 
13-385-000 
13-395-000 
13-460-030 
13-500-150 
13-500-200 
13-500-205 
13-500-210 
13-500-250 
13-500-275 
13-504-550 
13-505-000 


13-505-005 


13-535-000 
13-535-004 
13-535-030 
13-535-040 
13-535-060 
13-600-030 
13-600-050 
13-600-500 
13-601-500 
13-660-050 
13-660-080 
13-665-000 
13-670-130 
13-680-130 
13-680-150 
13-680-155 
13-700-150 
13-730-150 
13-730-155 
13-740-150 
13-740-250 
13-745-050 


Exerciser, Hand Grip, Rubber: 


Exerciser, Wrist, Frictional: Wall bracket type; for wrist flexion and ex- 
tensions. (Wrist roll.) 


Glove, Handball, Large: 

Glove, Handball, Medium: 

Glove, Softball, Fielder: Regular; for left hand. 

Glove, Softball, Fielder, Full Right: For right hand. 

Glove, Striking Bag: 

Goal, Basketball, with Net: 

Guard, Arm, Archery: Leather; with straps and adjustable fasteners. 

Guide, Basketball: 

Guide, Softball: 

Guide, Swimming: 

Guide, Tennis: 

Guide, Track and Field: 

Guide, Volleyball: 

Horseshoe, Pitching, Set of 4: 

Inflator, Athletic Equipment: (Pump). 

Ladder, Horizontal, Wall Braced: 

Mask, Softball, Catcher: 

Mat, Gymnasium, 3 by 9 feet: 

Mat, Gymnasium, 4 by 6 feet: 

Mat, Gymnasium, 5 by 10 feet: 

Mat, Wrestling, 24 by 24 feet: Without cover. 
Cover, Wrestling Mat, 24 by 24 feet: 

Mirror, Postural Training: Triple; full length. 


Mitt, Softball, First Baseman: Regular; for left hand; also for use as catch- 
er’s mitt. 


Mitt, Softball, First Baseman, Full Right: For right hand; also for use as 
catcher’s mitt. 


Net, Badminton: 

Net, Basketball Goal: 

Net, Table Tennis: (Ping-pong net). 
Net, Tennis: 

Net, Volleyball: 

Paddle, Aerial Tennis Dart: 

Paddle, Table Tennis: (Ping-pong paddle). 
Platform, Striking Bag: 

Post, Badminton: 

Racket, Badminton, with Press: 
Racket, Tennis, with Press: 

Repair Kit, Athletic Equipment: 
Rings, Traveling, with Hoist, Set of 6: 
Rope, Climbing, with Hoist: Consists of 2 climbing ropes and hoist. 
Rope, Skipping, 8 foot: 

Rope, Skipping, 9 foot: 

Rowing Machine: 

Shuttlecock, Indoor, 12s: 
Shuttlecock, Outdoor, 12s: 

Stake, Pitching Horseshoes: 
Standard, Goalhi: 

Strap, Lunge: (Tumbling). 
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A xX 13-755-550 | Swivel, Striking Bag: ; Each 

A xX 13-760-000 | Tab, Shooting, Archery, Large: (Finger tab). Each 

A X | 13-760-050 | Table, Table Tennis: (Ping-pong table). Each 

A x 13-760-420 | Target, Archery: With mattress, cover and folding stand. Each 

A xX 13-760-430 Cover, Archery Target: Each 

A xX 13-780-050 | Trainer, Bicycle: Each 

A xX 13-850-150 | Weight, Floor and Chest Pulley: Each 

A xX 13-870-150 | Wheel, Shoulder: Each 

A xX 13-890-000 | Wrist Machine, Frictional: Each 
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14-002-000 


14-008-000 


14-014-000 


14-025-000 


14-045-000 


14-060-000 


14-068-000 


14-075-000 


14-080-000 


14-090-000 


14-095-000 


14-100-000 


14-210-000 


14-215-000 


14-239-500 


14-242-000 


14-244-000 


14-264-000 


14-285-000 


14-290-000 


14-292-000 


14-294-000 


NOMENCLATURE AND DESCRIPTION 


Anvil, Riveting: (Bausch and Lomb Optical Co. No. 21-48-45, or equal). 
(Navy—lIssued to Optical Service Units). Illustrated. 


Assembling Machine: (Loxit); (Bausch and Lomb Optical Co. No. 21-47- 
15-03, or equal). Issued to Optical Service Units. For caps and rivets requi- 
sition 14-068-000 and 14-609-000. Illustrated. 

Belting, 34 inch, Veelos Link Type: Requisitions must specify overall 
length required. (Manheim Mfg. and Belting Co., or equal). (Navy—Is- 
sued to Optical Service Units and Lens Grinding Units). 

Box, Spectacle Mailing, Folding: Cardboard; outside dimensions 514 by 
254 by 1% inches. (Rigid-Board Products Co., or equal). (Navy—Issued 
to Optical Service Units, Optical Dispensing Units and Lens Grinding 
Units). Illustrated. 

Brush, Rouge: (William Dixon, Inc., No. 6, Figure 0319-D, or equal). 
(Navy—lIssued to Lens Grinding Units). 


Brush, Stiff, 71% inch: For cleaning frames. Requisition 5-029-050. 


Calipers, Thickness: (Bausch and Lomb Optical Co. No. 21-62-75, or equal). 
(Navy—Issued to Optical Service Units and Lens Grinding Units). 
Illustrated, 

Caps, Finishing, 250s: (Loxit). Issued to Optical Service Units. 

Carbon Stick, Soldering: Requisition 14-667-000. 


Carborundum Stick, Coarse, 6 by 2 by 1 inches: (American Optical Co. 
No. M442, Bausch and Lomb Optical Co. No. 21-13-66, or equal). (Navy— 
Issued to Lens Grinding Units). 

Carborundum Stick, Fine, 6 by 2 by 1 inches: (American Optical Co. No. 
M444, Bausch and Lomb Optical Co. No. 21-13-67, or equal). (Navy—lIs- 
sued to Lens Grinding Units and Optical Service Units). 

Card, Lens, Plain, 100s: For indexing lenses according to foci-in stock 
drawers. (American Optical Co. No. C28S, or equal). (Navy—Issued to 
Optical Service Units). 

Case, Spectacle: Carrying case for individual spectacles. (Navy—lIssued to 
Optical Service Units and Optical Dispensing Units). Illustrated. 


Cement, Polishing Pad, 1 qt: (American Optical Co. No. M322A, Bausch 
and Lomb Optical Co. No. 21-90-36, or equal). (Navy—Issued to Lens 
Grinding Units). 

Centers, Hardened Steel, 10s: For surfacing blocks. (Bausch and Lomb 
Optical Co. No. 21-18-10-192, or equal). (Navy—Issued to Lens Grinding 
Units). 

Charts, Grinding Set: (‘‘Book for Prescription Shop’’). (American Optical 
Co., or equal), (Navy—TIssued to Lens Grinding Units). 

Cutter, Lens: Complete. (American Optical Co. No. M540C, Shuron Optical 
Co. No. 82A, or equal). (Navy—lIssued to Optical Service Units). 
Illustrated. 

Diamond, Cutting, Lens Cutter: Replacement diamond for lens cut- 
ter; requisition must state manufacturer of cutter for which replacement 
diamond is desired. (Navy—lIssued to Optical Service Units). 

Wheel Assembly, Cutting, 10s: Replacement assembly for lens cutter; 
requisition must state manufacturer of cutter. (Navy—Issued to Optical 
Service Units). 

Diamond, Cutting, Hand: (American Optical Co. No. M576, or equal). 
(Navy—lIssued to Optical Service Units). 

Dispensing Set, Spectacle: Spectacle fitting and repair set. Consists of 12 
assorted frames, 40 mm. to 46 mm., fitted with etched sizing lens; pliers; 
rule; screwdriver; tap holder; and assorted repair parts; in case. (Navy— 
Issued to Optical Dispensing Units). I//ustrated. 

Drill, Lens, 110 volt, AC-DC: !/5 horsepower; complete with 1.5 mm. di- 
ameter diamond. (American Optical Co. No. M940M, or equal). Issued to 
Optical Service Units. Illustrated. 

Diamond, Turned, 1.5 mm. Diameter: Requisition must state manu- 
facturer of drill for which replacement diamond is required. Issued to 
Optical Service Units. 

Drilling Compound, 1 pt: (American Optical Co. No. M-261, Bausch and 

Lomb Optical Co. No, 21-27-93, or equal). Issued to Optical Service Units. 
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14-305-000 


14-319-500 


14-321-000 


14-328-000 


14-329-000 


14-329-500 
14-333-000 
14-336-000 
14-339-000 


14-350-000 


14-355-000 


14-365-000 


14-370-000 


14-375-000 


14-380-000 


14-382-000 


14-384-000 


14-385-000 


14-388-000 


14-400-000 
14-420-020 
14-420-022 
14-420-024 
14-420-026 


14-420-220 


NOMENCLATURE AND DESCRIPTION 


Edger, Automatic, Double Spindle: (American Optical Co. No. M822, or 
equal). (Navy—Issued to Optical Service Units). [/lustrated. 

Diamond, Truing Edger: Requisition must state type and manufac- 
turer of edger for which replacement diamond is required. (Navy—Is- 
sued to Optical Service Units). 

Lens Centering Device: Lens chuck; clamp for inserting lens in auto- 
matic edger; requisition must state type and manufacturer of edger for 
which replacement device is required. (Navy—Issued to Optical Service 
Units). Illustrated. 

Washer, Rubber, 10s: Replacement washer for edgers; requisition must 
state thickness desired, i.e., 44, 4% or 4 inch. (American Optical Co. No. 
M897, or equal). (Navy—Issued to Optical Service Units). 

Edger, Hand: (American Optical Co. No. M860, Bausch and Lomb Optical 
Co. No. 21-22-31-40, or equal). (Navy—lIssued to Optical Service Units). 
Illustrated. 

Emery, Fine, 5 Ib: For lens grinding. (American Optical Co. No. M303, or 
equal). (Navy—lIssued to Lens Grinding Units). 

Emery, Medium, 5 Ib: For lens grinding. (American Optical Co. No. M180, 
or equal). (Navy—lIssued to Lens Grinding Units), 

Emery, Roughing, 5 lb: For lens grinding. (American Optical Co. No. M60, 
or equal). (Navy—Issued to Lens Grinding Units). 

Emery, Smooth, 5 lb: For lens grinding. (American Optical Co. No. M302, 
or equal). (Navy—lIssued to Lens Grinding Units). 

File, Finishing, No. 10, 6 inch: Curved ends. (William Dixon, Inc., Figure 
No. 019314 D, or equal). (Navy—lIssued to Optical Service Units and Op- 
tical Dispensing Units). Illustrated. 

File, Flat, Fine Cut, 5 inch: (American Optical Co. No. M262, or equal). 
For handle requisition 14-385-000. (Navy—lIssued to Optical Service Units 
and Optical Dispensing Units). I/lustrated. 

File, Half Round, No. 3 Cut, 5 inch: (Bausch and Lomb Optical Co., No. 
21-48-05, or equal). For handle requisition 14-385-000. (Navy—lIssued to 
Optical Service Units and Optical Dispensing Units). Jilustrated. 

File, Knife, No. 4 Cut, 514 inch: (Bausch and Lomb Optical Co. No. 
21-48-14, or equal). For handle requisition 14-385-000. (Navy—lIssued to 

Optical Service Units and Optical Dispensing Units). Iilustrated. 

File, Pillar, Fine Cut, 5 inch: (American Optical Co. No. M264, or equal). 
For handle requisition 14-385-000. (Navy—lIssued to Optical Service Units 
and Optical Dispensing Units). Illustrated. 

File, Round, Fine Cut, 3 inch: (American Optical Co. No. M274, or equal). 
For handle requisition 14-385-000. (Navy—lIssued to Optical Service Units 
and Optical Dispensing Units). Iilustrated. 

File, Rat Tail, Fine Cut, 4 inch, 10s: For repair of rimless spectacles. 
(American Optical Co. No. M270, or equal). Issued to Optical Service 
Units and Optical Dispensing Units. Illustrated. 

File, Screwhead, Fine Cut, 3 inch: (Bausch and Lomb Optical Co. No. 
21-48-16, or equal). (Navy—lIssued to Optical Service Units and Optical 
Dispensing Units). Illustrated. 

Handle, File, Universal: For use with 14-355-000 through 14-380-000. 
(Bausch and Lomb Optical Co. No. 21-48-21, or equal). (Navy—lIssued 
to Optical Service Units and Optical Dispensing Units). 

Fitting Set, Gas Mask Insert, M-1: Consists of seven inserts fitted with 
plastic lenses; two fitting gages; 100 pair screws; two screw taps; and one 
screwdriver; in case. I/lustrated. 

Flux, Soldering, Liquid, 1 pt: Requisition 14-669-900. 

Folder, Job Record, 500s: (American Optical Co. No. 1211G, or equal). 
(Navy—lIssued to Optical Service Units and Lens Grinding Units). 

Front, Spectacle, Gold Filled, 40 Eye, 20 Bridge: (Navy—Issued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 40 Eye, 22 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 40 Eye, 24 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 40 Eye, 26 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 42 Eye, 20 Bridge: (Navy—Issued to Opti- 

cal Service Units). 
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12/192 


12/192 


12/144 
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1/12 
1/12 
1/12 
1/12 


12/864 


12/432 


12/432 


12/864 


12/432 


12/864 


12/432 


12/432 


12/432 
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14-420-222 
14-420-224 
14-420-226 
14-420-420 
14-420-422 
14-420-424 
14-420-426 
14-420-620 
14-420-622 
14-420-624 
14-420-626 


14-450-000 


14-475-000 


14-505-075 
14-505-100 
14-505-125 
14-505-150 
14-505-175 
14-505-200 
14-505-225 
14-505-250 
14-505-275 
14-505-300 
14-505-325 
14-505-350 
14-505-375 
14-505-400 
14-520-000 


14-522-000 


14-525-000 


14-527-025 
14-527-050 
14-527-075 


Front, Spectacle, Gold Filled, 42 Eye, 22 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 42 Eye, 24 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 


Front, Spectacle, Gold Filled, 42 Eye, 26 Bridge: (Navy—lIssued to Opti- 


cal Service Units). 

Front, Spectacle, Gold Filled, 44 Eye, 20 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 44 Eye, 22 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 44 Eye, 24 Bridge: (Navy—Issued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 44 Eye, 26 Bridge: (Navy—Issued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 46 Eye, 20 Bridge: (Navy—Issued to Op- 
tical Service Units). 

Front, Spectacle, Gold Filled, 46 Eye, 22 Bridge: (Navy—Issued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 46 Eye, 24 Bridge: (Navy—lIssued to Opti- 
cal Service Units). 

Front, Spectacle, Gold Filled, 46 Eye, 26 Bridge: (Navy—Issued to Opti- 
cal Service Units). 


Gage Set, Metal: Consists of 81 gages from plano to 20.00 in 14 diopter 
steps. (American Optical Co. No. M441, Bausch and Lomb Optical Co. 
No. 21-62-34, or equal). (Navy—Issued to Lens Grinding Units). 


Gage, Vernier: Requisition 5-328-050. 


Hammer, Optical: (Bausch and Lomb Optical Co. No. 21-48-41, or equal). 
(Navy—lIssued to Optical Service Units). 

Lamp, Alcohol, Metal: Requisition 5-375-010. For wick requisition 
5-375-020. 


Lens Blanks, Kryptok, Rough, 6 Base Curve, 6 mm. Thickness, 22 mm. 
Segment: Approximately 52 mm.; white. Requisition by power as in- 
dented below. ; 


+ 0.75: 
+ 1.00: 
+ 1.25: 
+ 1.50: 
+ 1.75: 
+ 2.00: 
+ 2.25: 
+ 2.50: 
+ 2.75: 
+ 3.00: 
+ 3.25: 
+ 3.50: 
+ 3.75: 
+ 4.00: 
Lens Blanks, Molded, Rough, 6 Base Curve, 8 mm. Thickness: Ap- 
proximately 50 mm.; white. (Navy—Issued to Lens Grinding Units). 
Lens Blanks, Molded, Rough, 6 Base Curve, 10 mm. Thickness: Ap- 
proximately 50 mm.; white. (Navy—Issued to Lens Grinding Units). 
Lens Blanks, Semicylinder, 6 Base Curve, 4 mm. Thickness: Approxi- 
mately 50 mm.; white. (Navy—lIssued to Lens Grinding Units). 


Lens Blanks, Semicylinder, 6 Base Curve,6 mm. Thickness: Requisi- 
tion by power as indented below. 


+0.25 Cylinder: 
+0.50 Cylinder: 
+0.75 Cylinder: 


Each 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 


Pair 


Pair 


Pair 


Pair 
Pair 


Pair 


12/288 


5/— 
5/— 
5/— 
CT ho 
5/— 
5/— 
5/— 
$/— 
3/ = 
s/— 
3/= 
5/— 
5/— 
5/— 
5/— 


5/— 
5/— 


5/— 
5/— 
5/— 
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Avail- | Expend- 
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tatus 
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> 


OG.-1 


OM OO OO OO OO OO OO OO OO OS OM 


~ 


~ 


xX 
xX 
xX 
xX 
xX 
xX 
xX 
xX 
xX 
xX 
xX 
X 
xX 
».¢ 
Xx 


Stock No. 


14-527-100 
14-527-125 
14-527-150 
14-527-175 
14-527-200 
14-527-225 
14-527-250 
14-527-275 
14-527-300 
14-527-325 
14-527-350 
14-527-375 
14-527-400 
14-527-425 
14-527-450 
14-527-475 
14-527-500 
14-527-550 
14-527-600 
14-527-650 
14-527-700 
14-527-750 
14-527-800 
14-530-000 


14-532-000 


14-534-000 


14-536-000 


14-540-000 


14-543-000 


14-545-001 
14-545-025 
14-545-050 
14-545-075 
14-545-100 
14-545-125 
14-545-150 
14-545-175 
14-545-200 
14-545-225 
14-545-250 
14-545-275 
14-545-300 
14-545-325 
14-545-350 


NOMENCLATURE AND DESCRIPTION 


Lens Blanks, Semicylinder, 6 Base Curve, 6 mm. Thickness: (Cont’d) 
+ 1.00 Cylinder: 
+ 1.25 Cylinder: 
+ 1.50 Cylinder: 
+ 1.75 Cylinder: 
+ 2.00 Cylinder: 
+ 2.25 Cylinder: 
+ 2.50 Cylinder: 
+ 2.75 Cylinder: 
+ 3.00 Cylinder: 
+ 3.25 Cylinder: 
-+- 3.50 Cylinder: 
+ 3.75 Cylinder: 
+ 4.00 Cylinder: 
-+- 4.25 Cylinder: 
+ 4.50 Cylinder: 
+ 4.75 Cylinder: 
-+ 5.00 Cylinder: 
+ 5.50 Cylinder: 
+ 6.00 Cylinder: 
+ 6.50 Cylinder: 
+ 7.00 Cylinder: 
+ 7.50 Cylinder: 
+ 8.00 Cylinder: 


Lens Blanks, Semisphere, Minus 6 Base Curve, 4 mm. Thickness: 
White. (Navy—lIssued to Lens Grinding Units). 

Lens Blanks, Semisphere, Minus 6 Base Curve, 6 mm. Thickness: 
White. (Navy—Issued to Lens Grinding Units). 

Lens Blanks, Semisphere, Plus 6 Base Curve, 4mm. Thickness: \hite. 
(Navy—lIssued to Lens Grinding Units). 

Lens Blanks, Semisphere, Plus 6 Base Curve, 6 mm. Thickness: White. 
(Navy—lIssued to Lens Grinding Units). 

Lens Centering Instrument: (American Optical Co. No. M616A, or equal). 
(Navy—lIssued to Optical Service Units and Lens Grinding Units). 
Illustrated. 


Lens, Spectacle, Single Vision, Edged» For gas mask inserts. 


Lens, Spectacle, Single Vision, Uncut: (Navy—sSee special instructions 
issued by Materiel Division, BuMed. Issued to Optical Service Units). 
Requisition by power as indented below. 


PLUS SPHERES 
Plano: 


+ 0.25 Sphere: 
-+ 0.50 Sphere: 
+ 0.75 Sphere: 
-+ 1.00 Sphere: 
-+ 1.25 Sphere: 
+ 1.50 Sphere: 
+ 1.75 Sphere: 
-+ 2.00 Sphere: 
-+ 2.25 Sphere: 
-++- 2.50 Sphere: 
-+ 2.75 Sphere: 
+ 3.00 Sphere: 
-+ 3.25 Sphere: 
+ 3.50 Sphere: 


Packaging 


and 
Packing 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 


Pair 


SW ers 
3/= 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
$/— 
CF Koes 
5/— 
5/— 
$/— 
5/— 
5/— 
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ability 
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x 
x 
x 
xX 
xX 
xX 
x 
xX 
xX 
xX 
x 
28 
x 
xX 
xX 
x 
». 
x 
Xx 
xX 
xX 
»« 
Xx 
x 
xX 
4 


Stock No. 


14-545-375 
14-545-400 
14-545-425 
14-545-450 
14-545-475 
14-545-500 
14-545-550 
14-545-600 
14-545-650 
14-545-700 
14-545-750 
14-545-800 


14-546-025 
14-546-050 
14-546-075 
14-546-100 
14-546-125 
14-546-150 
14-546-175 
14-546-200 
14-546-225 
14-546-250 
14-546-275 
14-546-300 
14-546-325 
14-546-350 
14-546-375 
14-546-400 
14-546-425 
14-546-450 
14-546-475 
14-546-500 
14-546-550 
14-546-600 
14-546-650 
14-546-700 
14-546-750 
14-546-800 


14-547-025 
14-547-050 
14-547-075 
14-547-100 
14-547-125 
14-547-150 
14-547-175 
14-547-200 
14-547-225 
14-547-250 
14-547-275 


JULY 1947 


-++ 3.75 Sphere: 
-+- 4.00 Sphere: 
-+ 4.25 Sphere: 
-+ 4.50 Sphere: 
+ 4.75 Sphere: 
-+- 5.00 Sphere: 
+ 5.50 Sphere: 
-+- 6.00 Sphere: 
-+ 6.50 Sphere: 
+ 7.00 Sphere: 
-+- 7.50 Sphere: 
-+- 8.00 Sphere: 


— 0.25 Sphere: 
— 0.50 Sphere: 
— 0.75 Sphere: 
— 1.00 Sphere: 
— 1.25 Sphere: 
— 1.50 Sphere: 
— 1.75 Sphere: 
— 2.00 Sphere: 
— 2.25 Sphere: 
— 2.50 Sphere: 
— 2.75 Sphere: 
— 3.00 Sphere: 
— 3.25 Sphere: 
— 3.50 Sphere: 
— 3.75 Sphere: 
— 4.00 Sphere: 
— 4.25 Sphere: 
— 4.50 Sphere: 
— 4.75 Sphere: 
— 5.00 Sphere: 
— 5.50 Sphere: 
— 6.00 Sphere: 
— 6.50 Sphere: 
— 7.00 Sphere: 
— 7.50 Sphere: 
— 8.00 Sphere: 


PLUS PLANO CYLINDERS 
+ 0.25 Cylinder: 
+ 0.50 Cylinder: 
+ 0.75 Cylinder: 
-+ 1.00 Cylinder: 
+ 1.25 Cylinder: 
+ 1.50 Cylinder: 
+ 1.75 Cylinder: 
-+ 2.00 Cylinder: 
+ 2.25 Cylinder: 
+ 2.50 Cylinder: 
-+ 2.75 Cylinder: 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 


MINUS SPHERES 


PRELIMINARY EDITION 


Packaging 
and 


Packing 


OG.1 


PRELIMINARY EDITION JULY 1947 


Avail- Expend- Unit Packaging 
pared ability Stock No. NOMENCLATURE AND DESCRIPTION of and 
tatus 


Issue Packing 
Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
14-547-300 + 3.00 Cylinder: Pair 5/— 
14-547-325 + 3.25 Cylinder: Pair 5/— 
14-547-350 + 3.50 Cylinder: Pair 5/— 
14-547-375 + 3.75 Cylinder: Pair 5/— 
14-547-400 + 4.00 Cylinder: Pair 5/— 
14-547-425 -+ 4.25 Cylinder: Pair 5/— 
14-547-450 + 4.50 Cylinder: Pair 5/— 
14-547-475 + 4.75 Cylinder: Pair 5/— 
14-547-500 + 5.00 Cylinder: Pair 5/— 
14-547-550 + 5.50 Cylinder: Pair 5/— 
14-547-600 + 6.00 Cylinder: Pair 5/— 


Note: For minus plano cylinders transpose and 
requisition as minus on plus compounds. 


PLUS ON PLUS COMPOUNDS 
14-548-025 +0.25 © +0.25: 
14-548-026 +0.25 < +0.50: 
14-548-027 +0.25 < +0.75: 
14-548-028 +0.25 < +1.00: 
14-548-029 +0.25 o +1.25: 
14-548-030 +0.25 o +1.50: 
14-548-031 +0.25 © +1.75: 
14-548-032 + 0.25 © + 2.00: 
14-548-033 +0.25 © + 2.25: 
14-548-034 + 0.25 S + 2.50: 
14-548-036 + 0.25 < +3.00: 
14-548-038 + 0.25 c + 3.50: 
14-548-040 + 0.25 > + 4.00: 
14-548-050 + 0.50 S +0.25: 
14-548-051 +0.50 < +0.50: 
14-548-052 +0.50 © +0.75: 
14-548-053 + 0.50 © + 1.00: 
14-548-054 +0.50 © +1.25: 
14-548-055 + 0.50 © + 1.50: 
14-548-056 +0.50 © 41.75: 
14-548-057 + 0.50 © + 2.00: 
14-548-058 +0.50 © + 2.25: 
14-548-059 + 0.50 c + 2.50: 
14-548-061 + 0.50 © + 3.00: 
14-548-063 +0.50 c +3.50: 
14-548-065 +0.50 < + 4.00: 
14-548-075 +0.75 So +0.25: 
14-548-076 +0.75 > +0.50: 
14-548-077 +0.75 © +0.75: 
14-548-078 + 0.75 c + 1.00: 
14-548-079 +0.75 Sc +1.25: 
14-548-080 + 0.75 c + 1.50: 
14-548-081 0.75 S 41.75: 
14-548-082 +0.75 © + 2.00: 
14-548-083 +0.75 S + 2.25: 
14-548-084 +0.75 < + 2.50: 


mmm 


X 
Xx 
xX 
x 
xX 
Xx 
X 
xX 
xX 
x 
xX 
».« 
xX 
x 
X 
Xx 
xX 
x 
xX 
xX 
x 
x 
xX 
>.< 
xX 
x 
x 
x 
Xx 
x 
».« 
x 
x 
x 
xX 
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Stock No. 


14-548-086 
14-548-088 
14-548-090 
14-548-100 
14-548-101 
14-548-102 
14-548-103 
14-548-104 
14-548-105 
14-548-106 
14-548-107 
14-548-108 
14-548-109 
14-548-111 
14-548-113 
14-548-115 
14-548-125 
14-548-126 
14-548-127 
14-548-128 
14-548-129 
14-548-130 
14-548-131 
14-548-132 
14-548-133 
14-548-134 
14-548-136 
14-548-138 
14-548-140 
14-548-150 
14-548-151 
14-548-152 
14-548-153 
14-548-154 
14-548-155 
14-548-156 
14-548-157 
14-548-158 
14-548-159 
14-548-161 
14-548-163 
14-548-165 
14-548-175 
14-548-176 
14-548-177 
14-548-178 
14-548-179 
14-548-180 
14-548-181 
14-548-182 
14-548-183 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 


+ 0.75 43.00: 
+0.75  +3.50: 
+0.75 © 4+4.00: 
+ 1.00 © 40.25: 
+ 1.00 © +0.50: 
+ 1.00 > + 0.75: 
+ 1.00 © + 1.00: 
+ 1.00 © 41.25: 
+ 1.00 > + 1.50: 
+ 1.00 © $1.75: 
+ 1.00 > 42.00: 
+ 1.00 © +2.25: 
+1.00 = + 2.50: 
+ 1.00 < + 3.00: 
+ 1.00 > + 3.50: 
+ 1.00 < + 4.00: 
+ 1.25 > 40.25: 
+ 1.25 > +0.50: 
++ 1.25 © 40.75: 
+ 1.25 > + 1.00: 
1,85 c 41,28: 
+ 1.25 > + 1.50: 
+ 1.25 S +1.75: 


++ 1.25 c 42.00: 
+ 1.25 © 2.25: 
+ 1.25 c + 2.50: 
4+-1.25 © + 3.00: 
+ 1.25 > + 3.50: 
+ 1.25 c +4.00: 
+1.50 © 40.25: 
+ 1.50 < +0.50: 
+ 1.50 © 40.75: 
+ 1.50 © + 1.00: 
+1.50 © 1.25: 
41.50 © 41.50: 
+ 1.50 © + 1.75: 
+ 1.50 < + 2.00: 
+ 1.50 © + 2.25: 
+ 1.50 < + 2.50: 
+ 1.50 > + 3.00: 
+ 1.50 © + 3.50: 
+ 1.50 © + 4.00: 
41.75 © 0.25: 
41.75 © 40.50: 
41.75 S 40.75: 
+ 1.75 < + 1.00: 
4- 1.75 S 41.25: 
+1.75 © 41.50: 
+1.75 S $1.75: 
++ 1.75 © + 2.00: 
++ 1.75 S ++ 2.25: 


PRELIMINARY EDITION is 


Unit Packaging 
of and 
Issue Packing 

Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair © 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 


Notes 


Avail- 


Expend- 
ability ability 


Status 


PA PA PM PM Pt Pd PM Pd OO OS Pd PM OM OPM Pt OP OO OO OO OO OO OO OO OO OO OO OO 


OG.-| 


PRELIMINARY EDITION — 


Stock No. 


14-548-184 
14-548-186 
14-548-188 
14-548-190 
14-548-200 
14-548-201 
14-548-202 
14-548-203 
14-548-204 
14-548-205 
14-548-206 
14-548-207 
14-548-208 
14-548-209 
14-548-211 
14-548-213 
14-548-215 
14-548-225 
14-548-226 
14-548-227 
14-548-228 
14-548-229 
14-548-230 
14-548-231 
14-548-232 
14-548-233 
14-548-234 
14-548-236 
14-548-238 
14-548-240 
14-548-250 
14-548-251 
14-548-252 
14-548-253 
14-548-254 
14-548-255 
14-548-256 
14-548-257 
14-548-258 
14-548-259 
14-548-261 
14-548-263 
14-548-265 
14-548-275 
14-548-276 
14-548-277 
14-548-278 
14-548-279 
14-548-280 
14-548-281 
14-548-282 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 


+ 1.75 S + 2.50: 
+1.75 © +3.00: 
+ 1.75 < + 3.50: 
+ 1.75 > + 4.00: 
+ 2.00 > +0.25: 
+ 2.00 © +0.50: 
+2.00 © 40.75: 
+ 2.00 > + 1.00: 
+ 2.00 S + 1.25: 
+ 2.00 > + 1.50: 
+ 2.00 > + 1.75: 
+ 2.00 < + 2.00: 
+ 2.00 © + 2.25: 
+ 2.00 © + 2.50: 
+ 2.00 © + 3.00: 
+ 2.00 © + 3.50: 
+ 2.00 < + 4.00: 
+ 2.25 > $0.25: 
+ 2.25 S + 0.50: 
4.2.25 > +0.75: 
42.25 S +1.00: 
42.25 S $1.25: 
42.25 41.50: 
42.25 o 1.75: 
42.25 S 42.00: 
42.25 S 42.25: 
42.25 S $2.50: 
+ 2.25 © +3.00: 
42.25 43.50: 
+ 2.25 © +4.00: 
+ 2.50 S + 0.25: 
+ 2.50 © + 0.50: 
+ 2.50 S $0.75: 
+ 2.50 c + 1.00: 
42.50 o $1.25: 
+ 2.50 © + 1.50: 
42.50 © $1.75: 
+ 2.50 © + 2.00: 
42.50 © 42.25: 
+ 2.50 S +2.50: 
+ 2.50 © +3.00: 
+ 2.50 < + 3.50: 
+ 2.50 < -+ 4.00: 
+ 2.75 © +0.25: 
42.75 © +0.50: 
42.75 40.75: 
42.75 S +1.00: 
42.75 41.25: 
42.75 o +1.50: 
+ 2.75 < + 1.75: 
+ 2.75 S 42.00: 


14 


Packaging 
and 
Packing 


5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
$f 
5/— 
5/— 
LY fa 
§/— 
$/= 
5/— 
$/— 
$/— 
5/— 
3/ 
5/— 
5/— 
Ly fo 
$/— 
§/— 
$/= 
5/— 
$/— 
7 pas 
$/— 
o/= 
5) 
$/—= 
5/— 
5/— 
LY fare 
5/— 
§/= 
3/> 
5/— 
$/— 
5/— 
5/= 
5/— 
$/— 
5/— 
5/—> 
5/— 
5/— 
5/—= 
5/— 
5/— 
5/— 
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JULY 1947 


14-548-283 
14-548-284 
14-548-286 
14-548-288 
14-548-290 
14-548-300 
14-548-301 
14-548-302 
14-548-303 
14-548-304 
14-548-305 
14-548-306 
14-548-307 
14-548-308 
14-548-309 
14-548-311 
14-548-313 
14-548-315 
14-548-325 
14-548-326 
14-548-327 
14-548-328 
14-548-329 
14-548-330 
14-548-331 
14-548-332 
14-548-333 
14-548-334 
14-548-336 
14-548-338 
14-548-340 
14-548-350 
14-548-351 
14-548-352 
14-548-353 
14-548-354 
14-548-355 
14-548-356 
14-548-357 
14-548-358 
14-548-359 
14-548-361 
14-548-363 
14-548-365 
14-548-375 
14-548-376 
14-548-377 
14-548-378 
14-548-379 
14-548-380 
14-548-381 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 


+ 2.75 o 42.25: 
+ 2.75 S 4+2.50: 
+ 2.75 S +3.00: 
+ 2.75 S 4+3.50: 
42.75 S +4.00: 
+ 3.00 © 0.25: 
+ 3.00 © +0.50: 
+ 3.00 o 40.75: 
+ 3.00 © +1.00: 
+ 3.00 © +1.25: 
+ 3.00 > + 1.50: 
+ 3.00 © +1.75: 
+ 3.00 c + 2.00: 
+ 3.00 S 42.25: 
+ 3.00 c +2.50: 
+ 3.00 c +3.00: 
+ 3.00 © + 3.50: 
+ 3.00 © + 4.00: 
4+-3.25 S +-0.25: 
+ 3.25 © +0.50: 
+ 3.25 S +0.75: 
+ 3.25 © + 1.00: 
+ 3.25 co +1.25: 
+ 3.25 © + 1.50: 
43.25 o +-1.75: 
+ 3.25 o +2.00: 
+ 3.25 < + 2.25: 
+ 3.25 < + 2.50: 
+-3.25 © 43.00: 
+ 3.25 © + 3.50: 
+ 3.25 © +4.00: 


+ 3.50 © +-0.25:. 


+ 3.50 © -+-0.50: 
+ 3.50 © +0.75: 
+ 3.50 > + 1.00: 
+-3.50 © 1.25: 
+ 3.50 S + 1.50: 
+ 3.50 © -+-1.75: 
+ 3.50 < + 2.00: 
+ 3.50 © + 2.25: 
-+- 3.50 © + 2.50: 
+ 3.50 S +3.00: 
+ 3.50 © + 3.50: 
+ 3.50 © + 4.00: 
+ 3.75 © +0.25: 
+ 3.75 < +-0.50: 
+ 3.75 © +0.75: 
+ 3.75 © + 1.00: 
4+-3.75 S 41.25: 
+ 3.75 © -+- 1.50: 
++ 3.75 © 41.75: 


PRELIMINARY EDITION 


Unit Packaging 
of and Notes 
Issue Packing 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
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rm OO OO OM 


Stock No. 


14-548-382 
14-548-383 
14-548-384 
14-548-386 
14-548-388 
14-548-390 
14-548-400 
14-548-401 
14-548-402 
14-548-403 
14-548-404 
14-548-405 
14-548-406 
14-548-407 
14-548-408 
14-548-409 
14-548-411 
14-548-413 
14-548-415 
14-548-425 
14-548-426 
14-548-427 
14-548-428 
14-548-429 
14-548-430 
14-548-431 
14-548-432 
14-548-433 
14-548-434 
14-548-450 
14-548-451 
14-548-452 
14-548-453 
14-548-454 
14-548-455 
14-548-456 
14-548-457 
14-548-458 
14-548-459 
14-548-461 
14-548-463 
14-548-475 
14-548-476 
14-548-477 
14-548-478 
14-548-479 
14-548-480 
14-548-481 
14-548-482 
14-548-500 
14-548-501 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
+ 3.75 S + 2.00: 
4+-3.75 S 2.25: 
+ 3.75 > + 2.50: 
+ 3.75 S +3.00: 
+ 3.75 © + 3.50: 
+ 3.75 © + 4.00: 
+ 4.00 © +0.25: 
+ 4.00 > + 0.50: 
+ 4.00 S $0.75: 
+ 4.00 < + 1.00: 
+ 4.00 o +1.25: 
+ 4.00 © +1.50: 
+ 4.00 S +1.75: 
+ 4.00 < + 2.00: 
+ 4.00 S +2.25: 
+ 4.00 © + 2.50: 
+ 4.00 c +3.00: 
+ 4.00 > + 3.50: 
+ 4.00 > 44.00: 
4+-4.25 > +0.25: 
+ 4.25 © + 0.50: 
+ 4.25 > 40.75: 
+ 4.25 © +1.00: 
44.25 S 41.25: 
+ 4.25 c + 1.50: 
4.25 S 41.75: 
+ 4.25 > + 2.00: 
+ 4.25 © 42.25: 
+ 4.25 > 2.50: 
+ 4.50 © +0.25: 
+ 4.50 > + 0.50: 
+ 4.50 © +0.75: 
+ 4.50 © +1.00: 
44.50 S 41.25: 
+ 4.50 < + 1.50: 
44.50 o 4+-1.75: 
+ 4.50 © + 2.00: 
+ 4.50 S + 2.25: 
+ 4.50 o 42.50: 
+ 4.50 S + 3.00: 
+ 4.50 © + 3.50: 
+ 4.75 S +0.25: 
+ 4.75 S + 0.50: 
+4.75 S 0.75: 
+ 4.75 <= + 1.00: 
+ 4.75 © + 1.25: 
4.75 o 41.50: 
+ 4.75 S + 1.75: 
+ 4.75 S + 2.00: 
+ 5.00 o 40.25: 
+ 5.00 < + 0.50: 
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Packaging 
d 


Notes 


Packing 


5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
3{== 
5/— 
5/— 
5/— 
5/— 
3/— 
5/— 
TF ieee 
3/> 
5/— 
5/—= 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/= 
CT ges 
a) > 
bj 
5/— 
5/— 
5/— 
5/—= 
$/— 
5/— 
5/— 
OW are 
S/-= 
NF Geom 
5/=> 
5/-= 
5/= 
6/— 
5/— 
5/— 
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JULY 1947 
Avail- Expend- Unit Packaging ~! 
ability | ability Stock No. NOMENCLATURE AND DESCRIPTION Math oie otes 
Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
xX 14-548-502 + 5.00 © + 0.75: Pair 5/— 
x 14-548-503 + 5.00 > + 1.00: Pair 5/— 
X | 14-548-504 +5.00 © +1.25: Pair 5/— 
X | 14-548-505 + 5.00 < + 1.50: Pair Sj 
Xx 14-548-506 + 5.00 © +1.75: Pair 5/== 
X | 14-548-507 + 5.00 < + 2.00: Pair 5/— 
x 14-548-509 + 5.00 > + 2.50: Pair 5/— 
X | 14-548-511 + 5.00 © + 3.00: Pair 5/— 
x 14-548-551 + 5.50 © +0.50: Pair 5/— 
X | 14-548-553 + 5.50 © +1.00: Pair 5/— 
X | 14-548-555 + 5.50 © + 1.50: Pair 5/— 
X | 14-548-557 + 5.50 © + 2.00: Pair 5/— 
X | 14-548-559 + 5.50 © + 2.50: Pair 5/— 
X | 14-548-601 + 6.00 < + 0.50: Pair 5/— 
xX 14-548-603 + 6.00 = + 1.00: Pair 5/— 
X | 14-548-605 + 6.00 > + 1.50: Pair 5/— 
X | 14-548-607 + 6.00 < + 2.00: Pair ES 
xX 14-548-701 + 7.00 © +0.50: Pair 5/— 
X | 14-548-703 + 7.00 S + 1.00: Pair 5/— 
MINUS ON PLUS COMPOUNDS 
X | 14-549-025 —0.25 <= +0.25: Pair 5/— 
X | 14-549-026 — 0.25 © +0.50: Pair 5/— 
xX 14-549-027 — 0.25 S +0.75: Pair 5/— 
x 14-549-028 —0.25 > +1.00: Pair 5/— 
X | 14-549-029 —0.25 S +1.25: Pair 5joe 
X | 14-549-030 —0.25 > + 1.50: Pair 5/— 
X | 14-549-031 —0.25 S 41.75: Pair $j 
X | 14-549-032 — 0.25 < -+ 2.00: Pair 5/— 
X | 14-549-033 —0.25 © +2.25: Pair 5/— 
X | 14-549-034 — 0.25 © +2.50: Pair sj 
X | 14-549-035 —0.25 © +-2.75: Pair sy 
x 14-549-036 — 0.25 © + 3.00: Pair 5/— 
X | 14-549-037 —0.25 © +3.25: Pair sy 
x 14-549-038 —0.25 > + 3.50: Pair 5/— 
X | 14-549-039 —0.25 © +3.75: Pair es 
X | 14-549-040 — 0.25 S + 4.00: Pair 5/— 
xX 14-549-050 —0.50 S ++ 0.25: Pair 5/— 
X | 14-549-051 — 0.50 © +0.50: Pair ae 
X | 14-549-052 — 0.50 © +0.75: Pair o/= 
xX 14-549-053 — 0.50 > + 1.00: Pair 5/— 
X | 14-549-054 —0.50 © + 1.25: Pair 5/— 
X | 14-549-055 —0.50 © + 1.50: Pair Sy 
X | 14-549-056 —0.50 © +1.75: Pair 5/— 
xX 14-549-057 — 0.50 © + 2.00: Pair 5/— 
d€ 14-549-058 —0.50 © + 2.25: Pair 5/— 
x 14-549-059 — 0.50 © + 2.50: Pair 5/— 
X | 14-549-060 —0.50 © 42.75: Pair 5/— 
X | 14-549-061 — 0.50 © + 3.00: Pair 5/— 
X | 14-549-062 —0.50 © 43.25: Pair 5/— 
X | 14-549-063 —0.50 © + 3.50: Pair = fos 
| xX 14-549-064 —0.50 © + 3.75: Pair 5/— 
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Stock No. 


14-549-065 
14-549-075 
14-549-076 
14-549-077 
14-549-078 
14-549-079 
14-549-080 
14-549-081 
14-549-082 
14-549-083 
14-549-084 
14-549-085 
14-549-086 
14-549-087 


" 14-549-088 


14-549-089 
14-549-090 
14-549-100 
14-549-101 
14-549-102 
14-549-103 
14-549-104 
14-549-105 
14-549-106 
14-549-107 
14-549-108 
14-549-109 
14-549-110 
14-549-111 
14-549-112 
14-549-113 
14-549-114 
14-549-115 
14-549-125 
14-549-126 
14-549-127 
14-549-128 
14-549-129 
14-549-130 
14-549-131 
14-549-132 
14-549-133 
14-549-134 
14-549-135 
14-549-136 
14-549-137 
14-549-138 
14-549-139 
14-549-140 
14-549-150 
14-549-151 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
—0.50 S + 4.00: 
—0.75 © 0.25: 
— 0.75 S +0.50: 
— 0.75 © +0.75: 
—0.75 © + 1.00: 
—0.75 S $1.25: 
—0.75 © + 1.50: 
—0.75 © $1.75: 
— 0.75 S + 2.00: 
—0.75 S +2.25: 
—0.75 S + 2.50: 
—0.75 © + 2.75: 
—0.75 < +3.00: 
—0.75 © 43.25: 
—0.75 < + 3.50: 
—0.75 S 43.75: 
—0.75 S +4.00: 
—1.00 © $0.25: 
—1.00 > +0.50: 
—1.00 S +0.75: 
—1.00 c + 1.00: 
— 1.00 © + 1.25: 
—1.00 o + 1.50: 
—1.00 S $1.75: 
—1.00 © + 2.00: 
— 1.00 S + 2.25: 
— 1.00 S + 2.50: 
—1.00 S 42.75: 
—1.00 S + 3.00: 
— 1.00 © + 3.25: 
—1.00 © +3.50: 
— 1.00 © + 3.75: 
—1.00 © + 4.00: 
—1.25 S 4+0.25: 
— 1.25 < + 0.50: 
—1.25 S +0.75: 
—1.25 c +1.00: 
—1.25 © 1.25: 

(1.25 c + 1.50: 
— 1.25 < + 1.75: 
—1.25 < + 2.00: 
—1.25 o + 2.25: 
—1.25 o 42.50: 
—1.25  +2.75: 
— 1.25 c +3.00: mee 
—1.25 > 43.25: 
— 1.25 © + 3.50: 
—1.25 © +3.75: 
—1.25 o +4.00: 
— 1.50 © +0.25: 
— 1.50 < + 0.50: 
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Issue 


Pair 


Pair 


Pair 


| Pair 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 


Pair 


| Pair 


Pair 
Pair 
Pair 
Pair 


Pair 


| Pair 


| Pair : 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 


Pair 
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Packaging 


and 


5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 


5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
§/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5$/= 
3/— 
5/— 
5/— 
5/— 
5/— 
5/— 


S/—=) 


Notes 
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Stock No. 


14-549-152 
14-549-153 
14-549-154 
14-549-155 
14-549-156 
14-549-157 
14-549-158 
14-549-159 
14-549-160 
14-549-161 
14-549-162 
14-549-163 
14-549-164 
14-549-165 
14-549-175 
14-549-176 
14-549-177 
14-549-178 
14-549-179 
14-549-180 
14-549-181 
14-549-182 
14-549-183 
14-549-184 
14-549-185 
14-549-186 
14-549-187 
14-549-188 
14-549-189 
14-549-190 
14-549-200 
14-549-210 
14-549-202 
14-549-203 
14-549-204 
14-549-205 
14-549-206 
14-549-207 
14-549-208 
14-549-209 
14-549-210 
14-549-211 
14-549-212 
14-549-213 
14-549-214 
14-549-215 
14-549-225 
14-549-226 
14-549-227 
14-549-228 
14-549-229 


JULY 1947 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
— 1.50 © +-0.75: 
— 1.50 S + 1.00: 
— 1.50 © + 1.25: 
— 1.50 © + 1.50: 
— 1.50 © $1.75: 
— 1.50 © + 2.00: 
— 1.50 © + 2.25: 
— 1.50 © + 2.50: 
— 1.50 © + 2.75: 
—1.50 © +3.00: 
—1.50 © +3.25: 
— 1.50 o +3.50: 
—1.50 © 43.75: 
— 1.50 © + 4.00: 
—1.75 © +0.25: 
— 1.75 S +0.50: 
— 1.75 © +0.75: 
—1.75 S + 1.00: 
= 195 Se 1,25: 
—1.75 © + 1.50: 
78S 1:75: 
—1.75 © +2.00: 
—1.75 S 42.25: 
—1.75 > +2.50: 
1.75 = 4-2) 75: 
—1.75 So +3.00: 
el 7B 3.85: 
—1.75 © +3.50: 
1.75 S +3. 75: 
—1.75 © + 4.00: 
— 2.00 © +0.25: 
— 2.00 © +0.50: 
— 2.00 S +0.75: 
— 2.00 © +1.00: 
— 2.00 © + 1.25: 
— 2.00 © +1.50: 
— 2.00 © + 1.75: 
— 2.00 S + 2.00: 
— 2.00 © +2.25: 
— 2.00 © + 2.50: 
— 2.00 c +2.75: 
— 2.00 © +3.00: 
— 2.00 © $3.25: 
— 2.00 © +3.50: 
— 2.00 © +3.75: 
— 2.00 © + 4.00: 
— 2.25 o 40.25: 
— 2.25 S +0.50: 
— 2.25 S +0.75: 
— 2.25 S + 1.00: 
— 2.25 o +1.25: 


Issue 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 


Pair 


Pair 


Pair 
Pair 


Pair 


Packaging 
and 
Packing 


5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 


5/— 
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PRELIMINARY EDITION JULY 1947 


Avail- | Ex5end- Unit Packaging 

Pp 
ability ability Stock No. NOMENCLATURE AND DESCRIPTION of and otes 
Status Issue Packing 


| me | a ES |S | 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 


X | 14-549-230 — 2.25 © +1.50: 
X | 14-549-231 — 2.25 S 41.75: 
X | 14-549-232 — 2.25 © + 2.00: 
X | 14-549-233 — 2.25 S 42.25: 
X | 14-549-234 — 2.25 > + 2.50: 
X | 14-549-235 — 2.25 42.75: 
X | 14-549-236 — 2.25 © +3.00: 
X_ | 14-549-237 — 2.25 o 43.25: 
X | 14-549-238 — 2.25 S 43.50: 
X | 14-549-239 — 2.25 © 43.75: 
X | 14-549-240 — 2.25 o +4.00: 
X | 14-549-250 — 2.50 © +0.25: 
X | 14-549-251 — 2.50 © +0.50: 
X | 14-549-252 — 2.50 © +0.75: 
X | 14-549-253 — 2.50 © + 1.00: 
X | 14-549-254 — 2.50 © 41.25: 
X | 14-549-255 — 2.50 © 41.50: 
X | 14-549-256 — 2.50 © +1.75: 
X | 14-549-257 — 2.50 © + 2.00: 
X | 14-549-258 — 2.50 © 42.25: 
X | 14-549-259 — 2.50 © + 2.50: 
X | 14-549-260 — 2.50 © 42.75: 
X | 14-549-261 — 2.50 © +3.00: 
X | 14-549-262 —2.50 S +3.25: 
X | 14-549-263 — 2.50 © +3.50: 
X | 14-549-264 — 2.50 © 43.75: 
X | 14-549-265 — 2.50 o + 4.00: 
X | 14-549-275 — 2.75 > +0.25: 
X | 14-549-276 — 2.75 > +0.50: 
X | 14-549-277 —2.75 © +0.75: 
X | 14-549-278 — 2.75 > +1.00: 
X | 314-549-279 —2.75 S 41.25: 
X | 14-549-280 —2.75 S +1.50: 
X | 14-549-281 —2.75 o +1.75: 
X | °14-549-282 — 2.75 > +2.00: 
X | 14-549-283 —2.75 © 4+ 2.25: 
X | 14-549-284 — 2.75 © +2.50: 
X | 14-549-285 —2.75 S 42.75: 
X | 14-549-286 — 2.75 © +3.00: 
X | 14-549-287 —2.75 o 43.25: 
X | 14-549-288 —2.75 S 43.50: 
X | 14-549-289 — 2.75 © 43.75: 
X | 14-549-290 — 2.75 © +4.00: 
xX | 14-549-300 — 3.00 © +0.25: 
X | 14-549-301 — 3.00 © 40.50: 
X | 14-549-302 —3.00 © +0.75: 
X | 14-549-303 — 3.00 © +1.00: 
X | 14-549-304 — 3.00 © + 1.25: 
X | 14-549-305 — 3.00 © +1.50: 
X | 14-549-306 —- 3.00 © $1.75: 
¥ 


14-549-307 —~ 3.00 S + 2.00: 
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Stock No. 


14-549-308 
14-549-309 

14-549-310 

14-549-311 

14-549-312 

14-549-313 

14-549-314 
14-549-315 

14-549-325 

14-549-326 
14-549-327 

14-549-328 
14-549-329 

14-549-330 

14-549-331 

14-549-332 
14-549-333 
14-549-334 
14-549-335 
14-549-336 
14-549-337 
14-549-338 
14-549-339 
14-549-340 
14-549-350 
14-549-351 

14-549-352 
14-549-353 
14-549-354 
14-549-355 
14-549-356 
14-549-357 
14-549-358 
14-549-359 
14-549-360 
14-549-361 
14-549-362 
14-549-363 
14-549-364 
14-549-365 
14-549-375 
14-549-376 
14-549-377 
14-549-378 
14-549-379 
14-549-380 
14-549-381 
14-549-382 
14-549-383 
14-549-384 
14-549-385 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
—3.00 © + 2.25: 
— 3.00 © + 2.50: 
— 3.00 © 42.75: 
— 3.00 © + 3.00: 
— 3.00 © 43.25: 
— 3.00 © +3.50: 
— 3.00 © 43.75: 
— 3.00 © + 4.00: 
— 3.25 S + 0.25: 
— 3.25 © + 0.50: 
— 3.25 + 0.75: 
— 3.25 S +1.00: 
— 3.25 S 41.25: 
— 3.25 © -+- 1.50: 
3.25 = 1.78: 
— 3.25 C +2.00: 
— 3.25 © +4+2.25: 
— 3.25 © + 2.50: 
— 3.25 < + 2.75: 
— 3.35 © + 3.00: 
— 3.25 © 43.25: 
— 3.25 © + 3.50: 
— 3.25 S + 3.75: 
— 3.25 © +4.00: 
— 3.50 © +0.25: 
— 3.50 © + 0.50: 
— 3.50 © + 0.75: 
— 3.50 © + 1.00: 
— 3.50 S $1.25: 
— 3.50 © 41.50: 
—3.50 S 41.75: 
— 3.50 © +2.00: 
— 3.50 © + 2.25: 
— 3.50 © + 2.50: 
— 3.50 © 42.75: 
— 3.50 © + 3.00: 
— 3.50 © 4+3.25: 
— 3.50 © + 3.50: 
— 3.50 © + 3.75: 
— 3.50 © 44.00: 
— 3.75 © 40.25: 
— 3.75 S + 0.50: 
— 3.75 © +0.75: 
— 3.75 S 41.00: 
— 3.75 S $1.25: 
—3.75 © 41.50: 
—3.75 © 41.75: 
— 3.75 S 42.00: 
—3.75 © +4 2.25: 
— 3.75 © -+ 2.50: 
—3.75 © 42.75: 


Unit 
of 


Issue 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
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Packing 


5/— 
5/— 
3/-= 
S/=- 
5/— 
5/— 
5/—- 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
Si 
5/— 
Thao 
5/— 
5/— 
5/— 
5/— 
5/— 
3) = 
oy. 
5/— 
5/— 
5/— 
5/— 
5/—= 
S/z= 
5/— 
5/— 
5/— 
5/— 
5/- 
5/— 
Sf 
5/— 
<F foe 
5/— 
5/— 
s/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 


Notes 
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JULY 1947 


Avail- Expend- 


ability 
Status oouty 


OG. 


rm OO OO OO OO OO OO OM 


Stock No. 


14-549-386 
14-549-387 
14-549-388 
14-549-389 
14-549-390 
14-549-400 
14-549-401 
14-549-402 
14-549-403 
14-549-404 
14-549-405 
14-549-406 
14-549-407 
14-549-408 
14-549-409 
14-549-410 
14-549-411 
14-549-412 
14-549-413 
14-549-415 
14-549-425 
14-549-426 
14-549-427 
14-549-428 
14-549-429 
14-549-430 
14-549-431 
14-549-432 
14-549-433 
14-549-434 
14-549-435 
14-549-436 
14-549-438 
14-549-440 
14-549-450 
14-549-451 
14-549-452 
14-549-453 
14-549-454 
14-549-455 
14-549-456 
14-549-457 
14-549-459 
14-549-460 
14-549-461 
14-549-463 
14-549-465 
14-549-475 
14-549-476 
14-549-477 
14-549-478 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 
— 3.75 © +3.00: 
—3.75 S 43.25: 
— 3.75 S + 3.50: 
— 3.75 © +3.75: 
—3.75 © + 4.00: 
— 4.00 © +0.25: 
— 4.00 © + 0.50: 
— 4.00 © 0.75: 
— 4.00 > + 1.00: 
— 4.00 © + 1.25: 
— 4.00 > + 1.50: 
— 4.00 S 41.75: 
— 4.00 © + 2.00: 
— 4.00 © + 2.25: 
— 4.00 > 42.50: 
— 4.00 > +2.75: 
— 4.00 © +3.00: 
— 4.00 S 43.25: 
— 4.00 © + 3.50: 
— 4.00 © + 4.00: 
— 4.25 > +0.25: 
— 4.25 o 40.50: 
— 4.25 S +0.75: 
— 4.25 > +1.00: 
— 4.25 S 1.25: 
— 4.25 > 41.50: 
— 4.25 > +1.75: 
‘— 4.25 S + 2.00: 
— 4.25 c 42.25: 
— 4.25 o 42.50: 
— 4,25 > 42.75: 
— 4.25 o +3.00: 
— 4.25 > + 3.50: 
— 4.25 > +4.00: 
— 4.50 > + 0.25: 
— 4.50 > + 0.50: 
— 4.50 < + 0.75: 
— 4.50 © +1.00: 
— 4.50 > + 1.25: 
— 4.50 © + 1.50: 
— 4.50 © + 1.75: 
— 4.50 < + 2.00: 
— 4.50 © + 2.50: 
—4.50 © 42.75: 
— 4.50 © +3.00: 
— 4.50 © + 3.50: 
— 4.50 > + 4.00: 
— 4.75 S + 0.25: 
— 4.75 © + 0.50: 
— 4.75 > +0.75: 
—4.75 > +1.00: 


Issue 


Pair 
Pair 
Pair 


Pair 


Pair — 


Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 
Pair 


Pair 


Packaging 


and 


Notes 


Packing 


5/— 
5/— 
5/— 
5/— 
5/— 
ofa 
5/= 
5/-- 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
CY any 
5/— 
5/— 
s/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
Lie = 
5/— 
5/— 
5/—= 
5/— 
5/— 
5/— 
5/— 
S/—= 
5/— 
5/— 
s/— 
5/— 
Sf 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
5/— 
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mM MM 


Stock No. 


14-549-479 
14-549-480 
14-549-481 
14-549-482 
14-549-484 
14-549-485 
14-549-486 
14-549-488 
14-549-500 
14-549-501 
14-549-502 
14-549-503 
14-549-504 
14-549-505 
14-549-506 
14-549-507 
14-549-509 
14-549-510 
14-549-511 
14-549-513 
14=549-515 
14-549-553 
14-549-555 
14-549-557 
14-549-559 
14-549-561 
14-549-563 
14-549-565 
14-549-603 
14-549-605 
14-549-607 
14-549-609 
14-549-611 
14-549-613 
14-549-615 
14-549-703 
14-549-705 
14-549-707 
14-549-709 
14-549-711 
14-549-713 
14-549-715 
14-549-803 
14-549-805 
14-549-807 
14-549-809 
14-549-811 
14-549-813 
14-549-815 


NOMENCLATURE AND DESCRIPTION 


Lens, Spectacle, Single Vision, Uncut: (Cont’d) 


— 4.75 © + 1.25: 
— 4.75 © + 1.50: 
—4.75 © +1.75: 
— 4.75 © + 2.00: 
— 4.75 > + 2.50: 
—4.75 S +2.75: 
— 4.75 > +3.00: 
— 4.75 > + 3.50: 
— 5.00 © + 0.25: 
— 5.00 © + 0.50: 
— 5.00 < + 0.75: 
— 5.00 © + 1.00: 
— 5.00 © + 1.25: 
— 5.00 © + 1.50: 
—5.00 © $1.75: 
— 5.00 > + 2.00: 
— 5.00 < + 2.50: 
—5.00 © 42.75: 
—5.00 © + 3.00: 
—5.00 © +3.50: 
— 5.00 — + 4.00: 
— 5.50 © + 1.00: 
— 5.50 © + 1.50: 
—5.50 © +2.00: 
— 5.50 © +2.50: 
—5.50 © + 3.00: 
— 5.50 © + 3.50: 
—5.50 © +.4.00: 
— 6.00 © + 1.00: 
— 6.00 © +1.50: 
— 6.00 © + 2.00: 
— 6.00 > + 2.50: 
= 6.00 © 43.00: 
— 6.00 S 43.50: 
— 6.00 > + 4.00: 
—7.00 © + 1.00: 
—7.00 S + 1.50: 
—7.00 S +2.00: 
—7.00 © +2.50: 
— 7.00 > + 3.00: 
—7.00 © 43.50: 
—7.00 S +4.00: 
— 8.00 © + 1.00: 
— 8.00 © + 1.50: 
— 8.00 = + 2.00: 
— 8.00 © 42.50: 
— 8.00 © +3.00: 
— 8.00 S + 3.50: 
— 8.00 © + 4.00: 


ny romaaey 
Issue Packing 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 
Pair 5/— 


Notes 
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Avail- 
ability 
Status 


Zi 


OG-| 


Expend- 
ability 


Stock No. 


14-554-000 


14-555-000 


14-566-000 


14-572-000 


14-572-500 


14-573-000 
14-574-000 
14-575-000 


14-578-000 


14-579-000 
14-579-500 
14-580-000 
14-580-500 
14-581-000 
14-581-500 
14-582-000 
14-582-500 
14-583-000 
14-583-500 
14-585-000 
14-585-500 


14-587-000 


NOMENCLATURE AND DESCRIPTION 


Lens Measure, Geneva Improved: Lens clock. (American Optical Co. No. 
M667, or equal). (Navy—lIssued to Optical Service Units, Optical Dispens- 
ing Units and Lens Grinding Units). Illustrated. 

Lens Measuring Instrument: Complete with lamps, prism measuring and 
marking device; (American Optical Co. No. M603B, ‘‘Lensometer’’, or 
Bausch and Lomb Optical Co. No. 21-65-90-01, ‘‘Vertometer’’, or equal). 
For lensometer lamp requisition 7-981-060; for vertometer lamp requisition 
7-981-025. (Navy—lIssued to Optical Service Units and Lens Grinding 
Units). Illustrated. 

Lenstick, 1 oz: Lens cement for temporary repairs. (American Optical Co. 
No. M228, or equal). (Navy—lIssued to Optical Service Units). 

Pads, Nose, American Optical Co., 100 Pair: (American Optical Co. 
No. PA-55A, or equal). (Navy—Issued to Optical Service Units and Op- 
tical Dispensing Units). Illustrated. 

Pads, Nose, Artcraft, 100 Pair: (Navy—lIssued to Optical Service Units 
and Optical Dispensing Units). [//ustrated. 


Pads, Nose, Bausch and Lomb Optical Co., 100 Pair: (Bausch and Lomb 
Optical Co. No. 3311-B, or equal). (Navy—lIssued to Optical Service Units 
and Optical Dispensing Units). Illustrated, 

Pads, Nose, Shuron Optical Co., 100 Pair: (Shuron Optical Co. No. 7623, 
or equal). (Navy—lIssued to Optical Service Units and Optical Dispensing 
Units). Illustrated. 

Pads, Polishing, Round, Thick, 4 inch, 100s: For surfacing lenses. (Amer- 
ican Optical Co. No. M305B, or equal). (Navy—Issued to Lens Grinding 
Units). 

Pattern Set, Celluloid, Hand: 1 each P3-38, 40, 42, 44 and 46. (American 
Optical Co. No. M891, or equal). (Navy—lIssued to Optical Service Units). 

Pattern, OD-4, American Optical Co: For edger and cutter. (American 
Optical Co. No. M889A, or equal). Issued to Optical Service Units. Jilus- 
trated. 

Pattern, OD-4, Bausch and Lomb and Shuron Optical Co: For edger 
and cutter. (Bausch and Lomb Optical Co. No. 21-20-55-04, or equal). Is- 
sued to Optical Service Units. Illustrated. 

Pattern, Orbal-4, American Optical Co: For edger and cutter. (American 
Optical Co. No. M889A, or equal). Issued to Optical Service Units. [/lus- 
trated. 

Pattern, Orbal-4, Bausch and Lomb and Shuron Optical Co: For edger 
and cutter. (Bausch and Lomb Optical Co. No. 21-20-04-04, or equal). 
Issued to Optical Service Units. Illustrated. 

Pattern, Perimetric-4, American Optical Co: For edger and cutter. 
(American Optical Co. No. M889A, or equal). Issued to Optical Service 
Units. Illustrated. 

Pattern, Perimetric-4, Bausch and Lomb and Shuron Optical Co: 
For edger and cutter. (Bausch and Lomb Optical Co. No. 21-20-12-04, 
or equal). Issued to Optical Service Units. Illustrated. 

Pattern, P-3 Drop, American Optical Co: For edger and cutter. (American 
Optical Co. No. 889A, or equal). (Navy—Issued to Optical Service Units). 
Illustrated. 

Pattern, P-3 Drop, Bausch and Lomb and Shuron Optical Co: For 
edger and cutter. (Shuron Optical Co. No. P3-F173, or equal). (Navy— 
Issued to Optical Service Units). [//lustrated. 

Pattern, Round, American Optical Co: For edger and cutter. (American 
Optical Co. No. 889A, or equal). (Navy—lIssued to Optical Service Units). 
Illustrated. 

Pattern, Round, Bausch and Lomb and Shuron Optical Co: For edger 
and cutter. (Bausch and Lomb Optical Co. No. 21-20-50-50, or equal). 
(Navy—Issued to Optical Service Units). Illustrated. 

Pencil, Glass Marking, Black, 12s: (William Dixon, Inc., Figure No. 0253, 
or equal). (Navy—Issued to Optical Service Units and Lens Grinding 
Units). 

Pencil, Glass Marking, White, 12s: (William Dixon, Inc., Figure No. 
ve or equal). (Navy—Issued to Optical Service Units and Lens Grinding 

nits). 

Pitch, Lens Blocking, 4 oz. Sticks, 5 Ib: (American Optical Co. No. 
31814B, or Bausch and Lomb Optical Co. No. 21-90-22, or equal). (Navy— 
Issued to Lens Grinding Units). 


Jar 


Bottle 


Bottle 


Bottle 


Bottle 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Box 


Box 


Pkg 


Packaging 
and 
Packing 


6/96 


1/1 


12/864 


12/288 


12/288 


12/288 


12/288 


1/36 


6/96 


12/432 


12/432 


12/432 


12/432 


12/432 


12/432 


12/432 


12/432 


12/432 


12/432 


12/144 


12/144 


1/12 


Notes 
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Stock No. 


14-590-000 


14-590-500 


14-590-700 


14-591-000 


14-591-400 


14-591-600 


14-592-000 


14-593-000 


14-593-500 


14-597-000 


14-599-500 


14-601-000 


14-605-000 


14-605-500 


14-609-000 


14-611-000 


14-622-000 


14-624-000 


14-628-000 


14-630-000 


14-636-000 


14-637-000 


14-640-000 


NOMENCLATURE AND DESCRIPTION 


(Navy—Issued to Optical Service Units and Optical Dispensing Units). 
Illustrated. 

Pliers, Chappel Cutting, 4 inch: (William Dixon, Inc., No. 77, Figure 
0151, or equal). (Navy—Issued to Optical Service Units and Optical Dis- 
pensing Units). Illustrated. 

Pliers, Chipping, 6 inch: (American Optical Co. No. M188, or equal). 
(Navy—lIssued to Optical Service Units and Optical Dispensing Units). 
Illustrated. 

Pliers, Evertite, 6144 inch: (American Optical Co. No. M194, or equal). 
(Navy—Issued to Optical Service Units and Optical Dispensing Units). 
Illustrated. 

Pliers, Finger Piece, 5 inch: Fits-U. (American Optical Co. No. M168, 

_ or equal). (Navy—lIssued to Optical Service Units and Optical Dispensing 
Units). Illustrated. 

Pliers, Hollow Chop, 514 inch: (American Optical Co. No. M174, or equal). 
(Navy—Issued to Optical Service Units and Optical Dispensing Units). 
Illustrated. 

Pliers, Metal Arm Truing, No. 5, 414 inch: For adjusting Numont mount- 
ings. (American Optical Co. No. M148A, or equal). Issued to Optical 
Service Units and Optical Dispensing Units. Illustrated. 

Pliers, Snipe Nosed, 514 inch: (Bausch and Lomb Optical Co. No. 21-49-70, 
or equal). (Navy—lIssued to Optical Service Units and Optical Dispensing 
Units). Illustrated. 

Pliers, Strap Crimping, 5 inch: For mounting rimless spectacles. (American 
Optical Co. No. M165, or equal). Issued to Optical Service Units and 
Optical Dispensing Units. Illustrated. 

Pliers, Shank Bending: Requisition 5-435-350. 


Protractor: (American Optical Co. No. M207, or equal). (Navy—lIssued to 
Optical Service Units, Optical Dispensing Units and Lens Grinding Units). 
Punch and Riveting Device: Height 5 inches. (William Dixon, Inc., Figure 
035314-B No, 20, or equal). (Navy—lIssued to Optical Service Units). 
Reamer: For rimless drill. (American Optical Co. No. M970, or equal). 
Issued to Optical Service Units. 
Rim Stretcher, Round, 110 volt, 60 cycle, AC: (American Optical Co. 
No. M672, or equal). Issued to Optical Service Units. Illustrated. 
Ful-Vue Cone: Replacement cone for rim stretcher. (American Optical 
Co. No. M697, or equal). Issued to Optical Service Units. I/lustrated. 
Rivets, Metal Molding, 250s: (Loxit). (Bausch and Lomb Optical Co. No. 
P4503, or equal). Issued to Optical Service Units. 
Rouge, Powder, White, 3 lb: For polishing lenses. (Bausch and Lomb Op- 


tical Co. No. 21-90-62-03, or equal). (Navy—Issued to Lens Grinding Units). 


Rule, Optical, 15 cm: Requisition 3-626-200. 


Screw, Frame, Regular, 100s: (Bausch and Lomb Optical Co. No. P4056, 
or a (Navy—lIssued to Optical Service Units and Optical Dispensing 
Units). 

Screw, Frame, Repair, 100s: (Bausch and Lomb Optical Co. No. P4138, 
or equal). (Navy—lIssued to Optical Service Units and Optical Dispensing 
Units). 

Screw, Rimless, Regular, 1000s: (Bausch and Lomb Optical Co. No. 
P4009, or equal). Issued to Optical Service Units and Optical Dispensing 
Units. 

Screw, Rimless, Repair, 100s: (Bausch and Lomb Optical Co. No. P4012, 
or equal). Issued to Optical Service Units and Optical Dispensing Units. 

Screw, Temple, Regular, 100s: (Bausch and Lomb Optical Co. regular 
dowel screw, or equal). (Navy—lIssued to Optical Service Units and Optical 
Dispensing Units). 

Screw, Temple, Repair, 100s: (Bausch and Lomb Optical Co. repair dowel 
screw, or equal). (Navy—lIssued to Optical Service Units and Optical Dis- 
pensing Units). 

Screw, Temple, Rimless, Numont, 100s: (Bausch and Lomb Optical Co. 
No. P4205, or equal). Issued to Optical Service Units and Optical Dis- 
pensing Units. 


Pliers, Adjusting, 5 inch: (American Optical Co. No. M190, or equal). 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 
Each 
Each 
Each 
Each 
Pkg 


Can 


Bottle 


Bottle 


Bottle 


Bottle 


Bottle 


Bottle 


Bottle 


Packaging 
and 
Packing 


12/92 


12/192 


12/192 


12/192 


12/192 


12/192 


12/192 


12/192 


12/192 


12/144 
6/96 

12/864 
1/1 
6/96 

12/864 


1/12 


12/864 


12/864 


12/864 


12/864 


12/864 


12/864 


12/864 


Notes 


OG.-I 


14 


Unit Packaging 
of and Notes 
Issue Packing 
N x 14-642-000 | Screw and Washer Assembly, 100s: For Shurset. (Bausch and Lomb Op- | Bottle | 12/864 
- tical Co. No. P4567, or equal). Issued to Optical Service Units and Optical 
Dispensing Units. 
14-645-000 | Screwdriver, Reversible Blade: (Bausch and Lomb Optical Co. No. | Each 12/288 
21-47-65, or equal). (Navy—Issued to Optical Service Units and Optical 
Dispensing Units). Illustrated. 
De 14-646-000 Blade, Screwdriver, Reversible: Replacement blade for 14-645-000. | Each 12/864 
(Bausch and Lomb Optical Co. No. 21-47-66, or equal). (Navy—Issued 
to Optical Service Units and Optical Dispensing Units). J/lustrated. 
x 14-650-000 | Sizer Set, Lens, P-3 Shape: 1 each 40, 42, 44 and 46; Ful-Vue shape. | Set 12/192 
(American Optical Co. No. M636, or equal). (Navy—lIssued to Optical 
Service Units). J/lustrated. 
14-660-000 | Solder, Gold, Flat, 10K, 1 dwt: (American Optical Co. No. M254C, or | Each 12/864 
equal). (Navy—Issued to Optical Service Units). 
14-662-000 | Solder, Silver, Wire Form, 1 oz: (American Optical Co. No. M254A, or | Reel 12/864 
equal). (Navy—Issued to Optical Service Units). 
14-665-000 | Solderer, 110 volt, 60 cycle, AC: (American Optical Co. No. M685, or | Each 1/1 
equal). (Navy—lIssued to Optical Service Units). Illustrated. 
14-667-000 Carbon Sticks, Soldering: For use with 14-665-000. (Navy—lIssued | Each 12/864 
to Optical Service Units). 
14-669-900 Flux, Soldering, Liquid, 1 pt: For use with 14-665-000. (Navy—lIs- | Bottle | —/48 
sued to Optical Service Units). 
A 14-680-000 | Spectacles, Gas Mask Insert, M-1: Pair 12/288 
Sponge, Natural, Unbleached: For edger. Requisition 3-735-400. 
xX 14-690-000 | Tap, Frame, Regular, 10s: (American Optical Co. No. 490, or equal). | Bottle | 12/432 
(Navy—lIssued to Optical Service Units and Optical Dispensing Units). 
x 14-692-000 | Tap, Frame, Repair, 10s: (American Optical Co. No. 490+, or equal). | Bottle | 12/432 
(Navy—lIssued to Optical Service Units and Optical Dispensing Units). 
N xX 14-696-000 | Tap, Rimless, Regular, 10s: (Bausch and Lomb Optical Co. No. 21-47-09, | Bottle | 12/432 
or equal). Issued to Optical Service Units and Optical Dispensing Units). 
N x 14-698-000 | Tap, Rimless, Repair, 10s: (Bausch and Lomb Optical Co. No. 21-47-10, | Bottle | 12/432 
or equal). Issued to Optical Service Units and Optical Dispensing Units. 
14-702-000 | Tap Holder: (American Optical Co. No. M276, or equal). (Navy—Issued | Each 12/144 
to Optical Service Units and Optical Dispensing Units). Illustrated. 
x 14-705-600 | Temples, Spectacle, Gold Filled, 6 inch: Pair 10/— 
xX 14-705-650 | Temples, Spectacle, Gold Filled, 61 inch: Pair 10/— 
D6 14-705-700 | Temples, Spectacle, Gold Filled, 7 inch: Pair 10/— 
x 14-720-000 | Tray, Job: Wood. (American Optical Co. No. T540, or equal). (Navy—Is- | Each 1/12 
sued to Optical Service Units and Lens Grinding Units). I//ustrated, 
a.9 14-730-000 | Tubing, Temple, Transparent, 25 ft: (J. I. Morris Co., E-Z Temple | Coil 12/288 
Covers, or equal). (Navy—lIssued to Optical Service Units and Optical 
Dispensing Units). 
14-745-000 | Tweezers, 4 inch: (American Optical Co. No. M214, or equal). (Navy—lIs- | Each 12/864 
sued to Optical Service Units and Optical Dispensing Units). 
14-750-000 | Washer, Lens, Zylo Type, 150 inch: (William Dixon, Inc., Figure No. | Reel —/— 
024814, or equal). (Navy—lIssued to Optical Service Units and Optical 
Dispensing Units). 
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ARMY-NAVY CATALOG 
of MEDICAL MATERIEL 


JULY 1947 


PRELIMINARY EDITION 


ARMY-NAVY CATALOG 
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MEDICAL MATERIEL 


* 


ILLUSTRATION SUPPLEMENT 


OPTICAL EQUIPMENT 
and SUPPLIES 


ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
: PEARL & SANDS STS., BROOKLYN 1, N. Y. 
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JULY 1947 PRELIMINARY EDITION 


PLATE 14-1 


14-002-000 Anvil, Riveting: 

14-008-000 Assembling Machine: 

14-025-000 Box, Spectacle Mailing, Folding: 
14-060-000 Calipers, Thickness: 

14-095-000 Case,Spectacle: 

14-239-500 Cutter, Lens: 


A 
B 
Cc 
D 
E 
F 
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PRELIMINARY EDITION JULY 1947 


PLATE 14-2 


14-285-000 Dispensing Set, Spectacle: 
14-290-000 Drill, Lens, 110 volt, AC-DC: 
14-305-000 Edger, Automatic, Double Spindle: 
14-321-000 Lens Centering Device: 

14-329-000 Edger, Hand: 
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14-350-000 File, Finishing, No. 10, 6 inch: 
14-355-000 File, Flat, Fine Cut, 5 inch: 
14-365-000 File, Half Round, No. 3 Cut, 5 inch: 
14-370-000 File, Knife,"No. 4 Cut, 51% inch: 


zomm 


14-375-000 File, Pillar, Fine Cut, 5 inch: 
14-380-000 File, Round, Fine Cut, 3 inch: 
14-382-000 File, Rat Tail, Fine Cut, 4 inch, 10s: 
14-384-000 File, Screwhead, Fine Cut, 3 inch; 
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PLATE 14-4 


14-388-000 Fitting Set, Gas Mask Insert, M-1: F  14-572-500 Pads, Nose, Artcraft, 100 Pair: 

14-540-000 Lens Centering Instrument: G_ 14-573-000 Pads, Nose, Bausch and Lomb Optical Co., 
14-554-000 Lens Measure, Geneva Improved: 100 Pair: 

14-555-000 Lens Measuring Instrument: H  14-574-000 Pads, Nose, Shuron Optical Co., 100 Pair: 


14-572-000 Pads, Nose, American Optical Co., 100 Pair: 
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PLATE 14-5 


A 14-579-000 Pattern, OD-4, American Optical Co: F  14-581-500 Pattern, Perimetric-4, Bausch and Lomb and 
B 14-579-500 Pattern, OD-4, Bausch and Lomb and Shuron Shuron Optical Co: 

Optical Co: G _  14-582-000 Pattern, P-3 Drop, American Optical Co: 
C 14-580-000 Pattern, Orbal-4, American Optical Co: H  14-582-500 Pattern, P-3 Drop, Bausch and. Lomb and 
D 14-580-500 Pattern, Orbal-4, Bausch and Lomb and Shuron Shuron Optical Co: 

Optical Co: I 14-583-000 Pattern, Round, American Optical Co: 
E  14-581-000 Pattern, Perimetric-4, American Optical Co: J: 14-583-500 Pattern, Round, Bausch and Lomb and Shuron 


Optical Co: 
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PLATE 14-6 


14-591-600 Pliers, Hollow Chop, 514 inch: 
14-592-000 Pliers, Metal Arm Truing, No. 5, 4% inch: 
14-593-000 Pliers, Snipe Nosed, 514 inch: 
14-593-500 Pliers, Strap Crimping, 5 inch: 


14-590-000 Pliers, Adjusting, 5 inch: 
14-590-500 Pliers, Chappel Cutting, 4 inch: 
14-590-700 Pliers, Chipping, 6 inch: 
14-591-000 Pliers, Evertite, 61% inch: 
14-591-400 Pliers, Finger Piece, 5 inch: 
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14-605-000 Rim Stretcher, Round, 110 volt, 60 cycle, AC: 
14-605-500 Ful-Vue Cone: 

14-645-000 Screwdriver, Reversible Blade: 

14-646-000 Blade, Screwdriver, Reversible: 
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14-650-000 Sizer Set, Lens, P-3 Shape: 
14-665-000 Solderer, 110 volt, 60 cycle, AC: 
14-702-000 Tap Holder: 

14-720-000 Tray, Job: 
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12440-5000... oe: 235 1-470-245:.... 2.2.66. .14 TAO TOOS eo vc Sk 1.20 1-606-3508 scscae 41 
1-440-800.......... 25 9-4: 70-255 i. 6 dicen ce .14 1-498-000.......... 50 15606-1555 keen 83 
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Mr bEOoAIS 2 vcs ee 15 A=183-580 2. in ee .46 4-209-600.......... 7:48 4-249-000.......... .82 
4-120-120.......... 350.00 4-184-000.......... 65.00 4-209-605.......... ie fs 4-250-000.......... 15 
4=020-150... 2 0 8. oe 35.00 Be So-O05. 2 late wants 4.50 4-209-650 5 os ase: 28.00 B291-000 o's. ccc oes 24 
A=-$20-200 ck. 185.00 AVS S105.) oc. cules 16.00 4-209-699 ..6 sce de: 4.50 4=792-000) 6 ose 39 
(7 | 03 AU SSeLO Sc cic aaa 4.00 A-210-O00). so. as ci 1.20 4=253-000 Soc c snc en: 20 
@-124-020... on SL 10 fon?) Saale ae 153.39 4-210-200.......... O50 4-254-000.......... 45 
4-124-050.......... 12 SS Ro 7: | 5.85 A-210-250 0 S55 heats 9.25 42795-000' oo cs Sots 72 
4-124-060.......... .10 PN G52245.. 2. es oa Ne 6: 4-210-400) 22 5 dc Sb: soe 4-256-000.......... 1.03 
4-124-090.......... .38 AA 1S5- 250 as cies 9.90 4-20-5005 6 05.0 33 . 38 AD5T-O00 os ccs Aes 
2. 70) | ar 48 Be USS-W0 e's cs eee 1.50 A=213-100)) os 55. ce 2.70 4-258-000.......... 1.00 
A-174-410. 0. 0 oe: 02 BaP O-S2S a0 assure bee 1.00 BZ V5-IO0 5s 2 cata 44.45 4-259-000.......... 98 
v4.2) 0 | 65 4-186-120.......... 16.66 4-214-000.......... 15 4-260-000.......... 1.30 
fab 2e-400 oo 1.30 4-187-105.......... 2.00 4-214-010.......... 30 4-260-250.......... 34 
B-T2S-S00), 6. ee 2.10 7 4 es pe .16 4-214-500.......... 44 4-260-300.......... 20 
4-128-600.......... 2.38 WABI 20. 55 ct ee .18 AD'S OOO! 65:0 cae Bes bs A-P60-31Sis-, x2 ciSe te: .50 
A-V2S-O09:. «so 210 ses 3.91 4-187-130.......... e221 A215 SO0e os ce ve -65 BAJO0=525 oss. pos oes 1.10 
Mebte-040) 6 cic os ce 15 4-187-140.......... 24 A-220000 23. 65 0 20 4-260-600.......... 1.82 
4-128-906. .. 22. 4's 663.00 dey | San er .19 4221-000) 2 05 OOS; u2o 4-2602650 5:50. ss. e5te 3.88 
B-E28-960 Ges. es 4.50 4-187-160.......... .20 4-222-000 5 26 cs. fees 220 4-260-700.......... 3.41 
4129-008... 5.050. 394.00 ES 7) Saas 325 Aa222-200% cc bos Bs. 4-260-800.......... 4.00 
4-129-108. 2... 6.0. 201.40 187-180 5. 5 a. SS. .49 AD 232500). erec areas oo 1.14 4-260-850.......... 1.82 
A E29-S00) oo ck vies 556.44 TS | ee .69 BaDPS-OOO 25 one oe 59 4-260-900.......... 3.80 
BAe SES. i eo 339.50 #-187-205...02 05 iN a ty 4-223-O050 5 sce oes .10 4261-0293.) ee .56 
#-129-4502 5. os 2. 43.18 €-187-210 7 A$ yD || | i Soe B-ZOleLL Oboe cee 150 
mes... 0: -20 BATONS 3. 5 20 OP S-S10 5 ut 1.47 pT 1 a 3.54 
4-1S0-010 5 0) es 5.25 MED TeLO0 oe he stiet .14 BH 22G-OL Ss 234 2005 sre i395 4-267-100. 6 bbs 45 
4-130-012). 025 0.0: 1.60 Otel TA. os Fs . 36 BES GL0 ne hiccecis BOs . 60 4-268-000.......... . 30 
meeOlS. 3. FO: 95 197-900 .13 AF2A-000. 55 060225 32 4268-050. 55.3.2 16 
A-t50-O20 0. 5 en. ce 50 me IS7-S00. tte ia Be 225-O00 5.5 ctasd ow 21 4-268-060.......... 23 
A-£30-025 . occ ok ee: 275 eC iain ee .18 OA) | ee 1.87 4-268-070.......... . 30 
4-130-030.......... .90 M-TSI=Sd0 60. esinn ee AUS 4-226-500.......... 9.12 4-269-000.......... .80 
2) ae 1.50 aCe 47.00 ANG OS. 4.25 4-270-500. «, 6:02 3.01 
CA 611215) ei 17.00 4-188-200.......... 21.50 4-220-510 <5 \n ose 6.50 4-271-000.......... 1.59 
Bis055. 2... 28: 25.48 OI9E 105, cee os 2.91 73 eae 47 EID BOO 9 5 ois 3.10 
MAM S oe: 80.00 2 eee 4.44 $296:700, 1,5, as 66.00 M97S-BA0) 25. 08 85.00 
©1390-0600... ..... 108.00 188 S50. se 6.00 $-296-70505.55.. 14" 52 1273-0005 20 2 cs ees 6.50 
#190-065....... <2. 75 CCE ean a 55 PCT Sy eat 15 #278006: 5 0.52500: 1.50 
4-130-088.......... wee 4-189-000.......... yf 4-228-250.......... .03 4-273-960 «3.0662: .08 
VE eats .33 MITEO00. 2 02? 85 re ee 1.95 4974-0005 ose 8.40 
AS41060... 500. .04 MSTA, 8 135 aL CT ae ae 1.89 42974-0022. oho 62 
“a ee -08 PS CS.) | re 08 ee. aa 61 AOTAOOS: 5, oo) cae 
Oey | Se . 76 A-193-050. 6.065 SUS, 1.01 4-229-030.......... 43 4-274-010.......... . 63 
147-000..... 62: 6.12 SCE). Sai 4.00 MOO 35 0s 3.15 ey S| eee, 2.90 
6142-000... 20: -50 BATE ee BE 42.34 Pe 2.75 4275-058). se, Ue 20 
4144-000. ... 2.2: 4.00 21020000. 125 A TBO 0 3s ace 1.60 4-D15-065; 2 S50 55 
4-144-100.......... 65 4-194-200.......... .10 4-230-120.......... 30 4215-0105 cfs ores 33 
eRe EO cit clin oye: 90 A=196-O50 2 o5 <5 ks es 2.46 4-230-250.......... 7.16 4-275-085.......... 29 
0 .56 BAST OG. hs 2 Oe .29 Ce | 712 AD 1S-19S 6 ces 5.04 
4-170-000.......... 10.50 AM198-0003 os a. esis .28 Me 2aN-900s ch ea ce ye 4.25 oY os 011 re 16 
W974-920.. 2. 1.81 £19900 .30 ce (iar 5.03 4295-165. 6 ivcs5ci 74 
WATS-O00...... - 0: 63 A O0O000.. 2.) .40 I3E-000. 3 0 38 ADSDIO 256 ccc 1.10 
#176-000.......0:. 1.64 CIE N00 2. 2. 45 D2 a I 20 LIG5-250 55562 oe 1.49 
OO ae 1.00 £207-000. . 2... 3 95 Be 790-000 i). ee 06 75-680: toy oe 3.24 
4-180-000. . 2... 11 4-203-000.......... 1.49 4-240-000.......... 38 4-275-810.......... 8.30 
4et 80-0803 2) 55. 5's 822 05 Bm ISSO) oe 9's ones Py js) 4-241-000.......... 53 4-275-830.......... 5:25 
AeTS0-700 2 oo. 5S) 08 ASO | ri eo 5) 4-242-000.......... 10 DIO BSD S355 655 eds 4.79 
4-180-800.......... 17 4-204-000.......... 1.60 4-243-000.......... 06 BeDIG- BIS 6 5.6 cate 18 
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4-282-460.......... 


B-287-0309. .<<.5,»,.. 00h 
4-287-042.......... 


4-296-005.......... 


AR S08=200 6. 66 52/05: 
BOUleZ42. oss Ot 


AS05300. Liss. s cuce 
ve). | rs 


Page 14 


Stock No. Price 
A= 305-4300) io. as tk .14 
A= 506-000)... ee .06 
A-307-000. . 0. cs ee .06 
4-308-000.......... Hes: 
AES I= 750) wee .49 
Aad 1709). 05 = site Foye) 
Ba 512-O00). 2s... stake .16 
Bast 2-100! 20-0 4).5 ee .20 
Basi 2-120) 852 5 oe es .18 
Ba 312-150 5583 oes S525 
BeSO SOU dsc vistiee 1.10 
Ba GA5-9 [Neo seen 255 
A-314-087:. 02.58 . 50 
fo Oe by a eS 842.00 
4-314-360.......... 2.34 
Besa STDs isi sha te 10.80 
4-314-420.......... .05 
4-314-485.......... .10 
4=314-520), os tae 3.60 
Basia 5 25), ee 2.40 
A= 314-750). 5. fs. eis 184.00 
A-314-760). 6. es SeI5 
BRS 14 Oe. fo. See 6.75 
f= 31'5-O0O eC) on eS 138.82 
£=3116-000).)).-: 3.6 5 Ae 410.85 
310-2902 kos tt ene 715.00 
4-316-S00);..°..c7.. See 170.37 
A=517-005).. 03.5 fee 12211 
2317-010)...” ote 21.91 
BeS1 7-020) ae 46.75 
45314-050 fi65c. ae 2.25 
45317-0600: se Oe 4.05 
Be3 17 -OSO nase .ih cies 16.55 
A=317-160 2's 22.70 
BSP 2UO ee se tas [25 
R317 =220:-.. 50s, ce Soe lip 
Aes i= 2 S08. vie . 80 
ANS OP17 fis Renae es ear 1.00 
Ae Si 500% < ocirs as 3.60 
Be SAT O2 9%: 6 g ctccoee 7.20 
AR SI =QOU: ei sein thew 13.43 
AR SN 720 )3 oc ss tees Ov22 
BaGA T= 1 SO eo c's chee 4.10 
BEST Set OO c.m) csrsachas 7.28 
4-318-200.......... 16.00 
aS S GUO nici stb tere 20.00 
AK SOTMOO 420 cs eK 5.59 
ANS CVA ky EY Ceara Be 4.50 
AR SOD SUR ets Sues 2.58 
Be SDDS TD oc aiia 5c. kes 24.00 
A= 350-OU0' oir «35 fe 255.00 
A357 000). «6.5 kee AS ees 
An SS 1500. Soc eee 135 
4-338-000....5. 0.0. 7,50 
4-338-500.......... 14.85 
CESS IS TOSS co] Joe aurea is a oS 
4-338-000% «3.3 tsa 11.00 
B=3 39-000 fo c:3b te Se T2539 
B= 35925008 sis. Eee 23.85 
4-341-000.......... 1.50 
4-344-000.......... 2.09 
4-345-000.:........ 3200 
B=350=200% . 20's see 23.04 
4=355-4007 |... ase 4.96 
CIES eis Veer be. 50.50 


Army-Navy Unit 


Stock No. Price 
B=39)-050) ois cs eee 63 
Ae355-094.... Hie che 99425 
AeS 55400505... eee 5.29 
eS DOO. «besa Pe 22°25 
42350-09085 oss ree 10.50 
eS 55-705. :..> tne 25 
7A sy hh Rare . 36 
71S isfy A is eee Seenee ees Zi op 
Aes 55 =F 20 6%. aie 3.14 
4=356-100% 03.0.5. Gs 5.05 
A-350-105;," 5... caede 1.88 
4-356-180.......... 175.00 
BESO) A120. i a ee 535.00 
ApS 5 =180:. 52:5 oa 114.00 
B35 7-220: . ieee 240.00 
B35 7-510 2 esc ee 124.00 
A355 J=320 5-02. eee 175.00 
Ae S57 =345)- 256 cee: 175.00 
AaSos=300) oa ass ae 3255 
ASSO P= D1 sch ails ates .03 
1235720005 see . 80 
AES 57 <O50 0. satis 12g 
A=S5) B00! 1. :.0s, chee .65 
LER CWE V As ea emnayy cP 4.59 
AeS5S 00s an. tae .06 
4-359-000....:..... .10 
4-360-000.....°..... EAT. 
4-361-000.......... 41 
4361-50000. a. be . 60 
4-363-000.......... tl 
4=364-000 | 2 cc . 80 
4-364-620.......... 195 
A=309-000 . oo tte Soe 
A=365-030 205) 5) Jct .13 
42365-10085 ade. . 30 
B=SO0=1 09 ~ 5.45 eh . 38 
42309=110 4. 23... ke 1525 
A= SO0-S1O eos Bae . 83 
42369-2270. os et .83 
A=300-200 si. ett 225 
4-300-252 5 os Tee -45 
B= 309-2893. « o5 Wedtee 3.56 
A-369=280 5. ose es 2.00 
Be SOD SUU ie aie aettne -48 
A=3096529 ee ake 41 
4-309-3590 5 oo. ate a5 
4=3692890 3 oy 65 Se -41 
4-365-860.......... ey | 
4=365-890 2.552 6 1a ay 
4-366-000.......... ,o0 
A4-367-000..). 35... .29 
4-368-000.......... . 30 
4-369-000.......... ao 
A=37 02000 F555) ee oo 
4-370-050. 5 2 6.2.2: . 50 
A=3710-100% ero 1.43 
423712000: 5 3 655 0ue . 86 
AS 37 2e000s sins tee .26 
BEST 221005 6 o5 ee 135 
4-31 2-3005 55 0c. tae C20 
4-373-000 56 sce . 66 
4-374-000.........% pou 
AS19000! 356 eee .78 
BES 7900S cee . 30 
BEST =9OO6 G0 seek :15 


PRELIMINARY EDITION 


Army-Navy Unit 


Stock No. Price 

AR 378-000. soe kee 
4-379-000.......... :25 
4-380-000.......... 30 
A-380-250). 2.3 hee 1.62 
4-380-500.......... 2.00 
AG380-/55). 5. tee 130 
4-380-760. ......+ 208 bak 
BSS 2-0 och eee 1.18 
7c All Re 6 pene eRe 2.25 
Az3O 2-200). 0 vehi 955.44 
A-382-205 :< oo sed 1.67 
Be SO2=209 «ics tke 152.00 
AT SO2-210.. 31. os ue .61 
BSB 2-220 ass ave eee aa | 
AeS02=250). 6.) ae cee 1.60 
EST | ae 3. 115.92 
4-382-400..........- 15 
A=382-B15. «..- os See 50.00 
4-382-885.......... 7.50 
4383-0005: 05. oc. 3.50 
4-383-100.......... . 30 
AKS8S=17 5. os shee 1.50 
4-384-020.......... 123.20 
4-384-100.......... 78.00 
4-385-000........:. 25 
4=385-950... osc) 5 sce 25 
4-386-000.......... 04 
eey fe 00, emit > 3 04 
4-388-000.......... 04 
A-388-1105. | 3. ash 02 
A=386-120 2) a coe 03 
4-389-500 |... 5s 40.50 
A 389=S05: is). cae 40.50 
4-390-400.......... 13 
A= 390-5002 02 iicicwins 80.00 
4-390-505 ..2 0 ou e os 20.00 
A=390=2550% oc. aise SS 220.00 
4=S890-595 oo sss eee 25 
AS90260 cc 19.28 
4-390-800.......... 50 
A=391=100\ 5. feiss 15.46 
4= 392-500 ./6s28, = eee 82.50 
Oe ANY Ab HO Reseed 7.50 
Aes 92720 3) coca 64.65 
A-395-450 60 see 2730 
4-393-460.......... 80 
4=393-500 os nee 14.75 

595-000 6s ss eee 30 
B2395-885 ..: <0. 2. See 09 
4590-000 26555 cee 05 
4-396-575 62.0 chee 18.40 
A539 7=S902 cc onceae ef 
4397-305 s5.ccmatien 55 
2397-3155 ce cs tes 80 
4-398-100.......... 950.00 
4-398-120.......... 56.00 
ya tc ae oa 18.00 
HeS9BSUSO 5. abe 15.00 
B=398-200 os csiscrhen 48.00 
£=398°250 5 <5 eee 3.50 
4-398-260.......... 3.50 
8398-350 0.c:20)5.5 es 245.00 
4398-355... sici.c eee 7.50 
4-398-360.......... 6.70 
4-39B-380 | i530 cee 80 


PRELIMINARY EDITION 


| Army-Navy Unit 
Stock No. Price 
4-398-420.......... .58 
4-398-440.......... 4.20 
MeGOeaP ON. 8 be kes 48.60 
4-400-000.......... 1.65 
4-400-950.......... 5.30 
BA0T-2000 6 ooo. os 1.90 
AAQI-2505 200000. 0: By 
4-401-300.......... 4.15 
SAOL-SID a. oss Sas .40 
BAUR S20. side cies se -50 
B-AQT-340 2. bs a .18 
MAO SSR o.oo ea 59.50 
4-404-882.......... 283.00 
4-404-883.......... 12.00 
4-404-916.......... 472.00 
A-AOS-O25 5 2 ek. 17.00 
4-405-500.......... 16.00 
4-405-600.......... 40.00 
7) SC) ee ee 264.00 
4-407-000.......... 1.08 
4-407-500.......... .O1 
424-408-000. 3. 20. S 01 
4-409-000.......... 01 
4-410-000.......... .02 
BALT-OOO? 8562 5055: .03 
4-412-000.......... .O1 
fan O21 ee 01 
4-414-000.......... 01 
zoe 00 0 -O1 
(ct: SIG AST) ) ee arene .02 
4-416-000.......... .02 
4-416-500.......... .02 
5-000-300:.% . o...6,45 aly 
SU JU E57.) ae eee .50 
SeOCL-OOS ES. os). ais. 20 
SO 2-OOO me... eyacidee 43 
OO race cic cake ore reer 
OO S-OLO a. oss ces 60.50 
S-OOS-O50 «225 5 a sss10s oo 
OOOO Sac. «x «sis nave . 60 
S-005=1508 oc. eas Lak 
520 Ses is| Lake ararie ee «35 
SOTO Oey... «= fueters 4.20 
S-006-0508 55. 3. sins 1.00 
S202 5 ere 2.30 
5009-5002). 1.0, 0-58 3.40 
D=O1O-050 6's sick «0 6's 31.90 
OOOO. 5, cece suas, 2 9.00 
OPT -OOO oe o i. 786 1.55 
5-013-000.......... 8.82 
SA) 2 ol || eae pea 1;.53 
DESO Leis cine «3,556 118.50 
5-014-000.......... ray 
ROS -O00 5 = rere ay 
SeO = LOO S55 cio 0 Bers .62 
Ol 52 SO ee) so «0.0 ems .85 
BeO Use 2O0 ic awe hes - 01 
EONS - 200s = 2s 2 slaieie -01 
aM SO Pic. vio 5 «piace .O1 
BOTS O25. 5 opti s oes .20 
Se heey Seen .20 
5-016-000 5... 5.6 .20 
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Army Navy 
Stock No. 
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4-444-000 


5-027-850 
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Unit Army-Navy 
Price Stock No, 
.03 4-445-000.......... 
.05 4-446-000.......... 
.06 4-447-000.. 0.05... 
.02 4-447-350... 2.00... 
.03 4-448-000.......... 
a03 4-449-000.......... 
.O1 A=450-000 22560 oc. 28s 
4.20 4-451-000.......... 
2.95 4-451-500.... 00.00. 
1.20 4-451-600.......... 
6.40 4-451-630.......... 
4.80 4-451-659 0.0 oe eee 
4.80 4-451-700.. 2.6... 
1 aS 4-45 1-705 885d 
6.68 4-451-800.......... 
1.00 4-451-S10.. cee eae 
1.00 4-452-000 .: 6 hes eee 
5 VAST AT 4-452-500....)-oek 
Pa £2453-000 | onhccs 
PaO Bd 5 3=SOO sicko de 
.08 4-454-085.......... 
sj 4-454-100.......... 
.95 4-454-120.......... 
-O1 4-454-500.......... 
.36 4-455-000.......... 
.48 4-456-000.......... 
.24 4-456-015.......... 
791 4-456-025.......... 
2°25 4-456-100.......... 
3.92 4-456-525.......... 
.50 4-456-950.......... 
2.49 
CLASS 5 
.20 SO 36-200 so a acs cls sare 
.05 S=Oa0 000s rote exe 
83.25 9-039-000)5 3 
SW 5-041-000.......... 
6 fs, 9-043-0000 ste nis = 
.49 5045-250 it eee 
eA 5-044-000.......... 
3.10 5-045-0002) 42. 2. 
27.45 3052-000 yoo ae 
3.00 BOD S-OOU rac avapicrse: 
2.20 S05 5250. s xv niece rees 
9.00 5-054-000... 2.2... 
1.40 S-S5-OUU Ss . wis «esse 
6.49 =O SOUR a cee te anoys 
.18 IU 99-00 Fieciegcle gis 
.16 SOOT 000 Sei. evar chee 
my by | 5=063-000 50060. es 
a, 5-064-000.......... 
oo S-005-O00 Mies oe ace. 
6.25 5-066-000.......... 
. 36 5-069-000.......... 
31 RU ATE 00 po cereeeaiiae eae 
aby Sef 2 WOU, os occas 
he 520822000 o< ie wees 
a5 5-0832000 8. G55. se ote 
49 5-084-000.......... 
.10 5-087-000.......... 
.18 S-058-O00) ace «ane 
vod 52089-O00 o. sies seitee 
.24 52095-O503....83% setess 


JULY 1947 MENT 
Army-Navy Unit 
Stock No. Price 
4-457-§25. oo vee . 30 
ABA S [al'SQ)N ei sive tess .20 
AA ST aLED rats octane .24 
4-458-000.......... 01 
4-459-000.......... .O1 
PASO SO rat aicencees S75 
4-460-420.......... .07 
4-460-450.......... .02 
4-460-480.......... AZ 
4-460-520.......... 48 
4-460-720.......... .03 
4-461-000.......... .02 
4-461-420.......... .04 
4-461-470.......... .05 
4-461-530.......... Lake 
BAGS 100%. ko sa tere .02 
4-463-200.......... .05 
4-464-000.......... .02 
4-465-000.......... 44.00 
4-470-000.......... .46 
4-470-800.......... 156.50 
4-473-600.......... 57.00 
Bae TSEOLS wei o<3?encrseeies 9.00 
4-474-000.......... .78 
7 17.10 a SDH: 
4-474-400.......... .24 
4-474-600.......... 1.04 
4-488-000.......... id 
4-489-000.......... .20 
4-489-100.......... .18 
A-493-OOO KS ons ghee 1325 
52096-0502 0o8 see .93 
5-098-980.......... $47. 
5-098-990.......... .90 
DeLOOEOSO. see oh aches “72 
5=101-090 5 i ae ep 
DELO 550, Succes LeU 
Se10 2-500) cs eee +72 
S=103-000a eh ace £12 
5210520505. eeisiae sen aa iP 
5=10G2050) cas ce tates 1.50 
Sah Oat Snes cele tess .62 
D1 OeS50 Gece eae .48 
S10SS150 es. state .50 
92109-05002 ee ane 2.34 
52110-0102 eno aes 17.50 
S=11 OF0500. ts ate ee 45.13 
Se ET =OO5 55 6). eos 158.50 
Sole OUO RI se rete .39 
HeltteOLieaa ce eee 1.00 
Set lt OTS toads .50 
eg la by Be 0 I eta o . 36 
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6-006-5/58. 0.4. 28 30.93 6-013-005\4i cae ces 507.15 6-OT6-OB0 raed eas 4.62 
6-00 74710KS-.. be 44.69 G-O1SETO0t anne 227.50 6-017-008....... sig AG 
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PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 

9632-15053: pees 
5-683-150... . occeee 08 
5-684-150.......... “47 
5=665-150).3...26 «sce . 36 
5268615028. 238 eee 3.30 
5=688-150 4... nn sees wa 
5-689-000. .. .3.2.8% . 38 
5690-000.) w.ncnehe 178 
5-6915150 5c seh oe .02 
52091-2502. oa c3 ss .02 
5-60123502% sc eaake 02 
5-69-4505. 5 cena 03 
5-HO1 eS SO os. 65 rcs 04 
52691-6507 2 555 sais 05 
2695-150 8sic sess 1.30 
53694150 esi. ae 32 
5-696-000).. ....4.0% 74 
5=696-J00 Fe cu cslely .05 
5-698-000.......... Bros | 
52700-00055)... 00 6a 15 
5-7OLz0003 ses ee 15 
SV O2Z O00 eaten 85 
5=70352000) sonic cence 59 
5-F05-190 he Gane s ae 10.50 
§=800=250 55 <.yn eee 2.88 
5-800235056...5.6.5% Sle, 
5-800-450.......... 2.68 
SeSOLEZ50 ES 5.6 ate wee 2476 
5-801-450.......... Dae 
5-801-650.......... 12.49 
528022350 s. aicee cine 4.48 
SAO Z-D002 bss eee ee T.293 
5=803=750b4.o: cases 10.85 
5-804-350.......... 3202 
5-8042450).5 3. bse 8.26 
5-S05=250525 2.5 estes 98 
5-805-450.......... RAS 

=805-650 5.50 Ss.0% hh 532 
5805280012 a0: 5.5.6.6 ne 125 
5=B06490 ee. a. sa 6G S25 
$=806-5502'.% 5.5 ios Beds, 
5=306-090.. .......22.8 5230 
52806-9750 ss5.0.5 the te 5.38 
5-806-950.......... 7.08 
6017-0106... 6 10.28 

018-008 Hick 3.16 
6-018-010.......... 14.69 
G-0182525 toc se 4.10 
6-018=535iis 5 <. ee 21.07 
6-019-008 3... . 05 5.93 
6-019-010 5 4.585.558 30.30 
6-022-988.......... 31.60 
6-023-000':0% ..52.8 2256.00 
6023-12584: oe ct 1894.55 
67028-75088. o oc ae 406.07 
6:028-9703.6e iAiinaes 75 
67028-9795 nc Fake 1.01 
62030-0000 ssa. cic 9.36 
6-031-000 5 ssa ee 2.50 

OG-I 


PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 
OS SOO 8.5 ge 240.90 
COS SO0 os Sk 124.00 
O05 1-150 or oe 125 
UA SIY 6 i Se ase .61 
COSTS 760. cH, .74 
G-0S0-765 52.502 48% . 84 
(40 Sy E70 eee aera .92 
oS Cy 7S ea es 1.00 
GO 5 E70 Teh fe ay bes 
032-425. kk: .79 
COS2-500 8 is ok 6.40 
6032-990. os =t5 
0-053-000) 3. GE: eS 
6-034-000.......... eS 
6-034-100. i... 0. 453! 
6-034-200.......... -45 
POSE S00 oo ke L23 
CSL C9. ae 17.98 
050-5455 ei Sk 2.56 
O-0359-S800 oo. 2a 20.23 
6-040-000.......... 18.50 
GAOT 2 Sy 2 5 ae 150.00 
040-250 20.35 
6-040-375. 6. 6 8b. 3.40 
6-042-100. ce ek 11.96 
0) 7201 U5 eed ome 13.60 
G-O8 2-108 6 oo 3h. kn 20.00 
20272 eer 28.35 
6-042-750.......... . 60 
6-046-000.......... v25 
G-046-605 o8.135.6 jodie: 2.28 
G-O46-05005 as 2625 
6-047-000.. . 2... be: 48 2 
GO4iH-825 sie: .99 
4-O0 1-000) oe 3.53184 2.65 
#-001-020).0. ASS 12275 
TOOL O22 25 eii'as Biss 4°50 
TOO2-OOD eae sf Sto 71.45 
(i110 1 0 ee 8 1S 
2-002-040 os ke 3.00 
F-O04-600 o..5 ca 40! 8.75 
FOO 42705 oo its.as OE 255.00 
7-006-000 ©. os ke 19.24 
71-006-080 oes. tie 6.40 
TEOOGEE LS a aes 3 CN 16.13 
F-006- 509% sec 1.98 
F2006-510 803505 6 os VAS) 
MeOOT-OU2 ana. oP) (fT ES 
(SUES E Sa eee 37.00 
FOOT 510 05 6 4 te -03 
OO FSV oo asa ae .03 
OOF SNOs 55.5) 3 oHR .03 
MEOW Te OLS: cers « HEH Ss, 
FOO Fe S20 oc. o 5c Seis i995 
7-008-000.......... 84.95 
TO2Z6-S4 5% ous So's SR 47.00 
F-O26-S90\. <a 0r a Be 56.00 
MEOZO2B FO!) os bol «2s 40.00 
T-OZ6-980 ooo sap G08 57.50 


OG-! 


Army-Navy Unit Army-Navy Unit 
Stock No. Price Stock No. Price 

6-047-925.......... .07 G12 S85 jio.ci a, bee 

6-048-000.......... .56 G-923-950 30. Sak 89 
6050-000 6. as 89.86 62124-0008 oi ook 1.43 
GO5P-O00 eo enh 1535 62124-3002 780.00 
6-0807520 oo ee 416.00 G1 24100) ooo .95 
6-080-595.......... 7.43 6-124-840......... 3095.25 
6-080-610.......... 7.43 Cr BES.” 2 4252.50 
6-109-800.......... 29.44 6-124-885......... 1394.00 
G-109-995 i aah 1.00 (77 | reba 505.00 
G-1IO-000 oo ies 225 62125-0890). 253. ee 587.86 
G14 0-200 ou en re .08 62129-3800 7 oe 2184.00 
6110-300 5s Rt .08 i O71 5 1270.00 
6-110=400 oe cee .08 C9) DFE 7 Nae 160.00 
G6=120=500 oe. RS .08 6-125-600 ote 415.00 
6-110-600). 5 08 2125-700). cae 700.00 
6-110-7005 on he .08 65126-0910 oo ate 595.00 
6-110-800.2..2 kk . 08 6-126-030-6250) ER 1147.00 
6-110-900 5 3.0 4k .08 62126050). 2.4.7 3581.00 
GET =TOO i Xk .08 6-1:26-S0Q0 27. 3k 274.00 
GPO 200 yo oc 7 a ek .08 6-12:7-5002 es Ee 70 
Co) al B59 a at 54 6-82 7-650 see 3.34 
GPL 2-O00 en Tez 77 2427-150 5.2205 ee te 18.50 
G14 5-OOO i os es 1.00 (i 7 i bo ee 6.00 
6-12 0-000 so 8e-5 Be 525 Or1DRA18S se ae .86 
62121-0105. noes 5960. 00 G21207-790) co eR 59 
1 5a) A ee 107.80 Ge E27 2800 '. 25) Rs 4.37 
G12 550 nae coat 630.00 O29 21-825 ns Gea: 314: 
GaF2E-600 neo oees 2306.30 SL 2S202 52 i. ee 90.00 
CS 014 IEG Ie ee 1424.79 629232100. ee 1.44 
G12 12710 ee a .58 O21 2821S0 3. ae 1.44 
(1 D4 ey 0 eee eer 2.00 Gat28-S00 87 ae 4.00 
(iyi 74 ICY ff A ee 36 Gel28-3900. nc hte 4.00 
6221-800. ee e8 1.70 62129-3000 oye cca ae 6.00 
G-121- S80 oo ee ta 51 G-129-S50) oa 6.00 

CLASS 7 

1021-000 i555 6 ER 307.00 F259 299 5 ie sc Re 22550 
7 hcl Y27 EA Vo | ee Rae 293.00 F060=000 552 ost 22.50 
KeO28-900 sos 5a tk 31595 EOCOANGOS 53, 2 Soe 255.00 
FO29-000 es oe 44.90 UZQ06Q2500 F< care os ey. 6.70 
-O292150 oe coe Shak 65.50 F20G602515 8 ps ARS 8.00 
4029-23552 Fn 6) ee 65.00 $2060 2525 sc534. 0) Ee 6.95 
§2029-236) ee SES: 17.80 F000 550 os os OE! 6.70 
120292345 os rl 18.31 TeOGO2S 15). 0 5 siete 8.00 
TAVSO-G1G = ais gna 36.00 MOGS-100) ok oe Ble 3.00 
MeOSi=OU0 io. oases 54.35 PGG-205'. 0. os RR 110.50 
TeOAZ OOO = ees Oe 20.80 P-OO6S2 15 oo RR 57.60 
7-043-000- ..2......% 32.00 720662329225, «ccs ae 84.00 
1043-025 550.5. 34. OS 43.52 1-0662335 = <5 67 Ue 4.50 
7045-000.) : 5. 6.00 TOOO2 S89 2. aye. as oe: 305.00 
7-046-000 5. oo. 2 433. 19.00 720662429. sos oe 238.00 
0-046-010 5.005023 37.95 72066-430 .. «>... 38): 60.00 
17046-82550 2002 83 5.02 120662475 oo ee 85.80 
EOSS-OTS ee Re 1.42 120697000 5 6.50 
12054-00055 nae 125.00 4070-000 5. )0.4, Sa 6.00 
GeO542950 5: 35 eR 100.00 1-2010-020 55.35. EE 6.00 
72054-9752 ak 8! 186.00 TOT S50 3. aa Se 25310 
7-054-995.......... 21.20 MEOUN=S TS. si... BSR 100.00 
7705520006 53,20: 37.00 (i3 U AROS eae 6.95 
12058-00055 2 AR 29.30 1-Ol2 410. i ee 120.00 
T0593300 | 6 cs eh 14.85 OT2=ATS co ee 155525 


JULY 1947 
Army-Navy Unit 
Stock No. Price 

6-129-500 5. 5 ee 

6=1302300... 2.23 Ake 14.40 
621927310 chs. ais tre 62.50 
6-1322510 5 oe ae 16.16 
6213426555 232 rR 27 
Ge1352629 3.0 4455 ase 215.00 
02165-6755 cisco 198.00 
62136-0000). tS 435.66 
67156-8005.) 02 1372215 
G-1O6:900 Fut eae 683.00 
C161-110 ee 1085.00 
62161-2102 aks 288.00 
62167-9000 |e oo a tes 17.00 
6167-250). 5c 300.00 
62167228552). see 182.75 
6-167-300 2 ccs 946.00 
6-167-310 2.5. 5.8: 115.50 
6-167-400.......... 318.53 
62167-6502!) 208 25.00 
G2167-680%. 2 eae 140.00 
62167-8000 3064.00 
62167-8053: sie... ae 8510.00 
G21672810 es 9900 .00 
6-167-900.. .. 0:5) 2... 44 
6-167-980......... 4432.00 
62168-2003). csn eae 215.00 
62169-0000) ccs 1525 
6-169-140.......... 350.00 
606-169-200... iss at 150.00 
G=169=400 | shes 600.00 
6-169-405.......... 365.00 
6201-000 oe 487.50 
6-289-000.......... 71.49 
6-289-300.... oo Ge 13.91 
15072-42550 55 333.00 
7-072-445......000.. 113.00 
TTA 485 0. AE 250.00 
FOG 2~GAS eis ce 265.00 
TIT O So ee 120.00 
F20772990 oi. 328 20.00 
7-081-000.......... 38.00 
7-081-010.......... 8.25 
F06T-025 ea ee 6.35 
720812020... 6.35 
42081-59002. 7.97 
PUL GED) nee 6.40 
7-082-300.......... 5.00 
7-082-500.. ..... oh 95.00 
1O82-GLS be 100.00 
(1 VAS See meee, 300.00 
7083-545 «cae 840.00 
TB S-B0 soo Oe 555.00 
4-083-875:.,ouic6 cba 520.86 
TOORAASD Os osexcc doe 750.00 
7-084-250.......... 469.56 
(C1). yy (i 52.00 
T8448 25 ood. oe 382.74 
(U7 | 560.00 
7-084-485.......... 650.00 
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JULY 1947 
| Army-Navy Unit Army-Navy 
Stock No. Price Stock No, 

7-084-490.......... 678. 7-093-960....... 
12084-49555. cc ES 575.00 T2093=96 9) ccs ossiarsrsers 
7-084-600.......... 575.00 72093-97500. 0: 
Tf) <7 1s el a Bay les TOOSOIO eee 
MeO 84025 erica alc. 140.00 10942025 a5 nies ee 
717-084-650... os. 0 oo 144.08 7-095-840....... 
VE: SY 0 13.50 TO98-000 on icie u B 
C0847 12 ii. hoe Oe 14.00 eQOB HT 50 e556 vcs bare 
MOS 42720 ois o's 7.20 FAOOB 7D aces e caesretene 
AeOBAATDD 5 crate cacdiiee 1520 7-098-850.......... 
7-084-730.......... 11.30 7-099-005......... 
F-O8427135)6 oi sic cee 60.00 =O OOLOBS brio wisestes axe 
1084-750 oo is sccc es 9.45 120992200!) 0) ae acees 
TPO BAHS TS aise ehsc wear 109.62 T2Q99=240) isi seorsce a's 
TSE OSD ah arayslasnsnets 139.00 1OO9= 250 as cc cccieclehs 
7-084-945.......... 1.20 1eO 99285 i eclonwenuas 
1208492950 0 occ ee ares 1.50 1209923005) oc) een eee 
MSOBR=OTD kaos avs 0 ae 683.60 7-099-400.......... 
7-084-995 . 0. ae. 290 .00 120992550 iene 
WOO DO TD 5. .ssreucn 382.50 10992700 4 Senta! 
TAQBS HOTS ooo bb a SS 225.00 T=1O02000 5.3: sices Ge 
TOR 5A1D5 cs ace els 525.00 F=100210523,55.60 
(EU io Ge eee 727.00 PANOO=ZOS . vercvcte koe 
MeO85=145 i ccc ce 825.00: TAQOHSO5 ssl 
PaOS Oa 21D 5 ios tr c aces bs 340.00 7-102-000.......... 
FSU PAL] ae enn ard 690.00 VEO 22850 i 4..c hee ee 
AOS 52259). os aye cals 175.00 MAOZ BSS os) ace ot 
MEO BO =2 ON weer sis stoke 180.00 MeLOS O05 coo ciar sans 
AO SIELSD § sides vies 1500.00 LOS=OUS ine ct Soe 
MEO SS=OO2 ies) sittin 12:25 TeLOSZOOS:.. 25-5 Se oes 
120852005 2.00 Vike 17.28 FaLOS-OU5 3.5. te ee 
120852920 wii. eo ve ee 1.90 12105250516 Sa es ae 
THOS SOOO lcci os tnelet 2345 Fal QR555 5) edcns 
MOS 5-559 sie) se cisescst ston 3750 F=121-100 hs ho oe 
12085-3405 oe eo as .03 VEAQASV SOR eke 
MeOS5=900 8 oe) ocsncrcs 14.70 Met De ROO eis cak ccte 
7-085-360.......... 2335 1=123-09055...33% 
T-O89-008)..5 4 bis ss oe 17 WAL2A-100 is Sie 
$2085-370... feo. 22 7124-600). 2h we 
N2085=3705 se 6 sie oe 36 T=1ZS=ESOO ois die cdc es 
HE0S85-682 O20). cnt 57.60 [fel ALES 10) Ya aire tet 
7-085-400.......... 4.80 T12Z9-600 3503 
MOSS =490 ois.cs wiowees 16.00 WeLSZ=OO2 arsisccronttls 
TO85=499 05a 6.85 (ESV US Se ap nit 
BeO89=905). 25 ssscs.sere 15 G21 802200 nt weaves 
7-085-660.......... 65 TASTHOO a icidin cose als 
TeOSS= 71 Oss ihc csces eave .O1 T=1OOHBOO Bescon 
7-086-000.......... Ray 4 7-139-855....... 
MEOSO-90 5.0.) d stesso 20.90 7-150-415....... 
7-086-990.......... 3.90 7-150-425....... 
7-088-000.......... 28.25 7-150-485....... 
=0802050) rs... dices sek 8.10 Fed SOS91S es ie 
7-088-425.......... 62.50 7-151-000....... 
72088-43035. 20.2508 15.00 Jal 22000 5 are es 
72088-500).,....5..50 J: 42.00 TalS238108 osc ce 

Pe0 892025 bis. ciscais seat 35.00 TeLSS“O00 5) aceccts 
TO8920D Te icls . cant 219 12155-06500 hse 
7-089-060.......... 175 121502010 be Svetars 
1089-085 oioiois wtnoe 8.50 TelSSeOToen kas 
F20892092 io... 6 eee 6.00 HLS S-100 shu oanes 
020922800 60 oe. 12.95 MeL SO=1LO) ciecien 
T=O922962 oo oo ihe oe 200.00 Fal 5821160). scr 
F209352000 sheers 95.00 Fal SS VOSA 5) sais 
72093050 2-5. CR 95.00 (iy Ey keene 
PeOOSEONS: .., 5..secchsees 17.58 TOM AOLO bi stccare 
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Army-Navy 
Stock No. 
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PRELIMINARY EDITION 


Army-Navy Unit 
Stock No, Price 

PAT9O36 53.2 ee 

T1938. eee 50 
717-185-000 5.5.55 Be 46 
TERR B29 6 ores oes 09 
7190-000 55550 10 
7=190-030 3. os 25 FE .10 
VA90-035 3c 5 5-8 ee .20 
7-190-040.......... .35 
4-190-045 oe. 3 Fe. . 60 
G-2012510 5 es ee 8.50 
7-201-600.......... 2.88 
T=LAODO0 Soest 21 
1224-440 23. bn Sh 24.60 
(pe, | erie 1545 
ioe | (| ire 31.00 
4=226-000 © 2s 305.00 
T=224 002 i as ees 4.80 
1=228-000 > ohne can 5.40 
TL L9 OO Fas 2 10.22 
7=2I080BS 5. 555 5884 368.00 
1-230-015 26.0 4% 368.00 
1=2302030 53; 3 es 26.00 
V=260440 = es 34.50 
T=230050 S35 psa es 39.50 
7-230-060.......... 11.40 
12302010 5. en ea 5.04 
4-230-080 =. 2 5.0 0 7.80 
1-280-090 Fe ncn 11.10 
1-2302110 5 oes 34.50 
7 fy Ae | PS 1 | eaves seh .94 
4=2302130 55 eae 2.86 
1=2392100 5.3 2525) 53s 433.70 
1-239-900 2 oe nee 362.00 
F-24901 Oe As ces 1.05 
1229482000 S63 2s eee 12 
1=26Re SIO ee hes sic 20 
7=254-910)F 2 es Se 44 
F-20020 Si ssn ce fe 18 
1212000 5. eee Sex 20 
122192000 5 5c Ss 50 
7-276-000.......... 14 
4=289-000 ..2:5 5.0. oo 20 
1=269-500.2 Soe 20 
1=299-000 5 2s 50 
42310-00055 4 21 
1-310-500 2.0 Be dit 
9329-9005. co.c7k eee .18 
7-344-000.......... 3.50 
1-394-005..5 S 150 
1-329-000-3088 13 
4-300-000 sic cs cs bee 20 
1350-500 se en 37 
(O02 240055 65s ek 3.00 
Wo02"400s 0c coe 2.60 
12356-000 6 506 55S: 18 
1=398=000 soc ua then 19 
7=3592000 55 sce 2 ee 24 
12306-000 sees. BS 21 
1319-000 isis ce hee 09 
723612000 ce ee 09 
138400 Ga USS 2.86 
4-403 0008 55s by 25 
1403-300 ceow en 25 
42403-9500 Jes owen 21 
1403-510 Bic cee 21 

OG-I 


PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 
7-404-000.......... 10 
(20 .10 
at S-000. 2S. sk 36.50 
(212) a 11.50 
y 9h) | te 1.68 
| | 1.43 
15. 1525», | en 3.00 
(- 2) ) | a 2.44 
(07) 650.00 
eee t-SO0) So ca 369.00 
Co SC Se A 400.00 
py St Se 120.00 
re . 88 
iil, 2) | ee .40 
(|S) } a .70 
7-706-000.......:.. .62 
TeTOGOGS 5 ace ces .05 
yi 2). 103 
(oi. 9 <45 
F-40T-000) os oes .49 
(22 |). aa $25 
(2 2 | SS 30 
Petra... ee sei 1.10 
59. re .70 
Parts... .. = 2: 2.70 
(io 37 2.90 
ypc re 1.58 
Pett 1-OO0. 2. kG: 2.00 
a | |, ree 6.00 
at VOrAL SS. a. enh 7.25 
(fh) re 6.00 
( (i051) res 3.65 
Le VE) |. ae A 228 
Crk) 2) | nies .14 
(250.2) || es 250 
4018-6208 «ois eos 2.00 
AeINS-0308 2 62 5 1250 
42118-6359... 5... 8D): .10 
ig 25" |) Saran 2.20 
(i792 |.) Ans 1.02 
(02) er .40 
Cp 12) 2 re .50 
M=120AOT e356 od 1.62 
MeO Oss '2 6 5 s.2 ate .56 
ee 8? 2 rae .70 
752 O41 32) 4 Se ae ee .50 
LCfe-Le2 04 Seine S .09 
TERE S Oe Sev chentlec wed .09 
Pb DS-OOO iis os 1 .28 
(Cp 7 1 rie .28 
(oi * A/a 7513 
U5 (5 CU een ern 1.00 
ah et OU ns bets .70 
He TS CaS ee ere Se 1.00 
ARSED IO oe 5's Sock 11.65 
T-05t-900 foss ses 8.75 
TARBALL oo eaves ed 14.00 
AP OEA=DOO ie ecient 5S 
(ERA se ee . 50 
7s (fo. 81), US ere rae . 50 
Ma LGS=G20 ss sg ct cess .50 
GASES 00 6 aie cs oie £205 
CTE SS eee 1.10 
(P70 121 1 | arr e 71 
12140-0103 5 ous Sics ios .06 
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Army-Navy Unit 
Stock No. Price 
Pate trODD: oo 3 sees 26.70 
Bed GA OO os cae sg HR 38.49 
PrGl-OlS..c,5 oo ah 10.75 
yes) es 319.00 
7-749-000 oe es 61.90 
Bat O48-100.5 oe AS 1.72 
Bet SO-O00 sis se es 3:25 
(Oi) 2 an = 9.31 
YC c,d 9.31 
oS ee 3.35 
i ec 1:35 
(eae! | eee 64 
(sik ee 12 
tac: Se 01 
yy eee AGS 
Prd arOOOs 2. bac ak bn .74 
7-791-000......... 2450.00 
(Ey i 3 | ee 164.00 
i > 22.50 
(ooo os | 1 rai 150.00 
7-800-000.......... .02 
7-800-005.......... .02 
FO 020; . 2s 5 5 .02 
7-800-030.......... .03 
PO-OS. 2 5 Rb .03 
pole .05 
Po 5s ss fe .05 
7-800-060.......... =12 
SID. so 5s i, ahte sh2 
7-800-075.......... J21 
POOOOEO se oad 
7-802-000.......... .10 
7-804-100.......... mA 
PROAVMOS. sos 0h 210 
7-804-120.......... .10 
Yo. lo! Ui 2.54 
(oN | | iy .02 
OBIS 475. as .69 
Po aes a ee 1.80 
POIe-oOe is ei oil! 
Fo ics ass aie vis 
Fem 9- 200. soa 5 he 1.08 
POLO a evn whet 13.14 
(oe |: a 23.50 
Vis.) cht | ey, 25.00 
TBA OSS Ss i ee 9.35 
(ct Eo) eS 8.40 
feB21-558)-.:.5.'.. 0 6.34 
(ev Cr |) Sree 20.20 
jo eee aCe .05 
(S| San er 1500.00 
MODE OED win nian Pe 6.75 
FRR AOOL Oy oo ohio 6 ANE 2.74 
TIO 20BD soo 5s eae £275 
CBR OTS i 5 on al 3.50 
(ER TAT PO paar anaear te bE 
7-828-000.......... .98 
MAOEOADIOS: o 5 sw 2 1.00 
WO52-000 =. 6. ces .33 
7-833-000.......... 01 
P-SS55-7T10, . es 33.00 
2 es) ire ote 68.90 
(ok S| ort 8.02 
pS yc See F: 18.20 
(i005 |) Sea 13.00 


Army-Navy Unit Army- Unit 
Stock No. Price Stock No Price 
Me AE OOO o5hu cca BS 13:50 T9O1O20 Ss. ois, oeieteas ii2 
(25 2) ne 30.11 42014-1410 c nS. cts .05 
Bol-810..5 66... 28 13.50 42916-0305 33. 45.3-- sta 20.00 
Sy eS Ens 2315 7=916-035...00:5 « edits 7.50 
(EO AN Re ee 9.16 F=916-050 2). 200. bees 5.50 
Niece 9.43 12924-605..5. 625. ete 106.84 
(icy. |) CAS Me 24-62 Oi a.% oi.5o ee 54.50 
(ares 25.50 0-9 24=705. is oo he 30.00 
oS SL) | ee 3.50 F-02509 58 ne. ccs 9.00 
SaS40-4505 nko 2 iss 25532 4-929-000: <. .... see .08 
FaSAT OSS: oi ae sel A 10294 D 5 oie sto 
WeSa1 EDS: seh 3.65 4=931-000 | soc. 55 HE .90 
EE a ee ea OR 8.78 4=932-000 7 oii. 2 Fe Pi § 
yl oh | a 1.68 yiky ei 2. ar emit, 29 . 34 
0 fs I 7 I ae ea .50 (che) |) Aeon aa .30 
e842 O10 se chia .18 1ROS4-O1O Bahr, wae .16 
7=8422020) base .07 1934-025 6368 8 oe acs .16 
y Bes D> | RE Pets 13.65 WqOS4=O30 ee. eae .16 
(pt Say Rr ice 01 T988-03 510 ok cee Att 
Vic. 219 | Pee fe 1.30 7-934-040.......... .10 
(hi | epee aes 6.00 7-935-400.......... .08 
PeBASO20s 5s ss has 2.34 P2035 425 oki. a co .09 
184421055 552. 8 .63 4-937-9505 wc ch .06 
7-844-200.......... .38 ba=DS8-210 55. aoe 2.00 
het 2 Ee ean 2.06 nOS8e2 TAR os tae 2.00 
(eo co) | ee .19 1-938-220) kee 2.80 
te ak): .03 1958-2210 cakes 2525 
§=857-000 viiuck see 175.00 YAS A) CO eines ei 2.28 
7-860-500.......... 23.60 72039-9755 0.0: eee .30 
T-BGE-GO39 60s 5. aldo 200 7-940-000.......... 2.75 
7-864-640.......... .18 C9401 50%.: Siete ee 250 
b=S Ti -OOO eis 5 .05 49402-8005 5. ss ese 28.00 
MzOTOUOOs o325... abe .03 7-940-880.......... 150.00 
12819-0008 6 oie os es .02 (eQAD-O 758, oe eee 8.05 
POIS1108, 35 sce .04 42943-0000)... 2 see “75 
2819-985 eBook 5. 13 1e9ESSDI5" 5. oe 45 
7-879-950.......... 3.60 7-944-090).... 2.82 4.83 
Ue879-91 23. oo te 12.00 1294092 Fin eshte 3.30 
TeS8O-009. ee 12.00 7-944-094........0. -46 
42880-0107. 2. go 2.50 7-945-500.......... Do Ad 
(-B888-800 8 i. a sa 525 12966-2508 5 ee .39 
W=BSS20500 eka eden 10.98 7-968-800 2. 3. .95 
Pree A a. bs ju ie 50.00 7-968-900.......... 1425 
Te BS ODE sek ou acoso 10.00 1=970=300% 3 5 sc00 hee 125 
$2883-969\05 oa te 5.52 F=9(0-4.20 52. ks sone . 84 
7-883-990......... 1000.00 72910-4502. 2 iene .90 
1-883-9953 ... sons 1100.00 7-970-=SO5%:,<.< ices iets 
1=OS4-010 5 55s. cate 13.00 7-9(02560 5.8 5 a8 81 
P2O SEO S ache as RA 47 1910-510 Sacks ee . 84 
7-884-040.......... 12.88 7=910-0008 scene .92 
7-884-055.. 658. 6.29 42902-5508 tee ts22 
WeSOt=1 BOM ck issn cee 4.66 (eDi2-OO0 Scns oe .10 
9884-2350 0..6 vee 1Se/5 Tei 2=OOO ce cniss see .04 
MESSED cis w asians .02 TeV 22100 2 25505 Ae .88 
f=888-G50).:..66. 5s ae 3.52 12972-8008. 28s ck es 1251 
7288821008) 65... ce. 10.00 729 922850)...< cs nok .90 
7-889-000.......... 24.50 1913-000; eso Se8 1.13 
72896-8508. «50565. a8 176.39 TOTS O50 os 5 aces Ws 
7-896-855.......... 70.00 PROT SAO 8 ecient . 84 
7-900-000.......... 1.68 T2971 3-S0OS iia, ee . 50 
7-900-800.......... 156.55 1297321508 oe oe .05 
T=9O0-900 Foc iewilose ceded 1.68 TEQIB ASSO bracoirs coor .92 
T=901-005. oS a0 Au pte tl! TEESE EC Sea ey ee .92 
2-90-0100 oc etl sol 12973-9001 Bn oe dee 1520 
TIONS os ee od FeO TS=DLO ois oa eicste .90 
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JULY 1947 


Army-Navy Unit Army-Navy Unit Army-Navy 
Stock No. Price Stock No. Price Stock No 
7-973-940.....0....3 1.54 7-974-620.......... 1.00 7979-0003 oi ais tte 
7-974-000.......... 45 7-974-640.......... 1.45 72979+-100.. 6. <0. 
Tia lOO eee rece Sh .79 1-974-100 32.2253 505¢ 197 9079-200. eg 
7-974-200.......... 125 1-974=800's 5 2 55855. aS 779192250. 6 cee 
72974-30025 34 5 1.20 7-976-100 hy 52055588 06 92979-32055 Aa ee 
7-974-350.. 20.06.50; seu 1-978-60002 5303 65 5a. .10 Fa9 (9-350) woes ee 
VC y (| en . 80 T-VIB-100s 4 fie tak es .10 1-979-450)45 350498 
7-974-390 00.007: sii TEOTS=830 8 Ss 2” #35 1-979=500) Shs vane 
POTASOS ee es Bat 1-978-840); 5 oso es 25 7-919-5903 255 eras 
7-974-420.......... 702 TBO ak . 30 191921008 ees 5 
7-974-450.......... 2.95 7-978-900.......... . 20 1979-800 5 hes 
717-974-500... 2.055... . 60 TeOIS-OUS 251k s se ees £30) 77979-90064. es eee 
7-974-600.......... 97 1-918-945 tie, .50 717-980-000 2 ae PIS 
T-974-610 on. 1.00 
CLASS. 8 

S-002=200) oc es oes 47 EOS) 27 fol Oa eateteteine 7.64 $-07:3=500 0c alk eee 
8-002-600.......... 1.40 8-054-000.......... 3.74 8-079-000 = « Basse 
8-002-700.......... 1.40 8-055-000), Gok we ses 1.56 8-080-000 5. ok Se 
8-004-900.......... 520 820572000 2. 6... 48 1582 8-081-000 5% so 3. 
8-004-925.......... .26 S057 05066. toss) 1.56 8-082-000.......... 
8-05-2250) hia sles 2 ks 8=05:7-060 2... aon es 1.56 85082-42008. os nes 
S-006-000 7... 8 .05 S205 T-O70 2 oc ic oa wits 1.56 $-083-200 625.585 
8-007-000.......... 3.24 SO 57-120) 3 sose ue 13.00 8-083-450.......... 
8-008-500.......... 7.88 SOS 7R1B0 oil ens 13.00 8-083-500 2. <a oe 
O-O22-100 Fors eh 2.86 ELOY (i 4 0 a arama 13.00 8-088-000). 22 oak Sack 
8-022=200...:. 66 sce 1.04 CEOS A SOE oie 20.80 8-089-000 oo. Coles 
82022-2550 nics ene 3.59 8-057-200. 65. 47.68 87089-1505 3 ce eee 
83022275. ic cae 42 82054-0000... 23 ee 29.47 8-089-2505..)6 22 8 AS 
8-025-000 es te 45 8-058-500.......... 22.00 82089-3505. sats tee 
8-026-000). 0) cect 45 8-059-000.......... 9.36 8-089-750 os oie 
8-078-000 oo oss. 1.04 S-099-52026 3252 see 13.00 MOBO TS cis. noe 
370297750... ise 37.44 S=05925S0 ook ee ek 11.96 8-090-000.......... 
8030-250. 4. ccnn wee 21.63 80592540). os 26 2 13.00 82008250 ooo k wins coms 
8-0302275 2% os. 5. 1.56 $2060-000 Bosc et 47 8-098-000.......... 
S-080=28 97 ict seca 2.86 8-061-000.......... ml 8-098=150'2-5 rehs oes 
BLOS0229 Sirs svete 2.08 8-061-500.. 22. 2.8 4.06 SO98- 1553551 cee eee 
SUNG0=3250 55 |. ts 15.60 8062-00021... 2.2 2.08 8-098-800.......... 
S050-6908 bi wis cnunt .99 S-OG2E2 50): ic... « She . 88 8-099-000.......... 
82050-3753 os Gat ta .57 8066-100) 520. 8 21.44 $-099-300) uss Seite 
B-OS0=SO9s16 os = Goes eee: 82066-11065 se .65 8-099-305 ceiscahs a a 
8-030-450.......... .36 $-066=120 5.29... SR .18 S099S150: cess See 
S8-0382-010 io iskee 10.24 82066-20025... 2k 3.38 8-099-500.......... 
BeNG2-OB 95 oivcan chen 14.56 $-066-500% 2s. 0. ae 9.65 $=100-000... 2 Ace. 
Be S2= 250 i ics cacte ches 10.00 8-067-000.......... 7.80 851012000 so. ee 
$-032-500 8 cae. .06 8-068-544.......... 2.54 S-10T=500 = =e 2 ek 

A032 2/50 cea ene 125 8-068-548.......... 2.54 S=10126507 i iene’ 
B-038-O00! ise .26 S2OG82592 8 aie kite 2.54 8-101-700%. oes 
8-034-000.......... Siz 8-069-000.......... 101.00 SOT S00 oss Se .c3 ce 
8-034-750. 2.0.00... .05 820692500 seeds ae 182 8-102-000.......... 
8203 7-000 F ods. .05 82070-0002.22 4 en are 2.88 8-104-000.......... 
S-038-000 i063 ae .05 820 74-000). ccc twtr 2407 8-104-500.......... 
D208 9ET 50.) ire leskins .99 SEO F2=000 8 ia cts DD? 8-105-000.......... 
8-044-700.......... 20.56 8073-000. 2. os see 2.08 $=106-0005. 5.566 ee 
8-044-800.......... 2261 8-074-000.......... Sol’ B=107=5005 ven 
8-044-900.......... 2.61 SO 74950 Oss ves 1.04 S10 72700 sc ee 
8-045-000.......... 2.96 8075-0002. i ee 2.08 SO F=850 ses) oe 
Se eO2 58 iss. duakels 46.80 8-076-000.......... 53.30 8-108-000.......... 
B2052=800 2 sso. See .26 078-000). oi. lee 35850 BL ODZ00D joo oo iis weet 
8205320000 isnt 3.90 
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PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 
7-980-050.......... .40 
1981-025 «oes ee .50 
7981-050: .25 32454 .30 
7-981-060.......... 25 
(=9B1-229 5.56 ass .16 
T-OB1-250 560 sees .20 
JOGA TD5 is suse eee 575 
7-996-125 |. ear 13/225 
VSOG-WISi 3 5 esheee 133.30 
7-996-285) § 23 b555% 116.40 
7-996-345.......... 75.00 
7-996-465 3. 2 e243 23 92.70 
7-998-104.......... 10.49 
B=109-500 0. se 3.38 
8-140-000) 3 os 3.38 
8-110-300.......... 1.46 
Belt 0-500 oy. ss eee 17.78 
S214 41-0007 nae es 3208 
S-1d4=500; 22. 2358s 2.02 
8-19-700:.:... 4... 8 1.10 
8-1 112900.. se .10 
Sad -O00 oes ae 101.50 
Tae bias BS ia .07 
Belt 2=130.. Scie hie .07 
ro Ol AS Us io Po ae ec 26 
S211 =150. oe Gs ew 19.55 
SalI AO. coc ae 3 
S201 2-200... ois eae 1.92 
poset WL AS A erp nee 3 1,92 
$=114-000 505 es 1.30 
82115-000% 5.0. 8 1.94 
SamdO=J50 5.) os oes Bi fs 
Sa1 S770. 3. oss clo 1.09 
SL 162000 io indacke 4.26 
$=122-000.. 6... crak .82 
8-123-000.......... 484 .00 
B=123=500 So eh sates 3:25 
8-124-000.c cene 3.09 
SH 252000). 535.0 ee 2.96 
S=125=400 5.55 cs che 5.41 
81252000 oo. ce See . 88 
8=126-000 sas ae 1.82 
8-127 20008 emake . 83 
$=1282000).. 44,088 wo 
B=123-300)5 5 ose 3.45 
82129-0000) =) cee 3.43 
8-1292510 io es A Se 
8=129-520); oa ao 3.00 
8=131-000. 6 se 5.02 
8=193-000 © oo ier ee . 88 
82133-50005 052 5.5 1.66 
$=1'54-000 6S. Ee .78 
8-134-800 0 0s hi sket Zive 
921352000. : Sc ceiee 230 
8-136-200..... 6.2.2. Rea 4 
8-1 38-000 8. ce 1-25 


' OG-1 


PRELIMINAR EDITIO ’ 


Army-Navy Unit 
Stock No. Price 
O- 004-100: oe. cies 266.34 
9-004-200......... 7730.36 
Pe OHS-100 ie: 538.46 
006-1007. 2. ene 104.80 
3006-200. 2. 3 ky 2564.42 
9-00:7-200. 2. oes. Sex 425.96 
9-007-700......... 2567.60 
9-008-500....... 46,269.23 
9-009-600......... 1756.73 
MOG96G50. Ff oe a 5575.96 
S-O10-100 . . . 3 cies 347.12 
9-014-600......... 8521.15 
9-016-900 2... . 3 46.75 
OF OUR-O00. 5 kas 307.69 
O-020-100- 2. e.. ets 904.81 
9-040-100.......... Geedd 
9-080-800.. 2. ec 582.69 
9-080-900.......... 975.96 
O-O0-100) 6.8 cae 1 VA hs) 
De1O5-129...0 ke 20.12 
OTOP GSO <5 Fo. or: 174.61 
108-975... o. eas 163.98 
S700). ss. NS, Ufo Ca i) 
OPE tt-300.2. seks 60.50 
St12-6002 2. sak 160.58 
Oe S25. os 5s Zo, we 8 65.75 
S-TIG-900 os a a 5.00 
AUS EC YE See ee 9.50 
UY ree a Gs) 
SAU ES-OLO es 2 ee Die 2 
O-115- O75... oo Gas 9.42 
ES OOO 2 3). Tea 4.00 
ORES POU: 5 5 sks .29 
SANG EO as os. os .78 
St 9705 Ce ee .54 
C11 961 8 6 eee ae «a5 
G2 esis esi eG 1.90 
OY SoS ei se 1.00 
GPES=1 25. ro. 2 hes .29 
SUB 22 52. 3. Rs .07 
BES 6290-2. 21s 2280S 1.50 
EUS F 29%. «6's ss elo 49 
2 OS 15 eer eee 19:85 
PEEZOEO2 9 i. «hc sok .80 
OR O20 6 cre ieee Sai 51262 
92170-90033 isc. 8 3.26 
1 (ee A Te eee a 392 
7A 9 re 1.08 
Gop t-490... 3 eet ieZo 
OPI21-625. 2 2.8 ss .10 
50S 9S ae 17.89 
2 EH. are es 1.95 
OET24R 250. Ss. ASR 1Pi5 
25 7 1S ee Be v25 
2S 2 2 a S25 
28 NOG Ee eee aes .85 
PET 2A-62 0.5 6... .50 
ESHA SO ois ie. 6 otk are 1250 
QETZ6-S00R i. a's. ae 4.80 
SETA -O PS. ae 9.40 


OG.-| 


9-128-325 
9-129-825 
9-130-025 
9-130-150 


9-132-425 


9-137-525 


9-139-150 


9-141-525 
9-141-625 
9-141-725 
9-141-825 
9-142-125 


9-143-325 


9-144-000 


Army-Navy 
Stock No. 


Prarie el 


eee eens 


a. Mt at er 


etd 6 Sale eo 


se ere ae © 


eee ewes 


ee ee eee 


ible le weh © 


wa at ee ce | 


Unit Army-Navy 
Price Stock No. 
CLASS 9 
4.00 9-144-020....... 
14.60 9-144-030....... 

82 9-144-040....... 
Se Or 9-144-045....... 
2.70 9-144-050....... 
3.60 9-144-055....... 
6.25 9-144-060....... 
2-15 9-144-065....... 
2.10 9-144-150....... 
1.00 9-144-160....... 
1.50 9-144-170....... 
2.50 9-144-180....... 
3.80 9-144-280....... 
Sa20 9-144-290...... 
11%25 9-144-300....... 
4.61 9-144-360. 2 soc ee 
1.54 9-144-390....... 
3255 9-144-410....... 
25.59 O-L4Aaa 50 i ae: 
14.95 D1 45-850 5 be te ee 
19.72 9-146-600....... 
6.45 9-146-610....... 


1.30 166-020... 2... 
13.00 9-146-630......... 
10.85 9-146-640... si 

40 9-146650. set 

1.50 Pe IAO-SUO co se gk 
16.65 9-146-835.......... 
3.19 fae cre 

5.34 9-146-930......... 

. 60 9-146-940......... 

3.65 9-T47-8755. 6... 
10.00 Ter O20 ob no's take 
11-53 9-148-900......... 
31.85 pe EAe-OOU. 3... 5 < oles 
33.45 9-149-050.......%. 
8.15 3949-000)... 5... a4 

7.50 9-149-925...-.-- 
25.00 pl 3 Ee 0 Pe 
22.40 eo. 9 A a 
3 Wea bi) Lo ot 6 ar 
10.28 9-196-628 5. .3 8 
15.90 ccd Ea YL Renee eS) 
16.75 J 7 recog 
$3.3/ Pe BIG289 «ope pelts 
14.55 PeTBOR LOO). ny + «inetd 
16.95 DetG2- 150%, «<0 s/s ek 
20.00 pal: 
68.78 9-184-850... 0.2.24 
13.26 LD et: Se ra 

5 Pe UBGeI 29. 30% ac oh 

3.40 DUS S50, 6. sees 
12.65 9-186 -425 6)... 5. oa 
10.10 Uo 7 er eer 
12.00 DATBG-O15 oo ck hte 

70 190-025 oc va Oe 
1.50 SU So! | ns oe 
1.70 9-190-180....... 

01 9-190-650....... 

16 2 | C7 a 


49 435.53 
137,908.65 
88,501.90 


20,534.61 


Army-Navy Unit 
Stock No. Price 
9-191-600.......... 2.90 
02192-0275) ere nie 1.00 
2192 S750. 2 i's ae ait 279.66 
D1 9521 25. tice ren 23274 
9-194-650.......... 61.21 
9194-8205... 2 aun 88.50 
921952175, oa eet 105.83 
O21952500% 3)... screens 41.00 
9-195-650....... 14,866.70 
9-195-800....... 49 314.42 
9-195-830....... 85,481.80 
9-195-980......... 4521.15 
9-196-430....... 14,794.23 
9-196-450....... 41,794.22 
9-196-650.......... 2.86 
9-196-800 |... sos sex 1.58 
Oi a2 20). ::<hren tas 37.00 
OAL O7EAT OM os 5. scene 96 
O-197-675). ..... 1 tale 1.20 
OS CY ELV, Veter 3.20 
D108 S120.) <2... ees 15.00 
= 1995650) 22... ase 32.48 
0-204- 150.5. )s sees .26 
9206-110... ecco 3.65 
9-206-T00):. « econo Be fs 
9-20 e129 «coos 3.60 
9-208-150. . oo... ata 6.20 
DeDTORT TS. vince siete 1.67 
02142825); octets 8.45 
ODAetOO:., oo. aoe 1.90 
9-298=750 3.072 oo hse 68.48 
9-21.92 75), 42s cee 20.00 
9-220-210 2°... «(sus ere 2-32 
9-220-625 5. 5)< << stems 8.50 
9222122005... «cena aye 
92221-24023). h.0 se 590 
9-226-100.'.5..s.. tiene 75 
226-200). was. ecae 88 
CO AEH Us eee Ne 1.40 
02228-4710... fs ae 25 
9-298-120). 3 oto bees 25 
OLII Se SO. 2). sncts seers 25 
9-92 82140), cs cs ote 25 
9-298-150.).... «cares ZS 
9-229-690.... ss eee 3.60 
92230-2251, 0.2223 Oe 2.20 
O23 2-V2 9 en 2 = chee 4.00 
0-285 S15. ss... vom 28.25 
9-244-125.......... 63.00 
9-244-800.......... 30.84 
9245-619) 53: hie 166.48 
9-24 8-125). 2 5 renin 32.54 
US | See OS 32.54 
92502255 tienes hen 26.92 
OR P51EOTON. ck < eee 74.48 
9725128608 oe oss oe 48.50 
9=751-960) 1c. Mees 127.88 
92252-1007 2 ences 1124505 
OE 752 -S00N a ioe ee 2660.50 
9-252-900....... 24,001.92 
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PRICE 


SUPPLE- | 
MENT JULY 1947 
Army-Navy Unit 
Stock No. Price 

9-253-900....... 88,758. 
9-253-950...... 177,516.34 
9-254-000...... 23250744 
9-254-050...... 303 ,656.40 
9-254-200...... 292 ,661.20 
9-254-225...... 300 ,000.00 
DF 2OS=S00 iis oe eek 3196.11 
EP OO= GUO cies ico we 5889.42 
9-255-330....... 10,756.73 
92255-3508...) 26,827.88 
§.955-370. ... 2. 52,288.47 
O2255- D002 e.c0 os 4901 .92 
D2 55-510 esc as 11,550.96 
UR SF | Rare 22,328.85 
92255-550..... 2. 52,503.84 
9-255-570....... 95,942.30 
9-256-400....... 10,506.73 
9-256-500% 6s 48,580.72 
255-600... .. 91,877.92 
9-256-700...... 156,517.30 
9 OT 100 fo een se 932.64 
A EY 0 | er 566.35 
ey Ey |S | ara 406.73 
EY. Ee ager 567.30 
9-257-880......... 1925.91 
92757 -900 os os oP: 10.00 
OF 257-9302 oe. ee 1065.38 
757-940 os ose 1368.26 
97251-9600. 2 een. 2023.08 
SED O= 22 Ole eS wis oie 175 
eZ DO D008 fe vie acere 315.38 
OF 58-520 ie cies 6 8101.92 
9-258-530....... 15,058.65 
9-258-630......... 1845.19 
9-258-640......... 1029.80 
OE 258-090) sh eacs eens 815.00 
9-259-010......... 2491.35 
9-259-060......... 2475.80 
O2I59=100 5 geste Sods 802.00 
O2259-110 8 oe 88s 879.30 
9-259-160......... .58 
9-259-180......... .16 
DEI5ORVSS Ass 833 ye 12 
92759-3500)... 5 Ss ess 
OT259-S60% hos cscee 7.50 
9-259-400......... 3.00 
9-259-740....... 23,375.03 
9-259-760....... 11,342.31 
9-259-790....... 14,984.61 
92259-8715). 306 8 ss 485.15 
O2O02125 bos csc a Oe 95.93 
GA7O1-450)) Fs kia sain 274.72 
9° 261-480 io v.65 cen 242.30 
2761-540) 55 5 «vacate 2504.80 
9261-590 5,.5 0 «5 ok 5474.00 
9-261-790......... 01 
9-261-860......... 9.47 
OP2G2°O29% «canada 36.16 
Cie) oe i is ee 49.88 
DEP O05 2 9). ie anette wk 32.57 
9-266-875......... 4.74 
DIG T1ZS sees sss We 25.90 
DEZO TOU Os a ot 7.99 
ease toy os 3 oA 562.50 
12 72) |, | i a 387.50 
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Army-Navy Unit 
Stock No. Price 
929122100) caine 341.35 
92272-J10). eee 341.35 
922 12-900 5 see cis ctoe 177 30 
9-274-300.......... 52.50 
OD 7a S200 eo ae 201.92 
9°9:14-360. oo eee es 72.79 
022 (4-900 5 og ox ees 14.00 
9-274-905.......... 14.00 
OD TARGIO sass baa 39.00 
9-274-915.......... 40.00 
02015-0202 as cee 106.73 
Oa MOS ook hSakes 8.50 
D2 S-110 5h ones 16.82 
9 (ios I ean eee 27:20 
25-20 a ete 22207 
02275-1605 ce eae foe ers} 
D2 5210 ee ke tee 1399 
O22 Da2 20 eck sie es 14.42 
D22162225:b ks avs eas 43.00 
“EIA At fac fo eae .49 
O27 8-125 es haa eee .65 
92300-3550): 3. 2405 Sek 211.41 
D°301=615 s2-ccicsomee 29.39 
4°) {0/25 (1 eee 28.41 
92305-6754 kes sae ate PS 
9°303-950 ws cose 19.88 
5) 0) ss ea eee ae 66.48 
9-304-875.......... 49.94 
9-304-900......... 1020.19 
9-304-920....... 10,916.35 
0230521255 5 faces oe 146.65 
O2300S01 in ss.) ese 39.61 
OPS 18-1125. ohn ee 50.79 
O231G-200 . 6 os eaceee Dilonss 
O2SIS=S20 ics eine eo 283.65 
DO PsIS=S90 ae cic cass: 84.75 
92313236023 3.6 oss: 53.25 
O2313=3702 2 3k aves. 48.50 
DESIG SOOM loa hae 44.00 
92313239068 5 eo ee 5255 
923132420 os ia ie ales 108.65 
S| gears Oe 53.25 
OFS13-500% 2 ec 5e es 65.50 
923152900. Aina 60.25 
O°SIMEO15.; 516 ch eee 16.00 
9-314-850....... 36,629.22 
9-315-075...... 181,697.38 
OA SID=130%. s 5.053 eee 423.11 
O23 15-150..5 35333 20,000.00 
9-315-200....... 10,996.80 
9390-100 ess cc wees 100.00 
9-390-200.......... 45.75 
923902300 sous sca s Oe 100.00 
9-390-400.......... 45.75 
O=480=875 5 vids cee 132.36 
OLA B27 4 Oiitsscnssak es 102.40 
DAB 3-125 23s Ri etes 29.96 
92436-6259... 6 ict 68.74 
DEAR TEL TO fe ote atten 334.20 
9-487-410.:........ 83.25 
9-489-100.......... 28.75 
Qeg ONTENTS! aay acer 3879 .82 
9-493-425.......... 53.76 
9-495-100....... 22,236.59 
521125. soc sate 1110.59 


Army-Navy Unit 
Stock No. Price 
SE) Ce 7 | Se ia 140.38 
02521-4505 os os Scie 270.21 
D524 650). sige 1998.07 
9-521-700....... 56,590.23 
9-521-880..- 6b. ou de 464.42 
9-521-900.......... 503.85 
9-522-000...... 101,546.15 
9-522-010...... 166,864.20 
9-522-020...... 225 ,680.50 
9522-140» o5cs ie es 211.06 
07522-1505. sistas ober’ 198.07 
O52 2-290: os ee hone 981.73 
9-522-200.2.5 eene 7791.35 
9=522-350 jiicc es 12,642.30 
9-522-420 2 os sews 2-95 
92522-48005 boca caine 109 .62 
9-§22-O15 .2 eae oes 202.50 
D252 5-825 sistes won oe 2a] 
9°526-100 33. cose 48.10 
92520-9125 Sore Oa 22°53 
92526-8950 «teas 12.00 
9-526-950 - anes 41.15 
Ey A iV a merrie ny 72.74 
9-541 875 os ssisa ees 41.97 
O2551 252522 hos ee 30.77 
D-SES4B00 5 oe 5 02) 9841. 34 
9551-810. es oa 13,783.65 
a cio) | een 32,903.85 
9-551-850....... 55,150.00 
9-551-880...... 133,800.93 
92551-91100. ease 164,231.73 
9-552-030.::..... 12,507.69 
9-552-040....... 33,568.27 
9-552-060....... 51,469.21 
9-552-080...... 101,546.15 
9-552-110...... 166 , 864.42 
9-552-140...... 225 ,680.76 
92552-1456 292 ,661.54 
9502-510 ss oct 218.34 
9-553=850). Fara aes 72.84 
9-554-900 5 ose ieee 40.00 
O-590-100 icc ses cee .10 
9-556-100 5 s3..cc nes .10 
OSS S=S79 ia shes ces 4.50 
Ob S8-915 sa sec cc ce 13.28 
0-503-225 v-34 ise aes 95.75 
0-503 -S00 Ha ie cae ee S125 
O2505-G29%. asuws ve 1.00 
OR ID 2S et cna es 330.00 
LR fT AS ale Sea ao fea 46.30 
ay ey [ee ah epee 639.00 
Or 571-O90% seks eek 16.00 
92530-0000 ose oak 395.19 
9-580-200.......... 47.50 
9-580-400.......... 208.65 
97580-50052 % Ja. 238.46 
9=580-6008 ss es. ceige 116.39 
OF5 80-700 Be ee 257.69 
9-580-800.......... 33500 
92581-0003 es Sin. ae 243.26 
9-581-010.6. cee ie 10 
ES SIS 200 Gs cuss see 328.85 
9-581-400.......... 54.50 
0590-22555 i535 We 5.43 
9-591-900......... 5223.07 


AT O)G 


PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 

9-591-920 - . .. 5375 

909-592-4000. 5.5 nea: 84.00 
9-592-420.....0.... 34.25 
9-50 3-125 oinie cs sxe 62.17 
9-594-500.......... 1.10 
9-595-050.... 02 32 14.04 
02599-1505 scene 2.85 
9895-325 8 oe nce tes 8.75 
D505 400 oi sixe eee 136 
9-596-000.......... 110.58 
9-596-200....... 20,269.23 
9-596-210....... 36,050.00 
9-596-240......... 3782.69 
9-596-260:.... 6. 6 ac: 9223.07 
9-596-270); eos 713.46 
0-596-200 06. ia cees 1233.65 
9-596-310) . je 1200.00 
O-5962 3307 5s oc eee 942.30 
9596-350 5. cence ees 231.73 
9-596-310 i050 evens 909 . 62 
9-596-390. 5.62033 6860.57 
O°S90G-O00 2. dst 342.40 
O°5906-800's 2 eis ae ee 766.26 
9-596-820 85 36553082 439.75 
9-596-840 5 5 sc bre 133.42 
9596-850) ..s 5 oes 123.43 
9-596-860: 36. ofc! 10.32 
9597-09025 43022 249.50 
025972500 od avi pee 60 
92597-8005 2 oa eet 23,25 
9-597-850'23.5 234 23,25 
9-598-600......... 1795.19 
9-598-640......... 2159.62 
9-598-680....... 25,873.07 
9-598-900....... 15,379.80 
9-598-980.......... 145.19 
9+5992200 5.5 ssc eee 15 
9599-208 ov ks ee 2.18 
9-599-204 55 ise he 299 
9599-290 soca eee 6.81 
9-599-214.......... 3:95 
95599-2196 os i chee 4.21 
9599-218 5.6 col Wee 5.00 
9-599-240.......... a5 
9-599-700.. 5 ce w<9S 
9-599-800.......... 27.80 
9-599-900.......... 10.59 
9-600-010.......... 17.10 
9-600-1I00:5 0 es 7.35 
9=600-210 oss 2528 5.24 
9-600-3105 oot ee 5.24 
9-600-410......... 4141.00 
92600-8005 2 65.5 Gas 24.50 
92601-1205). ss. ieee 92.03 
9-60224715 668 i 0%. o58 55.01 
9602-5108 cs i eed 14.75 
9-602-500 5 2.4.5.484 7745.19 
9-602-580¢..06 cine 109.62 
9-602-600......... 1053.85 
9-602-620 06.030. 4% 2077.89 
9-602-640.......... 141.35 
9-602-660...... 5 ba 8.08 
9-602-670; sce onee 108.65 
9=602-680 2.5.4 EN 144.23 
9-602-690.......... 44.00 


PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 
9602-695) rsd 46.25 
19-year 53.50 
9-602-740......... 9013.46 
Oy 6 | 33.50 
5 0 oy (0) | 619.23 
F-602-780. . o.oo i 113.46 
9-602-800.......... 25.00 
BAS og bic ce cue’ 11.50 
£0-100-033 .. 2.55 204 15/50 
10-100-230......... 8.00 
O-FO0-3O8 hs oo REE 4.50 
10-100-330......... 5.95 
10-100-430......... 3.62 
10-100-450......... 5.96 
HO-E29-850). oo. sv cieke Vy 
PO-PSO-O59 fos So cib lek 14.25 
1053'S 4010 ae 1.25 
£0-$30-070 0) 5 sisn6 13.90 
140-130-130"... 2. 2 Atk ipa Ne: 
£O-2S0-150 50 3:25 5 13.88 
FO-NSO-OS Lo... eo cise8 9.00 
11s 27-5150) 0 eRe 8.50 
£O-200-230 5 55s 3.43 
$0-200-G51 5). aclas 7.44 
410-210-031 «0... sic e 6.63 
BO-2 30-224 occ ern 9.00 
£0-230-280 03... 5.88 
i 27 6 288 5 Sapiens 6.80 
1t-006-550. 25 2 ets ee) 
tfT-006-850:... 2.3 wee 
11-006-860......... E29 
Tf-006-870.°. 2... 2a ad 
11-006-880......... .39 
11-006-910......... 1:22 
HE-OO6-950% 58S .07 
112-006-960. 2... 55. .09 
BE-006-970. 6s ass males 
HE-008-550) 5... 58 .50 
Bi OO9=000 oe 55.22) PY 
FE-O09=010 see ahs: .26 
bE-009-020 0. 082% .92 
tt-009-O030 0. 2). ak .92 
11-009-040......... . 30 
11-009-050......... . 56 
£E=009-060 . °c 8 .56 
11-009-070......... .98 
14-009-080. ...'... 52. Peak 
11-009-090......... 91 
11-009-100......... .26 
1€-009-1100 SS .65 
14-009-2126) 6.2. 855 .56 
11-009-130. .... 2%: .98 
11-009-140......... .98 
11-009-150......... .98 
11-009-160......... -43 
$2009-170. 22.20%. .49 
11-009-180......... .49 
191-009-190. 2... 228. .28 


OG-I 


JULY 1947 


Army-Navy Unit | | Army-Navy Unit Army-Navy Unit 
Stock No. Price Stock No. Price Stock No. Price 

92602-865% 3... ee 31.00 9602-95 Sie. ca. 5010. 92603-1259). ose: 216.00 
0 EY. fs rr aR O15 DEG 2~9O9 oes ess dere 1770.19 92603-7505). 8c dexs 57.41 
9-602-900. 2... ise 74.00 O2G02-970). 2.0 ek 2201.92 02603-8500)... hemes 21.00 
82602-9206) 58. 5 aes 6.74 9602-975. i... OR 4949 .04 92604-2235 ciii a eate 31.65 
92602-9355) 5s). ea) as 94.45 S260 2-980 cs ae 6213.46 92610-3250 hi eee 225 
9-602-940 .); 00. eo 66.25 02602-98597 io) ek 7263.46 

9-602-946.......... 37.00 9-602-995 0 oO2209 

9-602-948.......... 34.75 OFGO SOT 5. ..3.cioca tists 25525 

CLASS 10 
109-230-344 ce eee 9.06 LOE70-2T1e 3 ccs Das 6.55 AOS 7S TELSO NS icc ine 8.25 
HO-250-068. 3 5 Ue “8.49 1082702232, 5... some 2210 1 LD Pio Yo it Releeteenibeinn 3 6.30 
10-250-500....... No Charge 1024752152 6 3055.2 as 7.02 10=745-631)...4.6/02 13.50 
102-755-590). cecok 1.87 10-476-060......... 9.00 10-74 765746 | hae fon 20 
410-255-603... th 6.00 10-485-15 1.0). eS 8.00 HOE 7502590 we... aaa 6.99 
410-261-530... 108% 7.20 102570-150 30 ss 2.30 10-900-000......... Gals 
£0-2:76-98 1 5153. ee 4.80 102575-130.26.6..3 Sens 10.00 10-900-300......... 10.20 
LGU yy PU oy Vr pc 16.08 10-630-062...: 2. 223. 4.89 11029002500 5.6i2 aa: 9.15 
LORD T SIO ui yer le .05 102700233500). Seok. 6.89 10-902-000......... . 82 
160-279-550 3c eee 6.30 £0>706-100 3 3.) 20: 7.00 102903-350 0.6)... 145 
EOQ-2S 7-352 28 asc aheks 8.55 10-706-200......... 3.59 10-905-000......... 175 
£0=290-520 00025. 28). 4.84 1027072500: ok Dees 4.36 10-906-000......... 7.50 
1O=290-64 8 cs SiR. 7.98 LOSITA=130 0 eke. 4.20 10-908-250 5 63302. .82 
10-299-2150) ic. s0ie/6 8.27 1OSETS 100s ae 10.00 10-908-260......... .82 
110-310-100 00). 4.85 NOTIUS-250 os Pe 9.90 10-908-270....... No Charge 
£03052 7SOE cine a 4.00 POTTVB=350 ooo Se 9.00 10-910-000......... 225 
ROSS P3205 1. 2) aE: 4.00 10-718-450......20.. 3.50 10-920-000......... 4.00 
TO-44020 71 KES BUR 10-7 16-455.52 de S415 110-924-500)... 2s.arcdoue 2.00 
10-443-030......... 2ST 1O=1 28-150 aes 8.50 102-925-000 se ces 14.20 
10-460-030......... 13.50 10-7372010 1.05 ook 6.45 
CLASS 1.1 
£2-009-700.) 2 yt 92 194-033-5705. eee a3 11-144-860......... 25.00 
EP=009-300 3) .cree 15 1-0335=5802 25. 4, M3 11=145-180 0.055: ee 2A St 
EE-009-310 2a 15 110412550725 akin. -40 1ES1 45-850 5 oo j0.0/ cose 60.00 
120092330 se25 iia 15 131-061-5502: 2 o2e0ae .42 11-149-850......... 17.70 
11-009-340......... 5 12061-5700). 60) A 1.50 12162-3500 5..:0.. eee vig 
11-009-350.: 0.02.4 15 151-061-590 | os sn .40 11162236553... tee Bs i 
1t=009-S60 0). 5 15 114-061-6105 2 o.c saek 12.10 PT=162257 5255. pa 
PE-OO9=3 70 56 ogee 245 11061-6305.) uc. ine . 89 11162-3852: 63. cncee sg 
10092 385.7. eee = AS 14061850). 5.0.05 553 111622395 «ical tS 
£F-009=395 ised RES 1t=O0619-880) 4 5a 1.14 11-=162=405)...3....3835 ais) 
11-009-405......... sk5 PIENGL=885 ee .50 111622495 ccc 8 213 
194-009-415 235.55 80% a5 11-061-950% oo See .50 411-162-450... Snes -62 
11-009-430......... tS t-061-960) oe .59 19162-4702 soe -62 
11-009-900......... Pe ae 11-062=2505 60-3 ee .08 11-162-480......... -62 
441-009-9103. 0.) gta soe 1076-050; 2 ie oi5 111-162-495. 5. -62 
i= 009-920 ....).'.. eek 22 TOV S2050> see D2 VERTG62=59 0 oo .62 
£1-009-930)... --: 828 22 VT-tOL=550 5) 3. ee 1.20 191-162-520) cc tee .62 
11-009-940......... 22 PISTOVES GO. os. eee 225 191-162-5305. 5 .5.), Aes 551 
£:1=009-950)5 2. ee 22 £U=101-5705..¢.. re 4.05 14=166-450... 3.4. doe 790 
11-009-960......... 22 TIE1082520%. i. eee .14 1121662455). cc 2k rae W53 
11-009-970......... 22, ft=108=530-- 2.23). .14 11'=166-460... 3.20268 153 
11-009-980......... Bad 1t2108-540).2 cs. scan .14 11-166-465......... 93 
11-01024505..2 42 a 1.50 1-108=550... 53. ek .14 1166-470 <..cee a53 
Pt-O102550:. 2k . 34 AT=1O8=560 5. 3. tHe PRES 112-166-475)... 2.0: . 66 
E-O£02580.. 5 7 Pa lis: 11=108-570:,.. 2. 14 11-166-480......... woo 
411-016-050... 6... 2k 1.80 © 1121-15-=850 0 6.. e Dien 12-166-485)5 ciao <53 
11-O18-050 2.3. ee -48 TET S550 oo. ies si 191-166-510 725 eee .40 
£10212550: 45 eae hS 1-131-2505;.2  os Zha25 $1-166-5 15230 ies -40 
PE-OSS2550') ne site Mi ie] 1=131-850:. 2 ee: 2.82 11-166-520....0.. 5 .40 
1-035-560-2054 874 eS 11-144-850......... 53.00 PAN 66252 ss nee .40 
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PRICE 
SUPPLE- 
MENT 


Army-Navy 
Stock No. 


PAS TOG-900..' 5), cides 
PA2TGG-990) she 
HUE PGG-995 05 io casts 
11=160-560.050:......238 
PA =1GO-900) os ate 


1T-166-570.........45 
11-204-450......... 
117-204-850... 2... 
11-204-855......... 
§42208-875 00.0 


11-204-880......... 
171-204-885... 
11-204-890......... 
UIE eae | Ran oti 
iy etch | eee le 


T+ 205-6700.)60:. 8h 
195205-680) 8. ae 
A> 209-G90.......60: 8% 
PT 200-950). 6.5.51 oe 
PU206-570). 00. cc as 


£9-200-580 353. 0.03 055). 
Ui), re 
€1=206-090 5.056: 
Be 20G-O1D eis... 85d% 
DR=Z06-O90).’.. 565.505.4700 


R152067850) eines 
BVZOS-S90 2 4 660 esas 
11-208-870......... 
11-208-880......... 
BE LOB-B IO iio. has 


M1 209-950 6 oo a 
PP EO-590 soe ae 
(NTE 79 Es) ae 
PP 214-580) 
R1=218-600... ee ee 


W129 8-605.036 0k 
14218-6010) oo. A 
PPH296-OE5. oi... 2 OS 
We ey oo | 
£9-218-625.. .02...A0.5 


BEZEL S-650). oc os stats 
P1-218+6352.. 0 5. ak 
P12 1 S-O40 8. ats ee 
P02218-645 22 ics 
EPA21 8-600: 5. jc cel 


MIRZ TS O95 .5.. 6 aa ot 
11-218-660......... 
Rd 218GG5e..2 5. hes 
TP 21-550... 60 A 
EM221e570.. 2. 


0952 24-550... 5G 
10-226-5502 6.03 ,..2558 
191-226-500... 2. tas 
114-226-570. 03. 624 
Bee 28-550 44. ie isis 


dE 242-290. ios LRG 
£2-244-850..0.0 00.5058 
ig Uy oy 
10 GY A ae a 
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JULY 1947 


Army-Navy 
Stock No. 


11-252-720 
11-252-730 
11-252-780 
11-252-850 
11-261-850 


11-262-250 
11-262-270 
11-262-290 
11-262-405 
11-262-550 


11-263-350 
11-271-150 
11-272-320 
11-272-325 
11-272-350 


11-272-360 
11-272-370 
11-272-380 
11-272-420 
11-272-650 


11-272-660 
11-272-750 
11-272-760 
11-272-850 
11-272-860 


11-272-950 
11-272-955 
11-273-510 
11-273-530 
11-273-580 


11-274-350 
11-274-650 
11-274-660 
11-274-665 
11-275-010 


11-275-020 
11-275-520 
11-275-530 
11-275-540 
11-277-750 


11-277-850 
11-277-950 
11-284-550 
11-288-550 
11-291-010 


11-302-450 
11-302-470 
11-302-550 
11-302-560 
11-302-570 


11-302-580 
11-302-590 
11-303-850 
11-306-550 
11-319-750 


11-335-550 
11-336-550 
11-337-150 
11-341-100 
11-341-200 


11-341-300 
11-373-150 
11-373-500 
11-404-750 
11-404-760 


«8 ew. 6) (ioe 


Army-Navy 
Stock No. 


11-404-770 
11-404-810 
11-404-820 
11-404-825 
11-404-830 


11-405-905 
11-405-910 


11-405-915 
11-407-350 
11-420-750 
11-420-755 
11-420-850 


11-420-870 
11-423-150 
11-441-800 
11-441-805 


11-444-160 
11-444-170 
11-445-150 


11-445-160 
11-445-170 
11-445-250 
11-448-550 
11-453-250 


11-478-150 
11-478-155 
11-478-160 
11-478-165 
11-478-170 


11-478-180 
11-478-220 
11-514-050 
11-514-250 
11-514-255 


11-514-550 
11-514-555 
11-514-560 
11-514-565 
11-521-250 


11-521-260 
11-521-350 
11-521-650 
11-521-680 
11-521-700 


11-521-720 
11-521-730 
11-521-740 
11-523-550 
11-528-220 


oe ee ee 


PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 
11-528-240......... 157 
111-528-250: 3.3. te 72 
114-528-2708 5 os See . 66 
11-544-1505-.6. 5 2S .40 
11'-548-2057.0 5s 255% .29 
11-508-240: os faa -46 
1G -548-245% 5 ki se2 .46 
14-543-235535 6 44 
T12501=200. aS ae .33 
147 501-2997 2 sent . 36 
11ES61E150 Sa foe, . 60 
(bh Fos 25 WF Arai ae ee 3 .38 
149-572-180; 5 2... : ee «20 
14559 2-3502 5.4 ee By) 
1572-390. ee Lee .49 
ify Facy Bay Boreas .14 
131-572-3850 sce .10 
12572-4302, fo: ese 2.36 
1925727435226 4 See 3.70 
11-572-440......... 1.48 
11-574-550... 2.22. . 38 
11-5 74-5552.) 05 Site 41 
1125751055658 c3 28 = .97 
14575-1510. See 1.02 
17-57.7-000.0 ae 1.43 
214-589-5501 np ae 2.20 
114-590-1902), ces oats [05 
11-590-100. S 6an 4.05 
11-590-1803 osg he 30 
149-590-190 225. hE ks .07 
11590-2105 265 chee .02 
11-590-250......... .23 
11=662-25020.0. scan 1.50 
TIEGOS=O10) eo see 3.50 
141-663-8195 oh5.G5 os 3.50 
119-663-820: ¢ 3-25. 0% Se 0 
151-603-6250 5; S32 he 3.50 
191-675-320) 3 5 eee 1.26 
11-675=33033 cet 1.26 
TINO ISAS oS les eee 5.42 
TE-675-425 NS. 3 bse 8.07 
112075=4395 cc eee 37.64 
T1=405-7 90s 2s os COG .65 
114-706-150... 5.4 1.96 
149-706-8505 20) ee 44 
191=708"150 32 6oe ae 73.44 
MEFOR= WON se eealeuae 88.50 
141-408-750. scone 1.96 
411-708-905 5. occ ee 1.60 
111-709-2750. cee 2.00 
11711 =250 50 oo ee 18.50 
111-724-2502 ee 1.00 
11¢424=3502.2 00) Sees .39 
112-733-250 52 oa . 38 
11-733 25S 5S Sy 
TISY35=209 sen eee aif 
TIE (S3=2100 oie . 38 
WI 33-21 9 Jove oe 44 
112742-150 6822) ke . 66 
141-745-1052 = Ae aaT 
11745-1505 cy oe <91 
11=760-810 eee 2.45 
11-760-820......... 3.18 
1:1=7005850 52 scones 4.72 
11=760=85570.... Ses 4.72 


PRELIMINARY EDITION 


Army-Navy 
Stock No. 


11-760-980......... 
11-762-750......... 


411-762-770... .4.... 
11-763-100......... 


DantG9 7200. 3. 2 5 b.:. 


BS-769-B00. 5... ues 
$9-765-855.. os 2 


3 Ey 9 | eae 
ET KO a ae 
11-774-100......... 
11-774-120......... 
ey sk) rr 


11-774-140......... 
fry CS iC | Ae es 
11-774-160......... 
Binds4-170.. .. . s'. 
11-774-180......... 


11-774-190......... 
11-774-200......... 
Se-ese ls, |... i). 
UES} | ne 
$4°778-510.. . .. sc 


ees | ne 
11-778-560......... 
24-778-000.......7.: 
$1-778-G50.... 5 cis. 
11-778-750..... ‘alte 


UST i Ci Saar 
Ey tL | Saino 
B87 18-050, 025. ia: 
S92778-O05: .. ous 
11-778-860......... 


GB-270-B65..5 se 
b1-278-870.... 2.25: 
ye 8) 
BE-7 20-0002... 553! 
DERPEO IO, 22s 3502s); 


B-078-915..... ess 
B1-0 78-920... 
Le: 2 Saag ee 
LSS re 
BIS ie ek wiv ek 


12-012-110 
12-012-112 


OG-| 


eC eC al are ek at er) 


66 [0 0 a. oe 1670 


Army-Navy 
Stock No. 


11-778-965 


SAE eds eg a TS 
411-779-100... se. 
WE aS 9 ei ae 
¥i-7 79-104... Ri. 


US a? Us a ee 
1927 79-120. ok 
1 hh! 2 99 i 
R719 028 | 2. Bets 
€1-799-126. 2 es 


11-779-200......... 
PS TI9-202 oi ths 
04-779-204 2... 2 E- 
$957 79-206 50. Si 
11-78S-108 oo. ES 


14-783-405 6 os cinids 
11-783-410......... 
14-783-415. 0. kK. 
ES-ES 420 os 23 G 
$1-783-425 5 26 ce. 


$4-783-430 ASS. 
B1-789-495.. - 2 Sek 
11-783-440......... 
£1-78S-465 5. 05. 
11-783-450......... 


11-783-455 


11-783-460......... 


11-783-465 


411-783-470... 2.) 


11-783-475 


Sack .e 0, ere ae 


142785-850- . .5. 5 hes 
eye. | rors 
£1-789-150:..... ...0. 
414-789-155... 2 05. 
$1-794-150.. 5 2. 


191-796-250. oc hSs 
Pi-TOG- GOO «oi sands 
REST9G-SIO» is cetke 
$1-797-350::5 2 iS. 
11-808-500......... 


141-808-560... 3 26s 
BIOS OU, ), acloae 


BT BOB GOS id 
M=S08-6108! se 


12-012-212 
12-012-214 
12-012-216 
12-012-218 
12-012-220 


12-012-222 
12-012-224 
12-012-324 
12-012-326 
12-012-328 


12-012-330 
12-012-332 


S20: pices \siwLone 


Unit Army-Navy 
Price Stock No. 

. 90 11-808-620......... 
5.98 Tt-808-02 9.1. sae 
1-SE2 141-808-050. os thane 
iY H1-ROS=O50 6 oc. ss ets 
142 11-808-640......... 
Ac 82 P1-808-790 3). es 
2.28 171-808-800. . 6505. 
2.20 117-808-810. 2... Ss 
2.28 111-808-820. 3 Sine: 
2.20 11-808-830......... 
oom PES TOSOUO os ote 
3.54 11-810-010......... 
3.92 FICS10-020)s ations 
4.90 #1-310-030 oo see 

2 11 -S10-040) oi ea: 

.81 TT-810-050 2 2) Fes 

.81 #£1=810-060 5 os Peas 

.81 111-810-0707... ek 

.81 41-822-8590 3 este: 

.81 14-$31-250)5 = share 

.81 11-846-500......... 

.81 11-846-600......... 

.81 11-846-700......... 

.81 11-846-800......... 

.81 191-868-1505. sae 

.81 1 -S69-090. kate oe 

.81 1H=873-810 5. 5.0: 

.81 $-873-820> = 5 2 

.81 118732840 oe id 

.81 Ul=8732850 5 5 tno 
1.50 1ISSU7 005 35h 
8.50 1-8 772010. 5 SOee: 

. 60 Ua LEY 7 1 Bs ee oe 

.28 -877-020... once. 

12935 AS77025. 3. ae. 
2.50 A Sh 72035555, 4 3 tors 

41 A -B 71040 2 eels 

. 86 de S77-050 85-2 hk 
1.00 Ail=87:7-060 5. «;.). xs 

.65 f-S77-065:.... $5 80% 
2.00 eB aQ0 De en tees 
2.00 I toy C/A bs eee te nce 
2.00 118 e225 52 0k, ae 
2.00 134 Foto Hf COA be I 
2.00 1 PERS Y Ay Fo oe eee 
200 1287172255, 23 a ae 
2.00 

CLASS 12 

.96 12-OV2=438 8 eRe 

.70 12-012-440......... 

.70 12-01 2-442... 2 Ae 

.70 12-012-444......... 

.10 12-012-446......... 

.70 12-012-448......... 

.96 12 OU 2-S4 8 a 

.03 12-01 2-50! st coker 

55S IAS Ws Soy Aen ts 

. 56 12°00 2-554. 6a 

.56 12-02-5507 2h eee 

.56 12-O02-558. 1... ee 

.56 12012-5060) 053.490 

.56 12-020-050:.%..\.. zie 

. 60 122-020-0705. ti. ce 


SUPPLE- 
JULY 1947 MENT 
Unit Army-Navy Unit 
Price Stock No. Price 
2.00 $9-877-265 555 304% ; 
2.00 VST 2h bau: ont ee 1.45 
2.00 UIRS TH 28Se ci ae eee 1.45 
2.00 PSE T=SOS.. ca ee ee 1.50 
2.00 14=87:7-525). nc sce 1.20 
2.00 445877=5 755 055 059 .90 
2.00 110-895=1502)2 ate 4.50 
2.00 #9-895-1755 6 3. ee 6.75 
2.00 11-897-000......... 1.68 
2.00 11-897-010......... 1.68 
1.60 11-897-020......... 1.68 
170 11-897-030......... 1.68 
1.65 11-897-040......... 1.68 
2.00 ¥1-897-050. 58 1.68 
1.70 11-897-060......... 1.68 
1.90 PE5897 0708... 1.68 
1385 11-897-080......... 1.68 
2.00 11-897-090......... 1.68 
12.00 11-897-100......... 1.68 
125 PISO 7-1108 tenes 1.68 
47.50 MAKSSO7-120 5 aes 1.68 
55.60 A -SOT=VSO. 5 essa shontes 1.68 
65.00 PT=897-140 2% 5 580 1.68 
48.00 131-897-150 56 ...5 Aa 1.68 
5.00 11-898-200......... .60 
12.14 11=898-210 22 i... . 63 
wo 11-898-220%..5. (52/2 hee .60 
wo 111-898-230... ).5 52 .60 
.50 11-898-240......... .60 
1.10 = 898-250). wcacsanere .65 
.65 11-898-260......... .60 
.65 11-898-270......... .60 
.65 11-898-280......... .60 
.76 114-898-290). 5 i: tek .60 
.65 11-898-300......... .60 
41 1:1-898-310- 5 eae . 60 
.65 il-898-320). .2.. chee .60 
.49 Ai =898-350. cine cheats . 63 
.49 11-898-340......... .60 
aGD 11'=898-350). 3. . 60 
1.45 11=898-3600.. 2. see .60 
.89 11-898-370......... .65 
1.45 11-898-380......... .65 
1.45 11-898-390......... . 63 
1.45 11-898-400......... .63 
1.45 11-898-410......... . 63 
.60 12°020-2005.. 2 sz.ee 47 
. 60 122-020-300 rien eae 48 
. 60 712-020-350. a1.) ee .60 
. 60 412-025-0005 | Sane s29 
. 60 112-025-025.) x: cee .56 
. 60 12°025-050).. 2. SEG 64 
wo 12025075 0.35 Ue 48 
91 12-025=1'50 1.) ssa .16 
91 12 025-225 cr te 202 
91 $2-025-275)..22 ..5 neh 48 
91 122-025-350)... aejontios .30 
91 12-25-3155 scalars 1:93 
91 12-025-400......... 2.80 
.85 122-028-1005) vnceone .02 
1.07 123-028-1100. 5 Nate .03 
Page 27 


Army-Navy 
Stock No, 


12-028-120 
12-028-130 
12-033-050 
12-033-060 
12-033-070 


12-033-200 
12-033-210 
12-034-000 


12-040-010 
12-040-015 
12-040-020 
12-040-025 
12-040-030 


12-040-035 
12-040-040 
12-040-045 
12-040-050 
12-040-055 


12-040-060 
12-040-065 
12-052-150 


12-055-150 
12-055-170 
12-055-190 
12-055-210 
12-055-230 


12-160-150 
12-160-170 
12-161-150 
12-162-150 
12-162-170 


12-162-180 
12-162-550 
12-162-570 
12-162-590 
12-170-150 


12-170-170 
12-170-190 
12-170-210 
12-175-150 
12-180-150 


12-180-170 
12-190-150 


12-190-350 
12-215-250 


12-217-170 
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JULY 1947 


Army-Navy 
Stock No. 


12-225-570 
12-227-150 
12-228-150 


12-233-150 
12-233-250 
12-235-150 
12-235-200 
12-255-150 


12-265-150 
12-265-170 
12-265-190 
12-265-500 


12-270-010 


12-275-050 


12-275-150 


12-285-200 
12-285-250 


12-295-150 
12-300-150 
12-315-150 
12-325-150 
12-327-150 


12-327-170 
12-327-190 
12-335-150 
12-337-150 
12-337-170 


12-337-250 
12-337-270 
12-340-150 
12-341-150 
12-341-155 


12-341-170 
12-341-175 
12-341-190 
12-341-210 
12-341-215 


12-350-150 


12-350-160 
12-350-170 
12-350-180 
12-350-190 


12-350-200 
12-350-250 
12-350-260 


12-350-270 
12-350-280 


12-350-290 
12-350-300 
12-350-350 


12-350-360 


12-350-370 


12-350-380 
12-350-390 
12-350-400 
12-350-410 
12-361-150 


Army-Navy 
Stock No. 


12-361-100......... 
oT ES | 
A2-OO1180, 3. e549 2 
12-3615169 036 5. cs es 
12-561-190. 25 SS: 


Ey Eb Uap ase 
HS 
12-$81-160. 55 05: 
Weg by, eer eae 
IDASTAS S36 coves 


12-457-200......... 
12-457-250......... 
12ATO-1I0.s. ieee 
12-470-180......... 
12+475-150. ... 556. 


12-480-175...0.5..% 


127480-210; oes 
12-480-250......... 
12-480-270......... 
12-480-290......... 
12-480°380 2, -5. er 


12-480-500......... 
12-480-650......... 
12-480-750......... 
12-540-150.. ....o5% 
12-540-160......... 


12-540-450......... 
12-540-470......... 
12-548-150......... 
12-548-200... 2... 5: 
142-548-350... 0.6305). 


12-548-450......... 
12-548-550......... 
12-548-650......... 
12-348-790 oi cavine 
12-548-850......... 


12-526-950 «i558 Ve 
142-550-5505, 2.0. 804% 
12-565-150. .....02..5 
12+5 75-150... 203 Sh 
2-5 75-290. 65:0. ah 


12-5 75-850) 2. So FY 
12-575-450......... 
12:625-150).... ave 
412-625-200... 0. 6s 
126275190. kan: 


12-628-150......... 
12-629-150......... 
12°635-150... . ss 
T2+O656-150. 6. 34s 
12-636-160......... 


12-636-170......... 


12-636-180......... : 


12°636-250.. si 62 
12-636-350. 2... ita. 
412-636-550)... 805% 


12-678-150. 0. 60k 
122618250) 6 ogi vy: 
12-678-350......... 
12-678-380........ ; 
122-678-450. 6. cK 


PRELIMINARY EDITION 2 Ce ay ay 


Army-Navy Unit Army-Navy Unit Army-Navy Unit Army-Navy Unit 
Stock No. Price Stock No, Price Stock No. Price Stock No. Price 
12-740-887......... 12.50 £9-740-932 |. 5. ocd 12.50 1257754505. Ses 1.48 §2-870-570; «ose .10 
12-740-890......... 12.50 12-740-935.. 2. oc 12.50 VBE BIO css Gis 1.48 12=875-550:...: ee 16.20 
12-740-892......... 12.50 $2-740-937 oss 12.50 $307 75-990 0 5 ooo bn 2.70 I2=SiS-500% 5. aieees 22.80 
12-740-895......... 12.50 122747-000 2. Saas 114.00 PEO: | i oan LOZ 912-875-570... .'... see. 25.20 
12-740-897......... 12.50 412-742-000. ooo cs) 338.00 12-785-550......... 451 122-875-6503. 3. cae: 43.80 
12-740-900......... 1250 432-747-550) os ince 6.75 12-785-650% . . o..265. . 88 12287526105 are 63.60 
12-740-902... 2... 12.50 1227559150: oe, Zoka 825193900 o's Gk 2h5 142-875-090. 2.2055 seis 88.20 
12-740-905......... 1250 42°756-1505 6. oe Se 8.32 17-79465 90: 2... sdk .94 12-875¢750; 0. ser, 18.60 
12-740-907......... 12.50 LY ey GOEL (| ie artes 4.00 12=793-590).. a2. .59 12873-0001... = Lied 54.41 
12-740-910......... 12.50 POSTS POS0 oe Saas 1.04 12=796-250):. 5 2: .09 £2-883=190%. 53.2 ees 4.57 
12-740-912......... 12.50 $2-960-1 50? a ain .16 412-796-255... 2 ec. 74 172-883-250) «<> siaces 1.60 
12-740-915.. cs 6 sce 12.50 eo ss | eee Rs GS Cy EC | Sree 7.95 12=883=390).; «chen. 4.56 
Vo fk 12.50 12-760-370......... 78 | 12-797-560......... 11.74 V2eSS S400 2: se fan 3.79 
12-940-920) cc es UPS. EP FOROS. ws 5 Vidas fs 1258570502... Sak 35.50 1:22887-3505 ae 1.00 
12-740-922......... 12.50 $2-700-9 1705. asd Wy cv hy By 2. | Soa oP a 2.00 P2-BST 300... os cank 41 
12-740-925......... 12.50 223-760-1505 «x baa .50 120-857-770. foe kts 10.77 £2-887-S70::. fous SOL 
12-740-927......... 12.50 $2=100-950 <.. cceats 1.62 12-85 1-180 ss) ox Rees 13.83 $2-887-610:.. . 2. das. a 
412-740-930... 6. oa. 12.50 127 (52a 008 ye 1.48 122-870-550 s. . ».o Gis. a 
CLASS 13 
139-000-570... i. 3.95 135-020-280 5.72.) 1.10 VS-340-025 occas 4.95 13-600-030......... .63 
FS-000-S80 oc Oe Sy! 13-080-000 5.5% 6k 45 13-340-040......... 2.20 1S GOUAO50 5. 1'.. cere .48 
$2-000-585 5.05 2805 20 138-080-010 07. ic oes. .40 13=390-000 a 5o Shee: 6.24 13-600-500......... 36.40 
13-010-000......... 54.35 153-080-020 =. .40 D5 = 504 a. saciaer ete 80 913-601-500. «2 3325 31.20 
FS-010-020 055. 0 9.35 13-080-030......... . 30 1S-359-000 5 a .scer 31 135-660-050). coe. sctee 90 
FS-10-O30 5... 3 2105 4.85 13-080-530......... 4.35 PS-SOS-OZO rd «ct Rc! 13-660-080......... 5.00 
139-010-050... 588 12.60 13-O80-535 cick ke 4:35 135-355-0380 ois. 0/ceee 31 1'3-605-000) 12.05 ine 10.75 
$3-010-095 <6... oe: 6,15 13-080-540......... 4.35 13-355-OD0 specie 31 rey 9 Be | Pea ee 104.00 
13-010-060. 005. 8S 11.00 13-080-560......... .35 13-599-OGU) 6.) yr ri | 13-6802130 2 3:1 eee 18.20 
13-010-070......... 2.00 13-090-000......... 725 13-359-080; . 2.5.35. Aoi | PS-O80=190). star .65 
$9-010-075....5. 0.0% 3.85 aE | | rg 17.83 13=389-000 i 5: ic Soe 1.28 PS-O802159),".:c-.ccetrnre 65 
13-010-080......... Bets 13-1:15-O00 fA 2.40 173-395-000) os oes 32 13-700-150......... 82.17 
1S-O10-090.. 2s... 5.00 ES=180-000 5.2 Fic ead. 7.08 13-460-030......... 146.00 135-730-150 oe 2°30 
13-010-095......... 6.00 LS 210 OOO asic 5 estes 4.60 13-SO00-190)).).Gitonek: 1.18 ry Fo EL ae 2.30 
Pe-OTO-810. 2.3 58 4.36 ES-250- UU teecoccecte ce . 84 13-500-200 ne eens Sa 38.48 TEA Pae LO. <5. ente 85 
135-010-120 6 oi 2% £21 15-200-0102.2)5 0 ie): 2.20 ¥S-900-205) - a ee 33.28 139-740-250... oe 15.60 
PS-OF0-123 2, 23. 8 .92 135-250-0205). oat ay 4.16 13-O00=2105.2-. cient 69.68 psy CEL, RT dat 12.48 
1s 21 CS peel 1,56 13-2 90-0350)5 oo 3 one. 6.24 413-500-250 32 aes 416.00 23-755-550. . os Seas .46 
PGT OaL SS. cts e es | 13-250-040......... 8.32 DSW 2T So eee 150.00 13-760-000......... .19 
TS-O10-140 0 5 35 4.41 $3=251-000 lo: Sk 20.90 13-504-550......... 80.00 £3-760-050 53. 28.35 
PS-O10-150),. se kes os 7.70 13-280-000......... 7.50 1325050002535. 5% 4.40 13-760-420......... 9.00 
ES-O1G=190 oo as. 2 8 79.04 13-280-040......... 5.00 193-505-005, 4 3208s). 4.40 $3-160-430. 7.6.50 175 
153-010-200 2. 8 7.28 13-280-055 2.0 3:55 5. 1.00 13 -550-0000.2. 28 eee 2.20 hs Sy fc, | BRR 198.00 
413-010-205... . 3 S05 9.36 173-280-0800. ie 25.00 913-535-004)... 3, Oe jee UI 135-850-150) se 34.50 
$G-010-230 5 oo 3 cue 291.00 93-540-000 Foie otek h 2.00 13=595-030): :cyjecch ears .90 153-870-150... 3 8 23.40 
$S-O10-240)2 2). 5-5 23.40 13-340-005......... 2.00 113-535-040)... ec 19.89 ef 3-890-000......... 25.00 
$S-O20-260 oo see 6.95 13-340-020......... 4.50 132535-0602.5 seus 5:72 
CLASS 14 

14-002-000......... 1.30 14-242-000......... 13.00 14-339-000......... 1.10 14-420-026......... 155 
14-008-000......... 26.00 14-244-000......... 1.60 14-350-000......... .80 14-420-220 2. << sere 1.55 
14-014-000......... .OL 14-264-000......... 15.00 14-355-000......... .85 14-420-222......... 1.55 
14-025-000......... .03 14-285-000......... 79.00 14-365-000......... .95 14-420-224......... 1.55 
14-045-000......... 1.00 TA-290-000 Sik oi iere zis 110.00 14-370-000......... . 60 14-420-226......... 1255 
14-060-000......... 1.50 14-292-000......... 30.00 14-375-000......... .80 14-420-420......... 155 
14-068-000......... 01 14-294-000......... 1.00 14-380-000......... £35 14-420-422......... 1.55 
14-075-000......... 1.25 14-305-000 5.0. aa. 375.00 14-382-000......... 1.50 14-420-424......... 1.55 
14-080-000......... 25 14-319-500 2. 15.00 14-384-000......... . 60 14-420-426......... 1.90 
14-090-000......... .45 14-321-000......... 3.00 14-385-000......... 85 14-420-622......... i 5e 
14-095-000......... nats: 14-328-000......... 1.00 14-388-000......... 20.00 14-420-624......... 1:55 
14-100-000......... 1.50 14-399-000%,. 5... 85.00 14-400-000......... 2.50 414-420-606. 7, os 1.55 
14710-00055 2 02s jan 50 14-329-500 5... ake: 2.00 14-420-020......... 1:55 14-450-000......... 61.00 
T4e215-COO8 sans 01 14-333-000......... .85 14-420-022......... 1255 14-475-000......... 1.00 
14-239-500......... 150.00 14-336-000......... .85 14-420-024......... 1.55 £4-505-075\... Ans 80 
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JULY 1947 


Army-Navy | Unit 
Stock No. Price 
1A= SO S=100 Ks 2s sce ee .80 
TAESO5=1 25% Scr... - . 80 
AAEH OS <LOU nace st eiehe . 80 
TASSO SEU Oesicves oer . 80 
1Ae 505-200 Sante . 80 
PASS 52225 eerste « . 80 
TSS UR Es) UR eGR ose: . 80 
HAeSO5a2 71D sae st Alar ck. . 80 
14=505-S00 sw tee 1.00 
f1AE505-92 02 cc ie ne: 1.00 
1A SOO GOUP Mien 1.00 
(ESTOS S/o ceoree be 1.00 
142505-400). 3. Sh 1.00 
14=520-000). 25... 22 005. 259 
142522000 Bis e710 
AES 25-000 Te ees oil 
VE PAT YAS ee arr .50 
14252 (2050s S28 sees .50 
142527-O75.....5.%. 3. .50 
TASS 2 7-100 SE ce oie tons .50 
11 19 £5 A ea . 50 
14527-1500) ohne . 50 
VSO yi ate eee a ae . 50 
142527-200 ace» . 50 
NA=SO 7-225 530: eee .50 
1521-250 oo cei ets .50 
112 SY PAT (GTR tis = . 50 
134-527-3008. 2 335.0 1.00 
TVRIP CSAS eel aan 1.00 
AES 2 7=S50R.. ss aise: 1.00 
iE B27 siete 3 1.00 
14-527=400.. ois. 203). 1.00 
ASSO ADS ro ccs:. oe ate 1.00 
14-52 7-450 oiecic sie! 1.00 
ETS E27 (ESR eae a 1.00 
114-527-500: 6s ees 1.00 
1425272550. 22s. 1.00 
14-527-000... 2 ae. 1.66 
4527205088: 2 5 aks 1.66 
14=527=700 22. 3. aes. 1.66 
(a5 2150s cee 1.66 
1527 -O00% ean. ores 1.66 
114-530-000 5. sine 53 
Ha Ooo S000 Rs sakes .40 
144-534-000. |. ss HOS 
14536-0003 40, 
14-540-000......... 155.00 
114-543-000 S05. Ses 50 
14-545-001: 2 os honk .49 
(AES A OO 20S os) an .49 
142545205085 vo. 49 
NAS545-O7/ Sis ene 49 
1as54 5-100. kPa. 49 
112 Gy Bot Di ae easaranec 49 
14sS45=150) ors cee: .49 
(Vi Re A Uy a re 49 
14545-20023. .49 
AISA 5-22 Sis sect . 60 
142545250). oes es . 60 
TASS =DT Os cine: . 60 
142-545-300... 66... .60 
14545-9208 Fe os. . 60 
14=545=350%). aes. . 60 
Passa Ses ON es oes . 60 
14=545-400......... .60 
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Stock No. 


Army-Navy | 


14-545-500 
14-545-550 


14-545-600 
14-545-650 
14-545-700 
14-545-750 
14-545-800 


14-546-025 
14-546-050 
14-546-075 
14-546-100 
14-546-125 


14-546-150 
14-546-175 
14-546-200 
14-546-225 
14-546-250 


14-546-275 
14-546-300 
14-546-325 
14-546-350 
14-546-375 


14-546-400 
14-546-425 
14-546-450 
14-546-475 
14-546-500 


14-546-550 
14-546-600 
14-546-650 
14-546-700 
14-546-750 


14-546-800 
14-547-025 
14-547-050 
14-547-075 
14+547-100 


14-547-125 
14-547-150 
14-547-175 
14-547-200 
14-547-225 


14-547-250 
14-547-275 
14-547-300 
14-547-325 


. 14-547-350 


14-547-375 
14-547-400 
14-547-425 
14-547-450 
14-547-475 


14-547-500 
14-547-550 
14-547-600 
14-548-025 
14-548-026 


14-548-027 
14-548-028 


14-548-030 


evs =» e\eseus, ©. 


Su atyel'@ las my ee) Ie 


oo 8 a1 e701) 82 


9) 2) ecco 8) 6h a ue )Ls 


p) a0) oe. peilese. 


Stock No. 


Army-Navy | 


14-548-032 
14-548-033 
14-548-034 
14-548-036 
14-548-038 


. 14-548-040 


14-548-050 
14-548-051 
14-548-052 
14-548-053 


14-548-054 
14-548-055 
14-548-056 
14-548-057 
14-548-058 


14-548-059 
14-548-061 
14-548-063 
14-548-065 
14-548-075 


14-548-076 
14-548-077 
14-548-078 
14-548-079 
14-548-080 


14-548-081 
14-548-082 
14-548-083 
14-548-084 
14-548-086 


14-548-088 
14-548-090 
14-548-100 
14-548-101 
14-548-102 


14-548-103 
14-548-104 
14-548-105 
14-548-106 
14-548-107 


14-548-108 
14-548-109 
14-548-111 
14-548-113 
14-548-115 


14-548-125 
14-548-126 
14-548-127 


14-548-128 


14-548-129 


14-548-130 
14-548-131 
14-548-132 
14-548-133 
14-548-134 


14-548-136 
14-548-138 
14-548-140 
14-548-150 
14-548-151 


14-548-152 
14-548-153 
14-548-154 
14-548-155 
14-548-156 


one. js, 9-923 Kena et 


p00: @- 0-249 ps 


Army-Navy | Unit 


Stock No. : Price 
14-548-157......... .67 
14-548-158: —: tines .719 
14-548-159......... .79 
14-548-161......... .79 
14-548-163......... .79 
14-548-165.......°. .79 
14 5AB 195 oe ee .67 
ta SAR A Go Stee .67 
EE Eo by ft em ae .67 
1A SAB AIS ss ss .67 
14=54824179) ee .67 
14-548-180......... .67 
14-548-181......... .67 
14-548-182......... .67 
14-548-183......... .79 
14-548-184......... .79 
14-548-186......... .79 
14-548-188......... .79 
14-548-190......... .79 
14-548-200......... .67 
14-548-201......... .67 
14-548-202......... .67 
14-548-203......... .67 
14-548-204......... .67 
14-548-205......... .67 
14-548-206......... .67 
14-548-207 .... 0. silo .67 
14-548-208......... 79 
14-548-209......... .79 
1A-548-2140 = 2 tte o70) 
14-548-213...5..... .79 
114-548-215). 2 5 1.5 ee .79 
114-548-225... she .90 
14-548-226:. 3...5 28 -90 
142543297 2... kee .90 
14-548-228........: .90 
414-548-229. 25s es .90 
14 S882280 5 ooo Ge .90 
145482234... oc bk es .90 
14-548-232.. 023. 2 lone .90 
14548-2330 3c. es .90 
14-548-234......... .90 
14-548-236......... .90 
14-548-238......... .90 
14-548-240......... .90 
14=548-250. .. 2.2% .90 
14-548-251.: 2.0...) .90 
14-548-252........2 .90 
14-548-253......... .90 
14-548-254......... .90 
14-548-255. 2 oo. es .90 
14-548-256......... .90 
i Ee ET EES GY ee ae eS .90 
14:-548-258.. oe .90 
14-548-259......... .90 
14-548-261......... .90 
14-548-263......... .90 
14-548-265......... .90 
14=5482275 2 fobs coe .90 
14-548-276: 2225555. .90 
145482209 A AS 90 
1454829785. Sn .90 
14-548-279. 02.0... -90 
14-548-280......... .90 
14-548-281......... 90 


PRICE 
SUPPLE- 


PRELIMINARY EDITION JULY 1947 MENT 
Army-Navy | Unit Army-Navy | Unit ‘ | Army-Navy | Unit | Army-Navy | Unit 
Stock No. Price Stock No. Price Stock No. Price Stock No. Price 
14-548-282......... .90 14-548-407......... .90 14-549-033......... .79 14-549-134........, 1EOT 
14-548-283......... .90 14-548-408......... .90 14-549-034......... .79 14-549-135........, 1.01 
14-548-284......... .90 14-548-409......... .90 14=549-035 0 .719 14-549-136......... Ot 
$4-548-286 0) 55 2s, .90 14-548-411......... .90 14-549-036......... .79 14-549-137......... 1.01 
14-548-288......... .90 14-548-413......... .90 144-549-0375)... .79 14-549-138......... 1.01 
14-548-290......... .90 14-548-415......... 1.01 14-549-038......... .79 14-549-139........, 1.01 
14-548-300 0. .90 14-548-425......... .90 14-549-039......... .79 14-549-140........, 1.01 
14-548-301......... .90 14-548-426........: .90 14-549-040......... .79 14-549-150......... .79 
TA=548-302.. 2. os. .90 14-548-427......... .90 14-549-050......... .79 14-549-151......... .79 
$4-048-303... 633 oe. . 90 14-548-428......... .90 14-549-051......... .79 14-549-152......... .79 
14-548-304......... .90 14-548-429......... .90 144-549-052 Fe .19 14-549-153........, .79 
14-548-305........ ! . 90 14-548-430......... .90 14-549-053......... .79 14-549-154......... .719 
14-548-306......... .90 914-548-431... oe. .90 14-549-054......... .79 14-549-155......... .79 
1G A FOES ya eee .90 14-548-432......... .90 14-540-055) 2 ee. .79 14-549-156......... .79 
14-548-308......... .90 14-548-433......... .90 14-549-056......... .79 14-549-157........, .79 
14-548-309......... .90 14-548-434......... .90 14-549-057......... .79 14-549-158......... Ot 
ele Es 08 ieee ae .90 14-548-450......... .90 14-549-058......... 1.01 14-549-159... 00000, 1.01 
1¥ SOY 22 2 aa ere .90 14-548-451......... .90 14-549-059......... 1.01 14-549-160......... 1.01 
Ge Soe ih a eae . 90 14-548-452......... .90 14-549-060......... 1.01 14-549-161......... 1.01 
12 BOY 8 0. ee .90 14-548-453......... .90 14-549-061......... 1.01 14-549-162......... 1.01 
14-548-326......... .90 14-548-454......... .90 14-549-062......... 1.01 14-549-163......... 1.01 
14-548-327......... .90 14-548-455......... .90 14-549-063......... 1.01 14-549-164......... 1.01 
14-548-328......... .90 14-548-456......... .90 14-549-064......... 1.01 14-549-165......... 1.01 
14548-3293. 1.01 14-548-457......... .90 14-549-065......... 1.01 14-549-175......... .79 
PA-OF8-SSO8 Oe ec: 1.01 14-548-458......... .90 114-549-0752 203 6230 .79 14-549-176......... .79 
$4=548-331 o5 30s .90 14-548-459......... .90 14-549-076......... .79 14-549-177 0... .79 
TA-5AG2392 5... .90 14-548-461......... .90 14-549-077......... .79 14-549-178......... .79 
$4-048-393.5.4.6 00% 90 14-548-463......... .90 14-549-078......... .79 14-549-179......0.. .19 
1) CECE ES 5 tS ee a .90 14-548-475....0..... .90 14-549-079......... .719 14-549-180......... .79 
14-548-336......... .90 14-548-476......... .90 14-549-080......... .79 14-549-181......... .719 
14-548-338......... 90 14-548-477 3 bs. .90 14-549-081......... .79 14-549-182......... .79 
14-548-340......... .90 14-548-478......... . 90 14-549-082......... .19 14-549-183......... .79 
14-548-350......... .90 14-548-479. 0.05... .90 14-549-083......... .79 14-549-184........, .79 
14-548-351......... 1.01 14-548-480......... .90 14-549-084......... .79 14-549-185........, .79 
14-548-352. oe treOL 14-548-481......... .90 14-549-085......... .79 14-549-186......... .719 
TA-SAS-O95. 2 «le oe 1.01 14-548-482......... .90 14-549-086......... .79 14-549-187......... .719 
14-548-354......... 1.01 14-548-500......... .90 14-549-087......... .79 14-549-188......... .719 
14-54-3595) 6 ec ees .90 14-548-501......... .90 14-549-088......... .79 14-549-189......... .79 
14-548-356......... .90 14-548-502......... .90 14-549-089......... .79 14-549-190......... .719 
HASAN. oo waters .90 14-548-503......... .90 14-549-090......... .79 14-549-200......... .79 
1 EY: 2 6 ts .90 14-548-504......... .90 14-549-100......... .79 14-549-201......... .719 
14-548-359......... .90 14-548-505......... .90 14-549-101......... .79 14-549-202......... .79 
14-548-361......... .90 14-548-506......... .90 14-549-102:........ .79 14-549-203......... .719 
PASD48=363. oc .90 14-548-507......... .90 14-549-103......... .79 14-549-204......... .719 
$4=548-3509.5..00.5.5.: .90 14-548-509......... .90 14-549-104......... .79 14-549-205......... .79 
14-548-375: 600 Se .90 14-548-Si0 sane: .90 142549-1053.'5 63 2% .79 14-549-206......... .719 
P4544 8-570). 2 eee .90 14°548-551- 052: .90 14-549-106......... .79 14-549-207......... .79 
VHEGY $5 7 Wy A ete .90 14-548-553......... SOL 14-549-107). 500042 .719 14-549-208......... .79 
14-548-378) . 6). . 90 14-548-555......... .90 14-549-108......... .79 14-549-209......... 1.01 
(2 SG? 388s Y Ao eee ae .90 14548-55702. .90 14-549-109......... .79 14-549-210......... 1.01 
14-548-380..... oo os.. .90 14-548-559. 0... .90 14-549-110......... .719 14-549-211......... 1.01 
14-548-381......... . 90 14-548-601......... .90 14549201 a eee e .19 14-549-212......... 1.01 
14-548-382......... .90 14-548-603......... .90 14-549-112......... .79 14-549-24 3i-3 ee 1.01 
14-548-383......... .90 14-548-605......... .90 14=-549-113 2... .0.4. .79 14-$49-214 5, ee 1.01 
14-548-384......... .90 ~~ 14-548-607......... .90 14-549-114......... .79 14-549-215......... 1.01 
14-548-386......... . 90 14=548=7000.5 os hey, .90 145549-115. 0 ose. .79 14-549-225......... 1.01 
14-548-388......... .90 14-548-703......... .90 14-549-125......... .79 14-549-226......... 1.01 
14-548-390......... .90 142549025). Ch .79 154921263. 333i .79 414-549-227. ee 1.01 
14-548-400......... .90 14-549-026......... .79 149-549-197 5 fee .79 14-549-228......... 1.01 
14-548-401..¢...... 1.01 14-549-027......... .79 14-549-128......... .79 14-549-229......... 1.01 
14-548-402......... Ot 14-549-028......... .719 14-549-129.......0. .79 S Gb 540-230 oo at 1.01 
14-548-403......... 1.01 14-549-029......... .79 14-549-130......... .79 14-549-231......... 1201 
14-548-404......... .90 14-549-030......... .79 14-549-131......... .719 14-549-232......... 1.01 
914-548-405)... 055. .90 14-549-031......... .19 14-549-132.-....... .719 14-549-233......... 1201 
14-548-406......... .90 14-549-032......... .79 14549213355 aoe 1.01 14-549-234......... 1.01 
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JULY 1947 
Army-Navy Unit 
Stock No. Price 
14-549-235).. 2 5.) ote nis 1.01 
14-549-230).. 20... fils 15,08 
$4-540-237..... 20. 1.01 
14-549-238......... 1.01 
14-549-239......... 1.01 
14-549-240......... 1.01 
14S 49-2908 oo. apace 1.01 
i oy: OS) Re aera 1.01 
14 540-252 is a sc lstal~ 1.01 
pA 492253 5 cee dishes 1.01 
14-549-254......... 1.01 
14589 = 250i. 6/66 ndntels 1.01 
14-549-256. 5... fy 1503 
1A 540225 7.00. GS ake. 1.01 
14-549-258......... 101 
114-549-259... . 2s.) 1.01 
14=549-260.... . : 43.3. 1.01 
14-549-261......... 1.01 
14589226205 0. 5 sinvle 1.01 
14-549-263)...2 6. 00.) 1.01 
14-549-264......... 1.01 
PA s08 e269 0.5 cs eit 1.01 
AeA Dae hte ates, fe 108 
4980-270. < .. of-icis 1.01 
Ro! Sy ee en 1.01 
AE DAOED TS)... 2. Stewie 1.01 
14-549-279......... 1.01 
14-549-280.'..0 2 0.. 1.01 
14S 5492280032... 3 aioe 1.01 
MeOA OH DOAN cic soaks 1.01 
14-549-283......... 1.01 
14-549-284......... 1.01 
144-549-2856 62s hsisis 1.01 
14-549-286......... A200 
$4-540-287. 2. «sisi 1.01 
14-549-288......... 1.01 
14-549-289......... 1201 
14-549-290......... 1.01 
14-549-300......... 1.01 
14-549-300 05 6 iear. 1.01 
14-549-302...... 45. 1.01 
14-549-303......... 1.01 
14-549-304......... 1.01 
114-549-305 225.6 ie 1.01 
14-549-306......... 1.01 
14-549-307.. 5... 1.01 
14-549-308......... OW 
14-549-309......... 100 
14-549-310......... 1.01 
142549-301 2... 5. 1.01 
TASSAO=S1 Zio ioi eet 1.01 
14-549-313......... 1.01 
414-549-3140). 0: 1.01 
1456 92ST. 2B eae 1.01 
14-549-325. 2... 2... 1:01 
1454923260 825... seas 1.01 
(4549-397 o... . cen 1.01 
14-549-328......... 1.01 
14-549-329: 5. e.si: 1.01 
14-549-330......... 1.01 
14-549-331......... 1.01 
14-549-332........: 1.01 
14-549-333......... 120) 
14-549-334......... 1.01 
14-549-335......... 1.01 
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Army-Navy 
Stock No. 


14-549-336 
14-549-337 
14-549-338 
14-549-339 
14-549-340 


14-549-350 
14-549-351 
14-549-352 
14-549-353 
14-549-354 


14-549-355 
14-549-356 
14-549-357 
14-549-358 
14-549-359 


14-549-360 
14-549-361 
14-549-362 
14-549-363 
14-549-364 


14-549-365 
14-549-375 
14-549-376 
14-549-377 
14-549-378 


14-549-379 
14-549-380 
14-549-381 
14-549-382 
14-549-383 


14-549-384 
14-549-385 
14-549-386 
14-549-387 
14-549-388 


14-549-389 
14-549-390 
14-549-400 
14-549-401 
14-549-402 


14-549-403 
14-549-404 
14-549-405 
14-549-406 
14-549-407 


14-549-408 
14-549-409 
14-549-410 
14-549-411 
14-549-412 


14-549-413 
14-549-415 
14-549-425 
14-549-426 
14-549-427 


14-549-433 
14-549-434 
14-549-435 
14-549-436 
14-549-438 


@: 0 8) 6 evant ferns 
jee) @) ese te) etal 
One & {6-eraitelie)s 


Oiroae ie tat Wh cs 
ae) pin oe ee. wenre 
eee wee ars 


© 0-6 ¢ ele, = ice 
9) 8s ee Ieiinleiew 


a ry 
@ 0 -41:.0. 06 Mller! 
©. \p (0) « ee gbueue 


o 6 oe eee oe 


Sie 0 ei (e, aes “6 


G) os ee She, ie) 618 
ike. elie (oie) ot kw 
Reh) e, 8: ce! by rep ine 
CMe ene oe) 


eee. eee ee 
Oey eee: ee) ee 
iat yp a ee, ka) 
a hie iei\'e) @ apy O26) %0) 


oe se, we) Oem 
Oe ene Shoe 


Army-Navy Unit 
Stock No. Price 
14-549-440......... 1.01 
14-549-450......... 1.01 
14-549-451......... 1.01 
14-549-452......... 1.01 
14-549-453......... 1-01 
14-549-454......... 1.01 
114-549-455 7 eee 1.01 
14-549-456......... 1.01 
14-540 AST os. aru 1701 
14-549-459......... 1501 
14-549-460......... 1.01 
14-549-461......... 1.01 
14-549-463......... 1.01 
14-549-465,........ 1.01 
14-549-475.....0.5. 1.01 
14-549-476.... 0 ca 1.01 
14-549-477 0... sles 1.01 
14-549-478......... 1.01 
14-549-479......... 1.01 
14-549-480......... 1.01 
14-549-481......... 1.01 
14-549-482......... 1.01 
14-549-484......... 1.01 
14-549-485......... 1.01 
14-549-486......... 1204 
14-549-488......... 1.01 
14-549-500......... 1.01 
14-549-501....5245. 1.01 
14-549-502...:5..... 1201 
14-549-503......... 1.01 
14-549-504......... 1.01 
14-549-905;... 0 -85e- 1.01 
14-549-506......... 1:01 
14 -540-507 ou sie ee 1.01 
14-549-509......... 1.01 
134-549-510. oo ea 1.01 
14-549-511......... 1.01 
14-549-513. 2... 02. 1.01 
14-549-515... os. 1.01 
14-549-553.... 255. £201 
14540 555 an. 1.01 
14-549-557......... 1.01 
14-549-559. ose. 1.01 
14-549-561 0 62. G03. 1.01 
14-50 90-5635.05 see 1.01 
14-549-565; 25k ak x 1.01 
114-549-6035 oe. 28 1.01 
114-549-605. . 2. 2.03% 1.01 
14-549-607......... 1.01 
14-549-609......... 1.01 
14.-549-611. oe. 1.01 
14-549-613......... 130% 
1 ETS LUE oy Seapeiiaea ae 1.01 
14-549-703. 0.228%. 1.01 
414-549-705... 3 vad. 1.01 
14-549-707... 4c BSS 1.01 
14-549-709......... 1.01 
y EBS LOE fa by Mein ee 1.01 
14-5407 13 oy eee 1.01 
14-54927753.0 ) SR tee 1.01 
14-549-803......... 1.01 
14-549-805......... 1.01 
14-549-807 0.6 eee 1.01 
14-549-809......... 1.01 
14549-8101 55 53k kGs 1.01 


PRELIMINARY EDITION 


Army-Navy Unit 
Stock No. Price 

14-549-813......... . 

14-549-815......... 1.01 
14-554.000. : 2.52705 9.50 
L-S55.000, , 605: 250.00 
14-566-000......... 50 
14-572000 | 5 i 10.00 
14-572-500......... 10.00 
(4-57 S000 oo Pix 10.00 
14-574-000......... 10.00 
14-575-000 |. so. PGS 5.80 
13-S7R000. > see, 2.97 
1A. 5IOGWO 5.80 
1a-SYO500, os, 2.97 
14-580-000 5 <: Faw, 2.50 
{4-500-500_;; hab. 2.50 
14-581-000......... 2.50 
14-581-SO0 02.5 ore 2.50 
14-582-0002 co oes 2.50 
124-582-000 oe Scene 2590 
14-583-000......... 2-90 
14-583 508. 2c 2.50 
$A-585-0005. 0. 0b: 2.00 
145-585-500... 0 2.00 
(4-587-000. 2. opts 30 
14-590-000......... 2.25 
14-590-500 |. ss: 2:50 
14-590-700......... 2.50 
14-591-000......... 2449 
14-591-400......... 2.00 
14-591-600 55 3 3. Bee 2.00 
14-592-00050). 5) ous 2250 
14-593-000......... 2.00 
14-593-500 20) 0a 2.00 
14-597-000 52:55 5 Be fe 
14-599-500......... 725 
14-601-000......... .20 
14-605-000......... 10.00 
14-605-500......... 2.50 
14-609-000......... .O1 
914-611-000. ots .63 
149-622-000. 225.265 1.00 
14-624-000......... 1.00 
14-628-000......... 2.00 
14-630-000......... 1.00 
14-636-000......... 1.00 
14-637-000......... 1.00 
14-640-000......... 1.00 
14-642-000......... 3.30 
14-645-000......... .50 
14-646-000......... Btls) 
14-650-000. oe .80 
14-660-000......... .90 
14-662-000 | o's ves os 3.00 
14-665-000... 3... 5.22 30.00 
14-667-000......... 10 
14-669-900......... 50 
14-680-000......... 85 
14-690-000......... 4.00 
14-692-000......... 4.00 
14-696-000......... 4.00 
14-698-000......... 4.00 
14-702-000......... 40 
14-705-600......... .70 
14+ 705-6503). 3s .70 
14-=7052700 3:23 ac .70 
14-720-000......... 30 
14-730-000......... 75 
14-745-000......... 25 
14-750-000......... 1.00 
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ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
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JULY 1947 


Name A Stock No. 
Abbe Microscope Condenser... .4-317-005 
Abbot-Miller Duodenal Tube. . .3-859-400 
Abbot-Miller Duodenal Tube 


BAN GONs. ce ki iachsouen sot 3-859-410 
Abdominal Pack........ 2-028-000 to 550 
Abdominal Retractors: 

WD CAVOR reir ai eerie 3-603-450 to 530 
UTC a SC Ea RN Spec eat me Na ae 3-604-100 
IVA Oe Reriup en shar Wins to om 3-604-400 
Richardson-Eastman........ 3-603-850 
Self-Retaining, Balfour. ..... 3-604-900 


Abdominal Suction Tube, Pool. .3-866-600 
Abdominal Suture Needle, 


PEreuBON ais) ey oka oe ok ae 3-509-100 
Abdominal Suture Needle, 

FRGHD kes «4a 3-509-600, 3-509-680 
Abortion Antigen....... 1-572-120 to 150 


Abortion Vaccine, Infectious. ...1-572-250 
Abraham Laryngeal Canula... .3-140-600 


Abraham Tonsil Knife......... 3-453-800 
PGEASIVE. CV sais e's os Ca 12-000-030 to 080 
Abrasive Paste................5-000-300 
POR te ss ee ea 1-435-010 
Mbsodil “Injection... Gs. ec 55 , 214352012 
Apradil- Tablets ..07. 6. Peer so) 1-435-016 
tel [e 22H ge) hy ana aR a 5-504-000 
Absolute Alcohol... . 06... 225.0% 1-050-000 
beoite Wether <6 3, 6. 1-178-985 
Absorption Cell Holder, 
Spectrophotometer........ 4-398-140 
IA 222 i RE A a eR 1-001-000 
Ace Bandage........... 2-002-185 to 500 
Wcetarsone Tablets; -.)..4 =. - 1-002-200 
Acetarsone Tampons.......... 1-002-300 
Acetic.Acid; Glacial. /.4.25...: 1-002-470 
Acetic Anhydiide sie... 0... 1-002-500 
“0/218 2) 1) See a as lage ne 1-003-000 
Acetophehetidin | 2. 04.804. 1-005-000 


Acetophenetidin, Acetylsalicylic 
Acid and Caffeine Tablets. . 1-006-245 


Acetophenetidin 
ables ii 7-2< 3 1-005-985, 1-006-000 
Acetylene Blowpipe Outfit... .. 5-022-000 


Acetylene Cylinders, Empty... .1-008-711 
Acetylene Cylinders, Filled... .. 1-008-710 
Acetylene Welding Outfit... . . 12-878-000 


Acetylealicylic'‘Acid:. ......... 1-009-000 
Acetylsalicylic Acid, 
Acetophenetidin and 
Caffeine Tablets.......... 1-006-245 
Acetylsalicylic Acid 
AUHCUR 6-26.05 1-009-985, 1-010-000 
Acid Bottle Pipette............4-044-820 
Acid Bottle with Pipette....... 4-044-800 
PUM GMNIGHEIN hse. od oe oe 1-015-525 
Acid Measure, Babcock Test. . .4-314-485 
Acid Potassium Phthalate... ...1-357-100 
Acid Potassium Tartrate....... 1-357-510 
Acids: 
ORIG, HACIA ys ST 1-002-470 
Acetylsalicylic. . . 1-009-000 to 1-010-000 
p-Aminobenzoic............. 1-059-400 
Aniinonaphtholsulfonic ...... 1-059-460 
Arsenic Anhydride.......... 1-076-000 
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Name A (Cont'd) Stock No. 
Acids: (Cont’d) 
Arsenious so 1-078-080 
BENZOIC nie eee 1-099-050, 1-099-052 
BONICAG cee enue we 1-106-640 


Carbolic (Phenol). . 1-339-905, 1-339-920 
Chlorauric (Gold Chloride). . .1-225-000 
Chloroplatinic (Platinic 


Chloride). 3 oo esa Sas ose. 1-854 000 
Gitnigwet eg ie Shes pues tise 1-142-510 
Dehvdrochoue, «ei oe: 1-161-635 
a-Diamino-b-dithiolactic..... 1-161-575 
Diethylbarbituric............1-092-325 
OME Ree ti cat angie wer ars 1-203-750 
POGHNG sisi s asi BOR 1-207-050 
Gallotannic 

( Tannie)iyacisa; 1-470-132, 1-470-134 
PV OLODEOMICH iad. 4 Kae aes 1-228-450 
PLVCroOciGric {views sas Ces SR o 1-228-460 
Hydrochloric, Technical...... 1-228-464 
PV Oia ct ce 1-246-950 
Metaphosphoric............. 1-285-825 


Muriatic (Hydrochloric). . .. . 1-228-460 
Muriatic, Technical 


(Tydcoehtioric)...%4°. 5445... 1-228-464 
INGtRIG Me inet cs. tank 1-301-912, 1-301-914 
Oleie a are Gees ae 1-317-560 
Orthohydroxybenzoic 

(CSaliey ie FAC) ia 5 ss Soe cs 1-400-200 
OSIMIC Ha eelcred ale te eee 1-323-710 
OXAIIC Ha Pe ee tent noe ts: 1-324-020 
Perchlone ieee a soe ce 1-332-710 
Phosphomolybdic........... 1-345-900 
PROSONOLG pe es os ae 8 1-346-220 
Phosphotwigeti¢,:% jo. o...65 1-346-540 
iy tere] cole tra hae See Ee 1-488-782 
Pyrorallic. 3.02%. 1-385-008, 1-385-012 
roh(oi@ Hosts ham tang amity orins 1-400-200 
Sulfanilice nc) Maen ee 1-463-740 
Sulfosalicylic..... 1-464-873. 1-464-875 
Sulkunicas.iccle 1-467-515, 1-467-520 
Sulfuric, Commercial........ 1-467-530 
WanniGsnsieate cn. 1-470-132, 1-470-134 
HhantaniGreen aan are eae os PIL Oe DSO 
PrichlorodcetiCusses ok ek 1-488-750 
NO TIG Sieh ice pay eee aet he eee 1-490-215 

PRCA WANG osc, ei dk Sone nce ak 1-044-000 


Acrylic Flask Injector Press . . .5-503-050 
Acrylic Press Flask. .5-503-060, 5-503-065 
Acrylic Press Flask Former.... . 5-503-075 


Acrylic Resin, Denture 


Det aig engine ge 5-517-050, 5-517-550 
Acrylic Resin Liquid.......... 5-518-550 
Acrylic Resin Powder. . .5-518-062 to 085 
Activated Charcoal... fic so 1-135-000 
Adapter and Electrode Set, 

PVE POLY oy 4-0 aoa 3-000-755 
Adapters: 

Cautery Point, Ether Cautery 

Apmarivis. o35 coe SOT 

CARVER aunt fous pm menars 4-001-000 
Gas Cylinder Valve......... 7-701-352 
Bitten isc cv coris .. . T=BS9CIDS to 228 
DIET IN eS Sa ala) Ges as 3-000-700 
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Name A (Cont'd) Stock No. 
Adapters: (Cont’d) 
Microscope Lamp........... 4-287-035 
Ophthalmoscope Lamp...... 3-533-905 
Radiographic Tube......... 6-001-000 


Test Tube, Spectro- 
photometer..... 4-398-355, 4-398-360 
Ureteral Catheter, Eynard. . .3-000-600 
Vo Tale ss gee 2 4-454-100, 4-454-120 
Adaptometer 76565. 29 ees 3-000-790 
Adaptometer, Telesilhouette. . . .3-000-810 
Adaptometer 


Incandescent Lamp........ 7-973-750 
Adaptometer Light Filter...... 3-000-820 
Adaptometer Plaque, Radium 

ApiVARR A... 55 so eee 3-000-860 
Adenoid Curette, 

Baral... 3-217-500, 3-217-600 


Adenotome, LaForce. . . .3-001-940 to 980 
Aderer Clasp Adjusting Pliers. . 5-434-150 
Aderer Lingual Bar Pliers. ..... 5-435-000 
Adherent, Skin Traction....... 2-000-160 
Adhesive Compound, Sander. . 11-272-360 
Adhesive Elastic Bandage 

2-002-800 2-002-805 
Adhesive Plaster, Moleskin... . .2-036-010 
Adhesive Plaster, 


Surpical 5.5.3 2-034-510 to 2-035-600 
Adhesive Solution, Stencil... .. 11-796-350 
Adjustable Crutches........... 7-777-325 
Adonite (Adonitol)............ 1-045-200 


Adrenalin Inhalation 
(Epinephrine Hydrochloride) . 1-175-200 

Adrenalin Injection 

(Epinephrine).............1-175-400 
Adrenalin Injection (Epinephrine 

Hydrochloride)... ... 1-175-300 to 350 
Adrenalin Tablets 

(Epinephrine) . .1-175-850, 1-176-000 
Adson Brain Suction Tube.... . 3-866-700 


Adson Dissecting Hook........ 3-421-400 
Adson Dressing Forceps....... 3-332-400 
Adson Dura Hook.............3-422-300 
Adson Winer Wier 60. ee 3-823-900 
Adson Pituitary Forceps....... 3-368-600 
Adson-Rogers Cranial 

Bite: isso 3-124-120, 3-124-140 
Adson Tissue Forceps......... .3-377-800 


Adson Wire Saw Conductor. . . .3-632-200 
Advancement Forceps, Prince. . .3-310-100 
Aeration Tubes..... 4-451-500, 4-451-600 


Aerial Tennis Dart. 64x cies 13-210-000 
Aerial Tennis Paddle......... 13-600-030 
Aeronautic First Aid Kit....... 9-196-650 


Aeronautic First Aid Kit Case. .9-117-725 
Aeroplane Splint. . . .3-716-400, 3-716-550 


Agars: 
Bismuth Sulfite............. 1-106-340 
Blood iBasescrss ern ccee eee 1-106-550 
Bordet-Gengou Base........ . 1-106-620 
Citrate; Simmons: ..8se. e8 1-142-400 
Désoxycholates: (ccc es 1-161-685 
Desoxycholate-Citrate....... 1-161-695 
Dextrose, Sabouraud’s....... 1-164-100 
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Name A (Cont'd) Stock No. 
Agars: (Cont'd) 
SOY etc ode ee 1-173-960 
Eosin Methylene Blue....... 1-174-000 
Eosin Methylene Blue, 

Peg so. tee ee 1-174-010 
Heart Infusion..............1-106-550 
PMO oor. os so oe 1-241-700 
MEMRAM Se ok es 1-258-750 
Tare es Se te Nee on 1-301-900 
PRURPIONE Oe 1-302-800 
Phenol Red Tartrate........ 1-341-250 
PIMUEKER: <> fo0.8 cbc nee ee 1-046-000 
Proteose No. 3.............. 1-384-700 
Russell’s Double Sugar. . . . . . 1-396-600 
cer eis bia ae eee 1-452-800 
Tryptone Glucose Extract 

gs OA a arena 1-489-225 
Violet Red Bile.............. 1-490-310 

Agate, Ether Cautery 
PPATU 5 a. 6 i NS 8-030-285 
Aid Station Medical Equipment: 
ir Sauadron. 0. oe: 9-020-100 
Baetranon. =... . 2. 9-080-800, 9-080-900 
Regimental....... 9-521-880, 9-521-900 
Aid Station Medical 
erie) oos 9-305-125, 9-306-775 
Ainsworth Keyboard Analytical 
MME Dos wet oe ctie ss 4-014-010 


Air Compressor 
3-208-100, 5-174-015, 5-175-008 
Air Compressor Accessories: 


SS ee eee 5-175-125 to 250 
Tbr POC OMNECHORE. 4 ce.5 42 ck 5-175-650 
shermumiat Cock... 2). eos os nc: 5-175-450 
PMN a canker? OM St a ee 5-176-000 
Tubing, Pressure............ 3-208-200 
Aircraft Maintenance Unit , 
CPbaating eo oe. ss. ex. 9-004-100 


Aircraft Medical Equipment, 

Maintenance Unit 

RN is fiinis x ook ano ais 9-004-100 
Aircraft Medical Equipment, 

Repair Unit (Floating). . . .9-004-200 
Aircraft Repair Unit (Floating) .9-004-200 
Air Crew First Aid Kit........ 9-196-800 
Air Crew First Aid Kit Case... .9-118-125 
Air Filter, Blood Apparatus. . . .3-305-100 
Air Forces Medical Equipment: 

Altitude Training Chamber.. .9-005-100 
Flight Service Supply Set . . . .9-006-100 


Phen outgedis.. 2... 9-006-200 
NE Sigg fae sos cuba es 9-007-200 
Infirmary and Flight Surgeons 

Examining Unit.......... 9-007-700 
Physical Examination Set, 

Flight Surgeons........... 9-010-100 
Rehabilitation Center....... .9-008-500 
Training Set...... 9-009-600, 9-009-650 

Air Group Dispensary, Medical 

OE eae eae 9-014-600 
Air Intake Fan, Tent Set...... 9-596-840 
Airplane Ambulance Medical 

SMIMEY DCCs i op eee sek 9-016-900 
Airplane Crash Splint Set...... 9-526-700 
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Name A (Cont'd) Stock No. 
Airplane Emergency Rescue 

Medical Equipment....... 9-017-500 
Airplane Model Construction 

8 SR as See ee 11-341-100 to 300 
Jaa Freee Nn os te 7-783-000 
Air Squadron Aid Station 

Medical Equipment....... 9-020-100 
Airway, Metal, 

Connell 03.3. 3-003-900, 3-003-910 
Airway, Rubber, 

Guedel......... 3-002-900, 3-002-910 
Alarm Clock Interval Timer... .4-182-000 
Albee Bone Operating Set... ... 3-117-280 
Albumin, Serum, Human...... .1-582-010 
Albumin, Serum, Human, 

Salt POOR. sen eos eens LOE en 
Albuminometer, Esbach...... . .4-003-000 


Alcohol Burner, Barthel Type. . .4-102-820 
Alcohol Burner, Bunsen Type. . .4-102-840 
Alcohol Lamp....... 5-375-010, 7-832-000 
Alcohol Lamp, Ether Cautery 

Apparatus:.-... 52.0... .o-Ud0-d00 
Alcohol Lamp-Water Bath 

Comitatation . 27. Se, tk 9-603-850 
Alcohol Lamp Wick. . 5-375-020, 7-833-000 
Alcohols: 


snes 2 644s toe eee 1-050-000 
PG Se oe es) rss aac 1-068-925 
Butyl, Normals. <. sees. S: 1-108-560 
en RES Bo Sarge ot a ag 1-124-000 
PPR PeNSIO. 66. as se esis. 1-050-000 
Denatured...... 1-051-000 to 1-052-500 
ju] 3] OS Pa a 1-048-000 to 1-049-500 
NsOaM Yh 5. wallets sce ae 1-068-925 
TSODUGWI ssc chelate es 1-243-400 
ISODSOPYL sco as odes 1-243-530 to 560 
NICER UD 3 ecco ois cn Sart Aeeratee 1-285-900 
Solidified......... 1-052-625, 1-052-630 
ICOM PROVE... ca See votes 7-085-565 
Alcohol Stove Extinguisher and 
eo) a er 7-085-340 
Alcohol Stove Heat Intensifier. . 7-085-360 
Aleconel-l Orely c2 22 os si eterno 3 5-617-150 
Alexander-Farabeuf Costal 
eriOSteQLOme 5.< ses, 56's 3-553-300 


Alexander Mastoid Chisel 
3-191-800, 3-191-820 

Alexander Mastoid Gouge 
3-403-900 to 940 


Alginate Compound........... 5-005-520 
PUAZALIIGINROU: Sion cess cei as osus 1-413-675 
Alkaline Aromatic Solution 

SPapleteaco ccs ae owe 1-054-750 
Allen Ear Applicator.......... 3-033-000 


Allen Eye Sphere Introducer. . .3-4272400 
Allen-Stader Wrench. . . .3-113-860 to 960 
Allergen, Protein 

DRtSaehs oes sige ae 1-583-000 to 085 


Allihn Condenser.............. 4-185-500 


Allis-Judd Intestinal Forceps. . .3-353-500 
Allis Tissue Forceps (Intestinal) .3-380-300 
Alloy, Fusible.................5-001-005 
Alloy, Gold, Casting..... 5-800-250 to 450 
Alloy, Silver. :..:-.. 5-002-000, 5-002-050 
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JULY 1947 HNSER 
Name A (Cont'd) Stock No. 
Alloy and Mercury Scale, 

Amaleantater:: 2:20 )63>~ 5-005-550 
Alloy Dispensing Bottle, 

Amalgamator:: 70°85: >! 5-005-050 
Alloy-Mercury Dispenser...... . '5-234-550 
Aloin Compound Capsules. ..... 1-056-000 
Altitude Training Chamber 

Medical Equipment....... 9-005-100 
POOR rc nts ste ci eee 1-059-000 
Aluminum and Potassium 

MUMALE cnet: Tete 1-059-000 
Aluminum Hydroxide Gel... ... 1-058-900 
Aluminum Hydroxide Gel 

IS arts CURR oe 1-058-905 
Aluminum Sheet. ..11-572-330, 11-572-335 
Aluminum Sheet, Splint.......12-737-000 
Alum Precipitated Diphtheria 

MURINE TS coe RAN Chane 1-604-000 
Alum Precipitated Tetanus 

Tm SS: 1-612-450, 1-612-460 


Alveolar Curette, Molt. .5-196-550 to 900 
Amalgam Alloy..... 5-002-000, 5-002-050 
Amalgamator, Mechanical...... 5-005-010 
Amalgamator Accessories: 
Bottle, Alloy Dispensing... . . 5-005-050 
Bottle, Mercury Dispensing. .5-005-055 


Capsule and Pestle.......... 5-005-150 | 
Holder,;-Capaule. 03 202. & 5-005-350 
Scale, Alloy and Mercury. . . .5-005-550 
Amalgam Burnisher........... 5-109-050 
Amalgam Carrier... .5-112-050, 5-112-700 
AmalvamGarver. 533 $22 5-115-250 
Amalgam Carver, 
Pramas ces os 5-113-000 to 5-115-000 
Amalgam (and Wax) Carver, 
Hollenback........ 5-115-400 to 450 


Amalgam Plugger, Black 

5-436-000 to 5-439-000 
Amalgam Plugger, Sweeney 

5-440-150 to 5-443-150 


Amalgam Squeeze Cloth....... 5-167-150 
Amboceptor, Hemolytic, 

Ameisneept, v.22 anes eee 1-605-710 
Ambulance Cot... si. coerce 7-837-105 


Ambulance Cot Anchoring 
Attachments and Floor 


Diateas ieee Pe ee ae k's ce 7-839-510 
Ambulance Cot Litter......... 7-842-120 
Ambulance Medical Supply Set, 

Airplane Ambulance......... 9-016-900 
Amigen....... VERE UEKI ae 1-604-552 
Aminobenzene (Aniline)....... 1-070-000 
p-Aminobenzoic Acid.......... 1-059-400 


p-Amino-dimethylaniline Hydrochloride 
(Dimethyl-p-phenylenediamine 


Hydrochloridey 752 2.505 1-168-510 
Aminonaphtholsulfonic Acid. . . . 1-059-460 
Aminophylline Injection....... 1-059-500 
Aminophylline with Phenobarbital 

a Pee ee ee eee 1-059-710 
2-Aminopropane 

(Isopropylamine)......... 1-243-600 


Aminoquin Naphthoate Tablets 
(Pamaquine Naphthoate). . 1-325-275 
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JULY 1947 
Name A (Cont’d) Stock No. 
Ammoniacal Silver Nitrate 

MANO TIGINGE so. so). 6 yn 4 5-357-725 
Ammoniacal Solution of Silver 

Pibrate Ampuls, ». os... 1-405-010 
Ammonia Inhalant Ampuls, 

PSOATIC. ok hs i chsicio ce 1-060-875 
Ammonia Solution, 

BiPOng . 2. sas 1-061-000, 1-061-005 
Ammonia Spirits, 

PATO MIATIC soo Ne ua 'e uss 1-061-075 to 110 
Ammoniated Mercury 

Ointment....... 1-284-990, 1-285-000 
Ammonia Water, 

Stronger:....... 1-061-000, 1-061-005 
Ammonium Acetate........... 1-062-000 
Ammonium Amidosulfomate 

(Ammonia 

Sulfamate)...... 1-067-485, 1-067-500 
Ammonium and Ferric Citrates . 1-188-500 
Ammonium Bromide.......... 1-063-000 
Ammonium 

Carbonate...... 1-063-995, 1-064-000 
Ammonium Chloride. ......... 1-065-000 


Ammonium Chloride Tablets. . . 1-065-300 
Ammonium Chloride Troches. . . 1-066-000 
Ammonium Ichthosulfonate 


(Qsi ache 1500) 9 Sah ee 1-231-000 
Ammonium Molybdate........ 1-066-500 
Ammonium Oxalate........... 1-067-000 
Ammonium 

Sulfamate...... 1-067-485, 1-067-500 
Ammonium Sulfate............ 1-068-000 


Ammonium Sulfocyanate 
(Ammonium Thiocyanate) . 1-068-500 


Ammonium Thiocyanate....... 1-068-500 
Amniotin, Tablets (Estrogenic 

DUMPEaiGes) eis wifes cake u 50h: 1-178-880 
Amphetamine Inhaler, 

BOOM early 2 Sai 6.x: 5 sha 1-098-502 
Amphetamine Sulfate Tablets, 

Racemic....... .1-068-590, 1-068-605 
Amphibian Forces Medical 

Maintenance Unit........ .9-304-900 
Amplifier Tubes, 

Spectrophotometer 


4-398-250, 4-398-260 
Ampul Holder, Ammoniacal 


Silver Nitrate.............5-357-725 
Ampuls: 
Ammonia Inhalant, 

2. 0 OR allan 1-060-875 
“SUES AES Co | 5 ae a 1-069-000 
[DU ig A Sa se a 1-088-500 
Garapor in Oi, 5650 iss toi 1-121-000 
Cocaine Hydrochloride....... 1-145-025 
2, 3-Dimercaptopropanol 

Be Uae hah Tees beds 1-088-500 


Ephedrine Sulfate. 1-174-904, 1-174-906 
Ethyl Iodophenylundecylate. . 1-180-585 
Gold Sodium Thiosulphate. . . 1-225-200 


SHIGO Carmine. 65.8. sick aece-s 1-231-500 

RRM ALM 6 Veet Sipe ans 1-235-255 

WOCCHNAIEA scons cic e uidia lene sca 1-236-000 

Iodophthalein Sodium....... 1-238-500 
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Name A (Cont'd) Stock No. 
Ampuls, (Cont’d) 
AOL hairs Sy oick, vere a assets 1-252-400 
Mercury Succinimide........ 1-285-500 
Wetrazolas.. sss: 1-291-400, 1-291-600 
INGOSEIDOBATI N.S cie casa een ante 1-300-700 
Oxophenarsine 
Hydrochloride. . 1-324-460, 1-325-155 
Pantopadile . 4s.as, naar 1-180-585 
Pentothal Sodium . 1-330-805, 1-330-810 
Phenobarbital Sodium....... 1-339-610 
PAtOOM!...cisees ook wie trator eke 1-352-350 
PUtreSBIN'. UstAacy ere eos ee ae 1-352-510 
Procaine 
Hydrochloride. ..... 1-380-200 to 900 


Quinacrine Hydrochloride. . . . 1-386-570 
Quinine Dihydrochloride..... 1-389-000 
Silver Nitrate and 

Formaldehyde Solution. . . . 1-407-000 
Silver Nitrate Solution, 

AMMO aACals 2M) sce toi 1-405-010 
Sodium Amiytau ej 23 5 ils 1-413-720 
Sodium Citrate Solution, 

Anticoagulant. ..1-430-500, 1-430-600 


Sodium Hyposulfite......... 1-449-500 
Sodium Morrhuate. 1-435-780, 1-435-790 
Sodium Thiosulfate......... 1-449-500 
ole tt 6/7) 1a he a aa ae 1-454-485 
Tetracaine 


Hydrochloride.. . 1-471-820, 1-471-840 
Thiamine Hydrochloride 


PMNCREION hay. vies es acuta 1-472-405 

MEV PALSAIMIGE.: Kia, cho eo.s 2 eras 1-489-100 
Vitamin B Injection......... 1-472-405 
Amputating Knife, Liston...... 3-435-800 


Amputating Saw, Satterlee..... 3-631-100 
Amputation Surgical 


Instrument Set........... 9-580-700 
Amputation Surgical Instrument 

et ase cas Poche ees 9-135-900 
Patty leehol ie a. Vo. oka sack 1-068-925 
Amy! Nitrite Ampuls.......... 1-069-000 


Amylodextrin (Soluble Starch). . 1-454-000 
Amylogen (Soluble Starch)... .. 1-454-000 
Amytal Sodium Ampuls........ 1-413-720 
Amytal Sodium Capsules....... 1-413-725 
Anaerobic Culture Apparatus. . .4-298-500 
Anaerobic Culture Apparatus 


Components: 
Wises che Vitae 3's be 4-298-510, 4-298-560 
Lubricant, Sealing...........4-314-087 


Analytical Balance.. .4-013-000, 4-014-010 
Analytical Balance Pans, Glass .4-018-700 
Analytical Balance Rest, Glass. .4-018-725 
Analytical Balance Weights. . . .4-018-800 


Analytical Burette, Mohr...... 4-100-050 
Anastomosis Intestinal Clamp, 

PUHNISSierareie ous ce duc tnieieosucn eat 3-202-800 
. Anastomosis Intestinal Clamp, 

RETUEAM Sicko ieee ts aie, ‘ake ui 3-203-100 
Anatomical Chart Set......... 7-749-000 
Anatomical Model............ 7-857-000 
AMATOMICAStAMP ss | ics ee si 7-914-110 
Anchor, Tourniquet, Kirk...... 3-829-300 


TOG! 
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Name A (Cont'd) 

Anchoring Attachments and 
Floor Plates, 
Ambulance Cot Litter..... 7-839-510 


Stock No. 


Anchor Lage. 05.055 45.5 ack eee 
Andrews Mastoid Gouge....... 3-404-600 
Anel Lachrymal Syringe....... 3-799-200 
Anel Salivary Duct Probe...... 3-576-000 


Aneroid Sphygmomanometer. . .3-713-100 
Anesthesia Apparatus, 


Iniratractal ics si cscs 3-008-390 
Anesthesia Apparatus, 
Intratracheal, Lundy...... 3-008-400 


Anesthesia Apparatus, 
Nitrous Oxide, Oxygen 


and Ether..........3-010-400 to 430 
Anesthesia Apparatus Accessories: 
MEER is as Ske 3-010-500, 3-010-600 
Mask, Face...::5... 3-010-900, 3-010-980 
Pressure Regulator 
and AGare, ee bis 3-020-300 to 600 


Rim, Face Mask. .3-020-700, 3-020-800 
Tubing, Inhaler. . .3-021-500, 3-021-600 
Anesthesia Chloroform.........1-138-000 
Anesthesia ‘Dther> 3%... .2eee 1-179-000 
Anesthesia Inhaler, Yankauer. . .3-424-700 
Anesthesia Needle . 3-484-100 to 3-485-100, 
3-495-950, 3-505-200 
Anesthesia Set, Field. ......... 9-040-100 
Anesthesia Set, Spinal, Lemmon. 3-024-980 
Anesthesia Syringe, Cartridge 
Type 4. Sa aR 5-593-000 
Anesthesia Syringe, Posner. .... 5-596-150 
Anesthesia Syringe and Needle 
Set; Wocdls. G2 os cers ek 3-808-205 
Anesthetic Ointment 1-069-745, 1-471-755 
Anesthetic Solution Cartridges. . 5-006-050 
Anesthetist Table. ...7-088-425, 7-088-430 


Aneurism Needle, Cooper...... 3-486-100 
Anhydrous 1-Arabinose........ 1-074-000 
Anhydrous Calcium Chloride. . . 1-116-200 
Anhydrous Dextrose........... 1-164-000 
Anhydrous Dulcitol........... 1-170-000 
Anhydrous d-Mannitol........ .1-267-000 


Anhydrous Sodium Carbonate. . 1-426-000 
Anhydrous Sodium Phosphate, 


EI Ete a 1-439-968 
Anhydrous Sodium Sulfite. .... .1-448-200 
Anhydrous Wool Fat.:......... 1-494-990 
Anhydrous 1-Xylose........... 1-498-000 
ADMIN a acces ete seer ees ke 1-070-000 
Aniline Black (Nigrosin)....... 1-301-700 
APUG MG os oie caren Rae hoe 1-070-300 
Aniline Brown 

(Bismark Brown) ...)....s1... 1-103-300 
AMINE MOVE ear. Crs. deste 11-810-000 to 070 
Animal Cage....... 4-114-975, 4-117-650, 


4-117-675, 4-118-275 
Animal Cage Refuse 


ag PPR eae 4-114-980, 4-117-655 
ATMEL BAR. . weit care peat ea ee 4-301-210 
Animal far Govete.c. cx (itiool 4-301-212 
Animal Pack Medical 

EQUIPMENT tn erwsclonieis eispeee 9-313-200 


OG- 


PRELIMINARY EDITION 


A (Cont'd) 
Animal Pack Type Dental 

Dispensary Equipment. . . .9-146-800 
Animal Pack Type Veterinary 


Name Stock No. 


a ee ae 9-602-900 
pS Res Ee a 1-070-325 
Ankle Exerciser.............. 13-280-000 
Anklet Strap, Restraint 

pe eee eee ree 7-884-040 
Anklet Strap Buckle Lock Key. .7-884-025 
EO 5-375-015 


Anoscope, Hirschman 
3-026-020, 3-026-040 
Answer Pad, Kuder Job 


Preference Record....... . .3-822-540 
Anterior Chamber Irrigator, 

Drpmenerty fo... ie: 3-428-600 
Anterior Chamber Irrigator, 

MN Sukh 4's Bodies 3-428-610 
Anterior Commissure Laryngoscope, 

Rc Poaeeus. ie 3-460-440 
Anthelmintic Pills.........<.... 1-227-600 
Antianthrax Serum............ 1-584-100 


Anticoagulant Solution of Sodium 

Citrate Ampuls. . 1-430-500, 1-430-600 
Antidote First Aid Kit. . .9-228-110 to 150 
Antigen Dilution Tube, Kahn. .4-430-300 


Antigens: 
SS eee 1-572-120 to 150 
McG ator adele 3 1-597-180 
Cephalin Cholesterol......... 1-600-220 
C0 SS eee 1-605-400 
Ea ag ca at SRE 1-606-105 to 125 
Lymphogranuloma Venereum. 1-606-275 
Is oA e's Saas donee S08 1-610-025 
Antimonous Chloride (Antimony 
by) eae ee 1-071-100 
Antimony Potassium Tartrate. . 1-071-000 
Antimony Trichloride......... .1-071-100 
Antiparatyphoid Serum, 
Diagnostic...... 1-592-010, 1-592-050 
Antiplague Vaccine............ 1-607-000 
Antisera, Bacterial...... 1-597-380 to 480 


Anti-snake Bite 
Serum..........1-596-260, 1-596-275 


Antitoxins: 
Gas ee 1-602-000 


Gas Gangrene, Trivalent..... 1-605-050 
Scarlet Fever Streptococcus . . 1-608-100 


PRGEAMNIG. f- 5.46 6s." 1-611-000, 1-612-000 
Antityphoid Serum, Diagnostic . 1-596-015 
Antivemin...05...... 1-596-260, 1-596-275 
Antrum Canula, Pierce........ 3-138-200 
Antrum Lamp, Cameron....... 3-456-100 
Antrum Needle Trocar, 

[LEG Gr 2a a a 3-837-600 
Antrum Punch, Spies.......... 3-386-100 
Antrum Punch, 

Wagner’... 5.5... 3-385-700, 3-385-800 
Antrum Punch, Yankauer.... . .3-385-900 
Antrum Rasp, Good........... 3-587-500 
Antrum Rasp and Trocar, 

Weiner-Pierce ............ 3-587-000 
Antrum Transilluminator...... 3-833-400 
OG. 


Name A (Cont'd) Stock No. 
Antrum Trocar, Coakley....... 3-837-100 
Antrum Universal Forceps, 

SONS Siic e00S bonbs Ue 3-386-100 
Antrum Universal Forceps, 

Wagner:........ 3-385-700, 3-385-800 
Antrum Universal Forceps, 

Wankauay «5 2<5.c are ecco 3-385-900 
Antrum Wash Canula, Killian. .3-138-300 
Anvil with Base.............. 5-007-050 
Anvil, Blacksmiths. 12-008-000, 12-008-050 
Fix Fo ee PO. cs Cocks 1-006-245 
Aowil Rivetion®. «ois siekass ce 14-002-000 
Apical Fragment Root Elevator, 

SRN Suit ok see ee 5-247-550 


Apical Fragment Root Elevator, 
Woodward..... .5-248-050, 5-248-150 
Apical Root Elevator.......... 5-243-050 
Apparatus Support Stand . 4-401-200 to 300 
Applicating Laryngeal Forceps, 


fac ces k ecenceceee 3-357-300 
Applicators: 
Bes sedi isa 653 3-032-990, 3-033-100 
OL. oo aia an ae ae A 3-033-000 
Eustachian, Yankauer (Set). .3-039-100 
1 | MS gE ENP ers ian Ae oT 3-033-595 
Nasal, Uebe...... 3-033-600, 3-033-700 
gn | Nae ott eas 3-035-100 
| AINE PEP a Ing apa co 3-037-100 
POO casa cen te 3-038-100, 3-038-200 
Applicator Wire, Eustachian, 
WHT. folic Ceara ks 3-039-120 
Aprons 
SMS oo ke fees ear ee 7-150-415 
SR oy occ) cae ca ark 7-150-425 
Rubberized Cloth........... 7-150-485 
RM in tee gar dan ak ee 6-002-000 
Aprons and Gloves, Gas 
CE Oe. 2 oy vases Sen: 9-251-960 
PEEEES o a0 ves os Vesa nn cee 1-229-675 
Pe er een ee ak 5 1-074-000 
Arbor, Emery, Handpiece...... 5-009-500 


Arbor, Jacobs Drill Chuck. . . .12-010-000 


Airpor Band... 5... at oir bane 
Arbor Band Chuck............ 5-390-050 
Archery Arm Guard.......... 13-354-500 
Archery Bow: 2’... +2: 13-080-530 to 540 
Archery Finger Tab.......... 13-760-000 
PCMeTe Teeter Te 13-760-420 
Archery Target Cover........ 13-760-430 
Arch Fracture Attachment Wire . 5-326-555 
Arch Fracture Wire........... 5-693-150 
Arch Supports: 

Combination........ 12-012-100 to 224 

Metatarsal.......... 12-012-324 to 448 

Plantar..........!..12-012-548 to 560 


Arch Tracer, Gothic, Hight... . .5-619-150 
Arecoline Hydrobromide Hypodermic 

TeOOKS occ 1-075-000, 1-075-200 
Arkansas Oil Stone (Hone). .... 7-819-000 
Arkansas Stone Instrument 


OT Te eh Ral a os Meo 5-362-150 
Fille Cees Benn oS levies 3-661-200 
Arm Badge, Green Cross...... .7-725-325 
Arm Badge, Red Cross........ 7-725-345 


ALPHA- 
BETICAL 
INDEX 


A (Cont'd) Stock No. 
Arm Band, Sphygmomanometer . 3-713-360 
Arm Bath, Paraffin............7-102-850 
Arm Bath, Whirlpool . 7-103-005, 7-103-015 
Arm Bath Thermometer...... . 7-102-855 
Asm Cha 55° 7-036-915, 7-037-000 
Arm Cushion, Crutch..........7-777-340 
Armed Guard First Aid Kit . . . .9-197-225 
Arm Exerclaers 20 o.0.65... 13-280-040 
Arm Guard, Archery......... 13-354-500 
Armored Forces First Aid Kit. .9-197-410 
Armored Forces Surgical Truck . 9-600-410 
Arm Splint, Plaster of Paris... .3-718-800 


JULY 1947 


Arm Splint, Plastic....:....... 3-719-600 
Arm Wet Dressing Bag........ 3-089-100 
Aromatic Ammonia Inhalant 

PAWNS oes eae 1-060-875 
Aromatic Fluidextract of Cascara 

Ee Ra Ok Pe Ta 1-128-975 
Aromatic Spirits of 

Ammonia .........': 1-061-075 to 110 
PION ctr ied entou ecsaelt 2 13-000-570 
Ager Mah ot eer 13-000-580 
PEUONY PU i. an Sec, ach 13-000-585 
Arruga Capsule Forceps....... 3-322-200 
Arruga Eye Retractor......... 3-607-700 
Arsenic Acid, Anhydride. ..... . .1-076-000 
Arsenic Pentoxide............. 1-076-000 
Agmenie TOne 6 5 ib tcnclce 1-078-080 
Arsenic Trioxide Tablets....... 1-078-110 
PYRMOUN ROU, os onc eke 1-078-080 
Arterial Suture, Silk, Needle 

PROG 00 os is 3-775-300, 3-775-340 
Arterial Tube, Drainage, 

PRONOMOT Yc os oa 5 05 cece 3-856-600 
Arterial Tube, Mortuary....... 3-844-100 
Ba sss at ce atenaeans 11-018-050 


Articulating Paper. . .5-423-125, 5-423-150 
Articulators: 


Anatomical, Hanau.......... 5-010-050 
Crown and Bridge, Hanau. . .5-011-000 
SERIE APR es Ne 5-013-000 
EE Ae a gies 5-013-150 
Artificial Stone...... 5-577-000, 5-577-015 
Artists Brush.......... 11-006-850 to 970 
fo ale i Scar pay tees cr 1-082-000 
PSE CIOER oii os cise en ce 4-182-500 
Agpestes Mat nu.32 Gara 4-314-420 
Pabestoe Pads o's 53 ca taeanae 5-118-050 
Asbestos Strip. i856 hos ees 5-116-550 
Asch Septum Compression 
POCO, 5 vce ce eve rare 3-365-800 
Aartten 3 rOCee 525 eee 3-838-500 
Ascorbic Acid Tablets. ........ 1-083-505 
yt RE 3k” rag IS Bp es eb PS 7-937-950 
Aspidium Oleoresin............ 1-084-000 


Aspirating-Donor Set, Blood... .3-103-000 
Aspirating Donor Set, Blood, 

DOREY axa iu avis eenee wets 3-103-120 
Aspirating Needle. . .3-486-900, 3-487-100 
Aspirating Needle, 


Pneumothorax............ 3-487-350 
Aspirating Syringe (Aspirating 
atid: Trrigating) «6.5.3 60 axe <% 3-796-820 
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Name A (Cont'd) Stock No. 
Aspirating Tubes: 
Bronchial, Clerf............-.3-845-700 
Bronchial, 
DACIEON «5 5x. ns 3-846-850 to 3-847-500 


Bronchial, Tucker. 3-846-300, 3-846-400, 
3-848-600, 3-848-700 
Bronchial and Esophageal, 


JACKSON... cal wisies 3-845-100, 3-845-200 
Cystoscopic, Furniss........ .3-850-200 
Laryngeal, Jackson.......... 3-851-100 

Aspirating Tube Specimen 

Collecting 4Up 5-4. 0st 3-845-740 
Aanirator, Mobile. .°. . canis - .5-013-510 
Aspirator, Resuscitator and 

[PTS CSc! Gane ee regan 3-599-700 
MaatOr BOLMCs «wore + ¥ 9s 4-045-000 
Aspirator Set, Potain.......... 3-041-500 
Asmirator LODING.... occ a> ion. 5-421-945 
ARO hn ce meats gies 1-009-000 
Aspirin Tablets... .. 1-009-985, 1-010-000 
Assembling Machine, Optical. ..14-008-000 
Astigmatic Vision Test Card, 

Geen! cece cc eee 3-885-680 
Astigmatic Vision Test Card 

MWOMAS: 21.7.3 04% A at SN 3-884-800 
Astringent, Pyorrhea.......... 1-235-185 
Atabrine Dihydrochloride 

PEMNNAIS954\".'57=h5 "=! ieiiasene 1-386-570 
Atabrine Dihydrochloride 

Tablets. ..:.....1-386-585, 1-386-600 


Athletic Equipment Repair Kit 13-665-000 
Monger Set)... 0u0 se ee 3-070-600 


Atomizer, Hand.. 2 S22 3-070-100 
Atomizer, Hard Riliber . .3-070-900 
Atomizer, Plastic. . .....3-070-400 
Atomizer Bottle...............3-070-640 
Atomizer Rubber Bulb........ .3-070-140 
Atomizer Tips, Spray Bottle... .5-421-935 
Atropine and Morphine Sulfate 
Hypodermic Tablets....... 1-295-525 
PePOPIMe SONATE 2.0 nee es oo ais 1-085-000 


Atropine Sulfate Hypodermic 


Tablets. . .1-086-000, 1- 087-000 
Atropine Sulfate Ophthalmic 

MERION: 6-00 Noe: vis oy snce ee 3 1-087-500 
PICOIIOLEL oi. og susp isso o.2 8A 3-074-100 
Audiometer Chart Stamp...... 3-074-140 
PSR Sethe sien sg g's os 12-033-050 to 210 
Autoclave (See Sterilizers) 
Automatic Burette............ 4-101-000 
Autopsy Gloves, Rubber....... 3-397-400 
PUEDEN, SICAIG 6)... 54,4 6 «ov ssc is 4-391-100 
Autopsy Table...... sae Re ees 7-088-500 


Auvard Vaginal Speculum. ... . .3-707-900 
Avertin with Amylene Hydrate. 1-488-725 


Aviator First Aid Kit......... .9-197-675 
PALE pias vecia vel is ease aes: 6 12-020-050-to 350 
PERC GF cis 65 At ek hs ws oe s 12-340-150 
Axillary Drainage Tube, 

MUGTEUNT ck is Oot eS os oe 3-856-900 
Ayer Stopcock, 3-Way......... 3-744-800 
Azocarmime Biiit ied. ca basis a 1-087-900 
Wzocarmine: Ges jis\csis\s estan 1-087-905 
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Name A (Cont'd) Stock No. 
Azochloramid in Triacetin 
Solution',...uisen oncom 1-137-325 
Azure A (Azure 1)............ 1-088-120 
B 
Babcock Bottle Balance....... 4-017-100 
Babcock Centrifuge Trunnion 
CMDS akbar aiden per ere 4-130-015 


Babcock Centrifuge Tube..... 4-132-120, 
4-142-000 to 4-144-175 
Babcock Cream Test Bottle. .. .4-046-600 
Babcock Intestinal 
POrcepsis sc. bse +4. 3-352-800, 3-352-900 
Babcock Milk Test Bottle......4-048-800 
Babcock Spinal Puncture Needle 3-505-700 
Babcock Tests Acid Bottle..... 4-044-800 


Backboard, Basketball....... .13-010-000 
Backhaus Towel 
CARGO acs nates i 3-204-590, 3-204-600 
Teeter. as 2 3 Hse ape ote 5-605-150 
Backings and Facings, Porcelain, 
Assorted....... 5-604-150, 5-604-175 
Backs Rest soccer's «o's 7-001-000, 7-001-020 
Back.Rest Gover. <3. c 4.35 tsk: 7-001-022 
Backs Sawerncat kitts: sous 12-701-150 
Bacterial Antigen............. 1-597-180 
Bacterial Antisera...... . 1-597-380 to 480 
Bacterial Culture. .....2...... 1-601-850 
Badge, Green Cross........... 7-725-325 
Badge, Red Croas;.....,.¢:.. 247. 7-725-345 
Badminton Nettie se a. ches 13-535-000 
Badminton Post. 2.3¢. 00 200: 13-601-500 
Badminton Racket........... 13-660-550 
Bags: . 
Anesthesia 
Apparatus...... 3-010-500, 3-010-600 
DamaAG Ss a.0o ia Aen ace eee 9-277-875 
Pieper set FY hee agate 13-010-020 
Buckshet.. 3.0... 3-084-100 to 400 
CAGES i oS oy Soon hos oe + 9-278-125 
Compression, 
Sphygmomanometer....... 3-713-220 
Bas salstgers jucbreperes et 3-085-400 
Hot Water....... 7-705-000, 7-705-975 
Hot Water and Syringe... . . .7-706-000 
Hot Water or Ice........... 7-706-425 
Bespegh 60 ins 7-707-000, 7-707-025 
ES 2 | eee eer on eae 7-707-500 
daisecte NGtmiiidsc cs cee Sins 4-356-105 
Obstetrical, hr .cncieoee ce 3-087-200 
Patients Clothings:. <2). 2afa.s,. 7-152-500 
Patients Eiects:.. scan. casas 7-150-915 
PA YSICINS ry he bis ace agen 3-088-200 
Pein Cine wc.) 5.84. iss cae ok 13-010-030 
Rebreathing, Inhalator...... 3-088-500 
ee a aie 6-003-000, 6-004-000 
Soiledinehiccck 2 scaemaniuss 7-151-000 
Soiled Linen Conveyor...... .7-760-350 
Sitienagis «kk sa aeons 13-010-030 
Wardrobe: 3: sancGccnpienncces 7-152-500 


Waste Receptacle, Paper..... 5-513-250 
Wet Dressing, Arm......... .3-089-100 
Wet Dressing, Leg.......... 3-089-200 
Bailey Wire Saw Conductor. . . .3-632-300 


PRELIMINARY EDITION 


Name B (Cont'd) 


Baker Blectrit¢ thet squete see 7-102-000 
Baker Incandescent Lamp..... 7-981-250 
Bakes Common Bile Duct 


Stock No. 


PUACOL.. cats bos eee 3-252-800 
Baking Soda........... 1-415-000, 1-416-000 
Baking Soda Tablets.......... 1-417-020 
Balance Pans, Analytical 

Ralence i's ks soo8 > jake 4-018-700 
Balance Rest, Analytical 

Balawces <5 is cece, are 4-018-725 
Balances: 

Analytical s, jit) 2. 4-013-000, 4-014-010 
Babcock Bottlewiss 2095 aa 4-017-100 
Dental Laboratory::: «0.05% 5-014-000 
Egg Weighing.............. 8-107-500 
Harvard Trip..... 4-017-195, 4-017-275 
Prescription 23: 7 iva ee. 4-018-400 
Specific Gravity, Westphal. . .4-018-600 
Balance Weights: 
Analytical Balance.......... 4-018-800 
Harvard Trip 
Balance .....-.> 4-018-820, 4-018-830 
Prescription Balance........ 4-018-850 
Deore MOSS ES 5-015-000 
Bal Eye’ Solution. .....1.%.s06..006 1-088-490 
Balfour Abdominal Retractor. . .3-604-900 
Bal-in Od.Ampuls:csc.55\- ee 1-088-500 
Balkan Rramesn) . 22.2 ii oes 3-390-100 


Balkan Frame Parts: 


Bag, Buckshot....... .3-084-100 to 400 


Becht... ogo ces cee 3-126-640 
Claman guise se4 3-198-800, 3-198-820 
Hammock, Canvas 3-407-100, 3-407-200 
Pale Nets cg cn es wh aha ake 3-564-800 
Pulley.c7cciiae chee ke 3-582-000 
Rope, Cotton, Braided....... 3-624-100 
Ballenger Nasal Septum Knife. .3-445-400 
Ballenger Septal Chisel. ....... 3-195-200 
Balling Gun, Morgan.......... 8-073-000 
Balloon, Duodenal Tube, 
Miller-Abbott - ss. judas en's 3-859-410 
Balls: 
Basketball... ... 13-010-050, 13-010-055 
Pg | Pane eae Cpe ere oe 13-010-060 
PGiste BU es. 5A sas caidas 13-010-070 
Poole. 4 fone oekiawsls ee 13-010-075 
Handball... ¢.5 int oa 13-010-080 
Medicine Ball. . .13-010-090, 13-010-095 
PINS AE puny oh koe sl SS 13-010-135 
Soocer Gals ss sms anes 13-010-110 
SECURE. nace cme tears 13-010-120 to 125 
Ae LAES cc) pangs 6 oe 13-010-135 
TEN GIS. ooo. ha Gaia ee eee 13-010-140 
WOMEVORI. vai ck ccoaeee noes 13-010-150 
Bal Ointment....... 1-088-535, 1-088-545 
Balsam Botuecs .cissae sk ike 4-046-000 
Balsam Canada Turpentine. . . .1-122-100 
Balsam-ot-Pert. 3 0s 1% shoe 1-334-700 
Balsam-ot- Lol: sss sccwn eee 1-488-000 
Bandage: 
Canton Flannel . 2- 001 -000 to 2-002-001 
Cotton: Elastic...) ... 4. 2-002-185 to 500 
De Ro ec. ss nae marlon ae 8-002-200 
OG. 


PRELIMINARY EDITION 
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Name B (Cont'd) Stock No. 
Bandage: (Cont’d) 
Elastic, Adhesive. . 2-002-800, 2-002-805 
PT) VRS TRS ae ee 2-003-000 


Gauze, Compress. . 2-003-050, 2-003-060 
Gauze, Compress, 

Camouflaged. . . .2-003-075, 2-003-080 
Gauze, Compressed, 


Camouflaged....... 2-003-175 to 190 
Gauze, Roller..... 2-003-985, 2-004-000 
to 2-006-000 


Gauze, Roller, 
Camouflaged. . . .2-006-204, 2-006-206 


LSC) a eee 2-008-000, 2-009-000 
Muslin, Triangular, 
Srenee 5 6 ies. ess 2-011-750 


Muslin, Triangular, 

Compressed, Camouflaged. .2-011-755 
Plaster of Paris. . .2-012-175, 2-012-180 
Self-Adherent..... 2-012-300, 2-012-305 


Stockinet....... 2-039-000 to 2-041-000 
Ee er Let erate on schon 2-003-000 
Bandage Scissors... .... -< sca 0s 3-638-400 
Bandage Scissors, 
| fe 3-638-800, 3-638-840 
pS 2-017-550 to 585 
Bands 
ene eee 5-015-150 
OO ne Cara 5-015-250 to 287 
Ligature......... .5-015-323, 5-015-325 
a ee 5-520-150 to 5-523-000 
5-523-350 to 600, 5-523-950 
Metacarpal, Stader.......... 3-112-620 
MMR bial. 6Soaig 5.8 + 08 11-272-650 
LOT G MSS al 316 G Cea ae gra 11-272-660 
Bane Rongeur Mastoid Forceps 3-315-050 
ee 3-190-600 
(OA. AO 13-010-200, 13-010-205 
OS Cee Ce ae ae eee 1-092-325 
Barpital Sodium... ......i...5 1-092-350 


Bard-Parker Knife Blade 3-447-100 to 340 
Bard-Parker Knife Handle 3-447-800 to 920 


Darin Chloride... 2:25'.3)0:55- 1-093-000 
65a 0118 35799 1G (eae 1-093-400 
BraeitiseLVGRAtG. . 20.5 «+ acs. 1-094-000 
Barium Hydroxide............ 1-094-000 
Darian Mixer... oe oe. 6-109-800 
Barium Peroxide (Barium 
133010) RU ge ara ase Eines 1-093-400 
Barium Sulfate..... 1-096-000, 1-096-004, 
1-097-000 
Barnhill Adenoid 
Curette. ses 3-217-500, 3-217-600 
aback Dagistcic bees es. 0: 9-277-875 


Barry Root Elevator. 3-243-550, 3-244-050 


Bars: 
Bone Pin, Stader 3-112-920 to 3-113-130 
PT EIGIZONIEAL (4) cicte goa ce wae ies 13-010-190 
Lingual, Gold Alloy 5-801-250, 5-801-450 
Lingual, Gold Alloy Stock. . . .5-801-650 


I AR ES es = eae SE 7-152-810 

Pataven bata os laarar Roe! 13-010-230 

eA as a ean a 13-010-240 

Steel................12-028-000 to 130 

WWECCRIHG co. 6 coc pes 11-204-450 
OG-l 


Name B (Cont'd) Stock No. 
Barthel Alcohol Burner........ 4-102-820 
Basal Metabolism Apparatus. . .3-095-100 
Basal Metabolism Charts 3-095-120 to 290 


Base, Ointment..... 1-229-675, 1-316-420 
Base, Softball................13-020-260 
Maceninte Foe 23k ak ae eaeaias 5-016-000 
Baseplate, Lower Form........ 5-016-050 
Baseplate, Upper Form........ 5-016-150 


Baseplate Wax... . . .5-670-150, 5-671-000 
Base Section, X-ray Film 
Filing Cabinet . .6-006-000, 6-006-010 
Basic Bismuth Carbonate (Bismuth 
Subcarbonate)..ccGince oes 1-104-000 
Basic Bismuth Carbonate Tablets 1-104-075 
Basic Bismuth Salicylate 


Bpeetiont see ey eee 1-106-300 
asic Pate hiaiay erin eee Ex 1-097-150 
Basins: 

1 eae AA aL 7-709-220, 7-709-225 
SIOMMEIGH 8 ets 4-029-150, 7-710-105, 
7-710-225 

SOMBER flee, c 1. ers 5 7-720-326, 7-720-327 
RSE CRERELINSEY cis crac ncl coeds ater coer 4-029-250 
Wasi hee. tots 7-710-945, 7-711-000 
Basist: Seanieiais . ouudiuss xie.s 7-081-000 to 030 
Basket, Dish Sterilization. ..... 7-201-510 


Basket, Silverware Sterilization . 7-201-600 
Basket, Stone, Ureteral, Johnson 3-330-200 


Basket best babe oo. ios osc tie a: 4-030-000 
Basketball. ....... 13-010-050, 13-010-055 
Basketball Backboard........ 13-010-000 
Basketball Bladder........... 13-080-000 
Basketnall Goat. oes. Fo. iccaess 13-350-000 
Basketball Goal Net..........13-535-004 
Basketball Guide.............13-355-000 


Basket Frame, Laundry Basket .7-715-405 
Basket Liner, Laundry Basket. .7-715-415 
Basket Punch Forceps, Laryngeal, 


NMAMEOIIUS coe ress x's x bik keen 3-357-400 
Bassinet. 3...% 3. a 7-002-000, 7-002-010 
Bassinet Mattress............. 7-002-040 
Bassinet Mattress, Infant 

bnetibator.: .....)..2 sates 7-821-815 
Bassinet Mattress, Infant 

WR GSUSCIEALOL : o0cis ciudad «ai 3-599-820 
Basswood, Splint... .3-721-200, 3-721-310 
Bate mortball 3575.2 cin ad cca ats 13-020-280 


Bath Heating Element, Serological 
Water Bath. . . .4-030-425, 4-030-465, 


4-030-490 
Bathrobes: 
GOGO Vrs eck. Sth cere 7-153-060 to 075 
Corduroy, 


Orthopedic... .. 7-153-100, 7-153-110 
Striped Seersucker. 7-153-160, 7-153-165 


Bat nroons SCHlGls. sy oie Me tederiers 7-888-650 
Bathroom Stool fh 5. ee 7-086-000 
Baths: 
Avia Patatin 2 sinicin, ysis 7-102-850 
BOB HGS ces ics hades 3-096-500 
Water, Inflammable Liquids. .4-030-300 
Water, Inoculating.......... 4-030-340 


Water, Pharmaceutical...... 4-030-380 


3 BETICAL 
JULY 1947 INDEX 
Name B (Cont'd) Stock No. 


Baths: (Cont’d) 
Water, Serological 4-030-420, 4-030-450, 
4-030-460, 4-030-475, 
4-030-485, 4-030-545 
Whirlpool, Arm. . .7-103-005, 7-103-015 
Whirlpool, Leg... .7-104-005, 7-104-015 


Bath Thermometer:.. ..2...... 7-931-000 
Bath Thermometer, Paraffin 

ArmiBachtss sss git nace 7-102-855 
Bath Fowel 2 o:s hhc ob eae 7-177-000 
Bath ‘Towel’ Set. ach se) sae 9-597-800 


Battalion Aid Station Medical 
Equipment. . .. .9-080-800, 9-080-900 
Batteries: 
Dry Cell, Cardiograph. 3-145-615 to 700 
Dry Cell, Operating Lamp. . .7-066-335 


Battery: Box... 5. 3-097-800, 3-097-900 
Battery Jar.c. .i:058 4-301-230, 4-301-240 
Battle Dressing......... 2-017-425 to 435 


Battle Dressing First Aid Kit. ..9-197-820 
Battle Dressing First Aid Kit 

COORD: pase cues GN Eee 9-118-225 
Battle Dressing Kit. .9-198-125, 9-199-650 
Baum Sphygmomanometer Mercury 


TOR. Se duaee ny estes 3-713-400 
Baxter Blood Aspirating-Donor 
Seta se isiciop Anon wR 3-103-120 


Beach Battalion Medical 
Maintenance Resupply Set.9-276-225 
Beach Party Medical Maintenance 
Supply Outfit (Sets 1-6)... .9-300-350 
Beach Party Medical Maintenance 
Supply Sets. . .9-301-675 to 9-304-875 


Bead Forceps, Tucker......... 3-317-200 
Béads) Glass sa os...:5: oss 4-031-000 
Beads, Infant 

Identification...... .7-821-553 to 558 
Bead Type Infant Identification 

SeGls) cites ei nconea pe ee 7-821-550 
Beaker, Griffin Low 

i Wvelg': Naver Apa 4-031-500 to 4-036-000 
Beaker, Tissue Processor....... 4-382-205 
Beaker Prshts sc. case coat os 4-091-000 


Beaker Cover, Tissue Processor .4-382-210 
Beckman Goiter (Thyroid) 


IRGtractOr.\o ee nea 3-611-600 
Beckman pH Meter........... 4-314-750 
Beckman pH Meter 

Electrodes. ..... 4-314-760, 4-314-770 
Beckman Quartz Spectrophoto- 

MNCLED ae oka eee bree 4-398-100 

' Bed Card' Holder? yi axevaet 7-818-475 
Bed Casters....... . .7-006-505, 7-006-510 
Bed Caster Tires... .7-007-518, 7-007-520 
Bed Cradle: 23 vrisidanteaks 7-053-075 
Bedding and Blanket Kit, Tent .9-108-975 
Bed. Frame; Gatchha: os aus 7-007-012 
Hed Panis ieee 7-060-500 to 575 
Bédpatl.(:.i. Skee a 7-717-025, 7-717-030 
Bedpan and Urinal Set........ 9-090-100 
Bédpan- Brush.) Guceiln ees.c 7-725-800 
Bedpan Lining Paper.......... 7-717-055 
Bedpan Rack (Bedpan and 

Wrwaly.:. “eshares ioeat 7-071-975 
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INDEX JULY 1947 PRELIMINARY EDITION 
Name B (Cont'd) Stock No. Name B (Cont’d) Stock No. Name B (Cont'd) Stock No. 
Bedpan Sterilizer Benzol Indicator Filament Set. .4-295-011 Black Cutting Instruments: (Cont'd) 
and Washer..... 7-085-255, 7-085-257 Benzyl Benzoate, Saponated. . . . 1-100-100 Chisel ine ee ae 5-364-025 to 125 
PRON ONG a edie allege ay at 7-007-355 Berbecker Wire Cutter........ .3-235-400 LSC hy rica, Site giles i ees 5-364-350 
Beds: Berens Eye Implantation Discaids Psa Hts, oe eg 5-364-250 
OC nat os 6 ion ae ae on CORE 7-004-600 Rice rr i. 3-709-600 to 680 Enamel Hatchet...... 5-363-305 to 450 
Pramas See iss + +agte ee 7-004-705 Berger Binocular Loupe....... .3-465-910 Gingival Margin 
1p P0') 6) 1) aaa ad anne 7-006-000 to 175 Bermant Plies... Soe 5-435-150 Trinimen.6 S.. jks 5-363-705 to 850 
Oisetetrical. \cihscij)es- ister Ses 7-008-000 Berne Nasal Rasp............. 3-591-200 Hate Geis 5 sae 5-363-005 to 105 
OES CES a a eg 7-007-510 to 516 Bethune Lobectomy Tourniquet 3-829-900 PGS ig. CRI SIERE Ss 5-363-150 to 250 
Morac. PILCH er oe 5 ssh ialhieey ale 7-880-005 Bethune Rib Cutting Shears. . . .3-669-200 Side Cutting...... 5-364-150, 5-364-225 
Bedside Pitcher Filler......... 7-880-010 Betula Oil (Methyl SPOGIES 15 bi eae eek 5-363-505 to 650 
Bedside Screen. ... . .7-077-975, 7-077-990 Salicylate)...... 1-290-000, 1-290-005 Black Finishing Knife......... 5-371-050 
Bedside Table.......... 7-089-025 to 092 Beveler, Edge, Leather....... 11-404-950 Black Foil Points. .5-397-150 to 5-398-050 
Bedside Table Top. . i. 20. sj... 7-089-027 Bicarbonate of Soda . 1-415-000, 1-416-000 Black Gold Foil Holding 
Beebe Binocular Loupe........ 3-465-900 Bicarbonate of Soda and Instrunient,.... 5 \:..)5...0neee 5-364-750 
Deel sesiccated ... bau ch'g 2s 68% 1-097-990 Peppermint Tablets....... 1-418-000 Black Periodontal Knife . 5-372-350 to 550 
Beal gemraciet sta s 6 ray 1-098-000 Bicarbonate of Soda Tablets... .1-417-020 Blacksmiths Anvil. 12-008-000, 12-008-050 
Beeswax, Bleached............ 1-493-004 Bicycle Trainer.............. 13-780-050 BlacksmithsTongs..... 12-793-550 to 590 
Belfast Cord jos... 0 11-162-450 to 530 Biesterfeld-Rohrig Fat Bladder Retractor, Mason-Judd 3-605-500 
Reet Rea the ood chins sien cane wy 7-718-000 Extraction Tube.......... 4-456-025 | Bladders: 
Bell, Stethoscope, Edward-Ford 3-742-310 | Bile Broth, Brilliant Green. .... 1-107-100 Basketballs 450555456650 13-080-000 
Belladonna Extract............1-098-165 | Bile Powder.................. 1-102-000 Football csvset vee 13-080-310 
Belladonna Tincture...........1-098-175 | Bilirubin..................... 1-102-720 Soccer Ball ia... Aer 13-080-020 
Bellevue-Wechsler Psychodiag- Billeau Ear Curette........... 3-220-770 Striking Bag...............13-080-030 
nostic Test Set........... 3-822-810 | Billfold Kit............11-405-900 to 915 | Blade Holder, Razor...........8-078-500 
Belts: Bimanual Test Set, Pennsylvania 3-822-100 Blades: 
Air Compressor tenes 5-175-125 to 250 AN RMS selec fas, 6-012-120, 6-012-130 Animal Clipper... 8-044-800 to 8-045-000 
Dental Engine........ 5-421-550 to 567 | Binangle Chisel, Black 5-363-905, 5-363-950 Band Mamet ee cek ee 11-272-660 
Hoge edal Type Dental Binders: Bard-Parker...............- 3-447-340 
Engine......... 5-254-050, 5-254-150 Charge Register............ 7-718-610 Cone BAW. one kee 11-272-860 
ETc cc Aare a 11-404-750 to 810 Commissary Ledger......... 7-718-620 Destin Sag fo ee ee 5-538-250 
Sander, Treadle Drive. ..... 11-272-325 General Ledger..........:.. 7-718-630 Dermatome, Padgett........ 3-249-600 
Belting, Veelos Link Type. . . .14-014-000 Notebook, Manifolding...... 7-718-635 File, Dental Float........... 8-004-900 
Belt Kit, Leather Belt. .11-404-820 to 835 Stock and Equipment Ledger. 7-718-640 Jewelers Saw.............. 11-572-180 
Benadryl Capsules. ........... 1-168-350 BE UAGN U ke oie cass 5:25 si Sue. eiarioe 12-760-750 tie soe ee 11-272-955 
Bench, Prosthetic Laboratory . . 5-017-050 Binocular Loupe, Beebe....... .3-465-900 Operating Haile 26) 00 0" 3-447-340 
Bench, Work, Bookbinders. . . .11-131-250 Binocular Loupe, Berger....... 3-465-910 Rasp, Dental Float......... .8-004-925 
Bench Lamp, Laboratory...... 5-384-050 Biopsy Curette, Uterine, Randall 3-230-100 abe Microtome...........4-337-500 
Hegthuicathe 2.1.60. 08 12-475-150 Biplane Marker and Reorientation wee Pitiatiy ies). 3-594-010 to 040 
Bench Lathe Face Plate...... 12-475-170 Device, Radiographic...... 6-080-520 Riche akc yiPntr 2 3-594-810 
Bench Shear................. 12-735-550 Bisiwark Brown... 72.6. . 50... 1-103-300 Screwdriver, Reversible... . . 14-646-000 
Bench Valve, 3-Way. ......05. 5-023-000 Bismuth and Potassium Tartrate with Skin Grafting Knife, 
TRGB Oe 86 a seus nats A ieee 5-661-500 Butyn in Oil... .1-357-200, 1-357-500 ropa cia eer Sa er re 3-452-312 
Benedict’s Reagent Bismuth Subcarbonate......... 1-104-000 Stancil Moniek ees 11-789-155 
Powder........ 1-098-300, 1-098-305 Bismuth Subcarbonate Tablets . 1-104-075 Blanket and Bedding Kit, Tent 9-108-975 
Bennett Tibia Retractor....... 3-618-200 Bismuth Subsalicylate Injection. 1-106-300 aes pa a ager ‘k ag 9-105-125 
Bentonite.................4. 1-098-400 Bismuth Sulfite Agar.......... 1-106-340 SE age er eee 
j Blanket kit, Field. os). oc <3 sae 9-107-650 
Benzedrine Inhaler............ 1-098-502 Bistoury, Probe Pointed. ...... 3-098-150 Blanket P; : H seduce 8.1013500 
Benzedrine Sulfate Bistoury, Tracheotomic, gu man A emma re oc.) 
Tablete, vee-ss 1-068-590, 1-068-605 Pea a er 3-098-200 | Blankets: 
Bevee ...,. 5... 1-098-600, 1-098-601 | Bistoury, Veterinary. 8-002-600, 8-002-700 Canvas...........see esses 7-157-750 
"Benzene Chloride ig Aipers oss 12-033-050 to 210 Infants, Cotton............ -7-157-810 
(Chlorobenzene).......... 1-137-550 | Bit, Machine.......... 11-204-850 to 890 vine kip oa “okeene ey Teo oe tins 
Pertatee, 6 ca rg geal YS 10900000: |. Bit) Tool. i. 0 25.04. sci) 12-034-000 BAS - Pid toh Oe phe 
Benzidine Dihydrochloridé.....1-099-010 | Bite Blocks, Jackson. . . .3-102-100 to 300 Wool. ........... 7-157-985, 7-158-000 
Benzin, Purified............... 1-099-020 | Bite Rim Former............. Bgeaeg | ere are ier ee 
Benzoic Acid........ 1-099-050, 1-099-052 | Bitewing Adapter Film Holder. .6-032-425 | Blanket Set Case. .. .9-115-075, 9-115-090 
Benzoinated Lard............. Veta 7 BE Gage. oi sess sa Vente: 11-224-550 | Blanks, Lens: 
Benzoin Tincture, Compound... 1-099-082 Bjerrum Screen. .... 3-810-690, 3-810-700 Kryptok. a5 een 14-505-075 to 400 
Wenzel hats cec ss de 1-098-600, 1-098-601 Black, Aniline (Nigrosin)....... 1-301-700 Molded... ..:.. 14-520-000, 14-522-000 
Benzol Green (Malachite Black Amalgam Semicylinder ile wees ae 14-527-000 to 800 
Meteeh). ade ccc a cies 1-266-000 Pluggers.... . .5-436-000 to 5-439-000 Semisphere. . . 14-530-000 to 14-536-000 
ENZOL ANGICAtOL sack ees ok 4-295-000 Black Cutting Instruments: Bleaching Powder (Calcium 
Benzol Indicator Cartridge..... 4-295-006 Binangle Chisel. . .5-363-905, 5-363-950 My pochiarite) os. is. ccna 1-118-100 
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RZ; ; BETICAL B 
PRELIMINARY EDITION JULY 1947 INDEX 
Name B (Cont'd) Stock No. Name B (Cont'd) Stock No. Name B (Cont'd) Stock No. 
Bleeding Trocar, Veterinary. . . .8-133-500 Blood Transfusion Air Filter... .3-305-100 Bone Drill, Twist....... 3-109-220 to 260 
Blending Assembly, Chopping Blood Transfusion Filter Drip Bone Drill, Twist, Stille- 
RIE i cana oe cv vin a 5 « OSE Aonaratusvies incu 93% 3-305-900 Beeiian> oj oe eA 3-106-450 
IGG MEG CE TEED: « Soevie a5 o0:0 <<% 14-587-000 Blood Transfusion Filter Drip Bone Drill, Wire, 
Block Printing Ink... . .11-108-520 to 570 Apparatus Components: Kirschner.......... 3-109-280 to 380 
Block Printing Press.......... 11-115-850 Filter Housing, Glass........ 3-305-920 Bone Drill Brace, Hand, Stader.3-112-660 
Block Printing Reducer....... 11-117-550 Nipple, Connecting.......... 3-305-940 Bone Drill Brace, Smedberg. . . .3-123-500 
Blocks: morewt Camicy fain ead ansecs s 3-305-960 Bone Drill Brace, Stader.....  .3-112-660 

Bite, Jackson........ .3-102-100 to 300 Stopper, Rubber... 6.6.5 54.63 3-305-980 Bone Drill Chuck, Jacobs... . . .3-123-510 

WOME Vacs sc Sn cc ee 4-042-000 Blood Transfusion Rubber Bone Drill Chuck Key........ .3-123-530 

insect Fixation... .2. 62.6000 4-042-100 Pubes. desites satin ea skinn 4-463-200 Bone Drill Set, Stille-Sherman. .3-106-600 

PVIRIOS 56 Ss nce ans 11-101-550 to 570 Blood Transfysion Team Medical Gita Mile... 3-301-300, 5-285-025 

Soldering, Asbestos.......... 5-017-750 Equipment..... 9-596-200, 9-596-210 Bone File, Seldin.............. 5-285-050 

Soldering, Charcoal......... .5-017-850 Blood Vacuum Bottle. ...3-119-750 to 790 Bone Forceps: 

Syringe and Needle......... .8-089-775 Blood Vessel Clips. . .3-777-380, 3-789-200 Cutting; Liston 3-311-800 
Binet Solicer.. 2... 6560s kc: 6142510 ‘| Blower, Chip. ... . goed. ian 5-018-000 Gai gs: ni eeRe Ones 3-311-300 
Blood Agar Base.............: 1-106-550 Blower, Powder............... 3-104-100 Helding Bacabil titania 3-312-500 
Blood Aspirating-Donor Set. . . .3-103-000 Blowpipe, Acetylene........... 5-022-200 Holding, Bi fis 3: -3-312-700 
Blood Aspirating-Donor Set, Binmipine: Gags 2oviicsinn ent os 5-020-000 Holdi bess Wt bt weet we 3-312-900 

SS SE A AE eae Re 3-103-120 Blowpipe, Mortuary........... 3-104-400 Holdin i fade 3-199-100 to 300 
Blood Bank Set, Indirect Blowpipe Outfit, Acetylene... . .5-022-000 ongeer pe DA rosy 5-313-250 
PIPE. Oss cae se 3-103-400 Blowpipe Outfit Components (Acetylene): | pas) nw 


Blood Bank Set Components: 
Bottle, Vacuum, with 


Anticoagulant ...........: 3-119-765 
MIQUE SCE fs oS. cok orcinn nk 08 3-103-560 
Mecipient Set. ............5.% 3-103-610 

Blood Cell Counter, Marbel. . . .4-188-010 
Blood Collecting Needle....... 3-487-500 


Blood Collecting Tube 4-451-630, 4-451-655 
Blood Corpuscle Counting 

Peak atS Sd ote esos 4-277-000 
Blood Digestion Tube Folin-Wu. 4-454-500 
Blood Donor Set, Indirect 


Blood Transfusion........ 3-103-550 
Blood Filter (Strainer)......... 3-745-550 
Blood Gas Apparatus Components: 

muib, Leveling: ......:....:.-.:.:.. 4-042-500 
UUM g 25a 875 Sits mdi Seal Pel os 4-042-525 
Ring, Open, Leveling Bulb 

ards ical pn sas ius 3 4-042-550 


Stand, Apparatus Support. .. .4-401-300 
Tubing, Pressure, Rubber. . . .4-464-000 
Blood Grouping 


ra 1-598-380, 1-598-410 
ineeiealeet Mc nidonec deta: 4-312-850 
Blood Pipette, Folin........... 4-365-300 
Blood Plasma, Normal, Human, 

(5 7 Ce Sag a ne ee eee ere 1-607-104 
Blood Plasma Centrifuge....... 4-128-906 
Blood Plasma Injection 

Demonstrating Unit....... 1-607-108 
Blood Plasma Set, Field. ...... 9-112-600 


Blood Pressure Stethoscope. . . .3-742-200 
Blood Recipient Set, Indirect 


Blood Transfusion......... 3-103-600 
Blood Sedimentation Tube, 

eee 4-451-700, 4-451-705 
Blood Serum, 

Loeffler’s~..¢... 1-106-598, 1-106-600 
Blood Shipping Container...... 4-186-120 


Blood Stain, Wright’s. . ..1-496-000 to 010 
Blood Sugar Tube, Rothberg- 
Uys vis. 5 whe 4-451-800, 4-451-810 


Blowpipe, Acetylene......... 5-022-200 
Bunsen Burner: soa d esas 5-022-400 
Pressure Regulator, Acetylene 5-022-600 
Tobin: Drassiis< tases dos 5-022-800 
Valve, Bench, 3-Way........ 5-023-000 
Blne Anite: fo .0 seca a tak tek 1-070-300 
Blué* Brilliant Cresyl.. 0 25. 1-106-800 
Blue, Bromothymol........... 1-108-300 
Blue, Methylene.............. 1-290-700 
Blue: Poluidimé. .= =. 2 i«ase.& 1-488-325 


Bluestone (Cupric Sulfate)... .. 1-161-500 
Boards: 


BIBGCOUING haces cv nlsishee wctstee 4-044-250 
DAWG oie 55.8 Ss se a eS 11-006-550 
PIAPAMOOR AD Bo aig) oo ee aR 9-581-010 
PECSOIE sat REE Bs aig w gre ay 11-131-850 
Boat Box, Complete........... 9-214-825 
Boat. Box Empty... aitit eese3 9-120-825 
Bobbin Winder... . 6:52 dedi 11-895-150 


Bohler Bone Pin Chuck Handle 3-107-820 
Bohler Bone Pin Holder, 


Steinmann...... 3-107-840, 3-107-860 
Bohler Bone Reduction Clamp. .3-200-100 
Bohler-Braun Leg Splint....... 3-723-400 
Boiler: Stertlizer = 's:2sios des cs 7-085-285 
Boiling Flask, Extraction 

PAPAL ACM SS 3 cass 5 cci's ates SOR 4-229-800 
Boley Millimeter Gage......... 5-328-050 
Boles Carriage os... css... caries 11-205-550 
Bolt, Tension, Clipper......... 8-032-500 
Peis AEN is ios hs hace Hc ds 3-105-000 
Boltswadieress<. 2). 3... cases 11-288-550 
Bone, Corset’. «3. 63: an 12-040-010 to 065 


Bone Chisels: 
Dental, Stout. . .5-148-700 to 5-150-500 
ambotte sects. 4c 3-191-400, 3-191-420 
Mastoid, Alexander 3-191-800, 3-191-820 
Oral Surgery Mallet 5-399-250, 5-399-350 


Osteotome...... 3-537-100 to 3-538-400 
BOSEMOFECHIT sc. 5,2,ah<, sv: «cetera 3-193-200 
Single Bevel..........3-191-100 to 300 
Bone Curette, Volkmann....... 3-218-750 


Rongeur, Cranial, DeVilbiss... 3-313-900 
Rongeur, Cranial, Horsley... .3-314-200 


Rongeur, Hartmann......... 3-314-600 
Rongeur, Mead. ::.......... 5-313-150 
Rongeur, Stille. . . .3-313-600, 3-314-800 
Rongeur, Stille-Luer......... 3-315-400 
Sequestrum, Van Buren..... .3-316-200 


Bone Forceps Blade, Rongeur, Cranial, 
DeVilbiss... . ...3-313-920, 3-313-940 


Bone Gouges: 


Rsenherake s fags hiss accor 3-403-200 to 400 
Mastoid, Alexander. . .3-403-900 to 940 
Mastoid, Andrews........... 3-404-600 
Mastoid, Schwartz. 3-404-400, 3-404-420 
Nasal, Freer. ..... 3-405-600, 3-405-620 
Oral Surgery Mallet......... 5-399-650 
Bone Holding Clamp, 
LOwmaue yj oes 3-199-100 to 300 


Bone Nail Extractor-Impactor- 

Driver, Smith-Peterson... .3-116-200 
Bone Nail Guide Pin, 

Smith-Peterson........... 3-116-220 
Bone Nails, Hip, 

Smith-Peterson..... 3-116-240 to 280 


MONG EE ots oN no 3's Z pica 5-326-750 
Bonevrin, Stader..,. +s 3-113-150 to 270 
Bone Pin, 


Steinmann... .3-107-880 to 3-108-090 
Bone Pin Bar, 


Statler. 42,0 <i 3-112-920 to 3-113-130 
Bone Pin Chuck Handle....... 3-107-820 
Bone; bin Clamp. 2i.c6 secs hes 5-326-630 


Bone Pin Clamp, 

Roger Anderson. 3-110-700, 3-110-720 
Bone Pin Cutter, Stader....... 3-112-722 
Bone Pin Handle, Stader...... .3-112-820 
Bone Pin Holder, 

Steinmann...... 3-107-840, 3-107-860 
Bone Plates, Sherman. . .3-559-100 to 345 
Bone Plating Clamp, 


LOWMAN... ecient: 3-199-100 to 300 
Bone Rasp, Nasal, Berne...... 3-591-200 
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ALPHA- 
BETICAL 
INDEX JULY 1947 PRELIMINARY EDITION 
Name B (Cont'd) Stock No. Name B (Cont’d) Stock No. Name B (Cont'd) Stock No. 
Bone Rasp, Nasal, Bottles: (Cont’d) Bowl Stand: ee 7-081-000 to 030 
ewig. aks 3-591-600, 3-591-700 Dental Office: 26% 2k 5-024-500 Bowman Canaliculus Knife..... 3-439-600 

BonewRasn; Putt! .. a)scepe00;e,e0.e teas 3-588-500 Drainage, Wangensteen BOWwsttine aces es os accieeee 13-080-560 

Bone Reduction Clamp, Bohler .3-200-100 IAD DATAtUE Mik A cau Meee 3-268-845 BoxCormer cee eet 11-210-550 

Bone Retractor, Tibia, Bennett. 3-618-200 Dropping 255 eee. 4-048-001, 4-048-005, Boxee Bad. 124.20. 4.2 es 13-010-020 

Bone Screw, Sherman. . .3-663-100 to 220, 5-023-550 Boxes: 

3-664-310 to 335 Embalming Solution......... 4-048-200 Battery..........3-097-800, 3-097-900 

Bone Screw, Tibias.... 0.0005 i 3-105-000 Ether Cautery Apparatus... .8-030-295 Culture: Dishis> 33 236 sresou ae 4-286-050 

Bone Screwdriver, Lane........ 3-665-200 Infusion, Kellys: sceaar ss 3-119-350 Insect Specimen ..:icieusee 4-089-820 

Bone Screwdriver, Richter..... 3-665-300 Irrigation, Eye, Ziegler...... 3-119-450 Leaders 24a. sie ae 11-705-750 

Bone Screw Holding Forceps, Irrigation, Wangensteen Micro Slide....... 4-089-950, 4-089-955 

IAN BSH es Eli's 6 tesa peas 3-315-800 Apparatus: 5% . nh 232-268-850 Mitermet ost ieti bike anins 11-205-650 

Bone Sets: Mercury Dispensing, Oise DE 555553 ees 4-089-962 to 980 
PONE MOG erase con: seiclove ler Sigeates 8-005-250 Amalvamatorn.y eas. neue 5-005-055 Paraffin Embedding......... 4-090-000 
Cranial; Hudsons suis oe 3-106-720 Milk Test, Acid.............4-044-800 Peti Dish s5s.... 5 oe Rae 4-286-050 
Extension and Traction, Pin Milk Test; Babcock... «i s24.. 4-048-800 Pipette Sterilizing........... 4-090-200 

Type, Steinmann.......... 3-107-800 Narrow Mouth. .4-049-000 to 4-055-025 POWER 66 icone ee 4-090-300 
Extension and Traction, Wire Narrow Mouth, Screw Spectacle Mailing.......... 14-025-000 
Type, Kirschner...... ...-3-109-100 OB is Aw es 4-056-400, 4-056-500 Tele. . soee 4-090-650, 4-090-750 
Fracture Reduction and NateINg oy es aces 7-720-050, 7-720-107 - Viewing, Dental X-ray... ...6-039-525 
Fixation, Roger Anderson. .3-110-600 Inte...) eats Rete tes 5-024-000 Viewing, Photofluorographic 
Fracture Reduction and PGisgie seid ete st. 4-058-100 to 175 1 ce eigenen y ss) ee 6-039-800 
PIVAviON; OLAGET & is.5.5.6-055s 0s 3-112-600 Peeseriprion..... 30-54 4-060-120 to 270 Viewing, X-ray. .6-039-800 to 6-040-250 
Hip Fracture Fixation, Specif#e Gravity.) 5 6. O5se. 4 4-082-000 Wood cori ce bsaitan 11-205-670 to 690 
Smith-Peterson........... 3-116-100 Specimen; Urine. 2.5. .085 5. 4-082-100 Wi eseas eoe 5-026-550 
Mandible Fracture 5-326-600, 5-326-605 Specimen Vial. . .4-082-200 to 4-083-000 Bie TIABD ss 5S: sd seam 11-228-750 
Operating, Albee............ 3-117-280 Spray, Dental Operating BORG Wak: vvckehanckie Ee 5-67 2-000 
Spergting, (GCE. a... i heidi 3-117-300 MIE ee Le ae 5-421-580, 5-421-585 Box Opener... fF2 kc. eee 8-099-450 
Skull Traction, Crutchfield. . .3-118-300 BOUCUO « 4:.'s vce ear Mae 4-083-000 Box With sss..3.0deeo anne 11-291-010 

Bone Skid, Murphy........... 3-672-100 WACCINeE Nisa. 4-084-000 to 4-087-000 Bozeman Uterine Dressing 

EABHE VOR Gils cov sieve Sees ve 8 3-889-900 We IN. us So neti 4-087-650 Portens.... «sie See ieee 3-334-200 

Book, Prescription Filing...... 4-044-420 Vacuum, Blood....... 3-119-700 to 790 Braasch Bladder Specimen 

Bookbinding Equipment, Hand Vacuum with Forceps: 5 si. 2 Rees 3-328-100 

PPROVANCUG Fs ooo wdc sg eo 11-144-850 Anticoagulant...... 3-119-750 to 765 Brace, Bone Drill, Smedberg. . .3-123-500 

Bookbinding Supplies......... 11-144-860 Cc. gL). 5 a eer aera Te 8-006-000 Brace, Bone Drill, Stader...... 3-112-660 

Bookbinding Tool Kit........ 11-149-850 AV GING as '6i <6 oe sds en RE 4-089-000 Brace, Cranial Drill, Cushing. . .3-124-100 

Book, Prescription Filing....... 4-044-420 Wide Mouth......... 4-089-055 to 135, Brace; Jaw cie beeen a 5-326-550 

Books, Professional (See Class 10) 4-089-185, 4-089-195 Brace Extension, Cranial 

BSGOK SEE aaiisteeiale rods bus iew sch acest 9-113-825 Wide Mouth, Screw Cap..... 4-089-150 Dralleucsonee. 7. eke eee 3-124-260 

Book Set Chests. 4. va. ben 9-140-150 Bottom PetrieDish ieee cies 6 4-222-000 Bracelet Stethoscope.......... 3-742-200 

Borax (Sodium Borate)........ 1-419-000 Bottom Plate, Clipper......... 8-032-750 Brackets: 

Bordet-Gengou Agar Base..... .1-106-620 Bougies: Litter Suppor iy ists seer 9-143-440 

BSPGES, NOOE MS ares a shes Ga sy ees 4-187-500 Esophageal, Jackson.. .3-120-700 to 790 Piig- Pong. ch sete a eee Fe 13-090-000 

PSI ed ee eas a ackle els 1-106-640 PUUMBCACINTN Vs Medians we RIALS 3-120-890 SUGIAGE Se oy. cine sy cine 6-004-850 

Boric Acid Ointment... .1-106-644 to 647 Filiform, Gouley...... 3-303-900 to 980 Table: Pennise $24. <5) .oe ase 13-090-000 

Boric Acid Ophthalmic Filiform, LeFort...... 3-302-800 to 920 Truck, Litter Securing....... 7-840-450 

ONMEMIEN Ce Ree ck OR 1-106-652 Tracheal, Bracket: Pable Goverice:k «4 ie 5-183-000 

Bosworth Nasal Speculum..... 3-698-100 JACKSON. Aes 3-121-990 to 3-122-030 Bracket’ able Topas sc anes 5-421-928 

Bottcher Tonsil Scissors....... 3-657-050 RUNES sat: Cintece verse 3-122-400 to 460 Brad, Wire, Bright..... 11-206-550 to 690 

Bottle Balance, Babcock Bottle.4-017-100 Urethral, Philips...... 3-122-700 to 720 Bradford Fracture Frame...... 3-390-200 

Bottle Brush, Milk Testing Bow, Archery: ...:0s...40: 13-080-530 to 540 Brady Diagnostic Spotlight..... 3-456-900 

BOUCE MPR casas 4-094-500 BOWsNACE Rw. cis, dieins Gees 5-010-060 Brain Canula, Exploring, 
Bottle Cap, Urine Specimen Bow Traction, Braviers\ ci. ace 3 weetnae 3-138-800 
BOGUT nets eis Site oie ecsin 4-082-105 INTEC DICE st cxsoues gesberets 3-109-120 to 160 Brain Canula, Ventricular...... 3-138-910 

Bottle Nipple, Nursing........ 7-720-065 Bowles Stethoscope Brain Canula, Ventricular, 

Bottles: Dia DNTAg, 55 553.55 5 ee ee 3-742-340 ket |. Saaimete Dortrrg eo ape 3-138-840 
Acid, with Pipettes. eeu. 4-044-800 Bowls: Brain Decompression Retractor .3-607-400 
Alloy Dispensing, Plaster, Mechanical Mixer. . .5-419-550 Brain Heart Infusion.......... 1-106-700 

Pamalgamator...3) 0S 5-005-050 PiABtiC Stet siske 5-024-750, 5-025-050 Brain Injury Instrument Set. . .9-581-200 
INSDIFALON Ge au tee aii anette k 4-045-000 Solusion ise. ses 4-029-150, 7-710-105, Brain Knife, Postmortem, 
PNEOMUZER weit crore eats 3-070-640 7-710-225 With. 4. cetiniews wes we 3-436-400 
IOISATAY A .cts.v ce wee eek 4-046-000 DOU Press ea diceis smartest 7-216-000 Brain Retractors: 
Garboy, (Cork Finish s:..-.-..4% 4-046-400 DPONSer sn amieriineic 7-720-326, 7-720-327 Cushing] secre. awh he Se 3-605-900 
Cream Test, Babcock........ 4-046-600 Wie Shiteancat iets 7-710-945, 7-711-000 Décompressioni iso. ES 3-607-400 
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Name B (Cont'd) Steck No. Name B (Cont'd) Stock No. Name B (Cont'd) Stock No. 
Brain Retractors: (Cont'd) Bronchoscope Incandescent Buckle..... 11-407-350, 12-055-150 to 230 
EMINOE COEDS Cr sae ck ea eas 3-606-100 ROW er C Ste tease Fe 7-972-550 Buckle, Splint Webbing. .3-126-500 to 540 

ee ee ee 3-606-600 Bronchoscopes, Jackson. .3-125-300 to 520 Buckle Lock Key, Anklet and 

Brain Retractors Incandescent Bronchoscopic Case........... 3-152-200 Wristlet Straps........... 7-884-025 
SE eee eee 7-970-570 Bronchoscopic Forceps: Buck Mastoid Curette. . .3-225-400 to 750 
Brain Spatula, Cushing........ 3-684-400 Bead Tucker: Si sacui. oer 3-317-200 Buekshoticcf22 cs ke a wi 3-126-640 
Brain Suction Tube, Adson.... .3-866-700 Forward Grasping, Jackson. . .3-317-400 Buckshot Bag. .....3... 3-084-100 to 400 


Brain Suction Tube, Frazier... .3-866-800 
Brain Suture Clip. . .3-777-380, 3-789-200 


MERE Ce oc ted voice oe ch 1-106-712 
Brassard, Green Cross......... 7-725-325 
Brassard, Red Cross........... 7-725-345 
Brass Sheet....... 11-572-375, 11-572-385 
Braun-Bohler Leg Splint....... 3-723-400 
Brayer, Ink Spreading........ 11-706-150 
Brasopr Powder... 00.0500. 05 12-629-150 
Pe WROS o se a Se SSS 12-685-150 
Bread and Butter Plate........ 7-356-000 
TIMI fee. ee 11-214-580 
ae Ae ee 7-883-800 


Breathing Tube. . .3-002-900 to 3-003-910 
Breed and Brew Micro Guide 


MON Sees eae omc orkk 4-122-160 
Breed and Brew Pipette....... 4-365-325 
Breeders Thermometer........ 8-126-000 


Bresgen Frontal Sinus Canula. .3-139-510 
Brewer Anaerobic Culture 

NEN 9 o's 5 W's asia’ alale 4-298-500 
Brewer Empyema Drain. 3-265-800 to 880 
Bridge and Crown Articulator, 


SU oes oe wading 5 .- »-9-011-000 
Bridge and Crown Flask, 
oe ge 5-503-060 


Bridge and Crown 
Investment..... 5-368-050, 5-368-550 
Bridge Flask, Casting Machine .5-116-950 


Brilliant Cresyl Blue.......... 1-106-800 
briliant Green. oo... oa 1-106-900 
Brilliant Green Bile Broth..... 1-107-100 
Brine Testing Hydrometer. .... 4-286-600 
Brinkerhoff Rectal Speculum. . .3-702-300 
Broach, Root Canal..... 5-027-750 to 950 
PrOdCTIOIGeL. 2. 5... fe uss cies 5-358-050 
Brombach Campimeter Charts. .3-550-660 
Brombach Perimeter.......... 3-550-650 
Brombach Perimeter 

MER. cs oie <> 3-550-670, 3-550-680 
eS Pr ar eer 1-108-000 
Bromocresol Green............ 1-108-240 
Bromocresol Purple........... 1-108-255 
Bromothymol Blue............ 1-108-300 
Bromaublalein 2 .5.500000 600. 1-464 450 
Bromthymol Blue Color . 

MEAHOALC Sosy sl. eee ds ce 4-298-120 


Bromthymol Blue Indicator Kit.4-298-100 
Bromthymol Blue Indicator 


MOMICIOIES 2 S05 oe ee dane 4-298-130 
Bronchial Aspirating Tubes: 

WIE sera et his ena ea 3-845-700 

FARGO i eas 3-845-100, 3-845-200, 

3-846-850 to 3-847-500 

MPaGker sea. seo eo: 3-846-300, 3-846-400, 


3-848-600, 3-848-700 
Bronchoscope Cleaning Wire. . .3-893-700 


OG.I 


Globular Objects, Jackson. . . .3-317-600 


Mest, jJackton: .....53-555 2 3-317-900 
Right Angle Rotation, 

waukuiets he. 8 O.24 3-318-400 to 760 
Side Curved, 

Jackson Gi 605%: 3-318-900, 3-319-100 
Tack and Pin, Tucker ic..3/:: 3-319-500 
Tissue Specimen, 

Jackson. c)02 2° 3-319-800, 3-319-900 


Bronchoscopic Rule, Jackson . . .3-625-300 
Broths: 


Brilliant Green Bile......... 1-107-100 
Factase sec Sea eee 1-248-200 
Mais Estract 3.4... 50 68s fee 1-266-250 
MUUERIONEs 'cs03-0.0 ea cies Hoe 1-302-900 
Penal REG ooo. eo cck oe 1-341-210 
Tetrathionate Base.......... 1-472-210 
Tryptose Phosphate......... 1-489-325 
Brown, Bismark =... i238 1-103-300 
Brown-Buerger Catheterizing 
OG. 565 cha a os 3-238-800 
Brown-Buerger Cystoscope..... 3-237-800 
Brown Ear Specula............ 3-691-590 


Brown Mixture Tablets 
(Opium and Glycyrrhiza) . .1-223-000 
Brushes: 


WS os ao secret 11-006-850 to 970 
PeAREr ie isthe ae on kee 4-091-000 
Beall: fortes ee ke es ss 7-725-800 
Dilteeter Scere cs eros e 4-092-000 
Camel Hair...... 4-093-000, 5-030-000, 
6-005-000 

Carbon, Dental 
| ai ee re 5-421-605 to 620 
DeHGe ieee occ ete 5-029-050 
Werimavonies c%.< «te ee 3-249-700 
Pines cs rei. cee ae 4-094-000 
Piewmite Wire... . 2. ccc dns 5-03 1-000 
Hand; Surgeons: <2 625 2.5 3 7-725-925 
Bets Siete se cis 3s SRR 12-052-150 
WGIVING £8 v4.0 Soo oie Heme 5-030-000 
Mandrel Mounted.......... 5-030-550 
Milk-Testing Bottle......... 4-094-500 
PIRRO OORT BS ic. 11-706-850 
PROUGO ed ocin co + sitintiiealoes 14-045-000 
erate. Sees i 5-031-000, 12-052-200 
Shoe Posing: . 6... o2ss 12-052-250 
Rese abe. S055 S23 4-095-500, 4-095-550 
AERIS So ocialod even Seats 11-206-850 
Brush Wheel. ... .5-677-000 to 5-680-150, 
12-740-180 
Back Par Kutless. ei 3-438-100 
Bucket sis cinatas 7-730-975, 7-731-150, 
7-731-155, 7-731-720 
DCKOC, TRICK. sss Qaeees es rR) oo hb) 
hott 71 3 oy | pce pri pel Ag 7-730-985 
Buckeye. Curettes. oe. 55 6... 3-220-800 


Buckstein Duodenal Tube Tip. .3-824-100 
Buechner Type Filtering 


Funnel....... 4-260-600 to 4-261-225 
Buerger-Brown Catheterizing 
Cystoscope...............3-328-800 


Buerger-Brown Cystoscope.. .. .3-237-800 
Buffing Cloth Wheel, 

| 2 Se a 5-683-150, 5-684-150 
Buffing Wheel. ... .11-589-550, 12-883-150 
Bugbee Fulguration Electrode . .3-273-400 
Buie Fulguration Electrode. ... .3-273-200 
Buie Hemorrhoidal Clamp. . .. .3-201-800 


Buie Proctoscopic Table....... 7-099-700 
Bulbs: 
Atomizer, Rubber........... 3-070-140 
Chip Blower, Rubber........ 5-019-000 
Connecting, Kjeldahl........ 4-226-705 


Lamp (See Lamps, Incandescent) 
Leveling, Blood Gas Apparatus, 


Pipettes, Rubber . .4-097-000, 4-098-000 
Sphygmomanometer, Rubber. 3-713-260 


Water Syringe, Moffat....... 5-598-000 
Bullet Forceps, Senn.......... 3-321-100 
Bullet Probe, Fluhrer.......... 3-567-100 
Bunsen Burner Chimney....... 4-108-000 
Bunsen Burner Guard......... 4-108-025 
Bunsen Burners: 

OREAANS OBS. wid do ein varei eee 5-022-400 

ACG!) «cents elvan iee ee 4-102-840 

RS rc cierGalicn coin Haars s 4-105-000 

Wert be rotovere Sr ais cieaace otcet 5-106-050 

High Temperature.......... 4-106-000 

IEG L VOR ..<3 ceding ene 4-107-000 
Bunsen Burner Tripod......... 4-109-000 
Bunsen Burner Wing Top...... 4-110-000 
Bunting Periodontal 

Waar ee se 5-300-150 to 5-301-650 
Bunyon Wet Dressing 

ea. has 3-089-100, 3-089-200 
Bur Chucksie ase Se tare 5-390-150 
Bur, Cranial, Adson- 

ROSELS: + Swan 3-124-120, 3-124-140 
Bur, Cranial; Hudson......3..% 3-124-130 
Bur, Dental: 

AHP, Bone, Henahan....... 5-095-050 

AHP, Crosscut 

Fissure....... 5-052-000 to 5-059-000 


AHP, Finishing .5-100-650 to 5-102-550 
AHP, Inverted 

Coreushccase 5-041-000 to 5-045-000 
AHP, Round....5-033-000 to 5-039-000 
SHP, Bone, Henahan........ 5-096-050 
SHP, Crosscut 

HISSUTEs:.. 6-046 5-082-000 to 5-089-000 
SHP, Denture... .5-098-980, 5-098-990 
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Name B (Cont'd) Stock No. Name C Stock No. Name ¢ (Cont’d) Stock No. 
Bur, Dental: (Cont’d) Cabinet iles:0. nissan ee 11-221-550 Caliper, K-rays ee ike as 6-007-900 
SHP, Finishing... .5-103-650, 5-105-050 Cabinet Platform, Food Cabinet 7-230-110 Caliners: sce ess 12-160-150, 12-160-170, 
SHP, Inverted Cabinets: 14-060-000 
gs sik ne 5-069-000 to 5-072-000 Combination, Standard Call Belly) ta iasianiaee ee 7-718-000 
SHP, Round... .5-061-000 to 5-066-000 amie: 4.) 2 ela rtin ome 7-082-715 AMES 5k Say os Gk eee 1-278-000 
Bur, Ventricular, Snell......... 8-007-000 Dental, Fackd ba... ck ss baits 5-110-050 Calomel Ointment.............1-278-610 
Pech Bench. st 4-092-000 Dental Laboratory.......... 9-113-900 Calomel Ointment (Mercurous 
Burette Clamp...... 4-174-920, 4-175-000 Filing, X-ray Film. . . .6-006-460 to 500 Chloride Compound, Mild). .1-384-108 
Filing, X-ray Record, Card Calomel Tablets... .. 1-279-985, 1-280-000 
Burettes: ladies Type aces dies 6-006-575 | Camel Hair Brush...4-093-000, 5-030-000, 
Analytical, Mohr.........-- 4-100-050 Food, Food Cart. .7-230-030, 7-230-040 6-005-000 
Automatic. .......++-+++++: 4-101-000 Instrument... .. 7-026-845 to 7-027-150 Camera, Photo- 
Blood Gas Apparatus, Instrument, Dental 5-111-005, 5-111-070 fluorographic....... 6-008-000 to 030 
Van Slyke.........-.++++. 4-042-525 Instrument and Camera, Sills pateiiwiese 4-120-120 
Graduated...... 4-098-500 to 4-100-000 Dressing...... 7-028-980 to 7-029-150 Camera Flashtube, Still Camera. 4-120-150 
Micro PS ere ee ea rar Mes vey -4-101-200 Medicine......... 7-029-235, 7-029-236 Camera Rectifier Power Unit, 
Burial Pouch, Human Remains .7-998-104 Press and Printing Materials. 11-708-150 Still Wanienac: 5.058 sas 4-120-200 
Burlew Polishing Disk......... 5-231-150 Specialists, ENT............ 3-128-200 | Camera Unit, Photofluorographic6-008-040 
Burner Chimney, Bunsen Burner 4-108-000 Stationary, Chest Tray Set...9-113-925 Cameron Antrum Lamp....... 3-456-100 
Burner Flame Shield, Micro 4-500 Teeth, Compartmented...... 5-110-010 Gamphon. yes as 1-118-996, 1-119-000° 
- ae Pe. higtie : Type... 0s see ee eee eee eee 11-708-170 | Camphor and Soap Liniment 
So Se peaaiaeadd as | UES: Ee a ee eR er er 7-029-345 Péwder sles: 22ers 1-121-220 
Burners: ACU MME: . Bocce ae, eee 3-883-400 Camphorated Tincture of Opium 1-323-030 
Alcohol, Barthel Type....... 4-102-820 Cabinet Tray, Dental Camphor in Oil Ampuls...... . .1-121-000 
Alcohol, Bunsen Type....... 4-102-840 Instruments........ 5-111-016 to 020 Campimeter Chart, Brombach. .3-550-660 
Bunsen, Acetylene.......... 5-022-400 Cable, Radiographic........... 6-007-710 Can, Food, Food Cart....... 7-227-000 to 
Bugeen, Blast. 3s... s,s cms 4-105-000 Cabot Leg Fixation Splint...... 3-724-500 7-229-000, 7-230-060 to 090 
Bunsen, Dental, .% ....66:)4U... 5-106-050 (CdS HOI, 2 See orale Bee 1-470-245 Gan; WAleby 55.5) ..5 a ee! 11-708-750 
Bunsen, High Temperature. . .4-106-000 Caffeine, Acetophenetidin and Can, Safety teenetins Gr 
Bunsen, Tirrill Type......... 4-107-000 Acetylsalicylic Acid Tablets 1-006-245 ET ee a5 9-114-125 
Gas, Radial, Pletcherce sce. or 4-111-000 Caffeine, Citrated Lote hae 1-108-700 Can, Waste Receptacle..-..:. 7-883-957 
Gasoline, Blast............. 4-112-250 | Caffeine and Sodium Benzoate..1-109-000 | Canada Turpentine in Xylene. .1-122-100 
TAME Jy sc3s0) ein. Wakao ee a ume ete 4-114-000 Caffeine and Sodium Benzoate Cannliculus: Knife, Bowra: 2 Saab aaal 


Burner Tripod, Bunsen Burner. .4-109-000 
Burner Wing Top, Bunsen 


IBMENO ch vtclreie ess += ese: 4-110-000 
Pen IMgUryY SAU. vegas 5s 1-106-644 
Burnisher. 30... . 5-107-150 to 5-109-050, 

5-365-250, 5-365-305 
Burnisher Covers... sda. e sss 12-740-120 
USES SVEL i Call 6 | ia aaa 12-371-150 
Burow’s Solution Tablets...... 1-108-400 
Butacaine Sulfate Ophthalmic 

Ointment <5. 2c chet erie: © 1-108-485 
Aim tLICAN Ole we. sete siswic tyes 64 sists 1-108-560 
BS ULGherS FLOCK 7) civetae 8-068-544 to 552 
MRICS ULAR edi 5.5.0 \0i0.6 «<0 7-422-500 
Sr G bere COCOA scccietehs onc acess 1-472-275 
‘Butter of Antimony (Antimony 

ibrichlonidé) ie. a wee aes Dive 1-071-100 
Butter of Zinc (Zinc Chloride). .1-500-625 
Butter rier... Shs 8-129-000, 8-131-000 
Butter Yellow (p-Dimethylamino- 

AZODENZENE) isa 405% desc. 1-168-000 
ATE MAINSE 5) 5c sis sss ci 3 11-230-550 to 560 
Buttons, Sewing Hole 

AVAIL Asie! iclS'S sav vas UCL ORE ROO EO: O20 
Buttons, Staple Type 7-734-500, 7-734-510 
Butyl Alcohol, Normal......... 1-108-560 
Butyn Sulfate Ophthalmic 

ROMID MONE 6G 5 Ss ee 1-108-485 
n-Butyric Anhydride.......... 1-108-620 
Subyry Ome 04k Caicls 1-108-620 
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Fic or yl csi An RP ore 1-109-500 
Cage, Animal.......4-114-975, 4-117-650, 


4-117-675, 4-118-275 | 


CAMERA yu Gace Reece oe ss 13-010-060 
Cage Refuse Pan, 

Animal.........4-114-980, 4-117-655 
Calamine, Prepared........... 1-111-000 
Calamine Concentrate......... 1-111-100 
Galamine onion. ncne ees 1-111-200 
Calcium Carbonate...............1-113-750 
Calcium Carbonate, Marble 

SF ri ORE ae 1 BER RT RE 1-113-850 


Calcium Carbonate, Precipitated 1-114-000 
Calcium Carbonate, Prepared 

RITA Dis ithe ae cde, Carat 1-133-000 
CalennnChionde......hsinnath 1-116-000 
Calcium Chloride, Anhydrous... 1-116-200 
Calcium Chloride, Technical... .1-116-040 
Calcium Gluconate ........... 1-117-700 
Calcium Gluconate Injection. . .1-117-735 
Calcium Hydroxide. .1-117-995, 1-118-000 


Calcium Hypochlorite......... 1-118-100 
Calcium Lactate Tablets....... 1-118-330 
Calcium Mandelate Tablets... .1-118-400 
Caleim: Oxides oa. ene ts 1-252-290 
Galen Penicillin: 30 ss Se. 1-606-755 
Calcium Penicillin in Oil and 

AVE ee EEE eee ee 1-606-785 
Caldron and Furnace.......... 8-069-000 
Galigkinga: sone eid 11-445-150 to 170, 


12-480-150, 12-480-175 


Canaliculus Knife, Weber. ..... 3-439-700 
Candler OOo l. cach. Makin mae 8-008-500 
Candler Incandescent Lamp.. . .7-978-840 
Cane Wiens... lee ess kee 7-740-000 
Cane Tip, Walking Cane.......7-740-010 
Canfield Tonsil Knife.......... 3-454-100 
War ae aee eee Ur oes 8-099-500 
Can Opener and Extinguisher, 

Aicohil Steve. 54 7-085-340 
Canopy, Oxygen Tent. . .3-820-240 to 320 
COMUDRMUGB UN. svat cose ee 1-123-000 
Cavitle Ring Strap. oc.72-0 ow 9-556-100 


Canton Flannel 
Bandage. .... .2-001-000 to 2-002-001 


Canulae: 

Antrum, Pierce .. 5.65 b 3-138-200 
Antrum Wash, Killian....... 3-138-300 
Brain, Exploring, Frazier . . . .3-138-800 
Brain, Ventricular........... 3-138-910 
Brain, Ventricular, Frazier. . .3-138-840 
Frontal Sinus, Bresgen...... .3-139-510 
Frontal Sinus, 

Van Alyea...... 3-139-550, 3-139-590 
Intravenous, Webster........ 3-139-900 
Lachrymal (Sete: oes cas 8 3-140-400 
Laryngeal, Abraham......... 3-140-600 
Laryngostomy, Jackson...... 3-870-400 
Sphenoid, Casselberry. ...... 3-141-600 
Tonsil and Nasal Snare, 

Tyding.........3-676-440, 3-676-450 

OG-.I 
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Yl EE re BETICAL 
PRELIMINARY EDITION JULY 1947 INDEX 
Name : co (Cont'd) Stock No, Name Cc (Cont'd) Stock No. Name Cc (Cont'd) Stock No. 
Canulae: (Cont’d) Cardiograph........ 3-145-400, 3-145-600 | Cases: (Cont'd) 
Urethral, Modified Keyes- Cardiograph Batteries. . .3-145-615 to 700 First Aid Kit, Air Crew... .. .9-118-125 
IN a Foss Os ke a 3-142-200 Cardiograph Paper...... 3-146-200 to 800 First Aid Kit, Battle Dressing. 9-118-225 
Brie: Youd ict dos. 3-142-400 Cardiograph. Quartz String..... 3-145-440 First Aid Kit, Gas Casualty. .9-118-625 
Capillary Pipette, Breed and Cards: First Aid Kit, Gun Crew..... 9-118-725 
De Sys hae ss a 4-365-325 BeuSasicitein os aides cae Ba 14-090-000 First Aid Kit, Hospital 
Capital Saw, Satterlee......... 3-631-100 Micro Guide, Breed and Brew. 4-122-160 Corpsmen...... 9-119-125, 9-121-325 
TeePrORN PIMOS). aa ck sales ss 1-227-600 Test, Refracting Rule...,... 3-628-240 First Aid Kit, Jungle........ 9-120-625 
Pareul MICOWO. . 5 eos. see... 1-124-000 Vision Test..... 3-884-800 to 3-885-920 First Aid Kit, Life Boat..... 9-120-825 
Caps: Weis 5A 6 od REA. 11-808-500 First Aid Kit, Life Raft...... 9-120-900 
ee. dw gcse 7-158-305 Carmalt-Mayo Hemostatic First Aid Kit, Medical Officers 
IE ad dic aie 59 4 sb Sas 14-068-000 Ferree k Auk ss eer sae 3-344-100 and Hospital Corpsmen... .9-121-325 
Light, Ophthalmoscope Lamp 3-533-920 Carnie) 556 Se BRO 2h 1-128-000 First Aid Kit, Motor 
Nipple Protector . .7-720-055, 7-720-110 Carriage, Dressing...... 7-741-025 to 075 Mebicle.a =. 2a4e. 9-121-425, 9-121-450 
Operating........ 7-158-325, 7-158-330 Catrigge;Bolt.ceceisan SG 11-205-550 First Aid Kit, Parachute... .. 9-121-625 
Reducing, Centrifuge Tube. . .4-130-005 Carriers: Gas Casualty Treatment Kit .9-122-125 
Screw, Filtering, Blood Amalgam......... 5-112-050, 5-112-700 Hoof Treatment Kit, 
Transfusion Apparatus. . . .3-305-960 Chart rialder 32 os:se3, nuahe ek 7-741-315 Veterinary). is scue mana 9-138-325 
Urine Specimen Bottle....... 4-082-105 ROS. aaa ki 7-224-440, 7-224-550 Instrument (Roll) 9-131-725 to 9-134-175 
Capsule and Pestle, Ligature, Instrument, Postmortem Kit. .9-124-125 
Amalgamator............. 5-005-150 Deschamp...... 3-149-500, 3-149-520 Instrument, Shock Team Set. .9-124-250 
Capsule Forceps, Arruga....... 3-322-200 Multiple, Centrifuge........ .4-130-010 Instrument Set, Chest 
Capsule Forceps, Schweigger . . .3-322-700 a oe Se a 3-149-800 Col ig Spe a a irae 9-135-810 
Capsule Holder, Amalgamator. . 5-005-350 Trunnion, Centrifuge........ 4-130-012 Instrument Set, Fractures and 
Capsules: Carrying Case, Pack Type..... 9-115-150 Amputations.....03..0..2: 9-135-900 
Aloin Compound............ 1-056-000 Carrying Case, Spectacles. .... 14-095-000 Instrument Set, ENT Injuries 9-135-840 
| SE iret aera 1-168-350 Catt. POR puicniniad cutee 7-225-000 Instrument Set, Eye Injuries. .9-135-870 
Chenopodium Oil........... 1-135-500 RFE NI ce. 505-074-550. 7-226-000, 7-230-005, Instrument Set, Genito-Urinary 
Pantin Sodium... ........% 1-169-325 7-230-015, 7-239-700, Pri pCB Suc cine nett es 9-135-930 
Dimethylaminoethyl Benzhydry] 7-239-900 Instrument Set, Knives...... 9-124-325 
Ether Hydrochloride. ..... 1-168-350 Cart. Chassis, Food Carts... :... 7-230-050 Instrument Set, Maxillofacial 
Diphenylhydantoin Sodium. . 1-169-325 Cartilage Knife, Nasal, Freer. . .3-444-600 EA, 5 oss. nso: 0, rape Ot 9-135-960 
Ephedrine Sulfate........... 1-174-912 Cartilage Knife, Postmortem. . .3-437-100 Instrument Set, Neurosurgical 
CERES i oe te 62 05 1-124-509 to 545 Cartridge, Anesthetic Solution. . 5-006-050 POP IH cy: arars rare WO 9-135-990 
Nembutal (Pentobarbital Cartridge, Benzol Indicator. . . .4-295-006 Instrument Set, Officers 
eS RS Rie rae ee 1-330-770 Cartridge Type Hypodermic Medical itis icc ute ese 9-124-425 
Oleovitamin A and D........1-318-660 Needles........ 5-593-800, 5-594-000 Instrument Set, Operating, 
Pentobarbital Sodium....... 1-330-770 Cartridge Type Hypodermic PN ihe PS 2 oc Aten a ee 9-131-325 
Seronal Sodiim.......... <2: 1-403-100 DV EIDE les odd lite ere 5-593-000 Instrument Set, Operating, 
Sodium Amytal.........5.25.. 1-413-725 Carvers: Veterinary... 3260s 9-138-525 
Sodium Salicylate and Amalgam, Frahm 5-113-000 to 5-115-000 Instrument Set, Veterinary ...9-124-525 
Theobromine............. 1-472-310 Amalgam, Stellite........... 5-115-250 to 9-125-450, 9-138-575 
Tetrachloroethylene 1-47 1-995, 1-472-000 Mite GROROW SC oe. 8 a cee KL A 5-115-550 Instrument Set, Ward....... 9-139-150 
Theobromine with Sodium Wax and Amalgam, Banter Sets. i oa ced aot ah 9-126-350 
SMEAR RE soo ve elses 3s 1-472-310 Hollenback... 2... « 5-115-400 to 450 Litter and Splint Set........ 9-129-825 
Carbamide (Urea).............1-490-000 Carving Tool, Woodworking. . . 11-277-750 Elite et 6c. oo td th a 9-128-325 
Carbarsone Tablets. .1-125-505, 1-125-515 Cascara Sagrada Fluidextract, Litter Support Set... ....047./, 9-266-875 


Carbolic Acid 

CPirenol)....... 1-339-905, 1-339-920 
Carbon Dioxide, Filled Cylinder. 1-125-930 
Carbon Dioxide Cylinder, Empty 1-125-931 
Carbon Disulfide. %::.0.0.0000. 1-126-000 
Carbon Monoxide Indicator... .4-295-500 
Carbon Monoxide Indicator 


Supplemental Set......... 4-295-505 
Carbon Paper, Name Plate Label 6-115-000 
Carbon Sticks, Soldering. ..... 14-667-000 
Carbon Tetrachloride.......... 1-127-000 


Carborundum Stick 14-075-000, 14-080-000 
Carboy Bottle, Cork Finish. . . .4-046-400 
Cardamon Tincture, Compound 1-127-250 


ee ee ee 11-783-105 
Card Filing Cabinet Unit Section, 

X-ray Record.............6-006-575 
Gardubolder, Bede. . ck. ss « 7-818-475 
OG-.I 


PREORNALIOn cic co aciytatce ia 1-128-975 
Cascara Sagrada 
2 eee 1-129-000, 1-129-010 
Casein-Sodium,. 3... dcicwestei «: 1-428-125 
Cases: 
Basic Surgical Instrument Set. 9-115-010 
Blanket Set....... 9-115-075, 9-115-090 
IBEONCHOSCOPIC a1) 3) a ashore 32 3-152-200 
CANVAS hee sa tiie Piatt a eaTe 9-127-975 
Carrying; Pack Type... .. 5.4; 9-115-150 
Dental Instrument Kit...... 9-117-125 
Dental Instrument Kit, 
Extraction Forceps........ 9-116-775 
Dental Instruments......... 9-117-135 
Dental Kit, Veterinary...... 9-138-125 


Field Dispensing Set........ .9-117-325 
First Aid Kit, Aeronautic... .9-117-725 


Mailing... .4-124-020 to 060, 4-124-410, 

5-115-750, 5-115-775 
Mailing, Laboratory Specimen 4-124-090 
Mailing, Micro Slide........ 4-124-250 
Mailing, Spectacle......... 14-025-000 
Maxillofacial Injuries Kit. . . .9-130-250 
Meat and Dairy Inspection Kit 8-022-100 
Medical Field Kits, 


Canvas.........9-130-025, 9-130-150 
Medical Packs: .eatia. ste 9-130-450 
Pack Type, Carrying........ 9-115-150 
Postmortem Kat. Cre ac 9-131-575 


Postmortem Kit, Veterinary. .8-022-250 
Pump Set, Injection and 


Suction, Veterinary........ 9-131-625 
Rule Atv, esc senate hehehe 11-708-905 
Shocks team: Setiii.i.a.. <a 9-134-575 
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BETICAL 
INDEX JULY 1947 PRELIMINARY EDITION 
Name C (Cont'd) Stock No. Name C (Cont’d) Stock No. Name P ¢ (Cont'd) Stock No. 
Cases: (Cont’d) Catheters: (Cont'd) Cement Mixing Slab.5-562-000, 5-563-150 
Silicate; Cements acca wean 5-115-850 Urethral. ..3-171-200, 3-180-700 to 750, ‘re 
SMe aclenincsh keke bhie eo hieks 14-095-000 3-181-700, 3-181-710 Petiiead Weanabs test ce 11-662-250 
Splint Setiaies’ 9-135-575, 9-135-650 Urethral, Gouley sete eee eres 3-170-100 Cellulose Nitrate.......... _4-128-720 
Splint Set, Folding Splints. . .9-135-625 Urethral, Hemostatic, Copper, Red........ .... 5-120-050 
Surgical Dressing Instrument Lo ae alan 3-175-500, 3-175-510 Deiatae to 3-249-800. 3-249-810 
BTR (ruck sdenrlaohs aki, ase TREE 9-136-125 Urethral, IsePort ine. 3-170-600 to 690 Lens (Lenstick) Pie tagtec “"14-566-000 
Surgical Instrument Kit, Urethral, Malecot .3-177-900, 3-177-980 Sin ee 12-161-150 
MGECRINATY shall hives Seals ee 8-022-275 Urethral, Mercier..... 3-180-100 to 180 Polishing Pad..............14-100-000 
Type Oiled. So. e seria itonies aceite tiaieine [ete leet, 6 te 11-708-170 Urethral, Nelaton.....3-176-500 to 580 Rubber... es 3-190-100. 12-161-150 
WOH Ea atalseest MN tie 9-137-525 Urethral, Pezzer...... 3-178-500 to 570 gainers 3.84 t 5-130-050 to 5-140-050 
Veterinary Dental Kit....... 9-138-125 Urethral, Philips. .3-181-300, 3-181-310 Temporary, Antiseptic....... 5-142-200 
Veterinary Hypodermic Tablet Urethral, Robinson. ...3-174-200 to 300 Zinc Phosphate. ...... 5-142-325 to 450 
PRES AAC Ie Mate sae, has lea 8-022-200 Urethral, Rubber, Soft.3-179-020 to 080 Cement Shade Guide, Silicate 
Water sbestingukts: «uss 9-603-750 Urethral, Self-Retaining, Penance 5-347-150 5-347-155 
Caskets, Shipping AMS Se eit 7-996-125 to 465 Foley. Teeter er .3-177-600 to 640 Cement Spatula ot ee 5-568-000. 5-570-000 
Casselberry Sphenoid Canula. . .3-141-600 Wrethral Wovens; Js? aes 3-180-790 Dantes See Lae ee ‘ 12-475-160 
Casserole, Porcelain. . . .4-128-300 to 600, Catheter Stylet Sua iisite tess Seas doyeyvila est @ 3-751-100 eas and Countersink Drill..12-224-150 
5-116-050 Catheter Stylet, Colt.......... 8-112-125 Centering Instrument, Lens. . . 14-540-000 
Cansettes i i2 ck: 6-008-075 to 6-011-000 Catheter Stylet, Horse.........8-112-130 Centers Hatten eee 14-210-000 
Cassette Changer............. 6-011-700 Catheter Tray.......... 7-938-210 to 221 Genlaiess ‘Adiniactietens 
Cassia Oil (Cinnamon Oil)..... 1-142-330 Caustic Potash (Potassium Carrier, Multiple............4-130-010 
Casters, GG Serer re 7-006-505, 7-006-510 Hydroxide) s\ajelaseie le wie sl ene pis ¢ 1-366-000 Head. st i a 4-130-050. 4-130-055 
Caster-Tires.a80 8% 7-007-518, 7-007-520 Caustic Soda (Sodium Head. Conical... .. 4-130-058. 4-130-060 
Casting Gold Alloy...... 5-800-250 to 450 Hydroxide)... 026.0040 1-434-000 Multiple Carrier Cushion; . . .4-130-020 
Gasting Tlarness:..).5505 06. 3223 8-076-000 Cautery Apparatus. .8-029-250, 8-030-250 


Casting Machine... .5-116-350, 5-116-450 
Casting Machine Accessories: 


Msiestos Strips iis... cieieie eed 5-116-550 
Crees... Natit 5-116-650 to 850 
Crucible Former. ..5-117-850, 5-117-950 
Plask; Bridge... 0... .-s.cc0.6010 ss S-126-950 
Flask, Denture... .5-117-150, 5-117-250 
UE et En) 123 en ee 5-117-650 
Liners, Crucible, Asbestos... .5-118-050 
Casting 
Wax..5-672-150, 5-672-400, 5-673-000 
Castor Oil? \ 65236 1-129-124, 1-129-130 
Castroviego Corneal Scissors. . .3-639-500 
Gashioaw i Enoelics.0..8ia eis 3-673-200 
CastiShears, Stiles Gta sige 3-668-200 
Cast Spreader, Henning....... .3-737-800 


Catalog of Medical Materiel 
(See Class 10) 


Cataract Knife, Graefe. .3-439-900 to 940. 


Cataract Mask, Ring..:0 auc 3-471-600 
atohers Mask . 5.3606 Sia 13-500-150 
Cathartic Pills, Compound..... 1-150-500 
Catheter Adapter, Ureteral, 


PRAT: Geo icic aU Tens 6 3-000-600 
Catheter Container............ 9-144-020 
Catheter Forceps, Intratracheal, 

1)" EA Ceasar cg ee 8 eae Oo 3-323-300 
Catheter Guide (Stylet)........ 3-751-100 
Catheterizing Cystoscope, 

Brown-Buerger........... 3-238-800 
Catheters: 

RR reachc dais Soe Yaetece LEME 8-025-000 
Eustachian, Hartmann. 3-160-100 to 120 
Papa roke Moksha ose SACOG tensa 8-026-000 
Intratracheal, Magill. .3-162-100 to 150 
WERE Ssckshs ea vaca a Noten Cass 8-028-000 


Nasal, Oxygenation Apparatus.3-543-240 
Ureteral, X-ray. .3-165-200 to 3-166-850 
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Cautery Apparatus Components: 


Gord, Cauteryics. gd weeceae 3-184-100 
Blectrode -Cemviksc takes. 3-184-300 
Electrode, Eye........3-184-500 to 520 
Electrode, Flat Wire.3-184-620, 3-184-640 
Electrode, Knife Point... ....3-184-800 
Electrode, Nasal...... 3-184-850 to 950 
Electrode, Round 
WARE e soca ae 3-185-100, 3-185-120 
Handle, Pencil Type........ 3-185-800 
Handle, Pistol Grip Type. . . .3-185-900 
Handle, Straightsocrst 256s 3-186-100 
Transtormers..: 42. i< 3-186-800 to 850 
Cautery Apparatus Components (Ether): 
Adapter, Cautery Point...... 8-030-275 
PABBI Og shied cA Blin toe Ga ee ae ee 8-030-285 
NSODINN ces Ete wd iat re eS 8-030-295 
Handle ws siceds pci aeees <8 8-030-325 
Agi ap ECONO 0... oe 8-030-350 
Point,’ Gautetyss (2a ae S 8-030-375 
Point, Hatchet..............8-030-385 
RR ECRM ss kicstiraxiasvianend caer 8-030-450 
Cavity: Varnish. 65:5: 5 Os 5-658-150 
Gedar Oil; Clearing .6c0 eek 1-130-000 
Cedar Oil, Immersion.......... 1-131-000 
ECE: WNT ane earns eae tn ge 1-248-420 
Ceiling Operating ‘ 
AMBS Aiea bias. 7-066-385, 7-066-425 


Cell, Corex, Spectrophotometer . 4-398-120 
Cell, Counting, Sedgwick- 


Peter. cn eaek cee Fed 4-128-655 
Cell Counter, Blood, Marbel....4-188-010 
Cellophane Sheets............. 5-118-500 
Cellulose, Absorbent........... 2-012-600 
Cellulose Nitrate Cement. ..... 4-128-720 
Getlilose amerika: 2 ck. si sieises 11-078-050 
Cellulose Tissue. .... 7-935-400, 7-935-425 
Cement Mixing Pad..... nalceyi cet 5-422-550 


Reducing Cap, Centrifuge 


TUDE tie ee wee ee 4-130-005 
Tachometer: Lipiy sas. ease 4-130-088 
Trunnion Carrier............4-130-012 
Trunnion Cup, Babcock..... 4-130-015 
Trunnion Cup Cushion...... 4-130-025 
Trunnion Ring..............4-130-065 
TUBE SG Sess 4-132-120 to 4-144-175 
Tube; Babcork, a. te2 eae 4-132-120 
Tube, Shevky-Stafford and 

MicNaUp RE: Ac asichee cas 4-141-700 
Tube Cushions. . . .4-130-030, 4-130-035 

Centrifuges: 
Blood Plasma ys. ace Seas s 4-128-906 
PANO 6 ois cs SER RE Ee 4-128-960 
Heavy Duty...... 4-129-300, 4-129-315 
Medium Duty. . . .4-129-008, 4-129-108 
Small... svouchiek ine dee 4-129-450 
Cephalin Cholesterol Antigen. . . 1-600-220 
Cieread DPiSa ies cee ed ee 7-272-000 
Cerebellar Headrest, Operating 
Tables Hg. 255... en eee 
Cervieal Matrise 0.5 5. o.sains 5-412-150 
Cervix Clamp, Multiple Jaw. . .5-153-150 
Cetaceum (Spermaceti)........ 1-452-320 
Chairs: 
Pitter fee eee 7-037-000 
Ari; Ward sui eRe 7-036-915 
Dental Operating. .5-143-000, 5-143-250 
DOES. AeA eae 7-042-000 
BENT As swash ie roe ere 7-046-000 


Equilibrium Test, Barany... .3-190-600 
Invalid, Wheel . . . .7-043-000,7-043-025 
Prosthetic Laboratory, 


Dental wi wee 5-145-050 
PRODEING 55.5 SIA ee 7-045-000 
Speciale oe VA ees 7-046-000 
Specialists, EENT..........7-046-010 


OG.l 
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. BETICAL 
PRELIMINARY EDITION JULY 1947 INDEX 
Name Cc (Cont'd) Stock No, Name Cc (Cont'd) Stock No. Name ¢ (Cont'd) Stock No. 
Chairs: (Cont’d) Chests: Chlorohydroxyquinoline 
Ea ine tgs 5 eR RS 7-036-915 3 ae ee 8-032-010 nen o5 sicker sy hse 1-139-150 
Ward, Folding............. 7-046-825 Cooking Utensil Set......... 9-140-250 Chlorophenol Red Food Testing 
eee a 7-043-000, 7-043-025 Dental, Pack Type. 9-140-350, 9-140-375 eo. acca Janke Geek eR 8-066-100 
Chalazion Curette, |: eee 9-141-125 to 9-143-325 Chlorophenol Red Indicator 
Meyhoefer...... 3-219-850, 3-219-880 Field; Modifiedanss 636 h6c.3 9-143-425 Solntiontsi.5 5. xc ease 8-066-110 
Chalazion Forceps, Desmarres. .3-323-900 Field; Pack Fypes «6 s.660.00.% 9-143-525 Chloroplatinic Acid (Platinic 
Chalazion Forceps, Lambert... .3-324-100 Maintenance and Repair... . .9-143-845 Chlotisa se cstv duis xs cin kd 1-354-000 
Chalk, Precipitated (Calcium Operating Set, Chloroquine Diphosphate 
SS ae ee 1-114-000 Dental. 2.6203: 9-140-350, 9-140-375 NODA 6s cataed geaehs aa 1-139-300 
Chalk, Prepared..:........... 1-133-000 Tableware Set.............. 9-143-825 Cholera: Vaccines 5 cis ckiws 1-601-500 
Chamber, Counting, ORL MIE. . kc. eoaheuee ewes 9-143-845 CHiphepieeh ais > os os pies. aie 1-139-500 
Hemacytometer.......... .4-276-850 Veterinary Dispensing Set... .8-032-035 Chopping: Mixer... e6iisied aca: 4-355-645 
Changer. Camette’.6.0.-.. 5. 6-011-700 X-ray Film....... 6-012-120, 6-012-130 Chopping Mixer Blending 
Chappel Cutting Pliers... 14-590-500 | Chest Tray, Field Chest .9-599-200 to 218 Assembly. ...-.+++ 000000 4-355-654 
Charcoal, Activated........... 4-135-000 | Chest Tray, Tool. .........4.: 9-599-240 | Chopping Mixer 
Charcoal, Drawing........... 11-008-550 | Chest Tray Set... .9-599-700 to 9-600-310 Container. ..... 4-355-655, 4-355-664 
Charcoal Drawing Paper :.... 11-061-570 Chimney, Bunsen Burner. ..... 4-108-000 Chrome Alum. ........... ve . 1-139-950 
Charecel Pixative.......5.... 11-021-550 | Chimney Lamp, Dark Room. . .3-456-600 | Chromic Anhydride (Chromium 
Charge Revister Binder... ...’. 7.718-610 | Chiniofon Tablets............. 1-136-000 Trioxide)... ..+....+-+++: 1-140-000 
Chart Holder, Clin Minwer 6.525. 5 5-018-000 | Chromium Potassium Sulfate, 
Clinical. ...:.. 7-818-535, 7-818-580 Chip Blower Rubber Bulb...... 5-019-000 Photographic Pare ey deren ey ar gate AU 1-139-950 
tte Cactic: 7741-315 Chip Carving Tool, Wood- Chromium Trioxide........... 1-140-000 
ail age a Se ane eee RR 11-277-850 CRryeareiatt. 52h % aces cee 1-142-000 
Charts: Chipping Pliers.............. 14-590-700 | Chuck Handle, Steinmann Bone 
Anatomical (Set)............ 7-749-000 Chistes: . Pigsica cides eis vee ee eee 
uaa ee i. Loh ay Binangle, Black. . .5-363-905, 5-363-950 | Chuck Key, Bone Drill........ 3-123-530 
Tove Lacolizer....... 22... 2: 6-051-000 1s ESL Sp ae eae ie 5-364-025 to 125 Chucks: 
Lens Grinding Sap Se 42-9 t 5-000 BNC anton ec fess 3-191-100 to 300 Arbor Band Cece cee ere tenses 5-390-050 
Perimeter : Bone . ig Drill jacobs’: sider ren 
(Osteotome). .3-537-100 to 3-538-400 BED or os ek oc s/o) om eee ee -390- 
oo Se rere Beas, Dudley Oral ot se adege as els Bec as Face 
: NGS ay nearest -399-250, 9-399- athe, Independent........ -162- 
Mewasdy. +... $-350-690, 3-550-692 Bone, Lambotte.. .3-191-400, 3-191-420 Lathe, Universal........... 12-162-590 
Perimeter, Bone, Postmortem.......... 3-193-200 Dee aoe roi. oes 14-321-000 
Schweiger. . . . .3-551-220, 3-551-240 2 Degaoe Oe OEE 12-162-150 to 180 Selidies ites ene ee aay 5-390-250 
Chart Set, Printing Laboratory, Steinmann Bone Pin........ .3-107-820 
Instructions............. 11-709-750 Vesiak 2. 5-147-550, 5-148-050 Chaney. oS 5-390-350, 5-390-450 
Chart Stamp, uchionctes s.. -.- $-074-140 Mastoid, Cilia Forceps, Douglas........ .3-324-900 
Chases, Hood Cart ..3. a8 cs 7-230-050 Alexander...... 3-191-800, 3-191-820 Cineal. (Eacalyotol). ./2;.. 00, 1-183-000 
Chassis and Tube Stand, Nasal, Septal, Ballenger...... 3-195-200 Cinnamon Brown (Bismark 
Radiographic. . .6-169-400, 6-169-405 Nasal, Submucous, Freer.... . 3-196-600 Es eae ne te Te 1-103-300 
Check Weight, Egg Weighing Osseous, Stout. .5-148-700 to 5-150-500 Giant vie fo 1-142-330 


ea eee 8-107-700 
I CO inc no OE De baa 8-129-000 
Chemical Heat Pad........... 7-864-635 
Chemical Heat Pad Refill... ... 7-864-640 
Chemical Prophylactic......... 1-384-108 
Chemical Thermometer....... 4-357-360, 

4-443-000 to 4-446-000 
eee t. 11-808-560 to 830 
Chenopodium Oil............. 1-135-495 
Chenopodium Oil Capsules. ... . 1-135-500 
Ree, CAE OMe ee ee aes 9-140-150 
Chest Cover, Pack 

PRIS inna a 9-144-390, 9-144-410 
Chest Drawer, Field........... 9-143-450 

- Chest Injuries Surgical Instru- 

OS SR Bee Oia ae ee 9-580-400 
Chest Injuries Surgical Instru- 

tient Set Case... 0.5... 9-135-810 
Chest Piece, Stethoscope....... 3-742-325 
Chest Pulley Weight......... 13-850-150 


OG.! 


Triangular Working End... . .5-147-050 


Wedelstaedt...... 5-151-050, 5-151-550 
Woodworkers........11-208-850 to 890 
Chloral Hydrate..... 1-136-995, 1-137-000 


Chlorauric Acid (Gold Chloride). 1-225-000 
Chlorinated Lime (Calcium 


Hypochlorite)... 2.5.55... 1-118-100 
Chlorine and Toxic Gas 

Glorimeter . 2.55 ays 4-183-500 
Chlorine and Toxic Gas 

Colorimeter Disk......... .4-183-510 


Chlorine and Toxic Gas 
Colorimeter Tube. .4-183-560, 4-183-580 


Chiorme-t est- Kits. cases 4-170-000 
Chlorine Test Kit Tablets 

Ge_-Tolidige) i i5 5 cn cites 1-487-670 
Chloroazodin Solution......... 1-137-325 
Chlorobenzene.\...:.05. Ht. 1-137-550 
Chloroform.i3..0% = 1-138-000, 1-139-000 


Chloroform Inhaler, Yankauer. .3-424-700 


Circular Saw, Woodworking. . .11-272-750 
Circulating Pump, 


Motor Driven ss is Siam: 4-382-875 
Circulating Pump Suction- 

Discharge Assembly....... 4-382-885 
Circumductor, Wrist......... 13-170-000 
Citrate Agar, Simmons........ 1-142-400 
Citrated Caffeine «...c)siendbls ote 3 1-108-700 
GitriG Acthy jc o Ks. 2a wider: 1-142-510 


Clamp Forceps, Harrington. . . .3-325-500 
Clamp Forceps, Rubber Dam. .5-316-000 
Clamp Holder, Extension 


I ds Gs ase 3 «oi 4-282-460 
Clamps: 

Anastomosis, Furniss........ 3-202-800 

Anastomosis, Rankin........ 3-203-100 


Balkan Frame. . . .3-198-800, 3-198-820 
Bone Holding, 

LOWMAN 2-751 ieerpaetes 3-199-100 to 300 
BONE eins Laas werd a 5-326-630 
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Name C (Cont'd) Stock No. Name c (Cont'd) Stock No, Name c (Cont'd) Stock No. 
Clamps: (Cont’d) Clinic Medical Equipment, Coats: (Cont'd) 
Bone Pin, Universal Fixation, BING Ack Peat aiasec aa 9-195-980 Pajama, Cotton 
Roger Anderson. 3-110-700, 3-110-720 Clip Forceps: Flannel. .......7-164-005, 7-164-010 
Bone Reduction, Bohler..... 3-200-100 Applying, Hagenbarth....... 3-325-880 Pajama, Cotton Flannel 
BURette sn Soe iee: 4-174-920, 4-175-000 Applying; Wainey 20... ss. os 3-326-200 (S60) 5 ot oe ee Oe ae 9-390-200 
Carriage Makers... ..12-170-150 to 210 Applying and Removing, Ward, Clinical and Laboratory 
Cervix, Multiple Jaw........ 5-135-150 1M CTO ct) ae es es Ny 3-325-900 Ofiets zee ss 7-159-005 to 020 
EEXECNSIOR 6 055 bc: 4-176-000, 4-177-000 Forming, McKenzie......... 3-326-500 Cobaltous Acetate............. 1-143-995 
| eh ETC) phair meet ape a FARES 5-155-150 Introducing, McKenzie...... 3-326-900 Cobaltous: Nitrate... a see cke 1-144-010 
Fracture Fixation Rod....... 5-326-650 Clip Holding Rack, McKenzie. .3-586-000 Cobaltous Sulfate, Dried....... 1-144-300 
PareliDy My) ee as ax ee 3-201-750 Clipper, Hair, Surgical......... 3-207-100 Cobblers: Standuis c hen ecuters 12-756-150 
Hemorrhoidal, Buie......... 3-201-800 Clipper, Hand Operated....... .8-032-250 Cocaine Hydro- 
Hemorrhoidal, Kelsey....... 3-201-810 Clipper, Small Animal......... 8-044-700 ' chloride...... 1-144-995 to 1-145-025 
Hysterectomy, Clipper Accessories: Cocaine Hydrochloride and Homatropine 
Pedro. 3-349-500, 3-349-900 a Small Animal oe: Hydrobromide Ophthalmic 
. ‘ lipper...... .8-044-800 to 8-045-000 GADIBOSs ...55s\cn ule Sakon 1-228-025 
Av LS mae ea Bole Taugions 4254. as 8.092/500° |* Cock. Temuiaal Air 
MER ISS re locen terse yt tote ae xe 3-202-800 
: : Bottomublate, ; sso sis. c scr 8-032-750 Compressor.) .:5)0:26 ee 5-175-450 
Pee) cae Oe Grease, Chain...........0-. 8-033-000 | Cocoa Butter................. 1-472-275 
IEA as cis sha asa vralie aS 3-203-100 iad -8-034-000 Codei 
é SHEE giesUaiat eal eam en oy ROPER TA ladl gut O-5]' Je) Nrapenmtenechng = ave leave grees 2s ous = eRe Nano ee odeine Sulfate:- tae N. satan 1-148-000 
Kidney Pedicle, Guyon-Pean .3-355-800 ET) "ae G1 eg ae 8-034-750 Céicine Sulfate Henodermn 
ypodermic 
Lens, Edger............... 14-321-000 Mat, Teagion. 26.02%, «pide 8-037-000 Tablets 1-148-950 
Mohr's Pinchcock........... 4-180-000 Springs Vensloniia.h.siease aa 8-038-000 deters ie ig Meee sae 
Penis) Apser ois... jews ok 3-205-200 Mie Wie eS es swe 8-039-750 | °° as are aieoak 1 eee 
Pylorus, Payr. . . . .3-203-800, 3-203-840 | Clipping Set................0- 8-047-525 | Goa Ae ae pistes Bou 2 sis ial ie 
Rod, Universal Fixation, Clipping Set Chest............ 8-032-010 ati ye een Mets a7: 7 a6 Epis 
Roger Anderson. 3-110-740, 3-110-760, | Clips: DEER EB ses SS embed peg roe 
5-159-000 to 5-164-000 Blood Vessel... © --3-777-380, 3:7a0:d00 | GOP SHIPPING -sjencaa/ oe anemia 
Rubier Dad... .5-155-750 to 5165-080 Satire. Bran o. 3-777-380, 3-789-200 Colchicine Tablets at tetera tae 1-149-700 
UES RIT SO aera 4-180-000 to 800 Suture, Michel........ 3-Tsa100'to 11s. |: ee ee Sah eae 
Shutoff, Tomac Type........ 4-180-680 Suture, Scalp, Rainey....... 3-754-600 CoM Eee 
Test Tube, Stoddard. ....... 4-181-000 | Clock, Interval Timer......... 4-182-000 owls voce iegnebeted icc seed 
Towel, Backhaus. .3-204-590, 3-204-600 Glock: AN UESES cee 3s | hs Rootes 7-754-700 Ca ee iis as Soca at 
Vessel, Guyon-Pean......... 3-355-800 Clock, One Hour, Staining, Collar and Crown Pliers, 
Clasp Adjusting Pliers......... 5-435-350 Tissue. ProcessOr co 65,.5.0%"9 4-382-208 sceseseg Dee tages Alo =e 
Clasp Adjusting Pliers, Aderer. .5-434-150 | Clothing Bag, Patients.........7-152-500 | Collar Tube, Kipp Gas 
Clasp Bending Pliers, Jelenko. .5-434-550 | Clothing Bag, Waterproof... .. .9-278-125 Generator.........++++--- 4-274-005 
Clasp Bending Pliers, Clie: Collector, Dust, Dental Lathe. .5-390-750 

MemellOpess 63. ya. sas 5-433-000 ane oe ee Ahsan 4-182-500 Eee ears algae 
Glass Loop: cic. .es ee Sk 5-803-750 Cations ce eo rae 12-175-150 vcs Te tetra ® Seria Se eae os eee Sib fg 
Giasp Surveyorscis cs 240250 e. 5-582-700 Diaper, Birdseye............ 7-158-750 Collodion, Flexible. Su otro a -1-150-000 
Clasp Tailpieces 2550.2 200°. 5-803-750 i Pert itn ig (0) tf Me es ae RAR a 2-012-800 Colloidal Aluminum Hydroxide. 1-058-900 
Clasp Wire Holder............ 5-358-750 Squeeze, Amalgam.......... 5-167-150 Colloidal Aluminum Hydroxide 
Clay, Molding... . .5-166-150, 11-302-450 Wee ee es 7-188-325 Tablets..........++...0-- 1-058-905 
Winyy Pottery. rik 11-302-470 Wire Screen............... 11-209-550 | Colon Tube.................. $-853-100 
Clay Modeling Tool.......... 1319-750" 1 Club, Tadiah so. ss. 13-175-000 | Colony Counter, Quebec. ...... 4-188-200 
Cleaner, Root Canal Coagulation Electrode, Colony Counter Counting Plate, 

(Broach). 3. .0.00.5. 5-027-750 to 950 RIEU RMNY © oon. isan estes 3-272-600 Wolffhuegel.............. 4-188-205 
Cleaning Solution, Silk Process. 11-796-370 Coakley Antrum Trocar....... 3-837-100 Color, Oil, Artists...... 11-009-000 to 200 
Cleaning Tool, Imperatori Coakley Frontal Sinus Probes Color, Show Card..... 11-009-300 to 430, 

(Jackson Instruments)... .. 3-206-205 PSE) ecitounyc sie ae s scion 3-568-100 11-783-405 to 475 
Cleaning Wire, Bronchoscope. . .3-893-700 Coakley Lamp, Floor Stand... .3-457-400 Color, Water, Artists. . . 111-009-900 to 980 
reOI a Ck. soy Cpe 3.24 5-364-350 Coakley Sinus Curettes........ 3-229-200 Color Comparator Set Incandescent 
Clerf Suction Tube, Bronchial . .3-845-700 Goal tS Bt ag.cik sony fie cee 1-470-230 Fe ee a teas ABET ng 7-970-300 
Climbing Ropers ihiitth sets 13-680-130 Goal’ Tar Solutioniwctee et ee 1-143-010 Color Comparison 
yankees ik Thibes: ies to 4-452-000 to 4-453-500 

BOIder + ies es 7-818-535, 7-818-580 Convalescent Suit .7-174-005, 7-174-010 Cole Comperison Tae 
Clinical Chart Holder Carrier. ..7-741-315 Convalescent Suit, Sinsert 4-422-700, 4-422-705 
Clinical Coat........... 7-159-005 to 020 Orthopedic. .... 7-174-314, 7-174-324 eee CE ORS 
Gumbel Shaker, ...nciasc.oovs 4-392-500 Operating Suit....7-176-005, 7-176-010 | Color Extender, Show Card 

COlOES. Vag Caen eae 11-785-850 


Clinical Thermometer, Oral. . . .7-932-000 
Clinical Thermometer, Rectal. .7-932-075 
Clinic Medical Equipment, 

ID eto ell Be artecranea see 9-146-600 to 650 
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Pajama, Cotton. . .7-163-005, 7-163-010 
Pajama, Cotton, 

Orthopedic. .... 7-163-174, 7-163-184 
Pajama, Cotton (Set)....... 9-390-100 


Color Guide, Fusing Porcelain. .5-346-150 
Color Guide, Silicate Cement. . .5-347-150 
Color Guide, Teeth. .5-348-150, 5-348-160 
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Name Cc (Cont'd) Stock No. Name Cc (Cont'd) Stock No. Name C (Cont'd) Stock No. 
Colorimeters: Compress Bandage, Contouring Pliers, Goslee...... 5-433-350 
Chlorine and Toxic Gases . . .4-183-500 Gauze..........2-003-050, 2-003-060 Contouring Pliers, Johnson... . .5-430-550 
BHINOSEO ic eee ee ce 4-184-000 Compress Bandage, Gauze, Control, Shigella Diagnostic. . . . 1-608-602 
Inclined, Duboseq........... 4-185-225 Camouflaged. .. .2-003-075, 2-003-080 Control, Sterilizer. . .7-085-320, 7-085-335 
MINR Co a Parke Se OO 4-465-000 Compression Bag, Control Indicator Paper, 
Colorimeter Accessories: Sphygmomanometer....... 3-713-220 eEMIZATOM sco ks 7-085-330 
Cup Danese... es 4-185-240 Compressor, Control Powder, Inlay 
als POMEOE ee a a 4-185-005 Air. ..3-208-100, 5-174-015, 5-175-008 HN VeStMene cca. ives cae 5-502-200 
Disks, Chlorine and Toxic Concentrated Oleovitamin A Control Syringe..... 3-805-500, 3-805-900 
Gas Colorimeter. . . .4-183-510 to 540 ita A! 0 eae ae eee fo 1-318-650 Control Unit, Malaria......... 9-272-500 
Micro Attachment, Klett... .4-185-105 Concentrated Oleovitamin A Control Unit, Radiographic. . . .6-013-655 
Plunger, Duboscq........... 4-185-250 and D Capsules........... 1-318-660 Control Unit and Transformer, 
Praeer, lett, 25 OS. 4-185-205 Condenser Clamp. 6.255.552. 4-176-000 ARTA VE cece 6-126-030, 6-126-050, 
Tubes, Chlorine and Toxic Gas Condenser Distilling Flask, 6-167-980 
Colorimeter... . .4-183-560, 4-183-580 SPRAIN. 6 vin acces cio 4-226-510 Convalescent Camp Medical 
Color Sense Test Set.......... 3-885-960 Condensers: POU pment: «5 eee 9-144-280 
Color Standard, Bromthymol RN RNE aos ode ahershnse 4s og toa 4-185-500 Convalescent Center Medical 
WANs oar coat ch cs ei 4-298-120 Block Tin, Extraction EshupMent, .: 3. sos a nates 9-144-290 
Color Standard, Phenol Red... .4-298-220 NGOYatUS. oi ek 4-229-010 Convalescent Hospital Medical 
Color Vision Testing Lantern. . .3-883-800 PUMeMNCHS <2 SUN, Bake. Vee 4-229-400 BAUIPMENt io) Sclee seen 9-144-300 
Color Vision Testing Lantern SR aR Ree ipa st # 4-226-505 Convalescent Hospital Medical 
Incandescent Lamp....... 7-978-870 PME ERAS sures cin c tRS Choe 4-185-525 Equipment, Veterinary. . . .9-602-560 
Color Vision Test Set.......... 3-886-605 Microscope, Abbe........... 4-317-005 Convalescent Suit 
Colt Catheter.................8-025-000 Microscope, Darkfield....... 4-317-010 Ceatste is. 7-174-005, 7-174-010 
Colt Catheter Stylet...........8-112-125 Condensing Eye Lens..........3-461-400 Convalescent Suit Coats, 
Combat First Aid Kit......... 9-198-125 Condom, Rubber.............. 1-384-114 Orthopedic. .... 7-174-314, 7-174-324 
Combat First Aid Kit, Pack Conductor, Wire Saw, Adson. . .3-632-200 Convalescent Suit 
165 3 ee rae 9-199-650 Conductor, Wire Saw, Bailey. . .3-632-300 Trousers. 4 93:54 7-175-005, 7-175-010 
Combination Square......... .12-755-150 Ronemhele Ota eee 5-179-000 Convalescent Suit Trousers, 
Combustible Gas Indicator..... 4-296-000 Cone, Ful-Vue, Rim Stretcher . 14-605-500 Orthopedic..... 7-175-314, 7-175-324 
Combustible Gas Indicator Cone Chuck (Spindle Chuck). . .5-390-250 Conversion Motor, Dental 
Se eee 4-296-005 Cone Socket Pliers............ 5-427-480 Paging 20.12 tarceace 5-254-175 
Combustible Gas Indicator Congo Red... ego k. ay. O0iS 1-151-200 Converter, Rotary............ 5-179-550 
Samplme Line...:.:.:../2 0... 4-296-010 Conjunctival Forceps.......... 3-337-600 Conveyor, Soiled 
Commissary Ledger Binder..... 7-718-620 Conjunctival Forceps, Lister... .3-337-400 RO iv 0. 7-760-325, 7-760-335 
OMNI Cua eas ca ea bones 7-756-000 Conkey Hobbles.-./ 225k 8-078-000 Conzett Goniometer........... 3-401-200 
Common Bile Duct Dilator, Connecting Bulb, Kjeldahl. .... 4-226-705 Cooking Utensil Set, Field. .... 9-144-360 
| Re Gt ore eae Pa ae 3-252-800 Connecting Nipple, Filter Drip Cooking Utensil Set Chest...... 9-140-250 
Common Duct Probe, Mayo....3-567-400 Bopgrakies .3 86.5 25.08 HN 3-305-940 Cook Rectal Speculum......... 3-702-500 
Common Duct Scoop, Mayo. ...3-660-100 Connecting Tube, Coons Aprog: 2... 3... Sxalcesh 7-150-415 
Comparison Tube, Food Testing (SIGES ois vce 3-853-900, 4-454-085 Conn Ca ee occ ean 7-158-305 
| Sa ee tee 8-066-120 Connecting Tube, Cooling Unit, Developing 
Comparison Tube, Indicator ¥-Shaped sc22 23: 4-454-100, 4-454-120 ban ext oe tee oi ,6-013-750, 6-013-770 
MMM en cutis aoc wns vee os 4-298-140 Connection ‘‘T”’, Air Cooper Aneurism Needle....... 3-486-100 
Compass and Divider......... 11-010-450 Compressor «5.80523 45.50%. 5-175-650 Cooper Grooved Director 
Complement, Guinea Pig....... 1-601-750 Connell Airway, (Needle Attached)........ .3-259-900 
Composing Stick. .11-775-105, 11-775-110 LL ae ae 3-003-900, 3-003-910 Coo Spot Fate, 7... 5. ce wee 4-382-100 
Compounds: Constriction Tube (Needle Coping Saw is... canine ee 11-272-850 
Adhesive, Sander.......... 11-272-360 Protector) Blood Coping Saw Blade............11-272-860 
PIER ieee ch tides oe tata 5-000-520 pe ee a rs a 3-864-100 Coplin Staining Jar............4-301-000 
Ne Soy ang ve eee See 14-294-000 Construction Paper...........11-061-550 Copper Cement, Red.......... 5-120-050 
Impression........... 5-362-700 to 740 Containers: Rooter Foil. is viichicavs aves 1-152-000 
Dn ES oer rear 5-392-150 Chopping Mixer. ..4-355-655, 4-355-664 Copper Oside: N soci Peaieenk 1-161-480 
Modeling, Plastic... .11-302-550 to 590 Food, Food Cart Copper Sulfate. ..... 1-161-500, 1-161-525 
Compound Cathartic Pills..... .1-150-500 7-227-000 to 7-229-000, Copper Sulfate Impregnated 
Compound Heater, Impression 7-230-060 to 090 ig: SREP eS, gene sek ered 2-031-175 
DOT ices ck a ws 5-355-000 Fissd Mubberss. 6 shies oe: 9-143-900 Cords: ; 
Compound Knife.............. 5-372-000 tng Relig Sartgs Ramanan 7 22 Fe 8-052-800 CaGlerys «<0 s4eric s apeieigtbeas 9 3-184-100 
Compound Ointment of Tar... . 1-470-300 Weétalvae 255 aa 9-143-950 to 9-144-065 Cotton, Macrame... .11-162-350 to 415 
Compound Senna Powder...... 1-403-500 Papert eet es ok 9-144-150, 9-144-160 Cotton, Waxed 
Compound Tincture of Benzoin. 1-099-082 gil ak 2]! Tia: sii S Ree ee ae 9-144-170 Pisish. Go ase .11-162-450 to 530 
Compound Tincture of blastiowcs ease net es 9-144-180 Elastics Fraction? cance 3-210-100 
CeCe 6 oes sie alt 1-127-250 Shipping, Whole Blood....... 4-186-120 Electric, Diagnostic : 
Compress, Flask (Clamp)...... 5-155-150 Contouring Pliers, Gordon...... 5-433-750 Appliance. 2.5.2)... 3-210-600 to 760 
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Name Cc (Cont’d) Stock No. Name Cc (Cont'd) Stock No. Name Cc (Cont'd) ‘Stock No. 
Cords: (Cont’d) Couplings, Filter Cresol Solution, 

RUD DEL ,tnite.ieae 12-180-150, 12-180-170 Pumps nnieene: 4-383-100, 4-383-175 Saponated. .. .1-159-000 to 1-160-000 
Corex Cell, Spectrophotometer . .4-398-120 Cover Glass, Counting Cell..... 4-188-800 o-Cresolsulfonphthalein........ 1-158-500 
Pmader Ole. 1-153-185 Cover Glass, Hemacytometer. . .4-276-875 m-Cresylacetate.... 5. ssuswue ds 1-160-100 
Bee mga. SANE CSO t 4-187-500 Cover Glass, Micro. .4-189-000, 4-190-000 Cresyl Blue, Brilliant.......... 1-106-800 

Cover Glass Forceps........... 4-260-300 Crile-Duval Lung Grasping 
0) EES s a gL) an a 4-230-120 ; 

Covering, Tent Frame......... 9- 596-820 PORGEDS; 53454 65560 aeeore 3-359-600 
Cork Presser...........++.++:. 5 decade ae te oe Creipline shinies... 2-016-000 to 500 
Corks....-.....++eee ee. 4-187-105 to 300 Archery Target............ 18360-4580. 1: Croduet Get). votcaoes 13-180-000 
Corkscrew..........0.-+0se0e- 4-187-525 Rack Mest ole Me es 7-001-022 | Crossed Cylinder... .3-462-220, 3-462-225 
Corkscrew, Folding............4-187-530 Beaker, Tissue Processor... .. 4-382-210 Crown and Bridge Articulator, 
Corneal Scissors, Castroviego. . .3-639-500 Bracket Tablers.= soineere e 5-183-000 TIANA aie eee eee 5-011-000 
Corneal Suture Needle, Biurnigher, .3 55 sa vaegoun 8 12-740-120 Crown and Bridge Flask, Acrylic 

SS ie aa 3-514-820 to 880 Crucible, Porcelain.4-192-200, 4-194-200 Pren.2.53 Sh Aas tate ee 5-503-060 
Corneal Trephine Set, Elliott. . .3-835-900 Culture Dis 6) ees tates 4-221-000 Crown and Bridge 
Connery bowecisels. cee dlias 11-210-550 Cylindrical Jar (Animal Investment....... 5-368-050, 5-368-550 
oriistarenespe cides fo date 1-453-000 Nat ee oes bios bee sae 4-301-212 Crown and Collar Pliers, Peeso .5-431-150 
Corpuscle Pipette, Dental Operating Set, Crown Forms, Assorted........ 5-326-510 

Hemacytometer .4-276-925, 4-276-935 ack Toes: 22025. seen 9-144-390 Crown Remover, Simplex...... 5-516-150 
Corrosive Mercuric Chloride. ...1-285-200 Field Chest, Pack Type...... 9-144-410 Crown Scissors, Universal...... 5-548-150 
Corrosive Mercuric Chloride Peeeibeet ys eee, cor eee ce 5-184-050 Crucible Cover, 

Paviets.. cys 1-285-395, 1-285-400 Litter) Canv¥ae.is: oss 7-841-035 to 345 Porbelain..< < fs 4-192-200, 4-194-200 
Corset Bone...........12-040-010 to 065 Litter Carrier: .7..0.0: aay. be 7-841-185 Crucible Former, Casting 
Coryllos Retractor. ..3-617-100, 3-617-200 Mattress. 2.5 ie 7-159-125, 7-159-130 Machine....... .5-117-850, 5-117-950 
Costal Elevator and Raspatory, PAI g an ape Als a 7-159-185 Crucible Holder, Walter........ 4-282-120 

rere ee tn Nun nee ENG 3-279-400 1S a ete Swe uate lets a 7-249-515 Crucible Liners, Asbestos....... 5-118-050 
Costal Periosteotome, Shoe Finishing Machine..... 12-740-120 Crucibles: 

Alexander-Farabeuf....... 3-553-300 Wrestling Mat: i204 ase), 13-500-275 Casting Machine..... .5-116-650 to 850 
CopsAimbulancertaii.. tae 7-837-105 (Cradle beat. faster ee nee 7-053-075 Alas 5 ec pe oe 4-193-050 
Cot, Convertible Angle........ 7-004-600 Cradle, Neck, Veterinary.......8-053-000 Mickel). -) sara caitokt ooGy eae 4-193-375 
(Sot, Panger. 5 fit): 3-212-800, 3-212-900 Crane-Kaplan Periodontal Platinum. 2. cocesans week 4-193-500 
Cotton, Absorbent. 2-013-000 to 2-014-000 Pocket Marker. .5-409-050, 5-409-550 POrcelain) ss Jsec0 5 ick eke 4-194-000 
Cotton, Nonabsorbent........ 2-015-000 Cranial Bone Set, Hudson......3-106-720 Porcelain, Goochsica)- 2323 4-192-000 
Cotton Balls, Absorbent....... 2-014-100 Cranial Bars, Crucible: Tongs. <5. sca donee 4-448-000 
GreOn MALIN oo ei aes se vn 2 2-015-000 Adson-Rogers. . .3-124-120, 3-124-140 Crutches, Adjustable.......... 7-777-325 
CWOtton Cloth wanie bites 6 Fe 12-175-150 Granialubars, Hudson’: os veneciee 3-124-130 Crutchfield Skull Traction Set. .3-118-300 
Cotton Cord, Macrame. 11-162-350 to 415 Granialibrilly Cushine= stk oe 3-124-210 Crutchfield Skull Traction 


Cotton Cord, Waxed 


(a LL ASR he as a 11-162-450 to 530 
Cotton Dressing 
1 ge 5-426-000, 5-426-150 


Cotton Duck..... 12-233-150, 12-233-250 
Cotton Elastic Bandage. 2-002-185 to 500 


‘Cotton Holder. ..... 5-358-075, 5-358-250 
GOceono dati... Mee eos 2-014-200 
ACOttOMMAGS In ss cwtante ten se 2-031-300 
Cotton Pellets cae ce ees 0 5-181-550 
Cotton Pellets Holder......... 5-358-150 
Cotton Roll.........5-182-000, 5-182-250 
GottonseedsOile is. cht. Wile 1-153-360 
Cotton Strips, Absorbent ...... 2-014-200 
Cotton Waste, Surgical........ 2-045-000 
Councill Urethral Stone Removing 

Cystoscopic Forceps....... 3-330-400 
Counter, Blood Cell, Marbel.. . .4-188-010 
Counter, Colony, Quebec...... .4-188-200 
Counter, Wand. Lally... cn. +: 4-188-450 
Counting Apparatus, 

Wolingeyel’.-... ae ees 5 4-188-550 


Counting Cell, Sedgwick-Rafter. 4-128-655 
Counting Cell Cover Glass..... 4-188-800 
Counting Chamber, 
Hemacytometer........... 4-276-850 
Counting Plate, Wolffhuegel... .4-188-205 
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Cranial Drill Brace, Cushing. . .3-124-100 
Cranial Drill Brace Extension, 


utdson. 34) 4s Gee ee 3-124-260 
Cranial Forceps, Rongeur, 

PEW DIES os iss sae bs BE 3-313-900 
Cranial Forceps, Rongeur, 

FR ONSIEY 614 Pe Mee sks ue 3-314-200 
Cranial Forceps Blade, 

DeVilbiss....... 3-313-920, 3-313-940 
Cranial Plate, 

Tantalumic: ior, 3-669-930, 3-669-940 
Cranial Trephine, Galt........ .3-835-200 
MARE AIOE S OS oe ence Oe 8-099-450 


Crayon, Artists... .11-010-550, 11-010-580 
Cream of Tartar (Potassium 


Bitartrate)s 25a 5. sae er ee 1-357-510 
Greatn Pipettes.) 0s/acisle ied 4-365-350 
Cream Pitcher...... 7-349-000, 7-350-000 
Cream Test Acid Bottle........4-044-800 
Cream Test Bottle, Babcock. . .4-046-600 
@reaser; eather sic een 11-404-950 
Creatinine Zinc 

Chloride. .......1-156-000, 1-156-001 
GREOSOUCN A isc rane een 1-157-000 
ASEESA LITE ee ie thay heist eee Oe 1-160-100 
Cresolated Formaldehyde...... 1-204-895 
@résoltRedyo7 ce wise aaa. Ok 1-158-500 


Tone rl Points: 3. 4.,.os8 3-118-340 
Cage Pads ore Che. pre hs toads 7-777-340 
Crt eet sick es casa tard: 9-144-450 
Crotch Pipriiss fons cst oe 7-777-355 
Crystalline Penicillin.......... 1-606-790 
Crystalline Penicillin in Oil 

BVALIN GR cass kt cco mae oe 1-606-795 


Crystal Violet 

(Gentian Violet ).1-160-900, 1-289-470 
Crystal Violet Tablets......... 1-289-485 
Crystoids Anthelmintic........ 1-227-600 
Cuff, Snap, Sphygmomanometer.3-713-290 
Cuff and Belt Restraint Set... .7-884-010 
Culture? Bactetial.3 Yoshie ice 1-601-850 
Culture Apparatus, Anaerobic. .4-298-500 
Culture Dish....... .4-220-000, 4-222-200 
Culture Dish Bottom.......... 4-222-000 
Culture Dish Holder.......... .4-286-050 
Culture Dish Top. . .4-221-000, 4-238-000 
Culture Jar, 


Anaerobic...... 4-298-510, 4-298-560 
Culture Media and Components: 

ASGE Lis 5s eer 1-046-000 
p-Aminobenzoic Acid........ 1-059-400 
Beef, Desiccated............ 1-097-990 
Bech Hxwrart. <3. cacndeee 1-098-000 
elle POWder. sis eee 1-102-000 
OG-| 
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Name Cc (Cont'd) Stock No. Name Cc (Cont'd) Stock No. Name Cc (Cont'd) Stock No. 
Culture Media and Cups: (Cont’d) Cutters: (Cont’d) 

Components: (Cont'd) Peniet eich ae ee Slee 7-778-350 Leatt and: Roles. iiss bskiisds a 11-711-250 
Bismuth Sulfite Agar........ 1-106-340 Polishing, Rubber........... 5-190-050 FR Re net CN at en eet sae 14-239-500 
Blood Agar Base: .: 2.6.02). 1-106-550 Specimen Collecting, Pin iStaderg0) i. ek Oe 3-112-722 
Blood Serum, Aspirating Tube.......... 3-845-740 ROG sia uubeueusbnssa ta 12-190-150 

Loeffler’s....... 1-106-598, 1-106-600 SOP Pot et. oles 7-779-000 Sales 33) VAR a te 12-190-350 
Bordet-Gengou Agar Base... . 1-106-620 Syphon, Extraction Steinmann Pin and Wire..... 3-235-380 
Brain Heart Infusion........ 1-106-700 Apparatus. <..4s. Pwtek.s heen 29-020 Wire, Berbecker............ 3-235-400 
Brilliant Green Bile Broth ...1-107-100 Reine Sie ee ieee ate ek tee 7-256-500 Wise, ate ec Gos sates 3-235-450 
Citrate Agar, Simmons....... 1-142-400 Trunnion, Centrifuge, Cutting Diamond, Hand...... 14-264-000 
Desoxycholate Agar......... 1-161-685 IN ios ak cp 5a RAS 4-130-015 Cutting Diamond, Lens Cutter. 14-242-000 
Desoxycholate Citrate Agar. .1-161-695 ‘Tambler Shaped. . 0:0... 6s 7-254-510 Cutting Instruments, Black: 
Desoxycholate Citrate Media. 1-161-700 Curettes: Binangle Chisel. . .5-363-905, 5-363-950 
Dimethyl-p-phenylenediamine Adenoid, Barnhill. .3-217-500, 3-217-600 ess oe ye 5-364-025 to 125 

Hydrochloride. .:......... 1-168-510 Alveolar, Molt........ 5-196-550 to 900 CBO: siscunes ceo shizs htcd can 5-364-350 
Endamoeba Medium........ 1-173-925 Bone, Volkmann............ 3-218-750 PRB ie 5.2.0 cs tenteee Bite 5-364-250 
ND 5 a5, d winiapih winbig’s 1-173-960 Chalazion, Enamel Hatchet...... 5-363-305 to 450 
Eosin Methylene Blue Meyhoefer...... 3-219-850, 3-219-880 Gingival Margin 

AOE xh inj. 1-174-000, 1-174-010 RR Ptr lett ahs 3-220-770 SEGMENT Oi thars 5 ks 5-363-705 to 850 
CN eg ky 5 aie ae as 1-212-000 j EX Tie] 5 1) Col see ry Se Oe 3-220-800 MEOTORET flils phakic. 64 < 5-363-005 to 105 
Heart Infusion Agar......... 1-106-550 Ear, Spoon and Hook, Gross . 3-221-100 Ls SN Raat Salat BAe eps 5-363-150 to 250 
Hemoglobin. .... . . 1-226-295, 1-226-300 Ethmoid, Faulkner.......... 3-221-600 Side Cutting. ..... 5-364-150, 5-364-225 
Iron Agar, Kligler.......... 1-241-700 Ethmoid, Mosher........... 3-221-800 Snoeonk 35465 3 aite Ghee 5-363-505 to 650 
Pactose Broth... «os. ces ss 1-248-200 Eustachian, Yankauer....... 3-222-400 Cutting Instruments, 

MacConkey Agar........... 1-258-750 PRSGINA aio: 24 seule eoraiv te 3 8-053-750 S.:S, White. .... 5-364-425, 5-364-450 
Matt Extract Broth... ......:. 1-266-250 PMO cc ete s « 8-054-000, 8-055-000 Cutting Loop Electrode, 

PORRIEGS AGERE Nor oa eae 1-301-900 Mastoid, Richards. . . .3-226-600 to 800 RGEC IORODE oo oss ch en 3-598-020 
INGERIONe AGAP . 3. cu 6 aos 5.0 3 1-302-800 Mastoid, Spratt Cutting: Onl; \ comic arsicet areerias 12-575-150 
mererient) Broth.) 2.0/5... 46s 1-302-900 23 | Cl 2) RRR a a at oO 3-225-400 to 750 Cutting Wheel Assembly, Lens 

MER Ren Tec ay ee ag 1-102-000 Mastoid, Whiting. .... 8-057-050 to 070 CHtbER. eho) is enna 14-244-000 
peanmie) SIOd . Se... 1-332-000 BROMO 2 cide do paises 8-057-120 to 150 Cyclodialysis Spatula, Elschnig .3-685-500 
Peptone, Dried, Bacto....... 1-332-010 Sharp, Veterinary........... 8-057-000 Cylinder Hanger, Intravenous 

Peptone, Proteose........... 1-332-025 Conus; oe kiew. 5s ci6 ven 3-229-200 SHE ch o> cagleates 4 ante dieneticae 3-407-600 
ETT ES CR ee ae 1-384-800 Uterine, Biopsy, Randall... .. 3-230-100 Cylinders: 

Puenol Red Broth........... 1-341-210 Uterine, Irrigating, @rossed’..f50.. 35 3-462-220, 3-462-225 
Penol Red Tartrate Agar..... 1-341-250 EP HOMAS Ais cox od 3-231-200, 3-231-300 Graduated...... 4-197-000 to 4-203-500 
Proteose No. 3 Agar......... 1-384-700 Uterine, Sims......... 3-232-200 to 400 Graduated, 

ICS POWOEL. 6.5 ccc a ec osc 1-395-020 Uterine, Thomas... . . .3-230-680 to 720 WHEING ee 4-203-750 to 4-207-000 
Russell Double Sugar Agar. . . 1-396-600 Curtain, Tangent... .3-810-690, 3-810-700 Intravenous Set............. 3-599-100 
CLOT Ta RNa Oe Hane ee 1-403-200 Cushing Brain Retractor....... 3-605-900 Vacuum, Drying Oven.......4-357-345 
BMIPENIEIE Ghai, Pio. occ ce eek 1-452-800 Cushing Brain Spatula......... 3-684-400 Cylinders, Gas, Empty: 

Tetrathionate Broth Base. . . .1-472-070 Cushing Cranial Drill..........3-124-210 DEMIS 65. ox « ss Boies yee 1-008-711 
Thioglycollate Fluid Cushing Cranial Drill Brace. . . .3-124-100 Carian (Dioxide. ow. 6 <> licen Sy 1-125-931 

MUNECIIELIEE 050 Sahoo cohen ae 1-472-690 Cushing Dressing Forceps...... 3-333-100 Helium and Oxygen Mixture . 1-226-026 
Thioglycollate Supplement. . . 1-472-700 Cushing Tissue Forceps........ 3-380-600 Nitrous Oxide..... 1-301-921, 1-301-941 
Tryptone Glucose Extract Cushing Vein Retractor....... .3-620-200 LAs). ee ee 1-325-182, 1-325-200 

2 RS ae 1-489-225 Cushions: Cylinders, Gas, Filled: 

Tryptose Phosphate Broth. . . 1-489-325 Pie aE ich raves chs 7-783-000 PBCVIONEEO8 Xe vevie a treats 1-008-710 
Weal, Wesiecated .... 5.6. ss 1-490-250 Centrifuge Tube.. .4-130-030, 4-130-035 Carbon (Dioxide. 5 ea 1-125-930 
Violet Red Bile Agar........ 1-490-310 CRORE thd at ec Ral catia, 7-777-340 Helium and Oxygen Mixture . 1-226-025 
metbe) Ebies G2 ews eal na 4-434-950 Multiple Carrier, Centrifuge .4-130-020 Nitrous Oxide..... 1-301-920, 1-301-940 
Cummings Nephrostomy Drain.3-266-800° Trunnion Cup, Centrifuge. ...4-130-025 De OR 1-325-181, 1-325-199 
De RCNEEE 6c nee 5-235-050 Cuspidor, Dental, Field........ 5-200-050 Cylinder Truck, Gas Cylinder. .7-940-800 
MME EMI oe, iced hs 1-161-480 Cuspidor, Fountain, EENT. .. .3-233-600 Cylinder Valve Adapter, Gas. . .7-701-352 
Cupric Sulphate... .. 1-161-500, 1-161-525 Cutaneous Resistance Coylsadricnh Tats oc. seibcch oh ieic igs 4-301-200 
Cups: BREIPIAT ALS). crores a als cioiens vias 3-234-200 Cylindrical Jar, Animal........ 4-301-210 
Colorimeter, Klett.......... .4-188-005 Cutler Blood Sedimentation Cylindrical Jar, Cleaning 
REE solo’, ci Sisiecielecdis 5-188-050 Tube...........4-451-700, 4-451-705 SOMMIGHS ks 4-301-230, 4-301-240 
Drinking, Paper. .......\..... 5-189-000 Cutoff, Cold Air........ 5-421-840 to 855 Cylindrical Jar Cover.......... 4-301-212 
Duboscq Inclined Minter, THANG. Sy Sie oie ole as 8-075-000 Cylindrical Separatory Funnel. .4-269-000 

Colorimeter Cup.......... 4-185-240 Cutters: Cystic Duct Forceps, Shallcross.3-327-800 
ES ST Oa Pe a 7-254-000 BOQE 3 sieicasits ys vee es ....12-740-140 PSUS Sin ii nics G alewis. 260 sare eben 1-161-575 
INES ern a bipisis ated. oe 7-254-910 Puter-Papetcss( i cetsoecnax 4-196-050 Cystoscope, Catheterizing, 

U2 a Sap eo le 7-804-110 Ee TN SUM AS eo a Se Fs ae 3-234-600 Brown-Buerger........... 3-238-800 
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Name Cc (Cont'd) Stock No. Name D (Cont'd) Stock No. Name D (Cont'd) Stock No. 
Cystoscope, Convertible....... 3-237-400 Darkroom Radiographic Tent Dental Operating Set 
Cystoscope, Convertible, SPE ICI oo Sss.a oaEeS Bae 9-596-800 Chest. ...jadreciet 9-140-350, 9-140-375 
Brown-Buerger........... 3-237-800 Darkroom Safe- Dental Operating Truck....... 9-146-940 
Cystoscope, Young............ 3-238-900 light. .6-127-750, 6-127-800, 6-127-825 Dental Operating Truck Medical 
Cystoscope Incandescent Darkroom Tent, Radiographic, Eginpment Wac.s 3 eee 9-146-930 
ee ea a 7-972-800, 7-972-850 PRC doh sun cake eee Ree 9-596-600 Dental Operating 
Cystoscope Tips, Rubber... ... .3-238-940 Darkroom Ventilator. 6-289-000, 6-289-300 RTebidick « ee eke 5-421-475, 5-421-490 
Cystoscopic Aspirating Tube, Dart, Aerial Tennis. ...5..... 13~210-000 Dental Prosthetic Kit, Emer 
PRUTTISS 23 ns cakes RAG ete 3-850-200 Davenport CR aR a es Lae rape 7-054-000 gency Denture Repair..... 9-182-750 
Cystoscopic Electrodes, Bugbee . 3-273-400 Davidson Pneumothorax D ‘ 
: ental Prosthetic Outfit 
Cystoscopic Electrodes, ApPATats. joc eea see see 3-563-000 Sete 1.7 9-183-325 
McCarthy...... 3-272-600, 3-273-600 | Daviel Lens Scoop............ 3-661-100 Gets 1-7). Re Sea cet cee 
Cystoscopic Evacuator, Ellick Davis Tonsil Retractor........ 3-618-600 Dental Prosthetic 
Mame sche: «sake aewaxs 3-287-500 | Dean Oral Surgical Scissors. . . .5-551-150 Set. ...-...5- 9-184-850 to 9-190-050 
Cystoscopic Evacuator, Toomey 3-288-100 Deaver Abdominal Dental Prosthetic Team Medical 
Cystoscopic Forceps: IRebEACLORaasiuree ae 3-603-450 to 530 Equipntent,...ccsaseeonee 9-596-240 
PiarOr Charis cust atiis « 3-327-900 Decholin Tablets.............. 1-161-635 Dental Syringe Set............ 9-190-180 
Bladder Specimen, Braasch.. .3-328-100 Decompression Retractor. . .. . .3-607-400 Dental Veterinary Kit, Field. . .9-602-580 
Foreign Body..... 3-328-600, 3-328-700 Dehydrated Aleohol........... 1-050-000 Dental Veterinary Kit Case... .9-138-125 


RONG CUP A. os: .5:312 3-328-800, 3-328-900 
CISSOLS Ua) nea tak et aisles 3-329-100 
Ureteral, Stone Basket, 

NOUASONs lah ie os vitus ecsaeeiocece sees 3-330-200 
Ureteral, Stone Dislodging, 

PAO WONG ttl oth sass 3-330-300 
Ureteral, Stone Removing, 

COuMG ii. sis. 0 5 sos PS OOO EOD 
Ureteral, Stone Removing, 

FieronisOnes ce cae Suese ees 3-330-500 
Utility, Lowsley.............3-330-900 
Visual, Hemostatic, 

McCarthy aita oss Penk $-33l-200 
Cystoscopic Forceps Handle... .3-329-600 
Cystoscopic Telescope, 

BOLO DHGue ste sais: 3-819-100 
Cystotome, Eye, Graefe........ 3-239-900 
Cysto-Urethroscope........... 3-242-200 
Cysto-Urethroscope 

Incandescent Lamp........ 7-973-000 

D 
Dacowlead ae 123 eae deen 11-272-760 
DAdOPP lane: A 5) Sa see Hh 11-262-270 


Dairy and Meat Inspection Kit. 8-094-250 
Dairy and Meat Inspection Kit 


GAGE GN tie anaes 8-022-100 
Dairy Thermometer........... 8-128-000 
Dam, Rubber....... 5-529-000, 5-530-150 
Dam Clamps, Rubber 

Pastis TERE : 5-159-000 to 5-165-050 
Dam Punch, Rubber Dam. ... .5-508-150 
“O21 8) C= Ca OS) Rae na Sen RE A 5-502-000 


Darby-Perry 
Excavator... .5-260-050 to 5-267-050 


Darby-Perry Scaler. .5-545-150, 5-545-250 
Darkfield Apparatus, 


INI CROBCOPE Leet iiata. ocgaee 4-317-020 
Darkfield Condenser, : 

IMECEOSCO DE ey 5neei-tstaie 4-317-010 
Darkroom Chimney Incandes- 

CORI SATIN 5 6 aces mx RR 5 ost 7-979-000 


Darkroom Chimney Lamp. ... .3-456-600 
‘Darkroom Processing Assembly. 6-124-300 
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Dehydrocholic Acid Tablets. .. . 1-161-635 
DeLee-Hillis Obstetrical 


SbethoOstope: 5 hikes ue 3-742-305 
Delivery Table: 03 cee tis is 7-098-850 
Demerol Injection............1-269-360 
DemnterolMVapletss cys sen ese eke 1-269-375 
Demonstration Unit, Plasma 

INIeCHOn Aes «siecle 1-607-108 
Denatured Alcohol. 1-051-000 to 1-052-500 
Dench Vaporizetioccs (obec 3-882-200 
Denhardt Mouth Gag......... 3-393-200 
Dennis-Thiele Melting Point 

WUE evs caine sVpetealeten 4-456-525 
Dental Assistants Kit... ..... .9-145-850 


Dental Assistants 
Medical Kit. . . .9-274-900, 9-274-905 
Dental Clinic Medical 


Equipment......... 9-146-600 to 650 
Dental Dispensary Equipment, 

Animal Pack Type........ 9-146-800 
Dentalyiloss:.s4ccaed eas as 5-311-000 
Dental Instrument Case....... 9-117-135. 
Dental Instrument Kit........ 9-147-875 
Dental Instrument Kit, 

Extraction Forceps........ 9-148-325 


Dental Instrument Kit Case... .9-117-125 
Dental Instrument Kit Case, 

Extraction Forceps........ 9-116-775 
Dental Laboratory Cabinet... .9-113-900 
Dental Laboratory Medical 

Equipment. ... .9-148-900, 9-148-950 
Dental Laboratory Table, 


Poldinga Matures aise ae 9-595-150 
Dental Laboratory Truck...... 9-149-060 
Dental Laboratory Truck 

Medical Equipment....... 9-149-050 
Dental Light Kit, Mouth Type .9-149-925 
Dental \Omeers Rav... sacs se 9-151-125 
Dental Officers Medical 

Pleura tia tee sian 9-274-910, 9-274-915 
Dental Operating Outfit, Field 

NSEtS EO) Lee nccenas 9-174-425 


Dental Operating Set. 9-146-835, 9-146-840, 
9-175-275 to 9-180-100 


Deéntimeter, Wark 30335 35.55 seccs 5-206-000 
Dentimeter Iron Wire......... 5-207-000 
Denture Base Material, 

AGIATIC As eae 5-517-050, 5-517-550 
Denture Brag... is aes 5-029-050 


Denture Flask, Casting 

Machine.......5-117-150, 5-117-250 
Denture Flask, Ejector Type. . .5-310-500 
Denture Flask 


EECLORM ticigs. 5-310-150, 5-310-600 
' Denture Repair Prosthetic Kit. .9-182-750 
Depressor, Brain, Cushing..... 3-684-400 
Depressor, Tongue, Weder. ... .3-245-205 
Depressor, Tongue, Wood...... 3-245-500 
Depth Perception Apparatus. . .3-247-500 
Derby Bandage............... 8-002-200 
Dermal Suture. ........3-758-300 to 605 
Dermal Suture, Needle 
ROG eet cere atesee 3-760-200 to 400 
Dermatographic Pencil. ...... .6-120-000 
Dermatome Blade, Padgett..... 3-249-600 
Dermatome Brush............ 3-249-700 
Dermatome Cement .3-249-800, 3-249-810 
Dermatome Set, Padgett....... 3-249-500 
Deschamp Ligature 
Carriers. tied een 3-149-500, 3-149-520 
Desiecated Beefs ...50.4 55 is 1-097-990 
Desitcated Veal.y 2 axgewnnt sce 1-490-250 
DESICCATOR vial rcacentiske et See teme 4-209-150 
Desiccator, ocheibleraites.cice 4-208-000 


Desiccator Plate, Scheibler..... 4-209-000 
Desiccator Plates... .4-209-160, 4-209-170 


Dedk, Bieid..4..<) . sss 525 vetek 9-190-650 
Desk, Field, Complete......... 9-191-225 
Desk, Nurses... .. 7-054-950 to 7-055-000 
Desk, Reception Room........ 7-058-000 
Dégle Cait 5s ssiss <n thee 7-042-000 


Desmarres Chalazion Forceps. ..3-323-900 
Desmarres Eyelid Retractor... .3-607-900 
Desmarres Paracentesis Needle .3-502-100. 
Desoxycholate Agar......:.... 1-161-685 
Desoxycholate-Citrate Agar... .1-161-695 
Desoxycholate-Citrate Media. ..1-161-700 
DeSSErt Plate cisc.-tc teen eas 7-358-000 
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Name D (Cont'd) Stock No. Name D (Cont’d) Stock No. Name D (Cont'd) Stock No. 
Dessert Spoon... .. .7-403-500, 7-403-510 Dibromothymolsulfonphthalein Diphtheria Toxin, Diagnostic. . .1-603-050 
Detachment Medical Outfit... .9-313-125 (Bromothymol Blue)...... 1-108-300 Diphtheria Toxoid . 0°. oo S052 1-604-100 
Detector, Halogenated Dicalcium Phosphate Tablets. . . 1-165-480 Diphtheria Toxoid, Alum 

Hydrocarbons. ........... 4-209-600 2,6-Dichlorophenol-Indophenol Precipitgteds (i266 5i8<<% 1-604-000 
Detector, Hydrogen Sulfide. . . .4-209-650 SORA rari Oe dan mht nes 1-165-485 Dipotassium Phosphate........ 1-374-000 
Detector Replacement Set, Pick Vest Toxin: 23.55, Oa 1-608-200 PRON. Secret ie ce vee hole abs 4-210-400 

Halogenated Hydrocarbons.4-209-605 Dictionaries (See Class 10) Director, Grooved. . .3-259-400, 3-259-600 
Detector Tube, Hydrogen 1 Oy c8 oh at 12-215-215, 12-215-270 Director, Grooved, Cooper 

PNNNNEIG shoals teat eee iG 4-209-655 He ROOM oo. bith eeu ee 12-759-550 (Needle Attached)........ 3-269-900 
Developing Powder, Bretetic Staten. 5.5.5. ek aes 7-384-000 Discharge-Suction Assembly, 

SS eee ae 6-121-710 to 800 Diethylbarbituric Acid......... 1-092-325 Circulating Pump......... 4-283-885 
Developing Tank, Radio- Diethylstilbestrol Tablets...... 1-165-505 Discission Knife, Wheeler... ... 3-440-700 

graphic Film....... 6-167-285 to 650 Digester, Micro, Kjeldahl...... 4-210-200 Disooid: Biack ><... cee 5-364-250 


Developing Tank, Radiographic 
Film, Dental... .6-167-000, 6-167-250 


Developing Tank Insert. .6-042-100 to 110 
Developing Tray... .. 26.5... 6-169-000 
DeVilbiss Cranial Forceps...... 3-313-900 
DeVilbiss Cranial 

Forceps Blade. . .3-313-920, 3-313-940 


DeWecker Iris Scissors......... 3-644-400 
Dexterity Test Set, Tweezer. .. .3-822-300 
re MEW AvT Oe Sala ion Ula lcd 1-162-000 
EMEC ee co. 2 SE AC Sik 1-163-000 
Dextrose, Anhydrous.......... 1-164-000 
Dextrose Agar, Sabouraud’s. . . . 1-164-100 

BMICCHOM ci eee el tas ee 1-165-000 


Dextrose Injection. ..1-164-600, 1-164-800 
Diagnostic Control, Shigella... . 1-608-602 
Diagnostic Incandescent Lamp, 

MIGHEAE one eve es 7-973-850 to 940 
thagnoetic Lamp... 2... 2.03... 3-833-400 
Diagnostic Lamp (Spotlight) . . .3-456-900 
Diagnostic Light Set, EEN..... 3-251-905 


Diagnostic Sera: 
Antiparatyphoid . .1-592-010, 1-592-050 


PPMAVUREUY PLO = «<< acheje ecw 202-0 @ 1-596-015 
BEAU S65 soc ein 4 1-597-380 to 480 
SUT C2| | tg ce aeiidetea anaeea 1-608-610 to 660 

Diagnostic Set (Otoscope and) 

Ophthalmoscope)......... 3-540-800 

Diagnostic Spotlight........... 3-456-900 

Diagnostic Spotlight Incandes- 

RENE GEAR A. sie skew cies. 7-979-550 


Dialyzing Tubing, Cellophane . .4-457-525 
a-Diamino-b-Dithiolactic Acid. .1-161-575 


Diamino Sulfate (Hydrazine 


SUE TC2) Cove eeu apa 1-228-375 
Diamond, Cutting, Hand..... 14-264-000 
Diamond, Cutting, Lens Cutter. 14-242-000 
Diamond; Marking................. 4-210-000 
Bratman) PULTE 1.62. sie oe aseiee 14-292-000 
Diamond, Truing Edger...... 14-319-500 
Diamond B Green (Malachite 

Greene eh inal teaie 1-266-000 
Diaper Cloth, Birdseye........ 7-158-750 
Diaphragm, Stethoscope, Bowles. 3-742-340 
Diathermy Apparatus......... 7-105-505 


Dibasic Potassium Phosphate. .. 1-374-000 
Dibasic Sodium Phosphate..... 1-439-968 
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Digestion Apparatus, Kjeldahl. .4-210-250 
Digestion Tube, Folin-Wu. . . . .4-454-500 


Digitalis Injection............. 1-166-400 
Digitalis Tablets. . . .1-166-495, 1-166-500 
Rite Sto eee Asi aiees 1-167-650 
Digitoxin Tablets. .......;....4. 1-167-690 
Rigen; Famers. 6.5.55 seas Mai 1-167-750 
Dihydromorphinone Hydrochloride 
Hypodermic Tablets....... 1-167-905 
p-Dihydroxybenzene.......... 1-229-000, 
1-229-995, 1-230-000 
Dilantin Sodium Capsules...... 1-169-325 
Dilators: 


Common Bile Duct, Bakes. . .3-252-800 
~ Lachrymal, Nettleship- 


Miidee 6 EIS) vain eels soe BES -4O0 
Lachrymal, Ziegler.......... 3-253-430 
Tracheal, Trousseau......... 3-254-400 
terme Goodell... See 7, 3-256-500 
Uterine sHank: | «swig Sua 3-255-500 
Uterine; ‘Palmeériiss-..:izcas tar: 3-256-900 

Dilaudid Hydrochloride Hypo- 

dermic*labletS: . . :.:.473% ses 1-167-905 

Diluting Pipette, Hemometer.. .4-281-400 
Diluting Pipette, Milk......... 4-365-860 
2,3-Dimercaptopropanol Eye 

Sohwtion } 95.) iene. tied 1-088-490 

2,3-Dimercaptopropanol in Oil 

Minipuls es eee aaa’ 1-088-500 

2,3-Dimercaptopropanol 

Ointment: {20% >: 1-088-535, 1-088-545 


p-Dimethylamino-azobenzene. . . 1-168-000 
p-Dimethylaminobenzaldehyde . 1-168-250 
b-Dimethylaminoethyl Benzhydrl 

Ether Hydrochloride 


BaiGItles eRe ever ereiccerece 1a 1-168-350 
Dimethyl-a-naphthylamine..... 1-168-500 
Dimethylbenzene 

(Xylene)2si2ic 1-497-000, 1-497-005 
Dimethyl-p-phenylenediamine 

Fiydrochloride:. 55d -sainsie . 1-168-510 
Dimethyl Ketone (Acetone)... . 1-003-000 
sista ee VAG. 2 a Te 2.0. hor< cated 7-415-510 
Dinner Platesat Sai 7-359-000 
Diodone Injection............. 1-168-800 
WT ONUIPR 2 beret aca oat ay Ones 1-181-000 
Diphenylamine.............:. 1-169-000 


s-Diphenylcarbazone. 1-169-300, 1-169-400 
Diphenylhydantoin Sodium 


Capsilesso4:.).0 seanieareet 1-169-325 . 


Diphtheria Antitoxin.......... 1-692-000 


Discs, Ophthalmic: 
Homatropine Hydrobromide and 
Cocaine Hydrochloride. . . .1-228-025 
Physostigmine Salicylate... . .1-347-975 


Discs, Valve, Inhalator........ 3-881-000 
Dish and Utensil Mess Set..... 9-313-900 
Dish Bottom: Petri. 2. cece 4-222-000 
Dish Cart. it: 7 ae kee 7-225-000 
Dish Cover, Petri... ...0..*. 4-221-000 
Dishes: 
PSI [e 18) 701) (a3 eae BR el ae 4-210-500 
Cree eet tt 4-220-000, 4-222-200 
RAR Br ine ere ee 5-502-000 
Evaporating, Glazed Silica .. .4-213-100 
Evaporating, Platinum. .... .4-213-900 
Evaporating, 

Porcelain. .... 4-214-000 to 4-215-500 
Oatweals 20.5. ante ee ras 7-272-000 
Petri............4-220-000, 4-222-200 
CU a re 4-223-600, 4-223-815 
Staining, Complete. 4-223-500, 4-223-810 
Staining, Coplin (Jar)....... 4-301-000 
MECHEL... Berner ae 4-224-000, 4-225-000 
Vegetable... .....7-274-000, 7-276-@00 

Dish Handle, Staining Dish. .. .4-223-650 
Dish Sterilization Basket....... 7-201-510 
Dish Towels Ss icine ee 7-177-510 
Disinfectant Solution. 1-169-358, 1-169-364 
PUISHMECtOL i 2, ter eee ates 8-057-200 
Disinfector, Trailer Type....... 7-791-000 
Disinfector Water Still.........7-791-100 
Disk Mandrel, Morgan- 

Maxfield. ......5-407-000, 5-408-000 
Disk Mandrel, Screw- 

ea dsnstedac axe 5-407-250, 5-408-250 
Disk Micrometer, Microscope 

Eyepiece....... 4-317-500, 4-317-525 
Disks: 

Chlorine and Toxic Gas, 

Colorimeter........ 4-183-510 to 540 
Filter, Sediment Tester...... 8-125-600 
PET SEIUZ ncoretat Riera 4-237-700 
Sandehcia ier 11-272-370, 11-272-380 

Disks, Dental: 

Diamond, Safesided......... 5-223-050 
Mietal Fe ea eae a 5-229-700 
Paper ye snc fea. suite oe 5-230-000 
Paper, Cuttlefish. 2. 3.240%. 5-230-150 
RUDDER soe AO ae 52231-150 
Silicon Carbide....... 5-237 150 to 650 
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Name D (Cont'd) Stock No. 
Dislodger, Stone, Ureteral, 

Pawaras s)he i aa's aise 2 ses 3-330-300 
Dispensary Dental Equipment. .9-146-800 


Dispensary Medical Equipment: 


PMITICTOUP ison ade ere wees 9-014-600 
MONeal GG ixipasae aa 9-252-700 to 900 
Prustrials 9. Sy. 9-258-500 to 530 
NETErINATY staat eete teen: 9-602-600 
Dispensary Medical 
OUtht o.Neee" 9-305-125, 9-306-775 
Dispensary Wrapping 
PAPeranccateaaereesc 4-365-100 to 110 
Dispensers: 
PGs MGECUEY «35 5.) cs aie 5. ste oh 5-234-550 
TOD OT cr aie aausters os oo ea 5-235-050 
Soap, Foot Operated........ 7-792-825 
SRR 15 0 ob. satatbate nicest beety oo baa 5-236-050 
Wrapping Papet.:...:0s60:0:.0% 4-225-550 
Dispensing Set, Field.......... 9-191-600 


Dispensing Set, Spectacle. ... .14-285-000 
Dispensing Set, Veterinary..... 8-057-600 


Dispensing Set Case........... 9-117-325 
Dispensing Set Chest, 

WELOTINATY caeerrinis ae stk laseiene 8-032-035 
Digseotine Board. i's 6% oa ea she 4-044-250 
Dissecting Hook, Adson........ 3-421-400 
Dissecting Hook, Triple, with 

CHAINS chee ea sia oexchioises 3-421-700 
TE IGMBTEVAD TRAE 535 °5:6) jel. see's ama 9-192-025 
Dissecting Needle Holder...... 4-285-000 


Dissecting Scissors, Mayo.3-640-500 to 920 
Dissector, Nasal, Submucous, 


PACTCE cis parE iets oils S08 ae 3-262-400 
Dissector, wonsil, Hurd... fcc. 3-262-900 
ADSeO VIAN CIID) ...£, disisipia'e a s'era bs 5-188-050 
Distance Letters Vision Test 

(Cigeli CC, a has Soe eC 3-885-760 
Distillation Flask. .4-238-500 to 4-241-000 
Distilled Water..... 1-491-700, 1-491-720 
Distilled Water Tube, Indicator 

NSVUSe hee Petite wee Se ey cqacece 4-298-150 
Distilling Apparatus........... 4-226-500 


Distilling Apparatus, Kjeldahl. .4-226-700 
Distilling Apparatus Replacement 


Parts: 
Bulb, Connecting, Kjeldahl . .4-226-705 
Condenser, Graham......... 4-226-505 
Distilling Flask, Graham 
Condenser........... Soca 4-226-510 
SeGOber, AAs. oF. CO ac 38 4-226-520 
PDICHIZONE ston Gonrens sees enone euete 1-169-400 
Divider and Compass......... 11-010-450 
PIL VE'SOUG i oe se a 3-739-800 
PRION aac Cv Lee Nene ess 5-189-000 
Dog atheros... 2217-150 to 190 
FON, RAOMIIN ALS Sep SEF 62 SWS a 7-794-600 


Dolly, Field Operating Lamp. . . 7-059-300 
Donor-Aspirating Set, Blood... .3-103-000 
Donor-Aspirating Set, Blood, 

GMD, cs Saiciwld:d, dws 3-103-120 
Donor Set, Indirect 

Transfusion..... 3-103-550, 3-103-560 
Dose Syringe, 

Veterinary...... 8-114-000, 8-115-000 
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Name D (Cont'd) Stock No, 
Double Green (Methyl Green). . 1-288-400 
Double Lumen Tube, Miller- 

AOE oe i as Ah 3-859-400 
Double Sugar Agar, Russell. . . . 1-396-600 
Dougherty Anterior Chamber 


Retigat Gh 54.54.85. 2 eke 3-428-600 
Douglas Cilia Forceps......... 3-324-900 
Douglas Tonsil Knife.......... 3-454-300 
Dovers Powder 

Tablets. .......1-240-995, 1-241-000 
Doyen Costal Elevator and 

RASpAtOry. Pid ees 3-279-400 
Doyen Intestinal 

Forceps..... _...3-351-900, 3-353-200 
Doyen Rib 

Raspatory...... 3-593-610, 3-593-615 
Drainage and Suction Apparatus, 

Wangensteen Type........ 3-268-840 
Drainage and Suction Set, 

Wangensteen............. 3-268-900 
Drainage Bottle, Wangensteen 

Apparatus ities 603 “... .3-268-845 
Drainage Trocar, Ochsner...... 3-838-900 
Drainage Tube, Arterial, 

WWIGEE MATH ies ahests tosis eee 3-856-600 
Drainage Tube, Axillary, 

INTGTEUAIY yen con nell 3-856-900 
Drainage Tubing... .4-460-450, 4-460-720, 

4-461-470 
Drainage Tubing, 

Penrose: 06. ssh 3-874-100 to 180 

Drains: 


Empyema, Brewer. .. .3-265-800 to 880 
Nephrostomy, Cummings. . . .3-266-800 


P= Pypes Gass 1. vas = 3-268-400 to 560 
Drape, Surgical. . .. .7-159-300, 7-159-310 
Drawer, Field Chests.......... 9-143-450 
Drawing Board )....5 207-020. 11-006-550 
Drawing Charcoaly ncn. iis 11-008-550 
Drawing Ink, 

Waterproof....... .11-033-550 to 580 


Drawing Paper... .11-061-590, 11-061-610 
Drawing Paper, Charcoal. ... .11-061-570 
Drawing Pencil. . .11-061-950, 11-061-960 


D PAW plate (aN ees eS 11-514-050 
Dresser............7-059-995, 7-060-000 
Dresser, Emery Wheel........ 12-223-150 
Dressing and Instrument 

BT Tea eae 7-094-010, 7-094-025 
Dressing and Utensil 

SteMewet es i. sks tek 7-084-485 to 500 


Dressing Cabinet (Instrument 
and Dressing) .7-028-980 to 7-029-150 


Dressing Carriage....... 7-451-025 to 075 - 
Dressing Drum, 
Sterilizer....... 7-085-302, 7-085-305 
Dressing Forceps: 
PNGGOI se ois ica ae as SOR 3-332-400 
RAPER Sg oo Acvialery Sor sv hus oe 3-333-100 
Par UUCAC ES asians 4 cee ie 3-336-600 
oh, 9m ape belie RU tas eg 3-338-600, 3-338-800 
General. 3-332-200, 3-333-600, 3-333-700 
INasale: later ann: cesar a eee 3-332-900 
Uterine, Bozeman........... 3-334-200 


Name D (Cont'd) Stock No. 
Dressing Instrument Kit, 

Surgical, 35:5, 303554 9-565-825 
Dressing Inetrument Kit Case, 

Surgical Dressing......... 9-136-125 
Dressing Instrument Set....... 9-581-400 
Dressing Jar........ 7-827-075, 7-827-080 
Dressing Kit, Battle Dressing. ..9-197-820 
Dressing Kit, Eyes ss se003. 9-204-750 
Dressing Kit, Surgical......... 9-563-225 


Dressing Pliers. . . .5-426-000 to 5-427-000 
Dressing Retainer, Foot, 


Veteritaty . 9004 ss eee 8-105-000 
Dressing Room Stand and 

Cablget; jscivcitics eae ke 7-082-715 
Dressings: 


First Aid, Camouflaged. 2-017-425 to 435 
First Aid, Individual 


S00 334e 2-017-450 to 460 
Gauze and Adhesive 
PubstEH, 3k ee, 2-017-550 to 585 
Head, Adjustable........... 2-017-680 
Dressing Set, Surgical......... 9-563-500 
Dressing Set, Surgical, 
Veterinary: 05 ...225 233.3 9-602-995 
Dressing Sterilizer .7-083-850 to 7-084-450 
Dried Yeast Tablets........... 1-498-500 


Drill Brace, Bone Drill, Stader..3-112-660 
Drill Brace, Cranial, Cushing. . .3-124-100 


Drill Brace, Smedberg......... 3-123-500 
Drill Brace Extension, Cranial, 
Bludson. ees Stee ae 3-124-260 


Drill Bur, Cranial, 
Adson-Rogers. . .3-124-120, 3-124-140 
Drill Bur, Cranial, Hudson..... 3-124-130 


Drill Chuckike sasaki 12-162-550 
Drill Chuck, ‘Jacobs .. 3... 2.9%3 3-123-510 
Drill: Chuck Arbors <2. a 12-010-000 
Drill huckReys ccc kee 3-123-530 
Drill Diamond, Turned....... 14-292-000 
Drilling Compound........... 14-294-000 
Drill Points, Skull Traction 
ONS Hote lnc ee eee 3-118-340 
Drill Points, Wood Boring. . . .11-514-255 
DMP Less hosed se eee 12-227-150 
Drills: 
ANtOMIAC Ta cen ola eee Ke 11-214-550 
PPTOAGE).. HRS Ie 11-214-580 
Center and Countersink..... 12-224-150 
Band: Ae seal cere 11-514-250 
ASENB) OH. SA a tee 14-290-000 


Twist, High Speed... 11-514-550 to 565 
12-225-250 to 570 
Drills, Bone: 


CranialsCushing cee 3-124-210 
Stille-Sherman (Set)......... 3-106-600 
WAST Ca tadicn sees CEE 3-109-220 to 260 
Twist, Stille-Sherman........ 3-106-450 
VGLlerinary. chsh ee ee 8-005-250 
Wire, Kirschner...... .3-109-280 to 380 
Drinking Cup, Paper.......... 5-189-000 
Draking Lubes cin Bees 7-943-225 
Diip Tab) ustive lt ea 3-858-200 
Drip Tube, Murphy........... 3-858-500 
OG-I 
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Name D (Cont'd) Stock No. 
Drip Tube, Nonvented........ 3-858-300 
Drive Pin, Handle Securing, 

SS ieee eee est 7-842-170 
Driver-Extractor-Impactor, Bone 
i. Nail, Smith-Peterson..... . 3-116-200 
MIs os coc cc sts ke 1-133-000 
Dropper, Medicine............ 4-228-120 
Dropping Bottle. . . .4-048-001, 4-048-005, 

5-023-550 

Drops, Eye and 

Pe ec ere 1-186-150, 1-186-152 
Drug Dispensing Envelope.... . 4-228-250 
oo eae 9-192-750 to 9-194-650 
aE Si SS bie 9-194-820 
Pram, SOndins oS ee ee 12-228-150 


Drum, Sterilizer... .. 7-085-302, 7-085-305 
Drum, Test, Eye Instruments. .3-269-700 
Drum Membrane, Test Drum. .3-269-740 


Dry Cell Batteries: 
Cardiograph.......... 3-145-615 to 700 
Lamp, Operating, Field...... 7-066-335 

Dever, 4-ray Film... 2... 065% 6-014-500 

Dryer and Loading Bin Combination, 

Radiographic....... 6-014-280 to 315 

Dryer and Loading Bin Combi- 

nation Exhaust Duct...... 6-014-600 
Drying Oven...... 4-356-180 to 4-357-320 
Drying Oven Vacuum Cylinder .4-357-345 


Drying Rack, Gloves.......... 7-071-875 
Drying Tube..... . . -4-455-000, 4-456-000 
Duboscq Colorimeter.......... 4-184-000 


Duboscq Inclined Colorimeter . .4-185-225 
Duboscq Inclined Colorimeter 


ROMP Eves Ca ec cx Plies 4-185-240 
Duboscq Inclined Colorimeter 
SME, Farka ns xe tsicy ake 4-185-250 


Duck, Cotton..... 12-233-150, 12-233-250 
Duct, Exhaust, Radiographic 

Dryer and Loading Bin 

Pemibiiation’ isc. vce.’ 6-014-600 
Dudley Bone Chisel, Oral 

Surgery Mallet. .5-399-250, 5-399-350 
Dudley Bone Gouge, Oral 

Surgery Mallet........... 5-399-650 
Dudley Oral Surgery Mallet... .5-399-150 
Dudley Root Elevator, Oral 

Surgery Mallet. .5-399-450, 5-399-550 
Paleo: (Dalcite) 2.4... 00 i 1-170-000 
| See ie a eae 13-250-000 to 040 
Duodenal Tube, Levin. ..3-859-800 to 880 
Duodenal Tube, Miller- 


IIR aie 5s Galton 3-859-400 
Duodenal Tube, Rehfuss....... 3-860-450 
Duodenal Tube Balloon, 

Miller-Abbott............ 3-859-410 


Duodenal Tube Tip, Buckstein .3-824-100 
Duodenal Tube Tubing, Rehfuss 


SUIS aa eerie of Is sda sexe aie 0. s 3-860-470 
Duplicating Flask..... .5-310-725 to 850 
Dura Hook, Adson..........%. 3-422-300 
Dare Hook, Wrazier..... <<... 3-422-500 
Dura Separator, Horsley....... 3-666-400 
ETE TRAE is ng case pes oe « 3-594-800 
Durham Razor Blade.......... 3-594-810 
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Name D (Cont'd) Stock No. 
Dust Collector, Dental Lathe. . .5-390-750 
Dust Sampler....... 4-390-500, 4-390-550 
Dust Sampler Flask........... 4-390-505 
Dust Sampler Fuse............ 4-390-555 
Dust Sampler Tube........... 4-390-560 
Duval-Crile Lung Grasping 
Pane 56S. ec icee 3-359-600 
Dyes: , 
FURIES ols 8 Oo boda 11-810-000 to 070 
FO ee ag araicar atl Sct 11-303-850 
Reather: 33 oc 3. 12-235-150, 12-235-200 
jg: gest pee geen 11-663-810 to 825 
X-ray Visualization 
CY Seca Perma 1-380-150 
Dynamometer............... 13-251-000 
E 
Ear Applicator. ..... 3-032-990, 3-033-100 
Ear Applicator, Allen.......... 3-033-000 
Bar Gay router. 8s ae. 3-085-400 
Bar Curette, Buck). o tcc ee: 3-220-800 
Ear Curette, Spoon and Hook, 
FE ay Sree acre 3-221-100 


Ear Forceps: 
Angular, Hartmann3-335-200, 3-335-400 
Pages; Wass os ee ee 3-335-900 
Bayonet Shape, Lucae....... 3-336-600 
Mastoid, Rongeur, Bane..... 3-315-050 
Mastoid, Rongeur, 


Fespeminee: =; feed oe we 3-315-100 
Mastoid, Rongeur, 

WARRING kas Sa 3-315-150 to 170 
HAP SHG, BUCK. oa; 5 le ate es 3-438-100 
Bat lite: Sexton, oo. f.cucs ck 3-438-600 
Pee LOR ct ane Cees 3-220-770 
BaP Spare, WAAnSe oo 6. sake ee 3-674-100 
Ear Snare Wire..... 3-674-140, 3-674-142 
Ear Specula, Brown........... 3-691-590 
Ear Specula, Erhardt.......... 3-691-595 
Ear Specula, Gruber........... 3-691-600 
Ear Syringe, Irrigating......... 3-795-600 
Ear Syringe, Irrigating, 

POU ce etek vaea hs: 3-795-850 
Ear Tip, Stethoscope, Ford- 

RAW ics Re halts acide te ene 3-742-380 
Ear Tube, Diagnostic, Toynbee .3-855-100 
Easel, Foldiig: 2... 0... oes 11-016-050 
Eastman-Richardson Abdominal 

IRGEFACEOR SG © frac vo Fas eleire 3-603-850 
Ecraseur, Spaying, Williams. . . .8-058-500 
Bae ORE 5 ns cee ee One 12-740-140 
Edger, Automatic............ 14-305-000 
BQGCF MIM worse bss eames 14-329-000 
Hoger Diamond <0. 3/6.) ans 2s 14-319-500 
PGGOT WASHER 6.6 so oor 5c eee 14-328-000 
Edge Setting Iron............ 12-740-160 


Edward-Ford Stethoscope Bell. .3-742-310 
Edward-Ford Stethoscope 


ae Yn ee arate 3-742-380 
Edwards-Hingson Spinal 

Anesthesia Needle......... 3-505-200 
EENT Clinic Medical 

PUI i Sosa 8h pacace woe a 9-195-980 


Effervescent Sodium Phosphate . 1-441-000 
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Bee CAN. Neier ik caet els 8-008-500 
Egg Candler Incandescent 

SR nae a tee 7-978-840 
Fee UW tees ke eos ee 7-254-000 
Egg Weighing Scale........... 8-107-500 
Egg Weighing Scale Check 

Weer irks het sic 8-107-700 
Biector: Pisa oo. 5-310-600 
Elastic Bandage, 

Adhesive ....... 2-002-800, 2-002-805 


Elastic Bandage, Cotton .2-002-185 to 500 
Elastic Bandage, Self- 


Adherent....... 2-012-300, 2-012-305 
Elastic Impression 

Material........ 5-362-450, 5-362-500 
Elastic Tourniquet............ 3-829-400 
Elastic Traction Cord......... 3-210-100 
Elastic Webbing....... 12-875-550 to 690 
Elastoplast......... 2-002-800, 2-002-805 
Electric Cord, Diagnostic 

Appliances......... 3-210-600 to 760 
Electrocardiograph . .3-145-400, 3-145-600 
Electrocardiograph 

Batteries: isinevsei. 3-145-615 to 700 


Electrocardiograph Incandes- 
cent Lamp..... 7-972-600, 7-974-700 


Electrocardiograph 

PUpeel. e207 8oesv oes 3-146-200 to 800 
Electrocardiograph Quartz 

Siritigi Unc eee 3-145-440 
Electrode and Adapter Set, 

By@ Surgerycncecis:cie Woon 3-000-755 
Electrode ‘Paste... 5.2. #682 3-273-800 
Electrodes: 

Carbon, Soldering Machine. . .5-566-150 
Cautery Cervix: casei ie eis 3-184-300 
Cautery, Eye......... 3-184-500 to 520 
Cautery, Flat Wire. 3-184-620, 3-184-640 
Cautery, Knife Point........ 3-184-800 
Cautery, Nasal....... 3-184-850 to 950 
Cautery, Round 

Wiehe coiccy 585 3-185-100, 3-185-120 
Coagulation, McCarthy...... 3-272-600 
Cutting Loop, Resectoscope. .3-598-020 
Fulguration, Bugbee......... 3-273-400 
Fulguration, Buie........... 3-273-200 
Fulguration, McCarthy...... 3-273-600 
pHMeter......... 4-314-760, 4-314-770 

Electroencephalograph 


3-274-600, 3-274-800 
Electroencephalograph Ink 


Powder, Nigrosin.......... 3-274-840 
Electroencephalograph Recording 
Paper sicyss camedoma iawn ts 3-274-880 


Electro-Magnet Metal Locator. .3-465-100 
Electron Tube, Halfwave 
ReOueee 95-35 iste s tne 4-456-015 
Electrosurgical Unit, Complete. .3-275-600 
Elements: 
Heating, Dental Furnace..... 5-327-350 
Heating, Impression Compound 
VCS sac Ver ea 5-356-006 
Heating, Serological Water 
Bath .4-030-425, 4-030-465, 4-030-490 
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INDEX JULY 1947 
Name E (Cont'd) Stock No. 
Elements: (Cont’d) 
Heating, Warm Air 
Syringe........5-421-695, 5-421-705 
Heating, Water 
(11) AER eer oP 4-404-883, 4-405-025 
MUHA WIOLEU Cah sf aca uice brealets 7-137-100 
Elevators: 
NAGEL CRTEEE Ss 4st com sia s 3-276-600 
Nasal, Submucous, Freer.... . 3-277-200 
RETIOSTO Ale’ cio cick walle ledeeurae tess 3-280-700 
PETIOSteal WATE sce sions cons 3-281-200 
Periosteal, Langenbeck...... 3-277-900 


Periosteal, Sayre. . .3-278-400, 3-280-200 
Periosteal, with Raspatory .. .3-279-200 
Periosteal, with Raspatory, 

(oatal, DGYCR ss oa cleica ice 3-279-400 
Rib, and Stripper, Matson. . .3-746-900 
Root, Barry...’ 5-243-550, 5-244-050 
Root, Woodward. . 5-248-050, 5-248-150 


Elevators, Dental: 


Meat SEV ad ace, ¢ wench claimants 5-240-050 
Periosteal, Seldin. . 5-241-050, 5-241-550 
IRGOU ah ois cine erasers 5-242-050, 5-243-550 
Root, Apical Fragment, 

EVO Wal Gicicts icles x ieteupcueuereueiels 5-247-550 
Root Apical Fragment, 

Woodward...... 5-248-050, 5-248-150 
ROOt barry. atk 5-243-050; 5-244-550 


Root, Dudley Oral 
Surgery Mallet. .5-399-450, 5-399-550 


Root, Miller...... 5-244-050, 5-245-550 
ROOEEOLOUE is ces oop ersveretess. « 5-246-500 
NNMIEGE 5.5 40s 0.5 5-249-700 to 5-252-000 
Pele Pav aCuatot..s c.g isis ass 3-287-500 
Elliott Corneal Trephine Set. . . .3-835-900 
TELUOEU DCPATALOL so... oe ea ae oar 5-557-000 
Elschnig Cyclodialysis Spatula. .3-685-500 
Emasculator, White... .:.. 2. 8-059-000 
Embalming Kit......... cic ea ie 9-195-175 
ecto brett tlhe: 2 2 er erat 9-195-500 
Embalming Solution........... 4-048-200 
Minbedding Block. -64% ccs 4-042-000 
Panbedding: Box... a6). os os 4-090-000 
Embedding Stamp........... 11-474-150 
Emerald Green (Brilliant 
ROTOR). > «<5 ids Oke aM 1-106-900 
Emergency Rescue Medical 
Equipment, Airplane...... 9-017-500 
BEY hs oes 12-255-150, 14-329-500 


to 14-339-000 
Emery Wheel Dresser. . ..... .12-223-150 


PtMERIS DAC 5 cesar aid at wie 7-885-475 
Emetine Hydrochloride 

Hypodermic Tablets....... 1-173-025 
Emetine Hydrochloride 

PAGCOR, Ga ss cea a 1-173-000 
Empyema Drain, Brewer .3-265-800 to 880 
Enamel, Interior....... 11-218-600 to 665 


Enamel Hatchet, Black. . 5-363-305 to 450 
Encephalitis Vaccine, 


MOSRAMCOE CRS 255 5 cu tasciann sce 1-604-310 
Encephalograph..... 3-274-600, 3-274-800 
Encephalograph Ink Powder, 

DUABEORIN % Goes hea aon a 3-274-840 
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Name E (Cont'd) Stock No. 
Encephalograph Recording 
PERCE oe s5s sh sake hekaa 3-274-880 
Encephalomyelitis Vaccine. .... 1-604-402 
Endamoeba Medium.......... 1-173-925 
End Clipping Nippers........12-550-550 
PUGO Ae8e Fok, «fees Pan oe 1-173-960 
Endotracheal Anesthesia Set. . .9-040-100 
1D Te BS Re | Ne eA 7-092-800 
Engel Plaster Saw.............3-637-200 
Engine Belt: 53.2 2525.7 5-421-550 to 567 
Engine Belt, Foot Pedal Type 
Pmgine. \. 3.5. sa 5-254-050, 5-254-150 
Engine Brushes, Carbon. .5-421-605 to 620 
Engine Conversion Motor...... 5-254-175 
Engineer Brigade Medical 
Pent: 5 ok eo 9-195-650 
Engines, Dental: 
BOGOR for Nas Nn ULE le 5-252-500 
Poot Pedal’ Types. -s. cae; 5-253-750 
Mobile. sc. nal tocar «uke 5-253-008 
CONRRAT RIMES os an yo os 4 bes 5-421-640 
English Brown 
(Bismark Brown) ws ss. 1-103-300 
Enrichment Medium....,..... 1-403-200 
Enterotomy Scissors........... 3-642-100 
ENT Injuries Surgical 
Instrument Set........... 9-580-500 
ENT Injuries Surgical 
Instrument Set Case...... 9-135-840 
Enucleation Scissors........... 3-642-800 
BA WENGDG: o)..c55064 cs Foe ws 7-800-000 to 080 


Envelope, Drug, Dispensing. . . .4-228-250 
Envelopes, Filing, X-ray 

POMS cs Sais da eas 6-123-950, 6-124-000 
Enzymatic Hydrolysate of 

Casein and Pork Pancreas. . 1-604-552 
Eosin Methylene Blue Agar... .1-174-000 
Eosin Methylene Blue Agar, 


PVINE SE Cy as wens toe 1-174-010 
BLOONS Cress ss bassin Geeta 1-174-105 
Ephedrine Sulfate............. 1-174-900 
Ephedrine Sulfate 

PATINOMIS ato eed, « 1-174-904, 1-174-906 


Ephedrine Sulfate Capsules... .. 1-174-912 
Epinephrine and Procaine 
Hydrochloride Hypodermic 


Tablets........1-384-000, 1-384-005 
Epinephrine Hydrochloride 

MINAALIONs. coupe Use cee: 1-175-200 
Epinephrine Hydrochloride 

PAIBCUION ss a. ay aes 1-175-300 to 350 
Epinephrine Injection......... 1-175-400 


Epinephrine Tablets .1-175-850, 1-176-000 
Epsom Salt (Magnesium 


UMATE) i. es 8 1-263-000 to 1-265-000 


Equilibrium Test Chair, Barany.3-190-600 
Eraser Pencilerce .\ seca sis 11-018-050 
Ergometrine Injection (Ergonovine 
Maleate) sic ieee sien woes 1-177-500 
Ergometrine Tablets (Ergonovine 
INIGIOR CE) Mace Sis.t auteur 1-177-550 


Ergonovine Maleate Injection. . .1-177-500 
Ergonovine Maleate Tablets. ...1-177-550 
Ergotamine Tartrate Injection. . 1-178-100 
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Name E (Cont'd) Stock No. 
Ergotamine Tartrate Tablets. . .1-178-110 
Ergot Fluidextract............ 1-178-010 
Erhardt Bar Specula. 2. 00:.32 3-691-595 
Brohick’s Reagent. 0 2.5.5. 1-168-250 
Erlenmeyer Flask. .4-242-000 to 4-247-100 
Esbach Albuminometer........ 4-003-000 
Reeutcheon- Pine. 20355 bso a 11-261-850 
Eserine Salicylate............. 1-347-950 
Eserine Salicylate Hypodermic 

PADIS (hss sates Boa bo 1-348-000 
Eserine Salicylate Ophthalmic 

Discs ie teed Bae a 1-347-975 
Eserine Sulfate Ophthalmic 

(inkitiest. osc is< sees 1-349-500 


Esophageal and Bronchial Aspirating 
Tube, Jackson . .3-845-100, 3-845-200 
Esophageal Bougie, 
TACHBOD s,s aa hee 3-120-700 to 790 
Esophageal Evacuator, Jackson. 3-288-900 
Esophageal Speculum, Jackson- 


POPRER:. 6 oN SE ae eee 3-693-500 
Esophagoscope Incandescent 
EAMD ced Foe ees 7-972-550 
Esophagoscopes, Jackson: 
PONE SESS tated Seles 3-284-800 
Childs Sct ce ee ae. cok 3-284-900 
all Luties 5s 3-285-600 to 900 
Estrogenic Substances Tablets. . 1-178-880 
Estrone Injection...........4.. 1-178-900 
Ethanol.) 5. 238s 1-048-000 to 1-049-500 
Ethanol, Dehydrated.......... 1-050-000 
Ethanol, 
Denatured... .1-051-000 to 1-052-500 
Ether, Absolute... 00.8% 1-178-985 
Ether, Anesthesia............. 1-179-000 


Ether, Nitrous Oxide and 

Oxygen Anesthesia 

Apparatus...... 3-010-420, 3-010-430 
Ether Cautery Apparatus...... 8-030-250 
Ether Cautery Apparatus: 

(See Cautery Apparatus) 
Ether Inhaler, Yankauer....... 3-424-700 
Ether Vapor Suction Apparatus .3-753-100- 
Ether Vapor Tube, Hastings. .. .3-861-500 
Ethmoid Curette, Faulkner..... 3-221-600 
Ethmoid Curette, Mosher...... 3-221-800 
Ethmoid Forceps, Luc-Skillern. .3-364-400 
Ethmoid Forceps, Universal, 


PLES. Ce sle taba eee eee 3-386-200 
Ethmoid Probe, Skillern. ..... .3-576-800 
Ethyl Alcohol... . . 1-048-000 to 1-049-500 
Ethyl Alcohol, Dehydrated... .. 1-050-000 


Ethyl Alcohol, 
Denatured... .1-051-000 to 1-052-500 


Bethyl (Chlonde: eocatcek pe iceecers 1-180-000 
Ethylene Tetrachloride 

Capsules....... 1-471-995, 1-472-000 
BAY SRNOE. SN occas a Ven ea 1-179-000 
Ethyl lodophenylundecylate 

PRASAD 5s 5.9 ie arid Cary ek 1-180-585 


Ethylmorphine Hydrochloride . .1-181-000 
Ethyl Nitrite Spirit. . 1-181-995, 1-182-000 
BRCAIY POG! «sec ns Ve Eka ceeN 1-183-000 
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PRELIMINARY EDITION JULY 1947 INDEX 
Name E (Cont'd) Stock No, Name -E (Cont'd) Stock No. Name E (Cont'd) Stock No. 
LORETO! Sania i Spee ena emn ina» 1-184-000 Extinguisher and Can Opener, Eye Knives: (Cont'd) 

Eustachian Applicator, Alcohol Stove... i668: 7-085-340 Canaliculus, Weber.......... 3-439-700 

Vankauer (Set). 2 06456 5 3-039-100 PURUPOCECAGOL Vo cin 04sec 1-302-800 Cataract, Graefe...... 3-439-900 to 940 
Eustachian Applicator Wire, Extract Broth i.e ea 1-302-900 Discission, Wheeler.......... 3-440-700 

Wattinalere 000 cin nic clk e's SOS H120 Extraction Apparatus Components: Tris) Snes Aint sateen 3-441-600 
Eustachian Bougie............3-120-890 Condenser, Block Needle, Knapp. ............ 3-442-500 
Eustachian Catheter, DR UIRS. Casrcrc arcs Mae eects 4-229-010 Needle, Ziegler: 550).02% 2038 3-442-900 

PrastmMant.). <0. 3-160-100 to 120 Condenser, Friedrichs........ 4-229-400 Eye Lens, Condensing......... 3-461-400 
Eustachian Curette, Yankauer. .3-222-400 Cups SVHHOR So oc wean. 4-229-020 Pvelepons (sce s esa was 12-265-150 to 190 
Evacuation Hospital Equipment, Extractor, Soxhlet........... 4-229-600 Eyelet Setting Machine....... 12-265-500 

PU MCUIAIY he ecw v'e. ews dla 9-602-620 OT nei pe ae hg ee 4-229-030 Eyelid Plate, Jaeger........... 3-561-000 
Evacuation Hospital Medical EN; DONDE 5 ic eyadateas 4-229-800 Eyelid Retractor, Desmarres. . .3-607-900 

Equipment. .. . .9-195-800, 9-195-830 Extraction Forceps .5-317-500 to 5-326-420 Eyelid Retractor, Fisher....... 3-607-990 
Evacuation Mattress Sling ..... 7-900-900 Extraction Forceps Kit, Dental .9-148-325 Eye Localizer................-6-050-000 
Evacuator Cystoscopic, Ellick Extraction Forceps Kit Case, Eye Localizer Charts.......... 6-051-000 

RS cine eh eeu cdwae eve 3-287-500 MER i ike G4 tia do ics Se 9-116-775 Eye Magnet, Lancaster........ 3-467-200 
Evacuator, Cystoscopic, Extraction Thimble... ......... 4-447-350 Eye Magnet Hook, Wilder..... 4-420-800 

oe NE Te ED Ee 3-288-100 Extractor Fandle ... os 6 esc. es 8-075-000 Eye Mask, Cataract, Ring..... 3-471-600 
Evacuator, Esophageal, Extractors: Eye Muscle Test Lamp........ 3-456-600 

Gee's: 95's) sai wi'eee 3-288-900 Bone Nail, Smith-Peterson Eye Muscle Test 
Evans-Rothberg Blood Sugar (Extractor-Impactor Lantera. santos 3-459-200, 3-459-205 

PNT a Cen eh 4-451-800, 4-451-810 Driver). cece sees eee e eee 3-116-200 Eye Needle, Foreign Body. .... 3-488-500 

» Evaporating Dish, Glazed Silica .4-213-100 Re a oe ee eee acs aca 4-230-120 Eye Needle Holder, Kalt....... 3-417-800 
atlas sa Platinum... .4-213-900 ROR oN 8-059-520, fr Se = Needle Holder, Tilderquist .3-418-100 
EE dee ote yy Oh AS iar Rook iis. sawcnc ene -059- re fratin 

Porcelain..... 4-214-000 to 4-215-500 DORMIEE 5 rcs Peo eee ee 4-229-600 ; ptt ‘ = ra a ae .. .7-974-350 
Evertite Pliers, Optical. ...... 14-591-000 NOON ict. ic ate es Se eee 4-230-250 Eye Operating Lamp, Portable. .7-066-275 
Examination Set, Physical, Extracts: Eyepieces, Microscope, 

ee Eee ee 9-487-410 PES ac ica eek Gus Benepe 1-098-000 Huygenian........... 4-317-050 to 080 
Examining Lamp.........:..% 7-065-100 MAINE a bis oe wae 1-098-165 Eyepieces, Microscope, Wide 
Examining Table. . . .7-092-962, 7-093-050 Hyoscyamus........-..++++. 1-230-500 Mibkbins eee 4-317-160 
Examining Unit Medical Eye and Nose Drops. 1-186-150, 1-186-152 Eye Retractor, Arruga......... 3-607-700 

Equipment, Infirmary and Eye Bal Solution.............. 1-088-490 Eye Retractor, Lachrymal Sac, 

Flight Surgeons........... 9-007-700 PSGe Bath aces onitve tart aes 3-096-500 pF eT re er foes 3-607-200 
Excavator, Darby- Bye Cantery Hectrodes.-3-184-500:t0 520 | ‘tv. Sciasore: Enucleation.. 2000 3-642-800 

BOERS eek 5-260-050 to 5-267-050 Eye Curette, Chalazion, five SAneces Fas 3-644-200 to 800 
tee Vaccidencent Lamp, Meyhoefer..... .3-219-850, 3219-390 | >. ccnsora tein DeWecker SEINE 

PUES oa. glaen ee 7-974-450 Eye Cystotome, Graefe........ 3-239-900 EA a a hie A Waals nes 5 

Dee Eye Dressing First Aid Kit. . . .9-204-750 Oe et ne tk ee pean 
Exercisers: Re ; Eye Shields......... 3-670-400, 3-670-420 
MEE us ihea 6 Flies use 'e0:0 13-280-000 Sie Neves 3-335-700 Eye Spatula, Cyclodialysis, 
Hand Grips 20. Js, J, asa80-083 | Capsule, Arruga 2. SSHON | hae On ee 
SSeS aed epee ee eT Ut: te on ae ate SO Scie Sem 686- 
' ; Chalazion, Desmarres.. . . .. .3-323-900 | Eye Spatula, Smith........... 3-686-600 
Exhaust Duct, Radiographic re, oe aE ee Se, _. .3-324-100 Eye Speculum, Veterinary...... 8-109-500 

Peer see Loading Bin eis 3-324-900 | Eye Speculum, Weeks......... 3-694-200 

COUMMMDACION. Fo i cones a0 6-014-600 a : Eye Speculum, Ziegler......... 3-694-300 
E . MIIEIONEUSE fee foc: Se ss acne 3-337-600 ve » AICS 

xhaust Ventilator, Darkroom. .6-289-000 ae : Eye Sphere Introducer, Allen. . .3-427-400 
Expansion Hospital: Medical Conjunctival, Lister. ........3-337-400 icc tohited Hees 3-709-600 to 680 
Cadet... 9-255-300 to 570 Dressing.......... 3-338-600, 3-338-800 Lee Ratt iE 
SAR) Pieshion ool. oils is 4a 3-3 900 Eye Spud, Dix. .............+.3-739-800 
Explorers: ...2..5 «5: 5-280-000 to 5-281-000 SESS Sis ES ova 2 es 3-339-700 HV Suture J OMe Sane ce et, 3-768-100 
Exposure Holder . .6-032-500 to 6-034-200 Iris....... .3-354-400, 3-354-600 to 900 | Eye Suture, Silk, Needle 
Exposure Holder, Dental....... 6-034-300 ab cede eats 3-354-500 Affixed. .3-769-050 to 500, 3-775-320. 
Exsiccated Sodium Sulfate... .. 1-446-000 Ne ¥ ie Hakdeive: Mathes 50. 3-417-800 Eye Suture, Surgical Gut, 
Extender, Show Card Color . . 411-785-850 Needle Holding, Tilderquist. .3-418-100 Needle Affixed..... 3-779-600 to 900, 
eaenmen, Cranial Drill SE ONB <6 calico eae eres 3-340-600 3-781-100, 3-781-300 

Brace. FIUGSON. 06.6 666s ,s.0%0 3-124-260 Tiachoma, Knapp. '.....-.<.. 3-384-900 Eye Suture Needle...... 3-512-600 to 920 
Extension and Traction Bone Eye Injuries Surgical Eye Suture Needle, Corneal, 

Set, Kirschner............ 3-109-100 Instrument Set.........+- 9-580-600 agi Set eee Oye ohne Oe 
Extension and Traction Bone Eye Injuries Surgical Eye Suture Needle, Strabismus, 

Set, Steinmann........... 3-107-800 Instrument Set Case... ... 9-135-870 Jameson.........+..++--. 3-515-600 
Extension Clamp. .. .4-176-000, 4-177-000 Eye Irrigating Bottle, Ziegler. . .3-119-450 Eye Tonometer, Schioetz...... 3-826-100 
Extension Clamp Holder....... 4-282-460 Eye Knives: Eynard Ureteral Catheter 
Extension Crutches............ 7-177-325 Canaliculus, Bowman........ 3-439-600 P@avter 5 Ae al 3-000-600 
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Name F Stock No. 
Fabric, Impervious............ 2-012-800 
aiaric wb laste 2% 4 sreva ence) + oyave s 12-270-010 
PLA CRUG LS ahs v5. cinvaumeeten eal bre 5-010-060 
Face Mask, Anesthesia 

Apparatus...... 3-010-900, 3-010-980 
Pace Mask, Surgical... cisccis 2-025-400 
Face Mask Rim..... 3-020-700, 3-020-800 
Face Plate, Bench Lathe...... 12-475-170 
aces ineldne ae cn ese ae cree 4-393-450 
Facial Bone Fracture Appliance . 5-326-550 
facie) Porcelain. jeisias 45% 5-605-250 
Facings and Backings, Porcelain, 

Agsorted:.... 30:2 5-604-150, 5-604-175 
Fan, Air Intake, Tent Set...... 9-596-840 
Farabeuf-Alexander Costal 

Periosteotome............ 3-553-300 
Farabeuf-Lambotte Bone 

Holding Forceps.......... 3-312-500 
Faraci-Skillern Sphenoid 

Universal Forceps......... 3-386-700 
Fascia Stripper, Wilson........ 3-747-400 
Fascia Suture Needle, 

Ra ose 92 sic eign Gals 3-516-600 to 630 


Fastener, Slide... .11-420-750, 11-420-755 
Fastener, Spring 


rea, ses. 5s 11-420-850, 11-420-870 
PastiGreen) HGH . 2) Soe eee we. 1-188-300 
Fat Extraction Flask, 

DEOIOHINED 565 a) oss's's Sern 4-247-225 


Fat Extraction Flask Hanger. . .4-247-250 
Fat Extraction Tube, Rohrig- 


oiestetield. .. 2.64 as kek as 4-456-025 
Faulkner Ethmoid Curette..... 3-221-600 
REE Ss pre i ccs Sian 6 ptoee, 12-275-150 
hie aiae | 2) ce. an ee 12-275-050 
IG WONG eine aca. + i's 3-300-100, 3-300-300 
Femoral Pin Bar, Stader....... 3-112-920 
Femoral Splint, Stader......... 3-113-400 
Ferguson Abdominal Suture 

PHGACI Gh). iu ik Cele si oes 3-509-100 


Ferguson Cystoscopic Ureteral 
Stone Removing Forceps. . .3-330-500 


Ferguson Gallstone Scoop...... 3-660-600 
Ferguson Tubular Vaginal 
Speculum)... 3... 3-707-300, 3-707-340 


Ferric Ammonium Sulfate..... .1-189-000 
Ferric and Ammonium Citrates . 1-188-500 


erriCh@ MIOHGE: 6 nets ca 15 1-190-000 
Ferric Chloride Solution....... 1-190-500 
Ferric Chloride Tincture....... 1-190-515 
Ferric Citrochloride Solution... .1-190-550 
Beruc Nitrate. §2-. csi da sieves os 1-190-730 
Ferric Phosphate, Soluble...... 1-191-000 
Ferris Smith-Kerrison Sphenoid 

MOGGERS is oda Aschia assis 3-366-200 
Ferris Smith Skin Grafting 

PATIO eee sss “cists fuze hha ».. .3-452-310 
Ferris Smith Skin Grafting 

Knife Blade..............3-452-312 
Ferrous Sulfate, Dried......... 1-193-000 
Ferrous Sulfate Tablets........ 1-193-300 
Herrous. Sulndes ses iiece es fas 1-193-500 
Petlock Shearsice bavienien ks sins 8-107-850 
Pibtin Palm, Humans. ass... 0 1-604-775 
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Name F (Cont'd) Stock No. 
Fibrin Foam Thrombin, Human. 1-604-785 
Field Darkroom Radiographic 

MNentietsis dar weet aeee 9-596-800 
Fielders Glove... .13-340-020, 13-340-025 
Field Hospitalization Unit 


Medical Equipment....... 9-196-430 
Field Hospital Medical 
PAGIPMENt. 5625 soe ys Ge we 9-196-450 
Field Kit Case...... 9-130-025, 9-130-150 
Field Medical Units: 
IS Rall Dear Eee SB Sy ace oy aie 9-218-750 
WB Fee iiss os Le eA 9-151-125 
WG Ae ots ian ee Sissi hors 9-145-850 
DASA Jin GM ois5 esate 9-305-125 
NG SB Ss soiee Seas Was ws 9-306-775 
DMN ES hedge h eo acl < Xia Me 9-105-125 
Die itaaod tis oo teu ae oe 9-199-650 
Ds Shiis cis a. 2 aw se 9-526-775 
PRG on LAS ws eg ot oS 9-262-825 
Me) 200. bae he eG Kus 9-245-675 
Nar Aiay atieniri es ae 9-522-675 
De aie Seed he eae eee 9-552-575 
ANAS lena Gecs oi ocies bats 9-265-175 
IG ea ee bs vb doe 9-107-650 
Ne Gate erhrais sain ee hae 9-108-975 
De Wigacnts ie Woatecs, Soesekcers act 9-244-125 
Ns hat Sieg cg cireind ne 9-313-125 
RCM sare cram tanies oaie toe nee 9-191-225 
SM i) BURY ease te Oe ee ee AR 9-602-475 
LSI WR MDa 9 Ak aaa Fare 9-593-125 
IW ee ass asia ok bis wea ee 9-590-225 
DTS: AG RE eg epee ae 9-563-225 
Cd «Ri SP Ra rer ere eT 9-192-750 
i [cine + PEMA een Ie emery yc 9-193-125 
Noy Abs dost theron 2 se 9-194-650 
MGs SOc ice a vip OR TT ea 9-144-450 
PG. SO Se as Oh EROS 9-601-125 
(Fe vy Deeetegee aeabaryn ae aoa epee 9-486-625 
IBS Roac5 1, Fe cae dee Hiden 9-113-825 
BGM SSs itu koiun seks kaka 9-195-175 
Lets Re ORE De nee Ne ee 9-487-275 
DUIS oA Batak Vitis ciao an nite Ba 9-174-425 
INGO SG 4 sia ar. castes et Bass 9-182-750 
SSD i265 RRs atts 9-183-325 
i es | Peete ee oA ea oc ea 9-576-375 
INI TS cchEVNGR Fhe See gaen 9-527-125 
ly Le ee See NE aI eat «rare 9-480-875 
EOD sti sorare ape eae seat p 9-259-875 
Dike ND MA a eek ee cee ae 9-521-125 


Field Set, Medical. . ... .9-274-300 to 360 
Filament Set, Benzol Indicator. .4-295-011 
Filament Set, Combustible Gas 


TNdIGAtORGe eee 4-296-005 
File Blade, Dental Float....... 8-004-900 
File Handle, Universal........ 14-385-000 
Files: 
Bastar Gukentuccs 11-521-250, 11-521-260, 
12-285-150 to 250 
BONHEite ss bce 3-301-300, 5-285-025 
Bone; Seldins sae seeaies as 5-285-050 
Gabinetess cn tetas wasciciaes 11-221-550 
Pile end: Rasps sas Sewscice ts 8-060-000 
Finishing, Optical.......... 14-250-000 


Finishing, Rhein. . .5-286-050, 5-287-050 


Name F (Cont'd) Stock No. 

Files: (Cont’d) 
Flat; Opticals iss.a and. sb 14-355-000 
Plat Bastatd:s) cc seeeaene 11-221-570 
Folder, Clinical Record...... 7-805-100 
eli, ei bese ones 5-288-000, 5-289-000 
Half Round, Optical........ 14-365-000 
Hoof Knile: .\.. .s Hossahaabec 8-061-000 
Kathe JGMOal 5 oi bccn bee 14-370-000 
Periodontal, 

Bunting...... 5-300-150 to 5-301-650 
Pillar Optica); oo55 5-6 csees 14-375-000 
Rat Tail, Optical:  .ci2.25 5 14-382-000 
Root: Canals54 334 5-302-650, 5-303-150 
Round, Opticals ja .4 ees 14-380-000 
Screwhead, Optical......... 14-384-000 
MOO ssi visu sees eee 11-521-350 
Swiss Pattern........11-521-650 to 740 
TROOMUAT.. 5. 0650555750 4-230-720 

Filiform, Gouley....... _-3-303-900 to 980 
Filiform, LeFort........ 3-302-800 to 920 


Filing Book, Prescription. .« . . .4-044-420 
Filing Cabinet Base Section, 

X-ray Film..... 6-006-000, 6-006-010- 
Filing Cabinet Top Section, 


X-ray Film..... 6-006-230, 6-006-245 
Filing Cabinet Unit Section, 

morey Pum, . iieu be 6-006-460 to 500 
Filing Cabinet Unit Section, 

Kay. Red, «oss csetan 6-006-575 
Filing Film Mount............ 6-109-995 
Filler, Notebook, Manifolding . .7-802-000 
Filler, Syringe, Automatic...... 8-061-500 


Filler, Vacuum Pitcher.........7-880-010 
Film Chest, X-ray. . .6-012-120, 6-012-130 


Film Dryer, X-rays... ses 25 6-014-500 
Film Dryer and Loading Bin 
Combination: £-0.<.caetares 6-014-280 
Film Exposure 
FIOMIES 203.5. 6-032-500 to 6-034-200 


Film Exposure Holder, Dental. . 6-034-300 
Film Filing Cabinet . 

Base Section. .. .6-006-000, 6-006-010 
Film Filing Cabinet 

Top Section. . . .6-006-230, 6-006-245 
Film Filing Cabinet 


Unit Section........ 6-006-460 to 500 
Film Hanger, X-ray..... 6-031-750 to 795 
Pulm Hanger Racha... «senses 6-124-700 


Film Hanger Storage Bracket . . 6-004-850 
Film Holder, Bitewing Adapter . 6-032-425 
Film Illuminator . .6-039-800 to 6-040-250 
Film Illuminator, Dental....... 6-039-525 
Film Illuminator Glass... ..... 6-040-375 
Film Illuminator Glass, Dental .6-039-545 
Film Label, X-ray 


Identification... ..9 sans 6-042-750 
PIN Markers usclciers eee saa 6-080-610 
Film Marker; X-ray.t so. S008. 6-080-595 
Film Marking Letters, 

Katay. ood. ae 6-047-825 to 6-048-000 
Film Marking Numerals, 

Se en | 6-110-200 to 6-111-225 

Film Mount, Filing, 
ai | aR eS 6-109-995, 6-110-000 
OG-I 
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PRELIMINARY EDITION JULY 1947 INDEX 
Name F (Cont'd) Stock No. Name ’ F (Cont'd) Stock No. Name F (Cont'd) Stock No. 
Film Processing Assembly... .. .6-124-300 First Aid Kit Cases: (Cont’d) : Flask Press, Injection. ........5-503-050 
Films: Hospital Corpsman......... 9-119-125, Flask Press Accessories: 
X-ray, Dental........ 6-015-010 to 070 9-121-325 Flask, Acrylic Crown and 
X-ray, SUDGNE. 6.09 Fate ca Shee ee 9-120-625 o's: Se ie ae pes one? 5-503-060 
Photofluorographic. .6-015-600 to 665 COAL 3 OS" Ge eee er aa Om 9-120-825 Flask, Acrylic Inlay......... 5-503-065 
X-ray, Life Rates: 2 See 9-120-900 Former: Flags 306 ato oe 5-503-075 
Radiographic. .6-016-075 to 6-019-010 Medical Officer and Flasks: 
Film Safe, Dental............. 6-127-650 Hospital Corpsman....... .9-121-325 Acrylic Crown and Bridge. . . .5-503-060 
Filter, Ray, Motor Vehicle. . . .9-121-425, 9-121-450 Acrylic Inlay 5365: 2) ee 5-503-065 
Microscope.... . 4-317-210, 4-317-220 PONE Ss RS 9-121-625 Boiling, Extraction 
Filter Disk, Sediment Tester . . .8-125-600 First Aid Kits: Aipperatns eT. se teees 4-229-800 
Pitter Dick, Seitz. 22..... 5... 4-237-700 PRMERES Ora corr etat - 9-196-650 Bridge, Casting Machine..... 5-116-950 
Filter Drip Apparatus, Is 6. 5 a vacua s 9-196-800 Culture, Rolle. ses oh 4-238-000 
Blood Transfusion........ 3-305-900 Aymed Guard 3... 200. 9-197-225 Denture, Casting 
Filter Drip Apparatus Armored Forces............. 9-197-410 Machine....... 5-117-150, 5-117-250 
Components: VERE CHS re co ie oct 9-197-675 Denture, Ejector 
ne epee ne, oA So 3-305-920 Batt Dreming.:2 5.0... 9-197-820 2), ae er 5-310-150, 5-310-500 
Nipple, Connecting.......... 3-305-940 Wn a ee eat ne os 9-198-125 Distillation . . . . .4-238-500 to 4-241-000 
le ea ee 3-305-960 Combat, Pack Type......... 9-199-650 Distilling, Graham Condenser .4-226-510 
Stopper, Rubber............ 3-305-980 Eve Dre@ing. ... 6.08 s6.. 9-204-750 Duplicating. <0. 3 + < 5-310-725 to 850 
Filtering Flasks. .. . .4-248-000, 4-249-000 Gas Casualty. .. . .9-206-710, 9-206-750 Dust Sampler.............. 4-390-505 
Filtering Funnels, Glass .4-260-600 to 900 OTT bd ON ea ae ns 9-207-125 Erlenmeyer..... 4-242-000 to 4-247-100 
Filtering Funnels, Hospital Corpsman......... 9-208-750, Extraction Apparatus....... 4-229-030 
Porcelain........ .4-261-025 to 225 9-218-750, 9-219-175 Fat Extraction, Mojonnier . . .4-247-225 
Filter Paper: Thiet ier eo 9-210-775 Filtering. ....... .4-248-000, 4-249-000 
a gaara 4-357-600 Rigen S28 Se ae 9-214-825 Florence. ...0:.. 4-250-000 to 4-252-000 
EM Ss Os. cs Ss ets <a 4-357-650 Life Raft, ‘Aircraft : ... 20. 9-227-875 Inlay, Casting Machine...... 5-117-650 
Hardened........ 4-357-800, 4-357-825 Life Raft, Vessels........... 9-217-100 Kjeldahl. ............0...+5 4-253-000 
Qualitative .. .. .4-358-000 to 4-361-500 Medical Officer and Hospital Volumetric... .. 4-254-000 to 4-260-000 
Quantitative...... 4-363-000, 4-364-000 Corpsman...... 9-218-750, 9-219-175 Wie OUR es siais aes 7-804-100 
Pucer raper Cutter2 2S: .'... 52: 4-196-050 MESH CAL Y OUCE cage Co cts 9-220-210 Without Cup... 4.3: careers 7-804-120 
Filter Pump, Richards......... 4-383-000 Motor Torpedo Boat........ 9-220-625 Fletcher Radial Gas Burner. .. .4-111-000 
Filter Pump Motor Vehicle. . . .9-221-200, 9-221-240 Flexible Collodion............. 1-150-000 
Couplings. .... .4-383-100, 4-383-175 Parachute........ 9-226-100, 9-226-200 Pisce Pte 6s: ; Sac wees 11-061-850 
Filters: Poison Antidote...... 9-228-110 to 150 Flight Service Medical 
Air, Blood Apparatus........ 3-305-100 Sarah tes ce cee othe Dats 9-229-650 BUNDY {eee eee res 9-006-100 
Celeb, WPMtten, o.5 1 oe. 4-185-245 TL ee | RR aR I Sgr Ree 9-230-225 Flight Surgeons Examining Unit 
Light, Adaptometer......... 3-000-820 First Aid Packets....... 2-017-450 to 460 Medical Equipment....... 9-007-700 
Microscope Fisher Eyelid Retractor........ 3-607-990 Flight Surgeons Medical 
Illuminator. .... 4-287-042, 4-287-043 Fishermans Fly PQUIDMCHEs + oo toes x oe ele 9-006-200 
Microscope Illuminator, Tying Kit... .11-373-150, 11-373-500 Flight Surgeons Physical 
PEOMOIE fo Seo og cae. 9 0S 4-287-055 rida Cutette. 8.0.2 2 eS. 8-053-750 Examination Wits. 220.046 9-487-275 
Microscope Lamp, Daylight. .4-287-055 Fitting and Repair Set, Flight Surgeons Physical 
Ray, Microscope. .4-317-210, 4-317-220 DOCRCN Stk hee cn Fees 14-285-000 Examination Sets<s..-. eee 9-010-100 
Safelight, Wratten.......... 6-127-785 Fitting Set, Gas Mask Insert. . 14-388-000 Float, Dental. ...... 8-062-000, 8-062-250 
ie ek 4-237-500 Fixation Forceps, Eye......... 3-339-900 Float Blades.....:.. 8-004-900, 8-004-925 
Whole Blood (Strainer)... ... 3-745-550 Fixation Forceps, Eye, Graefe . .3-339-700 Plodt rlanuie: (27-522. te ce 8-074-950 
Pinger Cot... ..... 3-212-800, 3-212-900 Pitatrve, Chatecal. sou ose. 11-021-550 Floating Thermometer......... 6-167-900 
Finger Tab, Shooting, Fixing Powder, Floor Mat, Rubber: 222242. 5-411-000 
Cy ea eae 13-760-000 Be A a girs 6-121-880, 6-121-885 Florence Flasks. . .4-250-000 to 4-252-000 
Pree Cane. i 14-068-000 Flame Shield, Micro Burner. .. .4-114-500 Flosdorf-Mudd Lyophile 
Finishing File, Optical........ 14-350-000 Flannel Bandage.............. 2-003-000 Pp pArate son rie oes wees 4-314-175 
Finishing File, Flannel Bandage, Pigs, Weatal: <. is.beets oe eee 5-311-000 
a 5-286-050, 5-287-050 Canton... . :..; 2-001-000 to 2-002-001 Flotilla Medical Officer Emergency 
Finishing Knife, Black......... 5-371-050 PUIATHHELOL Toe vt ie ce ses sec 3-307-200 Surgical Instrument Kit. . .9-570-125 
First Aid Dressing... ... 2-017-425 to 435 Flashtube, Still Camera........ 4-120-150 Flowers of Sulfur. oo Us gen cos 1-466-010 
First Aid Dressing, Piste Orwell, 20 fo. ea 82 tet eee 4-094-000 Flowmeter and Pressure 
Individual Troop. . .2-017-450 to 460 PRae Chimp. ioe eee 5-155-150 Regulator, Inhalator. . . .. .3-596-300 
First Aid Kit Cases: Pie Wes sto. s 7 ee Orrtees 7-804-110 PIG BA ce ccs vee ete aie 13-010-070 
Fo er eras 9-117-725 Piaee, OC ih eo. oe ee cee 5-310-600 Fluhrer Bullet Probe.......... 3-567-100 
Vg ne a ie 9-118-125 Flask Former, Acrylic Press... .5-503-075 Fluidextracts: 
Battle Dressing. 3... 3s. 9-118-225 Flask Hanger, Fat Extraction Cascara Sagrada, Aromatic. . . 1-128-975 
Re MMMIE VS PSs eS 9-118-625 PA cp st sete Meee 4-247-250 ExQObe ier on eices eae eek 1-178-010 
PEW ey ieee oe eee 9-118-725 Pitee FIOM POs oe eae 5-503-000 CHEHCIGI 8S ins ae 1-213-005 
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Name F (Cont'd) Stock No. Name F (Cont’d) Stock No. Name F (Cont’d) Stock No, 
Fluidextracts: (Cont’d) Food Testing Kit, Forceps: (Cont’d) 
RRS Oe ies ek Bel pr Giga oe 1-214-840 Chlorophenol Red......... 8-066-100 Bronchoscopic, Ring Rotation, 
RES IE Bea eclipse 6 Yes tlcn wig 1-222-985 Food Testing Kit, Screening... .9-232-125 PACkeON is Sacss 3-318-600, 3-318-700 
Tpecatiic. Readies wees Joab, 1-239-100 Food Testing Kit Comparison Bronchoscopic, Side Curved, 
Lr ce ecg 60.) aE aa a 1-222-985 AMUN ey is eis cu eae 8-066-120 TON ks ses 3-318-900, 3-319-100 
INURE ON CA sos: iacya arabe onthe 1-304-008 Food Testing Kit Indicator Solution, ' Bronchoscopic, Tack and Pin, 
Fluorescein Sodium........... 1-203-000 | Chlorophenol Red......... 8-066-110 LBCKet A GY seasons + aeons 3-319-500 
! Fluorescent Screen, Photo- Food Tray, Compartmented... .7-423-100 Bronchoscopic, Tissue Specimen, 
=, Auorographic.. 05:0. <<: -,6-121-325 Food Tray; Servings). sian ss 7-425-000 Jackson 5.6s::.3). 3-319-800, 3-319-900 
Fluoroscope, Head Type....... 6-022-988 Food Tray Taner 345.0347) «i. 7-423-120 Bidiat SSROM: bo 5 oo es 3c ee 3-321-100 
Fluoroscope, Two-Position..... 6-023-000 Food Tray Truck. ...7-427-500, 7-427-510 Capeiie, Arras... soca ss 3-322-200 
Fluoroscopic and Radiographic Food Truck, Bulk Food........7-426-325 Capsule, Schweigger......... 3-322-700 
MTSE Speier ek has 6-124-840, 6-124-845 Hootballtereinstsestas hoists 13-010-075 Catheter, Intratracheal, 
Fluoroscopic and Radiographic Foothall. Bladders, 43s «ss. ses 13-080-010 MIS ON 8.5.35. s eee 3-323-300 
| BE |b) flee eee er ones on aa 6-156-800 Foot Dressing Retainer, Chalazion, Desmarres...... .3-323-900 
Fluoroscopic Assembly, Foreign MELB OUIAEY ois so sk kee eee es 8-105-000 Chalazion, Lambert......... 3-324-100 
Body Localization......... 6-023-125 Foot Powder...... 1-203-990 to 1-204-050 Cilia, TOOUPIAR: |...3 se estes 3-324-900 
Fluoroscopic Goggles.......... 6-031-000 Foot Rest and Splint Support . .3-725-500 Clamp; Harrineton:..:2..- <i: 3-325-500 
Fluoroscopic Illumination HOOtSEOO et tis Ngee 7-086-975, 7-086-990 Chip Asaiying 35.0.5. se. aa 3-325-880 
Incandescent Lamp. ......7-976-340 Poot APs iaia'd ses as 7-942-975, 7-943-000 Clip Applying, Rainey....... 3-326-200 
PINK REGUCIND , 5 oo ake 5-311-350 Forbes-Jackson Esophageal Clip Applying and Removing, 
Flux, Soldering... .5-311-450, 11-523-550, SpecwlumMiar, cys suisse 3-963-500 Michels wate eee aie nie 3-325-900 
14-669-900 Forceps: Clip Forming, McKenzie. ... .3-326-500 
Fly Tying Kit, Advancement, Prince........ 3-310-100 Clip Introducing, McKenzie. .3-326-900 
Fishermans. . .11-373-150, 11-373-500 Applicating, Laryngeal, Cup, Laryngeal, 
Foerster Sponge DACMBOR hot 6 es a oars 3-357-300 jackson 302 ssan6es 3-357-600 to 900 
FOP D8 <2. fs cs. 3-373-600, 3-373-900 Beade stickers i. y hese 3-317-200 Curved, Blunt Points........ 4-260-250 
Foil: Bladder Specimen, Braasch. . .3-328-100 Cystic Duct, Shallcross... ... 3-327-800 
BAO chk oy, sec ck oi! ba Oka 1-152-000 Bone, Mastoid, Rongeur, Cystoscopic, Alligator....... 3-327-900 
Goldy pica. SRE rig 5-802-350 ANS 5st pon tsk Ae kes 3-315-050 Cystoscopic, Bladder Specimen, 
HEPA oie skates stascos; ear ie a3 6-046-000 Bone, Mastoid, Rongeur, Braaschs 75 23. ab Ges eee 3-328-100 
POA MANTRA 25 SSK Aes ic eae 3 5-802-550 Maremant 35.45. s65:6592 54 3-314-600 Cystoscopic, Foreign 
Mantaltim st?! .234 3-309-500, 3-309,510 Bone, Mastoid, Rongeur, Body 3-328-600, 3-328-700 
ETAT Ph Seren eae van eS 5-312-050 IerrisOlies5s2-c4 sas 3-315-150 to 170 Cystoscopic, 
Foil Points, Black .5-397-150 to 5-398-050 Bone, Rongeur... =: .<)seus04 5-313-250 Rongeur....... 3-328-800, 3-328-900 
Folder, File, Clinical Record. ...7-805-100 Bone, Rongeur, Cranial, Cystoscopic, Scissors........ 3-329-100 
Folder, Job Record........... 14-400-000 Dre ValIOR Gi be how eiee 3-313-900 Cystoscopic, Ureteral, Stone 
Folding Corkscrew............ 4-187-530 Bone, Rongeur, Cranial, Basket, Johnson.......... 3-330-200 
Foley Hemostatic Urethral HOY 6 85.4 lj aa ee a 3-314-200 Cystoscopic, Ureteral, Stone 
Catheter . vate .3-175-500, 3-175-510 Bone, Rongeur, Hartmann... .3-314-600 Dislodging, Howard. ....<:\ 3-330-300 
Foley Self-Retaining Urethral Bone, Rongeur, Mead....... 5-313-150 Cc ve i LS 
ystoscopic, Ureteral, stone 
Rathetet.< ios ca 3-177-600 to 640 Bone, Rongeur, Rensbelas: Couatail 3-330-400 
MONE ACIG DADICLS o.0uei sek. 1-203-750 Stew awl 3-313-600, 3-314-800 Cc ¢ ae bbbal St Peis 
Folin Blood Pipette........... 4-365-300 Bone, Rongeur, Stille-Luer. . .3-315-400 Oe er wer ee P 
Folin-Ostwald Pipette. ........ 4-370-050 Bone, Sequestrum, Rembving, Ferguson ST see pave it 
Folin-Wu Digestion Tube...... 4-454-500 Van Burent:i 2s, ccns ss fens 3-316-200 Cystoscopic, Utility, Lowsley. 3-330-900 
Folin-Wu Receiving Tube...... 4-456-950 Bone Cutting, Liston........ 3-311-800 Cystoscop ~~ Visual, 
Folin-Wu Whole Blood Bone Cutting, Liston-Stille. . .3-311-300 Hemostatic, McCarthy. . . .3-331-400 
Pipettes........ 4-380-755, 4-380-760 Bone Holding, Farabeuf- Dressing,........ 3-332-200, 3-333-600, 
Food Cabinet, Food Lapisobiee ec. 3A5 45.0 ct esd: 3-312-500 3-333-700 
Carb Crate, sere 7-230-030, 7-230-040 Bone Holding, Kern......... 3-312-700 Dressing, Adson..........5-. 3-332-400 
Food Cabinet Platform........ 7-230-110 Bone Holding, Lane......... 3-312-900 Dressing, Cushing........... 3-333-100 
Food Carrier........ 7-224-440, 7-224-550 Bone Holding, Ear, Hartmann. . .3-335-200, 3-335-400 
ROG Carte cuancen ox 7-226-000, 7-230-005, Lowihan ecw ss : 3-199-100 to 300 Bar MCAS. pak oa oe ie eee 3-336-600 
7-230-015, 7-239-700, 7-239-900 Bone Screw Holding, Lane. . .3-315-800 Bar NOVOS!. ccrsaale sc uae 3-335-700 
Food Cart Components: Bronchoscopic, Bead, Tucker. 3-317-200 Bitir) WeEOeis os cxtas ¢ cevine es 3-335-900 
So. RETR apnea <r Creag 7-230-050 Bronchoscopic, Forward Eye, Conjunctival........... 3-337-600 
GHaSsISMITe ica). sage wave we epiis 7-230-120 Grasping, Jackson......... 3-317-400 Eye, Conjunctival, Lister. . . .3-337-400 
Chassis Wheel.............. 7-230-130 Bronchoscopic, Globular Eye, Dressing... . .3-338-600, 3-338-800 
Food Cabinet..... 7-230-030, 7-230-040 Objects, Jackson. 055 6643 3-317-600 BVO; PURBUGN 565. y os eA 3-339-900 
Food Containers . 7-227-000 to 7-229-000, Bronchoscopic, Meat, Eye, Fixation, Graefe........ 3-339-700 
7-230-060 to 090 SACRROU EDs waa.s Rissa vne Ses 3-317-900 Eye, Iris. . .3-354-400, 3-354-600 to 900 
Food Inspection Medical Bronchoscopic, Right Angle Eye, Iris, Graefe............ 3-354-500 
BOMIPINENt,) (6 o6 e oes 9-602-670 Rotation, Jackson......... 3-318-400 Eye, Needle Holding, Kalt. . .3-417-800 
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Name F (Cont'd) Stock No. | Name F (Cont'd) Stock No. | Name F (Cont'd) Stock No. 
Forceps: (Cont’d) Forceps: (Cont'd) Forceps: (Cont'd) : 
Eye, Needle Holding Nasal, Cutting, Jansen- Tonsil, Seizing, Tyding...... 3-383-500 

PU UONON SH a5 orate ids be wasnt 3-418-100 Middleton...... 3-362-900, 3-363-200 Tonsil, Seizing, White....... 3-383-800 
Eye, Strabismus.......:...... 3-340-600 Nasal, Cutting, Knight... ... 3-363-300 Tooth 
Eye, Trachoma, Knapp...... 3-384-900 Nasal, Cutting, Extracting... .5-317-750 to 5-326-420 
Fixation, Nonmagnetic...... 3-339-900 Luc..........-. 3-363-400, 3-363-600 Tooth Extracting, Winter. . . .5-317-500 
Foreign Body, Nasal, Cutting, Towel Holding, 

Cystoscopic. . . . .3-328-600, 3-328-700 McCoy......... 3-363-800, 3-363-810 Backhaus....... 3-204-590, 3-204-600 
Forward Grasping, Jackson . .3-317-400 Hesal, Dressing, Hartmann, ..3-332-900 Trachoma, Knapp.......... 3-384-900 
Gall Duct, Lahey........... 3-341-400 Nasal, Ethmoit, Tube Intratracheal Magill . .3-323-300 
Gallstone, Rochester... ... . .3-341-800 Luc-Skillern.............. 5-364-400 Taiioe Segond 3-387-900 
Globular Objects, Jackson. . . .3-317-600 Nasal, Septal Ridge Cutting, aided] icc Spies Ae "3.386-100 
Goiter, Lahey.............. 3-387-700 Lutz... -.- ese eee eee eee. 3-365-600 Chis: Mata Ghee 
Grasping, Laryngeal, naa Seyene Compression, Weaner<: ih)y. '3-385-700, 3-385-800 

i i 3-358-300 his pea Sad vit a eer Universal: Antrum, Vankaoen S08o00 
Hemorrhoidal, Buie...... .. .3-201-800 Nasal, Sphenoid, Ferris Smith- Universal. Ethmoid. Freer’. .3-386.200 
Hemorrhoidal, Kelsey....... 3-201-810 Kerrison.........+++++++- 3-366-200 ieee’ Nizeit Cutting a 


Hemorrhoidal, Pennington. . . 3-342-800 
Hemostatic, 

Flalstead.-.. 0... 3-344-900, 3-345-600 
Hemostatic, Kelly .3-343-800, 3-346-800 
Hemostatic, Kelly (Set)...... 9-235-875 
Hemostatic, Mayo-Carmalt . .3-344-100 


Hemostatic, Pean........... 8-066-200 
Hemostatic, Rankin......... 3-347-100 
Hemostatic, Rochester- 

ROE 6S 2 oc ec. 3-347-300 to 500 


Hemostatic, Rochester-Pean. .3-344-300 
Hemostatic, Veterinary 


Instrument Set........... 9-602-800 
Hypophyseal, Adson........ 3-368-600 
Hysterectomy, 

See 3-349-500, 3-349-900 
Entestmal “Allis... oS o%e%< ge ace 3-380-300 
Intestinal, 

Babcock, = ....2'.... 3-352-800, 3-352-900 
Intestinal, Doyen. .3-351-900, 3-353-200 
Intestinal, Judd-Allis........ 3-353-500 
ee ee 3-354-400 to 900 
Lp CG 7) (eae nen eee 3-354-500 


Kidney Pedicle, Guyon-Pean .3-355-800 
Kidney Stone, 


Randall. ..... 3-355-900 to 3-356-300 
Laryngeal, Applicating, 

(OOM Ee 3-357-300 
Laryngeal, Basket Punch, 

RS mn ce cs clad x Sagas 3-357-400 
Laryngeal, Cup, 

(ae 3-357-600 to 900 


Laryngeal, Grasping, Jackson. 3-358-300 
Laryngeal, Rotation, Jackson. 3-358-500 
Laryngeal, Tissue Specimen, 

| En arr ae 3-358-800 
Lung Grasping, Duval-Crile. .3-359-600 
Mastoid, Rongeur, Bane..... 3-315-050 
Mastoid, Rongeur, Hartmann. 3-315-100 
Mastoid, Rongeur, 


oo 3-315-150 to 170 
Meat, Bronchoscopic, 

OS ee ee 3-317-900 
Micro Cover Glass.......... 4-260-300 
PORNO IOIM 5s asia te go's eee bres 4-260-315 
LO Be a 3-734-900 


OG-! 


Needle Holding, Eye, Kalt.. .3-417-800 
Needle Holding, Eye, 

PEARCE SOISE Ss oi.) ahs tess: «bp. 0% 3-418-100 
Needle Holding, Masson..... 3-419-800 
Obstetrical, 


Simpson........ 3-367-500, 3-367-600 
Obstetrical, Tarnier......... 3-367-200 
Pin and Tack, Tucker....... 3-319-500 
ee | eer eR ere 4-260-250 
Pituitary, Adson...........:; 3-368-600 
Pituitary, Rongeur, Love. . . .3-368-800 
Placenta) Kelly... < «5.0. s.%. 3-369-600 
Prostatic, Lobe Holding, 

URES sid Lacan) sa eles 3-370-300 


Punch, Laryngeal, Jackson. . .3-357-400 
Rectal Specimen, Turrell..... 3-371-500 


Rubber Dam Clamp......... 5-316-000 
Scissors, Turbinate, 

Holmes........ 3-386-450, 3-386-550 
ne et AES, IE tee 3-372-400 
Splinter, Van Buren......... 8-066-500 
Sponge, Foerster . .3-373-600, 3-373-900 
SEGSINZERY |. Gastiabe Gatie se gas 3-375-400 
Stone Basket, Johnson...... .3-330-200 


Stone Dislodging, Howard. . .3-330-330 
Stone Removing, Councill... .3-330-400 
Stone Removing, Ferguson. . .3-330-500 


SEA DISHIIS He, 5510S cio. Scetere st 5 0 3-340-600 
Tack and’ Pin, Tucker... - 3-319-500 
Tenaculum, Skene.’......... 3-376-400 
Tissue. .3-379-800, 3-379-900, 3-381-200 
ISSUE NGS 375s 52-0 aes h so 3-377-800 
URES F Coon LC Giese 3-380-300 
MP ISSUe; © USNING ss Fes a0. oR odes 3-380-600 
Tissue, Harrington-Mayo. .. .3-377-900 
Wismey MAVO. soso. spina ds 3-379-700 
Pisstie se StOnes.. 2 nares cache 3-380-950 
Tissue Specimen, 

Bronchoscopic, 

SAGER 6 5 5 oie 3-319-800, 3-319-900 
Tissue Specimen, Laryngeal, 

NGCRION Foo 8x 30 ¢ 3-357-400, 3-358-800 


Tongue Holding, Mathieu... .3-381-900 
Tonsil, Hemostatic, Schnidt. .3-382-900 
Tonsil, Hemostatic and 

Sporee, Lewis.) coi seay- 3-382-700 
Tonsil, Seizing, Tivnen...... 3-383-400 


Gtuenwaidi. 22... tks 3-386-300 


Universal, Scissors, Turbinate, 
PIOWNES Se: 2 vcore ea 3-386-450, 3-386-550 


Universal, Sphenoid, Faraci- 

SINGH: ccs). isu Se mansions 3-386-700 
Universal, Sphenoid, Ostrom ,3-386-800 
Uterine Dressing, Bozeman. . .3-334-200 
Visual, Hemostatic, 


As oa 5 Sa ee oe a 3-331-400 
Vulsellum, Goiter, Lahey. . . .3-387-700 
Vulsellum, Schroeder........ 3-387-800 
Vulsellum, Skene. << «5.4/ «.¢% 3.6 3-387-600 


Vulsellum, Tumor, Segond. . .3-387-900 
Wire Cutting, Berbecker..... 3-235-400 
Wire Cutting and Shaping, 


BRI S Gar asgs 6 ea en hee 3-235-450 
Wolf Tooth: 5: kicsesauide vers 8-067-000 

Forceps Blade, DeVilbiss Cranial 

ORCODB isis, a7s-0ace 3-313-920, 3-313-940 
Forceps Handle, Cystoscopic 

I OFGGDS. . vice Deore Ades 3-329-600 
Forceps, Handle, Universal 

I QECEDB Hid cise e sts sin ete nies 3-386-900 
Porceps Hiolder:..... os. siete. ants 3-415-200 


Forceps-Tourniquet-Scissors Set .9-597-500 
Ford-Edward Stethoscope Bell. .3-742-310 
Ford-Edward Stethoscope 


Fest DAB iis Oo sass eR 3-742-380 
Ford Stethoscope............. 3-742-300 
Foreign Body Cystoscopic 

Forceps. . 0...’ 3-328-600, 3-328-700 
Foreign Body Eye Needle...... 3-488-500 


Foreign Body Localization 
Fluoroscopic Assembly.... . 6-023-125 


PON CRs 3-5 rip a eed 12-295-150 
FROCK, SNAGING o.6.77.% na aeuees 11-335-550 
Fork, Fable<.3. i505 7-289-000, 7-289-500 
Fork, Tuning....... 3-389-100, 3-389-200 
Formaldehyde, Cresolated...... 1-204-895 
Formaldehyde and Silver Nitrate 

Solution Ampuls.......... 1-407-000 
Formaldehyde Sodium 

Sulfoxvlate is: acc)sreyrts cite 1-433-060 
Formaldehyde 

Sohrtion esa is 1-205-000 to 1-207-000 
Former, Bite Rimi. 20. bas aie nce 5-326-480 
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Name F (Cont'd) Stock No. Name F (Cont'd) Stock No. Name F (Cont'd) Stock No. 
Former, Crucible, Casting Frazier Brain Suction Tube. . . .3-866-800 Furnace and Caldron.......... 8-069-000 
Machine.........5-117-850, 5-117-950 Frazier Dura Hook.) :3..c0 40. 3-422-500 Furnace Rheostat.......:..... 5-327-550 
Former, Flask, Acrylic Press... .5-503-075 Frazier Laminectomy Retractor. 3-613-200 Furniss Anastomosis Intestinal 
PGE PANCIO ile. Navciats ot aes etn 1-207-050 Freer Ethmoid Universal Mampi iis eet ota alees 3-202-800 
Forms, Crown, Assorted. ......5-326-510 Forcens,. cos tp.04 5 ane eat 3-386-200 Furniss Cystoscopic Aspirating 
Formula Selector, Fusing Freer Nasal Cartilage Knife. . . .3-444-600 MOO acdc eRe ree are 3-850-200 
AORN G50 ooo cans op aod 5-556-150 Freer Nasal Gouge. .3-405-600, 3-405-620 Furniture Set, Tent. 23: «.2ee0 9-244-125 
Foroblique Cystoscopic Freer Nasal Septum Elevator. ..3-276-600 Fuse, Dust and Fume Sampler. .4-390-555 
BIIGECODE’. 5 <:, {63s k:cmee Ale es 3-819-100 Freer Nasal Submucous Chisel. .3-196-600 Fuse, Tissue Processor ........ 4-382-220 
Forward Grasping Bronchoscopic Freer Nasal Submucous Fused Silver Nitrate........... 1-406-000 
Forceps, Jackson.......... 3-317-400 Blevatorssuvet sae . -3-277-200 Fisiblie Alloy oss ued age 5-001-005 
Howlers SOlMtION:.). 2 csslees 1-356-000 Freer Nasal Submucous Fusing Porcelains:. 32); <.sus-5 5-490-050 
Fox Occlusal Plane Guide...... 5-345-500 USO A 3-445-800, 3-445-900 G 
Fracture Appliance, Facial Freezing Attachment, Gag, Mouth, Denhardt........ 3-393-200 
SOURS dalaciinyctsas Shanice 5-326-550 Microtome 4) tiie tiee nice 4-338-000 Gag, Mouth, 
Fracture Arch Wire........... 5-693-150 BrenANticen. jose cece seen 1-606-275 Jennings........ 3-393-400, 3-393-450 
Fracture Attachment Arch Wire .5-326-555 French Suture Needles......... 3-525-700 Gage and Pressure Regulator, 
Weeetite DOG... oii ews oes 7-004-705 Friedrichs Condenser.......... 4-229-400 Anesthesia 
Fracture Clamp, Frock, Butchers. . ..... .8-068-544 to 552 Apparatus.........% 3-020-300 to 600 
WOwianan syn c/s ccc se 3 3-199-100 to 300 Front, Spectacle....... 14-420-020 to 626 Gages: 
Fracture Frame, Bradford...... 3-390-200 Frontal Sinus Canula, Bresgen. .3-139-510 Alloy-Mercury.............. 5-234-550 
Fracture Sets: Frontal Sinus Canula, Bib ik) 66S ee Ge 11-224-550 
Extension and Traction, Pin Van Alyea.....: 3-139-550, 3-139-590 Gr Ce RR a AS or OG tas cit ae ape 12-300-150 
Type, Steinmann......... 3-107-800 Frontal Sinus Probes, Tne ana ee ere 11-724-250 
Extension and Traction, Wire Coakley (Set)..... Ereery 3-568-100 Manometer, Mercury........4-273-900 
a ype, Kirechnet. 2.3.5. 3-109-100 , | Frontal Sinus Rasp, ? aoe Millimeter, Boley........... 5-328-050 
Hip Fracture Fixation, Thompson...... 3-590-500, 3-590-600 TCT CER Ra se See Re es 14-450-000 
Smoieh= Peterson .as ese es 3-116-100 Frontal Sinus Transilluminator .3-833-400 Vacuum, McLeod, Lyophile 
Mandible... ... 5-326-600, 5-326-605 d-Fructose (Levulose)......... 1-252-000 Agusatatus: oo8 cs espace 4-273-840 
Operating, Luck: 3)... 6.3. 3-117-300 Prt Jar i. ects 4-306-000 to 4-308-000 Gage Tube, Mercury 
Reduction and Fixation, POULE SURAT Cocos ci scer stan hac tnee 1-252-000 Manometer............... 4-273-905 
Roger Anderson.......... 3-110-600 Buadin Soltion ..t- -h sees 1-454-485 Galaptose lio ce ees ee 1-210-000 
Reduction and Fixation, BuiGhsin ACiIGs 7 a. See nee a 1-015-525 Gall Bladder Dilators, Bakes. . .3-252-800 
SIAderec Sear crec he iaee, aso 3-112-600 Buchsin; basics -2oeee sents 1-097-150 Gall Bladder Dye (Priodax). .. . 1-380-150 


Skull Traction, Crutchfield. . .3-118-300 
Fracture Surgical Instrument 


in Se Oi gg 3d aaa Bor 9-580-700 
Fracture Surgical Instrument 
EE NCRRE Pe ec a cet eec es 9-135-900 


Fracture Table 
(Orthopedic)... . 7-099-300, 7-099-400 
Frahm Amalgam 


Carvennie. acs 5-113-000 to 5-115-000 
Frame Covering, Tent......... 9-586-820 
Frames: 

DReN ee sce ps 28 3-390-100 
DEC GALCHia etic cee 7-007-012 
Wental saws es nae ess 5-538-150 
Practute,Bradtord. cs... 3-390-200 
Ry CAPO foc Won ees keine ok 11-423-150 
Kick Bucket...... 7-731-450, 7-731-500 
Batndry Basket 75502. i/o 7-715-405 
Printing, Silk Screen Process. 11-786-950 
DOlGEHING ee ee ieee crores 5-327-000 
MONEE erica ssc Hose cee ee 9-596-850 
Trial Lens Test. . .3-462-238, 3-462-240 
2 a ics | Eg ti es Re 11-822-850 


Frame Screw, 

Spectacles... .14-622-000, 14-624-000 
Frame Top, 

Spectacles... .14-690-000, 14-692-000 
Frankfeldt Rectal Snare....... 3-675-600 
Frazier Brain Canula.3-138-800, 3-138-840 
Frazier Brain Retractors (Set). .3-606-100 
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Fulguration Electrode, Bugbee. .3-273-400 
Fulguration Electrode, Buie. . . .3-273-200 
Fulguration Electrode, 


MeCarthy ic .0265 see 3-273-600 
Paer S:Bartal: us sc. he saat es 1-257-005 
Ful-Vue Cone, Rim Stretcher. . 14-605-500 
Fume Sampler, yo se ot. cease 4-390-550 
Fume Sampler Fuse........... 4-390-555 
Fume Sampler Tube........... 4-390-560 
Fungicidal Ointment. .........1-209-180 


Fungicidal Solution. .1-169-358, 1-169-364 
Funnels: 


Enamelware...... Shaterets 4-260-525 
Filtering, Glass, Buechner 
DyPec sabe asiges 6 4-260-600 to 900 


Filtering, Porcelain, 
Buechner Type. .4-261-025, 4-261-225 
Glass, Ribbed..... 4-267-100, 4-268-000 


Glass, Smooth........ 4-268-050 to 070 
Separatory, Cylindrical... ...4-269-000 
Separatory, 
SGUDDs) Ns 4-270-500 to 4-272-000 
Funnel Stops, 
Microscope..... 4-317-250, 4-317-275 
Funnel Tube, Kipp Gas 
Cpeneratery et kaa 8 4-274-010 


Furnace, Dental Laboratory... .5-327-325 
Furnace, Laboratory, 

Mute Typess esos es 5-327-500 
Rurnace, Porcelain. obese 5-327-650 


Gall Bladder Trocar, 

Ochsneres 22. 3-839-500, 3-839-600 
Gall Duct Forceps, Lahey...... 3-341-400 
CSEMEY, “VYDE 3 Os bass ok es 11-724-350 
Gallie Fascia Suture 

Needlessitkaewseee< 3-516-600 to 630 
Gallotannic Acid. ...1-470-132, 1-470-134 
Gallstone Forceps, Rochester. . .3-341-800 


Gallstone Scoop, Ferguson...... 3-6€0-600 
Gallstone Scoop, Mayo........ 3-660-700 
Galt Cranial Trephine......... 3-835-200 
Galvanometer Lamp, 

Electrocardiograph........ 7-972-600 
Galvanometer Lamp, 

PROMMERET 610 aca sake ee 7-974-370 
Gas Blowpipe..4.3 5 o...0sen es 5-020-000 


Gas Burner, Radial, Fletcher. . .4-111-000 
Gas Casualty Chest, Veterinary.9-602-700 
Gas Casualty First Aid 


Rats sates 9-206-710, 9-206-750 
Gas Casualty First Aid Kit 

SMOG. Secreto see aee eek ey 9-118-625 
Gas Casualty It: 5s eee 9-244-800 


Gas Casualty Outfit, Pack Type.9-251-860 
Gas Casualty Outfit (Sets 1-4). .9-245-675 
Gas Casualty Outfit, Veterinary .9-602-680 
Gas Casualty Set, Aprons and : 
NGOS sath e clerecuts a iciete Rioieee 9-251-960 
Gas Casualty Set, 
Veterinary... .. .9-602-690, 9-602-695 
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Gas Casualty Sets .9-248-125 to 9-251-675 Generators: (Cont'd) Gloves: (Cont'd) 
Gas Casualty Treatment Kit Radiographic Unit.......... 6-028-750 Gauntlet, Veterinary........ 8-069-500 
DRM aa Beers isis ha ose 9-122-125 Refrigeration Unit......./....7-060-160 Handball....... 13-340-000, 13-340-005 
Gas Cylinders (See Cylinders, Gas) Genito-Urinary Injuries Puseh ing: Batic :2' ‘sae 08 13-340-040 
Gas Cylinder Truck........... 7-940-800 Instsument Set........... 9-580-800 Softball Mitt. . .13-505-000, 13-505-005 
Gas Cylinder Valve Adapter... .7-701-352 Genito-Urinary Injuries Softball Glove . . 13-340-020, 13-340-025 
Gas Gangrene Antitoxin, Instrument Set Case...... 9-135-930 Striking Bag...............13-340-040 
“Prevalent: ooo. (6.306 0. ox . <- 605-050 Eo tee one ne ier aaa 1-213-000 Surgeons, Rubber..... 3-397-800 to 920 
Gas Generator, Kipp.......... 4-274-000 Gentian Fluidextract.......... 1-213-005 MAEM ciiciniklysioe « caine 6-030-000 
Gas Generator Collar Tube..... 4-274-005 Gentian Violet...... 1-160-900, 1-289-470 Gloves and Aprons, Gas 
Ga& Generator Funnel Tube... .4-274-010 Gentian Violet Tablets......... 1-289-485 Casualty Sats. vues 9-251-960 
Gas Generator Stopcock....... 4-274-002 Geohegan-Hinsey Neurosurgical Glove Wrapper, Sterile Supply. .7-190-000 
Gas Mask Insert Fitting Set... 14-388-000 SSEITIABAEOR 5.) oo uc ois tietsvnai coe 3-743-500 d-Glucose (Dextrose).......... 1-163-000 
Gas Mask Insert Spectacles. . . 14-680-000 Germicide Solution. .1-169-358, 1-169-364 d-Glucose, Anhydrous 
Gasoline Burner, Blast......... 4-112-250 Gibson Anterior Chamber CDSRtOUS cigs i) nha 1-164-000. 
Ree SOT is eying occees 9-114-125 WINGER iii iin canes « 3-428-610 Glucose and Sodium Chloride 
Gasoline Stove.......... 7-085-400 to 455 ee ee 1-214-500 BIANCO ai nla ninco a 8 1-165-000 
Gasoline Stove Parts: Giemsa Stain Solution......... 1-214-510 Glucose Injection... .1-164-600, 1-164-800 
Packing Valve Gigli Saw Conductor, Adson. .. .3-632-200 Glucoside (Digitonin)..........1-167-650 
OT ee ae 7-085-368, 7-085-370 Gigli Saw Conductor, Bailey... .3-632-300 Glie: Sheet.) cs sie oe vince a eae 12-315-150 
Plunger, Leather............ 7-085-375 Gight Sdw Handle. ... 5. 0 s.05.:- 3-632-400 Ce OE ie a cur hose) ohle ne Oe 12-628-150 
Vaporizer and Valve........ .7-085-660 Gigli-Stille Saw Wire.3-632-500, 3-632-600 Gluside Tablets (Saccharin). . . . 1-397-504 
Me WEMMEN oe ie eid cays «bet <b 12-627-150 Gimp, Artificial CAVCOER «53s Bice tne 1-218-000, 1-219-000 
Gas Resistant Suit...... ..... 7-925-225 Enatiee ceo ac 11-166-450 to 570 -| Glycerite of Iodine and Zinc 
Gas Treatment Team Medical Ginger Fluidextract........... 1-214-840 BONING 5 hn ans vd aor 1-235-185 
RINT Sous a ther incd oes 9-596-260 Gingival Margin Trimmer, A SIGROEN isos hawks ccs 1-218-000, 1-219-000 
Gate Bed Frame... 0.664%: 7-007-012 et ore Se dss 5-363-705 to 850 Glyceryl Trinitrate Hypodermic 
Gaultheria Oil Glacial Acetic Acid............ 1-002-470 LR 7: aera meee 1-221-000 
(Wintergreen). . . 1-290-000, 1-290-005 Glanders Antigen............. 1-605-400 Glycyrrhiza and Opium 
Gauntlet Gloves, Veterinary... .8-069-500 Sf OES GE 0) Ss ae aR oe oe 8-080-000 Compound Tablets........ 1-223-000 
Gauze: Se ee ee Par er are 4-031-000 Glycyrrhiza Fluidextract....... 1-222-985 
Bias S 5-2 2-021-000 to 2-023-000, Glasses: Goal, Basketball: 5 Seige 13-350-000 
5-332-150 Cover, Counting Cell........ 4-188-800 Godthi Standard « ...-55. sxe 13-740-250 
Plain, Compressed......... . .2-024-000 Cover, Hemacytometer...... 4-276-875 Goggles: 
WemiDMINN ee i 5-330-050 Cover, Micro..... 4-189-000, 4-190-000 PRIOROSENTIO..<.< 5. io sick wane 6-031-000 
| | Se en a a ar 2-020-750 Film Illuminator............ 6-040-375 Industriah ra aids species 12-325-150 
SE Ee ES 4-273-960 Film Illuminator, Dental..... 6-039-545 Opaque, Lindner............ 3-399-900 
Gauze and Adhesive Plaster Wheels Wi sic. es ertsieine 7-807-000 Ultraviolet, Protective....... 7-110-555 
a 2-017-550 to 585 Medicine, Dental............5-502-000 Goiter Retractor, Beckman..... 3-611-600 
Gauze Bandage: Reading, Goiter Retractor, Lahey....... 3-611-500 
CeMnBPCES: 6. aw 2-033-050, 2-033-060 Magnifying..... 6-028-970, 6-028-975 Goiter Vulsellum Forceps, 
Compress, STOUR NR sci goers itohe eriesee ime 6-127-790 LQNOV si vacie sapiens 3-387-700 
Camouflaged. .. .2-003-075, 2-003-080 Urine Observation........... 3-396-400 Gold, Dental: 
Compressed, NEO 6. oie. 5 Sretorccene 4-474-000 to 600 AMIGO Visi hc ats 5-800-250 to 450 
Camouflaged....... 2-003-175 to 190 Glass Marking MO oss ods cs 1 dg eee 5-802-350 
Roller..........2-003-985 to 2-006-000 PONG. v6.0.0 4-210-000, 14-585-000, Lingual Bars...... 5-801-250, 5-801-450 
Roller, 14-585-500 Lingual Bar Stock. «2.0.3 0:44 5-801-650 
Camouflaged. .. .2-006-204, 2-006-206 EAE oes) Cone a Oe eng sone 4-493-000 | ears Sennen ieee 5-804-350, 5-804-450 
rue: Clete os sak a) o 28 3-234-600 Glaze, Porcelain Finishing.... . .5-335-150 SMEION, Coase Ph ste eee 5-805-250 to 850 
Gauze Packer, Uterine......... 3-546-200 Glaze, Transparent........... 11-306-550 jh as Pees Cee ee 5-806-450 to 775 
Gelatin PPT. fsa bid iad ob 1-212-000 Glaze Dye. Preteen eee g eens -11-303-850 Gold Brown (Bismark Brown). .1-103-300 
Gelatin Capsules i aetiate 1-124-509 to 545 Globular Objects Bronchoscopic Fook es KARE NORE ene ne 1-225-000 
Gelpi Perineal Retractor....... 3-614-850 Forceps, Jackson.......... 3-317-600 s 
General Dispensary Medical Globulin, Immune Serum Gold Files.......... 5-288-000, 5-289-000 
Equipment......... 9-252-700 to 900 PMR eAdes eo hs ces 1-605-505 | Gold Foil Holding Instrument, 
General Hospital Medical Globulin, Stock Solution... .... 1-605-550 Black.........+ssseeeees 5-364-750 
Equipment. . .9-253-900 to 9-254-225 Glove Drying Rack............7-071-875 | Gold Foil Mallet, Automatic. . .5-396-150 
General Hospital Veterinary Glovers Needle.............. 12-548-150 Gold Foil Point Handle........ 5-396-450 
Medical Equipment....... 9-602-740 Gloves: Gold Orange (Methyl Orange). . 1-288-800 
General Ledger Binder......... 7-718-630 PROIURI Fis cise ae bes & 4-274-580 Gold Pluggers, Black 
Generators: Autopsy, Rubber............ 3-397-400 (Points). 656. 5-397-150 to 5-398-050 
ROE Oa shies: 65 wesc a dicw s 4-274-000 Catchers Mitt..13-505-000, 13-505-005 Gold Sodium Thiosulphate 
Gasoline Stove (Vaporizer and Hielders.¢a5 3.3. 13-340-020, 13-340-025 PS ok a a Ein Fe 1-225-200 
ES S| Se oe eee OP 7-085-660 First Baseman. .13-505-000, 13-505-005 ea) Fe Bot a ae ee ae 14-660-000 


Page 31 


ALPHA- 
es BETICAL 
INDEX JULY 1947 PRELIMINARY EDITION 
Name G (Cont'd) Stock No. Name G (Cont’d) Stock No. Name G (Cont'd) Stock No. 
Goldstein-Scheerer Psycho- Green, Malachite... 5.055.735 1-266-000 Gum Cutting Scissors, Dean. ...5-551-150 
diagnostic Green, Methyliice he S35 1-288-400 | Gummed Labels... ..4-311-750, 4-311-765 
eee et. cas 3-822-765, 3-822-770, Green Astigmatic Vision Test Gum Sugar (Arabinose)........ 1-074-000 
3-822-780 Cardy arr a ee week 3-885-680 Gum Tragacanth..............1-488-575 
Goldstein-Scheerer-Weigl Green Cross Brassard.......... 7-725-325 Gun, Balling, Morgan......... 8-073-000 
Psychodiagnostic Test Set. .3-822-817 Green Soap (Soft Soap)........ 1-412-000 Gun Crew First Aid Kit....... 9-207-125 
Goldstein Septal Nasal Green Soap Tincture.......... 1-412-125 Gun Crew First Aid Kit Case.. .9-118-725 
Speen sos eee ae 3-698-900 Gregg Plastic Gutta Percha, Temporary...... 5-577-850 
Gooch Crucible... .. 4-192-000, 4-193-050 Instrument..... 5-365-050, 5-365-150 Guyon-Pean Kidney Pedicle 
Gooch Crucible Cover......... 4-192-200 Grid, Radiographic. .6-031-300, 6-031-500 PORCEDE, bt. Pewee 3-355-800 
Gooch Crucible Holder, Walter .4-282-120 Griffin Beaker, Gymnasium Mat....... 13-500-200 to’ 210 
Good Antrum Rasp........... 3-587-500 Low Form.. . .4-031-500 to 4-036-000 Gynergen Injection............ 1-178-100 
Goodell Uterine Dilator........ 3-256-500 | Grinder, Pedestal Model...... 12-235-150 | Gynergen Tablets (Ergotamine 
Good-Younger Scaler.......... 5-546-150 Grinder, Tissue, Tarteateicoa ue 1-178-110 
Repoamtecie ss. fi5s6 eee a 3-401-800 TenBroeck..... 4-275-810, 4-275-830 | Gysi Articulator.............. 5-013-000 
Gordon Contouring Pliers...... 5-443-750 Grinding Set Charts, Lens H 
Gorget, Lithotomy, Teale...... 3-402-400 Grinder hy e5 8k atk eee 14-215-000 Patt Awl oi hs feces ees 12-340-150 
Goslee Contouring Pliers....... 5-433-350 Grinding Wheel...... . .12-883-250 to 450 Hagenbarth Clip Applying 
Gothic Arch Tracer, Hight..... 5-619-150 Grinding Wheel, Model POCCONs ices cree en 3-325-880 
Gouges PMMET ste ee 5-644-055 Hair Clipper, Surgical. ........3+207-100 
MOE sce ois 060 es ks 3-403-200 to 400 Grip Bxeremer fo) 4 ci 13-280-055 Half Ring Leg Splint Attachment, 
Bone, Dudley Oral Surgery Grommets ..02 007; 12-337-150, 12-337-170 PEACIOR 35a. 5s tees oe 3-725-485 
DEES cae Sc oS tatettte Ya 5-399-650 Grommet Set..... 12-337-250, 12-337-270 Halogenated Hydrocarbons 
Bone, Mastoid, Grooved Director... .3-259-400, 3-259-600 Detectors os ic. eee 4-209-600 
INVEXAN GED 05 sien: 3-403-900 to 940 Grooved Director, Cooper Halogenated Hydrocarbons Detector 
Bone, Mastoid, Andrew...... 3-404-600 (Needle Attached)......... 3-259-900 Replacement Set.......... 4-209-605 
Bone, Mastoid, Groover, Hoof, Halstead Hemostatic 
Memwartz... y.<:. 3-404-400, 3-404-420 Pee: eke a 8-071-000, 8-072-000 Porcene y 2544 04.3 3-344-900, 3-345-600 
Bone, Nasal, Freer.3-405-600, 3-405-620 Grooving Saw Seb. <5 22000 6s 11-272-760 Halter, Operating, Veterinary. . .8-074-000 
DUAR ek Tae ae es 8-070-000 Gross Spoon and Hook Ear Hammer Handle. .12-341-155, 12-341-175, 
Wood oe hry te, ede Oe 1-190 80-190 empetter Sse es oka be ee 3-221-100 12-341-215 
Woodworkers........ 11-226-550 to 570 Grow Vision Test Card........ 3-885-760 Hammers: 
Gouley Filiform......... 3-303-900 to 980 Gruber Ear Specula........... 3-691-600 Biackoimithe:. 0. foie ses 12-341-150 
Gouley Urethral Catheter...... 3-170-100 Gruenwald Nasal Cutting Mattiniste: 30.530 Fives 12-341-170 
Gown, Operating........ 7-160-005 to 015 Universal Forceps......... 3-386-300 Machinists, Ball Peen..... .11-528-220 
Gracey Scaler....... 5-545-450, 5-545-550 aia 5s bee Snips sits asa ss 1-225-700 Metalworkers. . .11-528-240, 11-528-250 
IREAUUALC Pee Nee ane 4-275-070 Guard, Arm, Archery....... >. 13-354-500 Opital oi nein wecoe esse 14-475-000 
Graduate, Guard, Bunsen Burner......... 4-108-025 Percussion, Taylor.......... 3-406-700 
Enamelware. .. .4-275-055, 4-275-065 Guedel Airway, Plastict ss 2s Ph ea ee 11-528-270 
Graduate, Glass........ 4-275-070 to 250 Rubber......... 3-002-900, 3-002-910 Ripping... 66554. eck eee 11-228-550 
Graduate, Glass (Set).......... 4-275-520 Guide Card, Micro, Breed and Sheemakerd. 45505 sere 12-341-190 
Graefe Cataract Knife. . .3-439-900 to 940 BIEN TAG eek ts See ee 4-122-160 MACK (uct oe eee eee 12-341-210 
Graefe Cystotome............. 3-239-900 Guide Pin, Bone Nail, Hammock, Canvas, Balkan 
Graefe Eye Fixation Forceps. . .3-339-700 Smith-Peterson........... 3-116-220 Prame sis. 3-407-100, 3-407-200 
Karacte Iris:Forceps. ..\.. 6 8. 3-354-500 Guides: Hamper, Linen..... 7-760-325, 7-760-335 
Graefe Strabismus Basketball. .) 25°03). .). 3. 013-355-000 Hanau Anatomical Articulator. .5-010-050 
(iy fa, 0 Ca a 3-423-800, 3-424-100 Catheter (Stylet)............ 3-751-100 Hanau Crown and Bridge 
Graham Condenser............ 4-226-505 Filiform, Gouley...... 3-303-900 to 980 Articulavor. coil econ ese 5-011-000 
Graham Condenser Distilling Filiform, LeFort...... 3-302-800 to 920 vg (oils): | Weatrt eae aner sae Sit 13-010-080 
MME ten Ca eis Sa 65 we oes 4-226-510 INOIGRSeStines shies ree eases 5-345-150 Handball Glove . . . 13-340-000, 13-340-005 
(Grain riens ics! 8-129-510, 8-129-520 Occlusal Plane; Rox: 0 58s 5-345-500 Hand" Basin-. soe 22>: 7-710-945, 7-711-000 
Graph Paper, Cross Section. . . .4-364-620 Set-Upyteeth a0. oak ete 5-613-700 Handbooks (See Class 10) 
Grasping Laryngeal Forceps, Shade, Fusing Porcelain...... 5-346-150 Hand Brush, Surgeons......... 7-725-925 
CEMENT a secths, oc ees 3-358-300 Shade, Silicate Hand Centrifuge 2... 5.0.7955 4-128-960 
Graves Vaginal Cenient. 6 nn 5-347-150, 5-347-155 Hand Grip Exerciser......... 13-280-055 
SPCC ye sua eee 3-705-600 to 640 Shade, Tooth..... 5-348-150, 5-348-160 Handt-Tape: icin is 2-017-550 to 585 
Gravity Intravenous Set....... 3-426-400 SOLLDAILGR coe Hoste eee ee 13-355-020 Handles: 
RTV VIIOAL ooo acs se ae 7-299-000 EMO So eae 13-355-030 Bard-Parker. ¢..0.3 6.0.3 3-447-800 to 920 
Grease, Chain, Clipper......... 8-033-000 *RERDIST eile Sire hates tpn teed 13-355-050 bone: Pin, Staderescs ss eee 3-112-820 
Grease, Handpiece............ 5-340-150 Track and Field............13-355-060 Bone Pin, : 
Noreen, Drillitaner. sv Mee eet 1-106-900 Votleyball eckkesies cate 13-355-080 Steinmann..... .3-107-840, 3-107-860 
Green, Bromocresol........... 1-108-240 Guinea Pig Complement... .... 1-601-750 Catteryic: Sa65 3-185-800 to 3-186-100 
Roreen, Hast, PCR... ais ....1-188-300 Gum Arabic (Acacia).......... 1-001-000 Cautery, Ether Cautery 
Rareen, VAUUEY tse. ka es kk cee 1-245-100 Gum Cutting ScissOrsscsee css e: 5-549-150 Apparatuss e168 Claween 8-030-325 
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Name H (Cont'd) Stock No. | Name H (Cont'd) Stock No. | Name H (Cont'd) Stock No. 
Handles: (Cont'd) Head, Centrifuge Hemorrhoidal Clamp, Buie.. . . .3-201-800 

Chuck, Steinmann Bone Pin. .3-107-820 Conical... .....4-130-058, 4-130-060 Hemorrhoidal Clamp, Kelsey. . .3-201-810 
Cystoscopic Forceps......... 3-329-600 Head, Clipper aed se. 8-034-000 Hemostatic Forceps: 
Dental Float ........ pabdigs oes 8-074-950 Head and Shoulder Sling, Sayre. 7-135-200 Cystoscopic, McCarthy...... 3-331-400 
ENT Instruments (Universal Headband, Mirror, Jefferson... .3-407-900 Fraleteadincy S25 3-344-900, 3-345-600 
5 Tae eI ee 3-386-900 Headband Mirror Shield....... 3-475-320 Keellyer se ronos otk 3-343-800, 3-346-800 
Bile; Univeral..j.0'o05-60<. 5 14-385-000 Head Dressing, Adjustable..... 2-017-680 Welly: Get} S56. 5 RR 9-235-875 
MMA iii ink oekcs Viele 3-632-400 Headlight.......... 3-408-100, 3-408-200 Mayo-Carmalt... i... 005.4. 3-344-100 
Gold Foil Points. «0.0.0... 5-396-450 Headlight Incandescent 3 Py Saree Geb ye \. 8-066-200 
Hammer....... 12-341-155, 12-341-175, ee re ge 7-973-750, 7-978-945 Pentiing tons. 2. CeCe 3-342-800 
12-341-215 MIGHUILIVEITOR © C8 ss sc ntore cs manent 3-475-200 Peano . e555 See Sire eS 3-347-100 
LA. ES eae ea ee ean 7-842-010, 7-842-020 Headrest, Cerebellar, Operating Rochester-Ochsner . .. .3-347-300 to 500 
AE WEMEOE) 5), Sit)ece hens 5-419-350 ME Sy oj, veces CAE Oe 7-099-200 Rochester-Pean............. 3-344-300 
Operating Knife. ..... 3-447-800 to 920 Headrest Cover...............5-184-050 Tonsil, Lewis (Hemostatic 
cg 6 | ara er ra 4-223-650 Heart Infusion Agar........... 1-106-550 GN SHONGE) so. vs easy 3-382-700 
Universal, Cutters and Heater, Impression Compound. . 5-255-000 Pons, SCHBIdG 4-05 Fk ae 3-382-900 

a a ae A 8-075-000 Risetiee, Stetina. 65s ss 7-085-352 Veterinary Instrument Set. . .9-602-800 
Handle Securing Drive Pin, Heating Elements: Hemostatic Urethral Catheter, 

ES ES Oe 7-842-170 Dental Furnace............. 5-327-350 oS ee ee 3-175-500, 3-175-510 
Handpiece Emery Arbor....... 5-009-500 Impression Compound Henahan Bone Burs .5-095-050, 5-096-050 
Handpiece Lubricant.......... 5-340-150 WemReE oi oe wn kg TERS 5-356-006 Henning Plaster Cast Spreader .3-737-800 
Handpieces, Dental 5-352-125 to 5-353-050 Serological Water Heparin Injection............. 1-226-500 
Hand Tally Counter........... 4-188-450 Bath .4-030-425, 4-030-465, 4-030-490 Hexavitamin Tablets.......... 1-227-000 
Hand Towel........ 7-178-000, 7-178-075 Warm Air Syringe. 5-421-695, 5-421-705 Hexylresorcinol Pills........... 1-227-600 
Hand Towel Set... ....06.0060: 9-597-850 Water Still. ......4-404-883, 4-405-025 Hibbs Retractor...........:.. 3-608-900 
Hanger Rack, X-ray Film...... 6-124-700 Heating Unit and Tips, Wood Hight Gothic Arch Tracer...... 5-619-150 
Hangers: Piiritng Pen Sn 8laee. 11-061-885 Hillis-DeLee Obstetrical 

Fat Extraction Flask........ 4-247-250 Heat Intensifier, Alcohol Stove .7-085-360 Stethdacope oii. sees hes 3-742-305 
Reservoir, Intravenous Set . . .3-407-600 Heat Pad, Chemical........... 7-864-635 Hinge; Butts 23s. ss 11-230-550 to 560 
A-ray Film... ........ 6-031-750 to 775 Heat-Pad ReGll. i. trees 7-864-640 Hingson-Edwards Spinal 
X-ray Film, Dental......... 6-031-795 Heavy Liquid ats Anesthesia Needle........... 3-505-200 
Hank Uterine Dilator.........3-255-500 Petrolatum..... 1-336-000, 1-337-000 Hinsey-Geohegan Neurosurgical 
BR ND ce 09 loess via ees 1-411-980 Heavy Magnesium Oxide...... 1-262-000 Stiniibatye : eR es 3-743-500 
Harelip Clamp, Ivy........... 3-201-750 Heels, Rubber......... 12-350-150 to 410 Hip Fracture Fixation Set, 
Beers CASting. .. . i eta s 8-076-000 Heel Sanding Wheel.......... 12-740-200 Smith-Peterson........... 3-116-100 
Harness Awl...... 12-020-050, 12-020-070 Heel Splint, Walking.......... 3-731-100 Hip Fracture Fixation Set Components: 
Harness Needle.............. 12-548-200 Hegar-Mayo Needle Bone Nail, Smith- 
Harrington Clamp Forceps... . . 3-325-500 Holder......... 3-419-100, 3-419-200 Peteractc.. ..i.se28 3-116-240 to 280 
Harrington-Mayo Tissue Helianthin B (Methyl Orange). . 1-288-800 Extractor-Impactor-Driver, Bone 

ee oe eee 3-377-900 Helium and Oxygen Mixture, Nail, Smith-Peterson...... 3-116-200 
Harrower Psychodiagnostic Filled ‘Cylinder ..222 6324: : 1-226-025 Guide Pin, Smith-Peterson. . .3-116-220 

jk arr e ee 3-822-790 Helium and Oxygen Mixture Hirschman Anoscope. 3-026-020, 3-026-040 - 
Hartmann Ear Cylinder, Empty.......... 1-226-026 Histamine Phosphate Injection . 1-227-800 

Forcepe. ......:... 3-335-200, 3-335-400 Hemacytometer Pipette Hobbles, Conkey.............. 8-078-000 
Hartmann Eustachian Pladorti. 3. ea Ss 4-392-525 Hoe; Blacks 6 St 5-363-150 to 250 

RRORCR cna ne do 3-160-100 to 120 Hemacytometer Set........... 4-277-000 Hoe! Garden os oA es 11-336-550 
Hartmann Nasal Dressing Hemacytometer Set Accessories: Hoffman Shutoff Clamp........ 4-180-800 

WOMECPG, 0 cece entes 3-332-900 Counting Chamber.......... 4-276-850 Hog Cholera Type 
Hartmann Rongeur Bone Cover Gini p 6c. eee: 4-276-875 Syringe........ 8-115-750, 8-115-775 

Forceps......-.-+++++++5 3-314-600 Pipettes.......... 4-276-925, 4-276-935 | Holders: 

Hartmann Rongeur Mastoid Hematocrit Tube, Wintrobe.. . .4-456-100 Absorption Cell, 

Forceps..........+++-++++ 3-315-100 Nemempoayies HAN oc) ba: 1-226-200 Spectrophotometer........ 4-398-140 
Harvard Trip Hemoglobin........ 1-226-295, 1-226-300 Bed Card Acre ae 7-818-475 

Balance........ 4-017-195, 4-017-275 | Hemoglobinometer............ 4-281-200 Clinical Chart. ... .7-818-535, 7-818-580 
Harvard Trip Balance Hemoglobinometer Diluting Clip, McKenzie...) 2.274% 3-586-000 

Weights........ 4-018-820, 4-018-830 Pipite 20 fo3.. eeeevis 4-281-400 Crucible, Walter............ 4-282-120 
Hasp, Box..........-.+-+0+- 11-228-750 Hemoglobinometer Measuring Ciltare-Disies ie cise e508 4-286-050 
Hastings Ether Vapor Tube. . . .3-861-500 TBS... Ou eS 4-281-600 Exposure, X-ray 
Hatchet, Black......... 5-363-005 to 105 | Hemoglobin Scale, Tallquist. . . .4-281-180 EE eae 6-032-500 to 6-034-300 
Hatchet, Enamel, Black .5-363-305 to 450 Hemolytic Amboceptor, Extension Clamp...........4-282-460 
Hatchet, S. S. White. 5-364-425, 5-364-450 Aatiheen ss co. oscu a leet 1-605-710 Fottebee cise ci shes eRe 3-415-200 
Hatchet Point, Ether Cautery Hemometer, Sahli............. 4-281-200 Loop, Inoculating........... 4-286-000 

POPAPAtO so ie O68. 8-030-385 Hemometer Diluting Pipette. . .4-281-400 Needle; Collier..7. 0260509 3-417-200 
Head, Centrifuge. .. .4-130-050, 4-130-055 Hemometer Measuring Tube. . .4-281-600 Needle, Dissecting.......... 4-285-000 
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Name H (Cont'd) Stock No. Name H (Cont'd) Stock No, Name H (Cont’d) Stock No. 
Holders: (Cont’d) Hoof Treatment Veterinary Hospital Ship Medical 
Needle, Eye, Kalt...........3-417-800 ey FT ts RO ae ai ae aE 9-602-750 Equipment......... 9-256-400 to 700 
Needle, Eye, Tilderquist..... 3-418-100 Hoof Treatment Veterinary Hospital Train Medical 
Needle, Hegar- i Case! gee atin, 9-138-325 FEquipment......... 9-257-700 to 960 
DI ANO io 68s 3-419-100, 3-419-200 Hook and Spoon Ear Curette, Hot ‘Plate ees 7-820-005, 7-820-505 
Needle, Kolleso28 J este... 4-286-000 CGEOES oot iate Hiees Rae wee 3-221-100 Hot Water 
Needle, Masson............: 3-419-800 Hooks Bag. .7-705-000, 7-705-975, 7-706-425 
Needle, Mayo- a luieat MVVAl le ticadniss cis voc oteiowaess 3-420-800 Housing, Filter Drip Apparatus .3-305-920 
RIGCGAS... ose sa )era shes» 3-419-100, 3-419-200 Dissecting; Adson ‘si .c24 ccc. 3-421-400 Howard Apical Fragment Root 
Needle, Pneumothorax....... 3-419-900 Dissecting, Triple, with Plevatots soot eae ee 5-247-550 
1 Fete 01 ne ae a Pe 4-286-050 CHAE ace cee 4s 3h 3-421-700 Howard Ureteral Stone 
acon DiaGe te. 0s 'sé.ctelse Me 8-078-500 Dura, Adsense. a3 ss Talia om 3-422-300 Dislodger: 25. ........ + 3330-300 
Razor Blade, Microtome..... 4-338-500 (DugarPira zien: 8) pik oss 3-422-500 How Ligating Pliers........... 5-430-150 
Sponge, Jackson i... 2. <ieons 3-149-800 Glan s cries hens. Sees 8-080-000 Hudson Cranial Bone Set... .. .3-106-720 
DE es in songs a's vgs SA 14-702-000 Pib i yeel gk it 3-423-100, 3-423,300 Hudson Cranial Bur....... « ...3-124-130 
PPCM LAONE years Gi 2 12-361-150 to 190 Netrectomy <iksrts ci tarsi 8-082-000 Hudson Cranial Drill Brace 
Holders, Dental: Neurectomy, Merillat....... 8-081-000 PXLORSION: sv ovat ss ase 3-124-260 
Ammoniacal Silver Nitrate Reed 10001330. a eae 11-831-250 Hughes Hoof 
Pee ed ey a. . Depa eel eD Strabismus, (STOOVOR. ss se0 8-071-000, 8-072-000 
STORCH Hee ia easigiatts saaie ak chants 5-358-050 Graetescaw cee 3-423-800, 3-424-100 Human Albumin, Serum....... 1-582-010 
Capsule, Amalgamator....... 5-005-350 HorizontalsBatees: so waste 13-010-190 Human Albumin, Serum, 
C005 Re OR a eee 5-358-075, 5-358-250 Horizontal Ladder ....5 22028 55 13-460-030 Balt POD ce sic gn bolts we 1-582-045 
Morton: Pellets... i665) 535 a0 5-358-150 Hore Blanket Pin .s00 asd 8-101-500 Human Fibrin Film........... 1-604-775 
Flattened Clasp Wire........5-358-750 Horse Catheters v6 scat a 8-026-000 Human Fibrin Foam and 
“| 50 Aaa 5-359-000 Horse Catheter Stylet......... 8-112-130 PMEOMIBID sos siewssis's AEE 1-604-785 
IN ay KAT 0c Soweto ea ales aah 5-360-000 HorsesMuzzless se ees 8-098-000 Human Immune Globulin...... 1-605-505 
Pa petAC Up oaks: s<s shee 5-235-050 Horseshoe; Pitching . 25.54 :-:% 13-385-000 Human Plasma, Normal, Dried. 1-607-104 
Pier Paw... 5) seca 5-362-000 Horseshoe Stake .:.o..3.. 2. 2: *, .13-740-150 Humeral Splint, Stader........ 3-113-440 
SYTINGE Te 2 5-421-725, 5-421-730 Horse Sidelines iccesss eiaeee os 8-108-000 Hupp Trachea 
X-ray Film, Bitewing Horse Silage is nif aaa: 2 Soe 8-109-000 Retractor...... .3-618-950, 3-618-980 
PMAIOUGY fois 5 5:5.hs jo tis aah oto oie 6-032-424 Horse Stomach Tube Stylet... .8-112-135 Hurd Tonsil Dissector and 
X-ray Film Exposure........ 6-034-300 Horse irocariacnscek oy se ae 8-134-000 PillarcRetractorix cas sees 3-262-900 
Holding Instrument, Gold Foil, Horsley Cranial Rongeur Huygenian Microscope 
REL sa cactath Zig ic SoA ie! ee ta 5-364-750 PODER 5215 oak onc. ise 3-314-200 Eyepieces.........- 4-317-050 to 080 
Hollenback Amalgam and Horsley Dura Separator....... 3-666-400 Hydrazine Sulfate............. 1-228-375 
Was Carvers si xis 5-115-400 to 450 Hospital Bed........... 7-006-000 to 175 Hydrobromic Acid............ 1-228-450 
Hollow Chop Pliers........... 14-591-600 Hospital Bed Hydrochloric Acid............. 1-228-460 
Holmes Naso- (Castertivsien: 7-006-505, 7-006-510 Hydrochloric Acid, Technical. . .1-228-464 
pharyngoscope . .3-482-500, 3-482-505 Hospital Bed Lamp..... 7-060-500 to 575 Hydrocolloid Agar Type....... 5-362-450 
Holmes Scissors Forceps, Universal, Hospital Corpsman First Aid Hydrocolloid Alginate Type. . . .5-362-500 
Turbinate...... 3-386-450, 3-386-550 Kit . .9-208-750, 9-218-750, 9-219-175 Hydrogen Peroxide............ 1-228-500 
_Homatropine Hydrobromide. . . . 1-228-000 Hospital Corpsman First Aid Hydrogen Peroxide Solution... . 1-229-000 
Homatropine Hydrobromide and RtGase Shan 9-119-125, 9-121,325 Hydrogen Sulfide Detector..... 4-209-650 
Cocaine Hydrochloride Hospital Medical Equipment: Hydrogen Sulfide Detector 
Ophthalmic Discs......... 1-228-025 Convalescent Hospital....... 9-144-300 Tite eee 4209-655 
Hone, Dental Tnstrument =... 5-362-150 Evacuation Hydrometer......... 4-287-000, 4-287-005 
Hone, Microtome Hospital........ 9-195-800, 9-195-830 Hydrometer, Brine Testing. 4-286-600 
PemtGs rk acd. 4-338-650, 4-338-660 Expansion Hospital . . .9-255-300 to 570 fee ok Se: 
ghey Cah cis sien 7-819-000, 7-819-200 Field Hospital. ....9-196-430, 9-196-450 | Hydrophilic Ointment......... Lee ORS 
Hood, Dental Lathe .5-391-050, 5-391-075 General Hospital. 9-253-900 to 9-254-050 | Hydroquinone....... 1-229-995, 1-230-000 
Hood, Operating, Veterinary . . .8-079-000 General or Regional Hydrous Inulltts sais <0 650255 1-234-000 
Hood, Oxygen Tents. .. .3-820-240 to 320 ELOSpital stance 9-254-200, 9-254-225 Hydrous Maltose............. 1-266-300 
Hoof Curette. ..... .8-054-000, 8-055-000 Neuropsychiatric Hospital. .. .9-315-075 Hydrous 1-Rhamnose.......... 1-394-000 
POGUE NSOUCE) $55 icc vic SHR On 8-070-000 Regional Hospital... . . 9-522-000 to 020 Hygiene Laboratory Medical 
Hoof Groover, Station Hospital. 9-551-800 to 9-552-145 Equipment, Industrial... .. 9-258-630 
Hughes ean eee 8-071-000, 8-072-000 Surgical Hospital . teteeee es 9-491-150 Hygiene Laboratory Set, 
Hoof Knife Ptisatel then 8-088-000, 8-089-000 Surgical Mobile Hospital.... . 9-314-850 pee een 9-258-640, 9-258-650 
EGO Manten(Set). boc saree as 8-089-350 Veterinary Convalescent Hyd . 4-382-400 
Hoof Knife File............... 8-061-000 Hoapitel ioustiat: wddaeae 9-602-560 Pe rey Gacy 5c eee 
PM ATO: hoe as waist se Males 8-100-000 Veterinary Evacuation Hyoscine Hydrobromide DES rd 
Hoof Searching Hospital... i. ics isin 9-602-620 | Hyoscine Hydrobromide 
PemRe sox bos 8-089-150, 8-089-250 Veterinary General Hospital . .9-602-740 Hypodermic Tablets. ...... 1-403-000 
Hoof Splitter, Merillat......... 8-111-000 Veterinary Station Hyoscyamus Extract, 
Bigot Vester... A. «.: 8-124-000, 8-125-000 HOGG PitA la Suis Usimaite 9-602-955 to 985 Powdered 63.5. asia 1-230-500 
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Name H (Cont'd) Stock No. Name | (Cont'd) Stock No. Name l (Cont'd) Stock No. 
Hypoidermic Kit... 22... ...65... 9-258-225 Impactor, Dudley (Mallet, Oral Indicators, pH: 
Hypodermic Medication Tube, SUPOTID Fei k See Steg eS 5-339-150 Bromocresol Green.......... 1-108-240 
0 I SS ey eee 1-230-600 Impactor-Extractor-Driver, Bone Bromocresol Purple......... 1-108-255 
Hypodermic Needles: Nail, Smith-Peterson...... 3-116-200 Bromothymol Blue.......... 1-108-300 
Cartridge Type... .5-593-800, 5-594-000 Impactor Points, Dudley: Chlorophenol Red........... 8-066-110 
wMeayy foes: 8-098-750, 8-098-755 Chisel, Bone...... 5-399-250, 5-399-350 Cresol- Reds Sifontoees. 1-158-500 
Hose Connector Elevator, Root... .5-399-450, 5-399-550 Methyl Orange............. 1-288-800 
PEMDE eo cud ales os 2 3-491-400, 3-491-700 Geuee. Bone casa vies & oes 5-399-650 Methyl Red. 25) Abas ek 1-289-000 
Lock Type, Dental... .5-421-110 to 150 Imperatori Cleaning Tool Phenolphthalein............ 1-340-000 
Luer (Jackson Instruments)..... 3-206-205 Phenolsulfonphthalein....... 1-341-995 
Slip .3-491-305, 3-491-900 to 3-496-900 Impervious Cloth............. 2-012-800 Thymolsulfonphthalein....... 1-474-210 
WEOMINOLY ...5. i ie) see 8-098-800 Impervious Paper, Indicator Solution, Bromthymol 
Hypodermic Needle Wire .3-896-150 to 250 Paraffined...... 2-032-485, 2-032-500 BlUGi.5 ck cee oe eteie 4-298-130 
Hypodermic Syringes: Implantation Spheres, Eye, Indicator Solution, Chlorophenol 
Cartridge Type. esse 5-593-000 Berens vise. Sa 3-709-600 to 680 PROSE 6 cisds crane in yee engune etn nes 8-066-110 
Hog Cholera Type .8-115-750, 8-115-775 Impression Compound. . .5-362-700 to 740 Indicator Solution, Phenol Red .4-298-230 
BGGere ie See « oe 3-802-100 to 3-804-500 Impression Compound Heater. .5-355-000 Indigo Carmine Ampuls....... .1-231-500 
Needle Lock.......... 3-805-500 to 980 Impression Material, Indirect Blood Transfusion 
Ws ens e is Oe kee Ness 5-596-150 Hydrocolloid. .. .5-362-450, 5-362-500 WE is Ha oes ines Cs 3-103-000 to 550 
Cineman-Type se ee! 8-116-000 Impression Paste.............. 5-362-770 Industrial Dispensary Medical 
Hypodermic Syringe Set, Impression Trays: Equipment......... 9-258-500 to 530 
0 Caan aera ee 9-190-180 Crown and Bridge........... 5-622-000 Industrial Hygiene Laboratory 
Hypodermic Tablet Set, Edentulous..... 5-624-150 to 5-629-650 Medical Equipment....... 9-258-630 
WEMIINATY Sooo 5 cine Set ie. 8-082-720 Hydrocolloid. . . .5-630-150 to 5-633-650 Industrial Hygiene Laboratory 
Hypodermic Tablet Set Case Orthodontic... .. 5-634-150 to 5-640-000 be PE a EY 9-258-640, 9-258-650 
eee iE eae 8-022-200 ParGiaP. 5 65.5 ¢: 5-641-150 to 5-642-150 Iilant Blanket ..< 2:0 cee Gees 7-157-810 
Hypophyseal Forceps, Adson. . .3-368-600 Impression Tray Tubing....... 4-464-000 Infant Identification 
Hysterectomy Forceps, Imprinting Machine........... 7-821-740 Beads 2.2 oe 7-821-553 to 558 
Pean.........-- 3-349-500, 3-349-900 Imprinting Machine Ribbon... .7-821-745 Infant Identification Set, 
Incandescent Lamps (See Lamps, Bead TDG 65:5 vee ies 7-821-550 
l Incandescent) Ivfant Incubator: ....00) eee, 7-821-805 
Incubator, letant> Mattress... Uses on 7-002-040 
Ice Bag... ....---. PIQEARS to 1-107-025 Bacteriological 4-287-180 to 4-292-004 Infant Resuscitator and 
a, lee ae ae ea furan 1 arabatce: Intant-;..2-...... 7-821-805 Guhathter.-. iadewon 3-599-800 
Ichthammol so id a ea ana aad 1-231-009 Incubator Bassinet Pad, Infant .7-821-815 Infant Resuscitator Bassinet 
Identification Beads, Incubator Thermometer....... 4-447-000 Mattress. oi tome es 3-599-820 
Ree Een ee) ades Card, Lens oo 14-090-000 | Infant Scale.............0.40. 7-888-700 
9 ke p pak aaedeaacegy fodian Clb. «5,2 .20-32 56. 13-175-000 | Infant Undershirt............. 7-185-000 
ae ag tte Cee see the ts “: 8 ce Indicator, Benzol.............. 4-295-000 Infectious Abortion Vaccine. oe 1-572-250 
cI hater gies cet aa Indicator, Carbon Monoxide.. . .4-295-500 Infirmary Examining Unit Medical 
Pkcane pias 4-287-035 Indicator, Combustible Gas. . . .4-296-000 Equipment, Air Forces..... 9-007-700 
ee ate eT Indicator, Spec es 4-297-000 Infirmary Medical 
Mi D licht 4-287-055 Indicator Cartridge, Benzol Equipment..... 9-259-010, 9-259-060 
+ Sipps agtadet aed eee WORE: oo fuses eps a ees 4-295-006 Infirmary Medical Equipment 
Illuminator Filter, Microscope ; ; : 
ec 4-287-042. 4-287-043 Indicator Filament Set, Benzol Air Forces. EA 3 sete 9-007-200 
Hiiekitcins Glass : HIGGS. cocrseia et. eet 4-295-011 Infirmary Medical Equipment 
a Si Indicator Filament Set, Regimental. .... 9-259-100, 9-259-110 
Radiographic : Sacer an eS 6-040-375 Paihaasble Gas 4-296-005 aGiiencs: Madicat Eemnmens 
Illuminator Glass, ‘ TER ER ar ee if amp 
fl tedidae Dental." 6-039-545 Indicator Kit, Bromthymol Veterinary . titete teen ees 9-602-760 
: 58 ES 124 [CRN eed ay ee Be gee eae 4-298-100 Inflammable Liquid Con- . 
Pepe eee, Dental Indicator Kit, Phenol Red. . . . .4-298-200 tainer... .9-144-045 to 055, 9-144-065 
Ppexating ocean eee Roe Indicator Kit Components: Inflammable Liquid Water Bath.4-030-300 
a omienrOre: Color Standard, Bromthymol Inflator, Athletic Equipment . . 13-395-000 
So: 2 cuales esha Bl 4-298-120 | Influenza Virus Vaccine 1-605-810 
Dental Operating . 5-385-050, 5-387-050, oR ee Se pire te 
5-388-005 Color Standard, Phenol Red. .4-298-220 Infra-Red Lamp.....7-121-100, 7-124-600 
; Indicator Solution, Infra-Red Lamp Incandescent 
Microscope... . . .4-287-040, 4-287-050 Bromthymol Blue......... 4-298-130 fap sbihe 7-968-800, 7-968-900 
Microscope, Adjustable. ..... 4-287-030 Indicator Solution, Phenol Infusion, Brain Heart......... 1-106-700 
Photofluorographic Film. . . . .6-039-800 BAS eh cae 4-298-230 | Infusion Bottle, Kelly......... 3-119-350 
Radiographic Film. . . .6-040-000 to 250 Tube, Comparison.......... 4-298-140 Infusion Needle, Webster... ... 3-499-010 
Radiographic Film, Dental. . .6-039-525 Tube, Distilled Water....... 4-298-150 | Infusion Tube, Webster........ 3-139-900 
X-ray Film..... does Digs abe why 6-039-800 | Indicator Paper............... 4-365-030 | Ingal Nasal Speculum......... 3-698-250 
Srmmereion OM oo) 220528 aed... 1-131-000 Indicator Paper, Sterilizer Inhalation, Epinephrine Hydro- 
Immune Globulin, Human..... 1-605-505 Centres se Foes ae 7-085-330 chloride (Adrenalin)....... 1-175-200 
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Name I (Cont'd) Stock No. Name I (Cont'd) Stock No. Name | (Cont'd) Stock No. 
Inhalation Anesthesia Set...... 9-040-100 Injections: (Cont’d) Insert, Medical Packs......... 9-259-160 
Inhalator, Mask Papaverine Hydrochloride. . . .1-325-450 Inspection Kit, Meat and 

BUSING 181i, ca st enn 3-425-140, 3-425-160 Phenolsulfonphthalein....... 1-342-000 AD Attar) 2 el oe ocean ee 8-094-250 
Inhalator, Mask Type, Oxygen Pituitary, Posterior......... .1-353-000 Instrument 

Therapy Apparatus....... 3-425-200 Progesterone a Absiaii:s)alsiccce 1-384-055 Cabinet23 26 7-026-845 to 7-027-150 
Inhalator, Resuscitator and Prostigmine Instrument Cabinet (Instrument 

PAS OIF ALON, yogi isa eie carats _...3-599-700 Methylsulfate...... 1-300-722 to 726 and Dressing) .7-028-980 to 7-029-150 
Inhalator and Resuscitator, Protamine Zinc Insulin...... 1-605-875 Instrument Cabinet 

WANs cs. cosh 9 ara as ees 3-599-800 rol RORY PPS e a ae Sree te dea hy 1-435-012 Dental kacetsrssy 5-111-005, 5-111-070 


Inhalator Accessories: 
Bassinet Mattress, Infant... .3-599-820 


Nasal WiaslociaasG i Saousteueiee 3-472-000 
@Mronacal- Wash. e.k oso e 3-472-100 
Pressure Regulator and 
lOwineter.cke ols css eee st 3-596-300 
Rebreathing Bag... 0006165: 3-088-500 
Mav euDIGC che oat dea ne 3-881-000 
Inhaler, Anesthesia, Yankauer. .3-424-700 © 
Inhaler, Benzedrene........... 1-098-502 
MELEE Via POL piste siiis ues loisterays 7-945-500 
Inhaler Tubing, Anesthesia 
Apparatus...... 3-021-500, 3-021-600 
Initial Puncture Needle, 
Pneumothoraxy. ssid w. 3-500-010 
Injection and Suction Pump Set, 
NOtATINALY 6 s.c cts < oS 9-602-920 
Injections: 


Adrenalin (Epinephrine) ..... 1-175-400 
Adrenalin (Epinephrine Hydro- 


CUONIAG) 5 6% c's sows 1-175-300 to 350 
AmMINnophHylline s,s. isis te 6 1-059-500 
Bismuth Subsalicylate....... 1-106-300 
Caffeine and Sodium Benzoate 1-109-500 
Calcium.Gluconate.......... 1-117-735 
Dextrose... .....1-164-600, 1-164-800 
Dextrose and Sodium Chloride 1-165-000 

PUPDISICANIS) nih eran swale sa male 1-166-400 
eC) 1) Sh a re enn eee 1-168-800 
Emetine Hydrochloride..... . 1-173-000 
EBUISPNTING. . os lcesace sass: 1-175-400 
Epinephrine 

Hydrochloride...... 1-175-300 to 350 
Ergonovine Maleate 

(Brgometrine).« [e063 4... 1-177-500 
Ergotamine Tartrate........ 1-178-100 
PESOS) atin so eats Oise oe SA 2 1-178-900 
PAV BEFQED 388 5 cies ssid vee LL 78-100 
PAG DATIN Hp irvisted ee Vener 3 1-226-500 
Histamine Phosphate........ 1-227-800 
PAG Ces ae RAS 1-605-825 to 845 
Insulin, Protamine Zinc...... 1-605-875 
MeATOHIGO GS Sia cas 1-248-420 
C2) CES Rae Cee nS arc ae 1-256-500 


Menadione Sodium Bisulfite. .1-268-815 
Meperidine Hydrochloride. ... 1-269-360 
Mercurophylline............ 1-275-400 
Mersalyl and Theophylline. . . 1-285-600 
Neostigmine 


Methylsulfate...... 1-300-722 to 726 
Neosynephrine Hydrochloride. 1-300-800 
PNGMCUIAINNGG. 6 ie ale pales 1-301-485 
Dircmtinamide. i.e wieiine 1-301-485 
Nicotinic Acid Amide........ 1-301-485 
Nimethamide .’ 66 wens Cubs 1-301-805 
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Sodium Ascorbate . 1-413-860, 1-413-862 
Sodium lodomethanesulfonate.1-435-012 


Sodium Sulfadiazine......... 1-462-300 
Sodium Sulfobromophthalein . 1-464-455 
Sulfathiazole Sodium........ 1-464-400 
Sulfobromophthalein Sodium . 1-464-455 
Lheelinyigik< ya se os ote -....1-178-900 
Theophylline 

Ethylenediamine.......... 1-059-500 
Thiamine 


Hydrochloride . .1-472-405, 1-472-410 
Vitamin B, (Thiamine Hydro- 


Chloride) ..222,'.% 1-472-405, 1-472-410 
WitAMIM IN “oc ea es es 1-268-815 
Water ns oneicces 1-491-700, 1-491-720 

Injection Set, Gravity..... ,...3-426-400 
Injection Set, Sterile.......... 3-426-800 
Injection Set, 

Veterinary...... 8-083-450, 8-083-500 


Ink Blot Test Set, Harrower... .3-822-790 
Ink Blot Test Set, Rorschach. . .3-822-808 


RWC IMAVER 5 'ig cs tae es eles 11-706-150 
TAKACONtAINGL goss such Ate mie 8-052-800 
Jail cede 8) eth} c PRO ep el carne ey ee 12-052-150 
Ue AT: PR Te eng SR 11-742-150 


Ink Powder, Nigrosin, 
Electroencephalograph . . . . 3-274-840 
Inks: 


Block Printing....... 11-108-520 to 570 
BUKmIBRING 0s) 62855 seated 12-371-150 
Drawing, Waterproof. 11-033-550 to 580 
Meat Stamping. . as. 6.454045 8-083-200 
PPUNE Ss bi ariel s oe 11-733-250 to 275 
PRs YORI ie. Peek ons 505 & 5-030-000 
Inlay Flask, Acrylic Press...... 5-503-065 
Inlay Flask, Casting Machine. .5-117-650 
Thlay Parnece 5 i.08 sin. give ot 5-327-500 
Inlay Investment Control 
POWER: cionicn sneaks (eh 5-502-200 
Inlay Investment Cristobalite . .5-366-500 
Inlay Investment Scale........ 5-541-010 
inlay Wak a2, seit ter Sis a 5-673-750 
Inoculating Loop Holder....... 4-286-000 
Inoculating Water Bath........ 4-030-340 
MINGSItOL . sis Ge kaa 1-232-000, 1-232-005 
Insect Fixation Block.......... 4-042-100 
TnsectiNet 7s shoes 4-356-100 
Insect Net iBagsya ta aieei ke 4-356-105 
Insect Specimen Box.......... 4-089-820 
Insect Transfixion 
| OTE 4-365-285, 4-365-288 


Insert, Developing Tank. 6-042-100 to 110 
Insert, Medical Field Kit 
MBHSEG cee Caceres 9-259-180, 9-259-185 


Instrument Cabinet Tray. 5-111-016 to 020 
Instrument Cases: 
Dental Inst:uments......... 9-117-135 
Instruments, Postmortem Kit. 9-124-125 
Instruments, Shock Team Set .9-124-250 
Knives, Medical Officers Kit .9-124-325 


pe Reig UN, See 9-131-725 to 9-134-175 
Instrument Kits: . 

Dental oh aca eee 9-147-875 

Extraction Forceps, Dental...9-148-325 

Sutgical..:.<4.% 9-575-225 to 9-577-650 

Surgical, Veterinary......... 8-112-150 

Surgical Dressing........... 9-565-825 

Surgical Emergency, Flotilla 

Medical Officer........... 9-570-125 

Instrument Kits Cases: 

Dental. 34 Gres ee 9-117-125 

Extraction Forceps, Dental. ..9-116-775 

Surgical, Veterinary......... 8-022-275 

Surgical Dressing........... 9-136-125 


Instruments, Dental: 
Cutting, Black. .5-363-005 to 5-364-350 


White. cit vane 5-364-425, 5-364-450 
Holding, Gold Foil, Black... .5-364-750 
Plastieu: hie 5-365-250, 5-365-305 
Plastic, Gregg..... 5-365-050, 5-365-150 
PlasheLadmore..i.5 cosas. 5-365-205 
Plastic, Woodson. . .. .5-365-350 to’ 450 

Instrument Set Cases: 
Chest Injuries, Supplemental .9-135-810 
ENT Injuries, Supplemental..9-135-840 
Eye Injuries, Supplemental. ..9-135-870 
Fractures and Amputations, 


Supplemental ’..c). 36.3. tie 9-135-900 
Genito-Urinary Injuries, 

Supplemental............. 9-135-930 
Maxillofacial Injuries, 

Supplementals.... 5 os wees 9-135-960 
Neurosurgical Injuries, 

Supplemental’... cs5 2.6. ves 9-135-990 
Officers Medical Kit........ .9-124-425 
Operating, Field. ........... 9-131-325 
Surgical, Basie.5 6c. oes 9-115-010 
Veteri- 


nary.9-124-525 to 9-125-450, 9-138-575 
Veterinary, General 


(Qperating scent terete 9-138-525 

Ward, Surgical............. .9-139-150 
Instrument Sets: 

PAGIC; SUTGICAL: Foss cs ee 9-580-000 
Officers Medical Kit........ .9-259-350 
Operating, Field. ..:........ 9-580-200 
Surgical, Chest Injuries..... . 9-580-400 
Surgical, ENT Injuries...... 9-580-500 
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Name | (Cont'd) Stock No. Name | (Cont'd) Stock No. Name I (Cont'd) Stock No. 
Instrument Sets: (Cont'd) Intratracheal Catheter Forceps, Irrigating Syringe....... 3-794-200 to 400 
Surgical, Eye Injuries....... .9-580-600 DR 565 tke Sica kc" wah 3-323-300 Irrigating Syringe (Irrigating and 
Surgical, Fractures and Intravenous Canula, Webster. . .3-139-900 BT.) le le ee eee 3-796-820 
Amputations..........:... 9-580-700 Intravenous Set, Gravity...... 3-436-400 Irrigating Syringe, Ear.........3-795-600 
Surgical, Genito-Urinary Intravenous Set, Sterile........ 3-426-800 Irrigating Syringe, Ear, 
MONON oils vidlaas sca acss 9-580-800 Intravenous Set, BOMIOG ia ck ta abcess 3-795-850 
Surgical, Maxillofacial Veterinary...... 8-083-450, 8-083-500 Irrigating Syringe, 
NE hie vig 63h: oe. 9-581-000 Intravenous Set Parts (Gravity): Urethral.'....555: 3-796-600, 3-796-640 
Surgical, Neurosurgical. ..... 9-581-200 PARSE VIEE Sissi ss a eis 3-599-100 Irrigating Tips: 
Surmical: Ward. 66.3. 3e05.. 9-581-400 Reservoir Hanger........... 3-407-600 I seins eh Saac eeeacge eee 7-706-035 
Veterinary....... 9-259-380, 9-259-400 Ruther Tubieg. .\¢ccn05.050 4-463-100 ETON esis is os vp, tke ave 3-824-510 
Veterinary, General Introducer, Eye Spheres, Allen..3-427-400 Urethral, Young.:..::...... 3-824-500 
pe ae a are 9-602-780 Introducer, Needle............ 3-427-600 ROMA. ec dine vcs oe 7-706-055 
Veterinary, Hemostatic TNs Se ici 2 A baie 1-234-000 Irrigating Uterine Curette, 
MIN tea ee aa a es 9-602-800 Invalid Chair....... 7-043-000, 7-043-025 “FROME. Hi aes: 3-231-200, 3-231-300 
Instrument Sharpener, Mandrel invalie Cushion 5 2320s) ste 3 7-783-000 Irrigation Bottle, Wangensteen 
1 OTTO a ane 5-558-650 fiveld Walker ois 3... 6. .25 7-139-850 PDATRINIO igs ox ue Joes 3-268-850 
Instrument Stand, Invalid Walker Perineal Strap. .7-139-855 LERIRREOE ix. s osc0-5 Vac 7-822-075, 7-822-080 
Adjustable...... 7-081-590, 7-081-610 Investment, Inlay, Cristobalite .5-366-500 Irrigator, Anterior Chamber, 
Instrument Sterilizer... .7-084-525 to 885 Investment, Model, Cristobalite.5-367-550 Domaherty ooo so os de acs 3-428-600 
Instrument Table....... 7-093-915 to 975 Investment, Irrigator, Anterior Chamber, 
Instrument Table (Instrument and Soldering....... 5-368-050, 5-368-550 GIDSON | cacnetacie a, se 3-428-610 
Dressing)....... 7-094-010, 7-094-025 Investment Control Powder... .5-502-200 Inticator Stand a... on. 7-916-030 to 050 
Instrument Tray . .7-939-945 to 7-940-150 Investment Mixer, Mechanical. .5-419-400 ixpeator 1 ubIng. oa 7.63 Sue aot 3-875-200 
Instrument Tray, Litter Support Investment Scale............. 5-541-010 Ishihara Color Vision Test Set. .3-886-605 
Wa N esis chearkis eich aht Cx Ow ws 9-267-675 Investment Spider............ 5-327-000 Japasny? Alcohol... 65.6.) o canes 1-068-925 
Inaplated Pitcher 2). 022s: 7-879-972 BOGGS oe ion i ke 1-235-000 Tsoputyli Alcohol... 2. 1-243-400 
Insulin Injection........ 1-605-825 to 845 Iodine and Potassium Iodide WAGE Se ste riccores Pees 1-394-000 
Insulin Injection, Protamine Peete. fcc ts eke ant 1-235-200 Isopropyl Alcohol....... 1-243-530 to 560 
CATT S/n Eig cae ah ain a 1-605-875 Iodine and Zinc Iodide Isopropylamine............... 1-243-600 
insgnnt Oytitige.:..........52 3-802-100 CEE ae ar beh e e es 1-235-185 Isopropylearbinol............. 1-243-400 
Intake Ventilator, Darkroom. . .6-289-300 PORNO OWA ce te eae ee 1-235-060 Isotonic Solution of Sodium 
Intelligence Test Set, Wechsler- Iodine Tincture......... 1-235-110 to 125 SRI S es 9 ct enim eee 1-429-500 
BIOGEI Eee. auinos a 3-822-810 TOmized CHP. cat ae ee SE Ae 1-235-250 Ivy Harelio Clamp. 3 205.5. 3-201-750 
Intensifier, Heat, Alcohol Stove .7-085-360 Iodized Oil Ampuls............1-235-255 Ivy Malar Elevator........... 5-240-050 
Intensifying Iodochlorohydroxyquinoline. . . . 1-236-520 Ivy Pedicle Needle............ 3-502-600 
Sereens. 02... 6-128-100 to 6-130-300 Iodochlorohydroxyquinoline 
Intestinal Clamp, Anastomosis, PABNGUE SG sac coche See eee 1-236-535 J 
ERC. te ea els care 3c 3-202-800 Iodochlorol Ampuls........... 1-236-000 Jacket, Film Filing. .6-123-950, 6-124-000 
Intestinal Clamp, Anastomosis, Focloformsnch oof oot se bik 1-238-000 Jacket, Restraint.............. 7-884-135 
Ce ee eae 3-203-100 lodotoria Gases) is .. 36.005 0.5 5-330-050 Jacket Flask, Acrylic 
Intestinal Forceps, Allis........ 3-380-300 lodophthalein Sodium Ampuls. . 1-238-500 Preiss G2 (esos 4 5-503-060, 5-503-065 
Intestinal Forceps, Ipecac Fluidextract..:......... 1-239-100 SOO 56 a5. <p Gamat 7-829-510 
Babcock 4582: 3-352-800, 3-352-900 Ipecac and Opium Jackson Bite Blocks... ..3-102-100 to 300 
Intestinal Forceps, ; Tablets........ 1-240-995, 1-241-000 Jackson Bronchial and Esophageal 
Daves es 3-351-900, 3-353-200 Iris Forceps.. .3-354-400, 3-354-600 to 900 Aspirating Tube. 3-845-100, 3-845-200 
Intestinal Forceps, Judd-Allis. ..3-353-500 Iris Forceps, Graefe........... 3-354-500 Jackson Bronchial Aspirating 
Intestinal Suture... os, ons ees 3-781-600 Iris Hook, Tyrell. . . .3-423-100, 3-423-300 SBLIDER Has. yhace 3-846-850 to 3-847-500 
Intestinal Suture Needle. 3-518-200 to 260 tris) Kenttes Srvtehy cise eee 3-441-600 Jackson Bronchoscopes. .3-125-300 to 520 


Intestinal Suture Needle, 


J Se ae 3-519-200, 3-519-220 
Intestinal Suture Needle, 
en ee pe ae 3-519-620 to 660 
Intracerebral 
Needless. 3... 3-495-900, 3-496-900 


Intradermal Needle. .3-495-900, 3-496-900 
Intratracheal Anesthesia 


PIBOREAEOE Ff aioe bcs ae es 3-008-390 
Intratracheal Anesthesia Appa- 
BRE, OUIIOLY 0 ¢.0.8'0.s os yieves 3-008-400 


Intratracheal Anesthesia 

Catheters, Magill .. .3-162-100 to 150 
Intratracheal Anesthesia 

Incandescent Lamp....... 7-970-450 
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Iris Repositor (Eye Spatula). .. .3-686-100 
Iris Repositor and Probe, 


oe eae ee err Re 3-597-000 
igi SCOR oo. SSS < 3-644-200 to 800 
Iris Scissors, DeWecker........ 3-644-400 
Iron, Edge Setting........... 12-740-160 
iron, Soldering. ..0.....2.3. « .\12-381-150 
Iron Agar, Kligler............. 1-241-700 
Iron Alum (Ferric Ammonium 

Belinte oak Miidaiern aes as 1-189-000 
Iron and Ammonium Citrates. .1-188-500 
Vig Bung ie 6s ox 7-883-990, 7-883-995 


Irrigating Bottle, Eye, Ziegler. .3-119-450 
Irrigating Set, Rectal and 
WE Neat oF t BRCgs > Wee haps eda 7-706-000 


Jackson Bronchoscopic 
Forceps..... 3-317-400 to 3-319-100, 
3-319-800, 3-319-900 
Jackson Bronchoscopic Rule. .. .3-625-300 
Jackson Crossed 


Cylinders... i... 3-462-220, 3-462-225 
Jackson Esophageal 
BOUQIC 55. cide cusiniet 3-120-700 to 790 


Jackson Esophageal Evacuator .3-288-900 
Jackson Esophago- 
SPECUIUNI: Os. iii eacila eee 3-693-500 
Tube..... wiNars ss a eet} 3-851-100 
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Jackson Laryngeal Vonter so. 2H ees Pree 11-238-250 Killian Antrum Wash Canula. ..3-138-300 

Forceps... .. .3-357-300 to 3-358-800 Tointer Planes see nec eke ss 11-262-290 Killian Nasal 
Jackson Laryngoscopes . .3-460-100 to 460 Joint Flexion Measuring Speculum....... 3-698-290, 3-698-300 
Jackson Laryngostomy Trachea Instcumentseicc ee Se .3-401-200 King Needle........ 3-523-300, 3-523-400 

“1B oy Siar ae eee ac Pen a ea 3-870-400 Joseph-Maltz Nasal Kipp Gas Generator ties Se ee 4-274-000 

Jackson Sponge Carrier........ 3-149-800 PaW comin. oe 3-636-100, 3-636-120 Kipp Gas Generator Collar 

Jackson Tracheal Judd-Allis Intestinal Forceps. . .3-353-500 Vuh corot: Sao een: 4-274-005 

tren ect aa | iat teee ee Me | ya ee rae 

son tractor, a as -619- irst Aid Ki -210- 
wanitenp aepaencen ye? oe TORY te ee 4-274-010 
Jackson Trachea Tube. . .3-869-500 to 700 Jungle First Aid Kit Case Fuaitys 9-120-625 Kipp Gas Generator Stopcock . .4-274-002 
Jackson Tracheotomic Junior Microscope Illuminator. .4-287-040 Sr Tiddtiniataee ee 5-206-000 
BistOury’...5...5.. setae 3-098-200 Jumper Pathe hidicate ak ose se 1-470-245 Kirk Tourniquet Anchor....... 3-829-300 

Be ee et eee K Kirschner Bone Drill. . . .3-109-280 to 380 

tardies ir Chuck oo eas 12-162-550 iar B Rescil d 

Jacobs Drill Chuck Arbor. ....12-010-000 | Kahn Antigen.......... 1-606-105 to 125 Ngee aida se eae 

Jaeger Eyelid Plate........... 3-561-000 | Kahn Antigen Dilution Tube. . .4-430-300 Rem dtebacticgta tage gens a Shee Pail 

; Kirschner Traction Bow .3-109-120 to 160 

Jaeger Keratome........ 3-431-200 to 280 Kahn Pipéttes.......... 4-372-000 to 300 : sa 

oF : ; Kitchen Utility Truck......... 7-427-615 

Jaeger Vision Test Card.......3-885-830 Kahn Shaking Machine........ 4-392-720 ; ; 

; Kjeldahl Connecting Bulb...... 4-226-705 

Jameson Strabismus Suture Kahn Test Tubes. asso ees 4-433-450 . gens Sy 

Needle 3-515-600 | Kahn Test Tube Support anagcino’ |) Ee Digenion Bere Fee 
Ses ta as i iNic a e ee Kjeldahl Distilling Apparatus . .4-226-700 
Jansen Mastoid Retractor...... 3-613-950 Kalt Corneal Suture Kieldahl Flask 4253-000 
Jansen-Middleton Nasal Cutting Weeden re ek 3-514-820 to 880 A LE Ste mie Oe meet 
Kjeldahl Micro Digester....... 4-210-200 
Forceps henselae wee 3-362-900, 3-363-200 Kalt Eye Needle Holder....... 3-417-800 Klett Colorimeter............. 4-184-000 
Janus Green, B a Soca incest Te eck 1-245-100 TAG eS ee cna nee aren eae» 1-245-600 Klett Colorimeter Cup SRE ut 4-185-005 
Jar Cover, Cylindrical Jar Kaplan-Crane Periodontal Pocket ives Colinistae Moers 
Pumeaital PAL) 196.05 so scares 5 4-301-212 -409- -409- 
pee tes) aii a Deke wouiteoe Bie Oo & Attachment ..........+ +. 4-185-105 

Jars: Kaufman Pediatrics Syringe. . . .3-806-800 liek Coloc PI 4-185-205 
Anaerobic Culture.......... 4-298-500 Keith Abdominal Suture sida hr eesrin Sues caliph cea dae SOY Betts 
mee ibie Chitare: Needle are Pre a eer Kligler Iron Agar. .... etree 1-241-700 

902. Tara Stew atD ’ Knapp Eye Needle Knife...... 3-442-500 
Complete....... 4-298-510, 4-298-560 | Kelly Abdominal Retractor . . . .3-604-100 
Wes A: ee Knapp Iris Repositor and Probe.3-597-000 
OPEC 5s ph U Eee ceo 4-301-200 Kelly Hemostatic 
Cylindrical, Animal Rails a calre eee 4-301-210 Force S 3-343-800 3-346-800 Knapp Lens Scoop cis Ee See gerd ai 3-661-300 
eo iedacat, Cleauing eet Pare ae ’ Knapp Trachoma Forceps..... . 3-384-900 
é aah elly Hemostatic Forceps (Set).9-235-875 | Knife Back, Microtome Knife. .4-341-000 
Solution SO BOY 4-301 230, 4 301 240 Kell Infusion B tt] 23 119 350 ‘ Fa 
. ‘ : y ORGIES + aik/y sania Sy ee Knife Blade, Operating. .3-447-100 to 340 
Dressing......... 7-827-075, 7-827-080 Kelly Placenta Forceps........ 3-369-600 . : : 
Museum........ 4-302-000 to 4-305-000 | Kelty Surgical Pad ei ony 1k ee nae 
KineMente nosh. 4-305-380 to 436 Spe ee Pens PEOUR 6 ioe ire ras iets 
: Kelsey Hemorrhoidal Clamp. . .3-201-810 nite Binds & 1 Iaik 11-789-155 
Specimen....... 4-306-000 to 4-308-000 nile Diade, otencil Knile... . -Lh-107- 
ae ; Keratome, Jaeger....... 3-431-200 to 280 . . 
SPAIN, \SOPUM . .-ois c's cs 503s 4-301-000 Kern Bone Holding Forceps 3-312-700 Knife Case, Veterinary 
Suture Pies) 41658 eee ee 6) 6 6s 8 06-0 8.6 7-828-000 Kerosene Can “afb 6 9-114-125 ‘ Instrument Set PG SDM, cobs teg >  e es 9-125-450 
Vacuum (Bottle)............ HOSP 000 |, i tone Bot cour Masisid Knife File, Hoof Knife......... 8-061-000 
Hew Bidee eo. feel iP ie 5-326-550 a Fae lags aaa Knife File, Optical...........- 14-370-000 
Jaw Brace Arch Wire cia epee cee 3-315-150 to 170 Knife Handle, Operating. 3-447-800 to 920 
Attachment.............. coe ee ae Knife Hone, 

Jaw Splint, Stader............ 3-113-480 SUEDE SUH ea ak rt eat Microtome.. . . . .4-338-650, 4-338-660 

Jefferson Mirror Headband..... 3-407-900 Key, Buckle Lock, Anklet and Kinifé Set Cae: is f.se50s%055 5 9-124-325 

Jelenko Clasp Bending Pliers. . .5-434-550 Wristlet Straps . ee Sh 7-884-025 Knife Strop, 

Jellies: eo asi Bone Drill....... Paes Microtome..... 4-344-000, 4-345-000 
PRIDHCAUHG a sc6c hisses ss we 1-245-200 se ollbch Ae it grater al tae tg iy as Knight Nasal Cutting Forceps. .3-363-300 
Neosynephrine Hydrochloride.1-300-805 Keyboard Analytical Balance. . .4-014-010 Knight Nasal Scissors......... 3-647-100 
Petroleum, White. 1-338-025, 1-338-060 Key Case Frame a twlaliey ears ce uibuenete 11-423-150 Knives: 

Jennings Mouth Gag.3-393-400, 3-393-450 nai mer Kit. ‘Ur, atte fepiore to 815 Amputating, Liston......... 3-435-800 

MOWEID COW) 055.50 0 ecco. 3 11-572-175 eee ee ee Brain, Postmortem, Virchow .3-436-400 

Jewelers Saw Blade.......... 11-572-180 Canulla.........-. sesso sdgiasabid Canaliculus, Bowman........ 3-439-600 

Hees Mie: 11-272-950 | Keystone Ophthalmic Curidliindlis Webbe kee 3-439-700 

paw EMIES  o deities Sloe 8 ¥ 11-272-955 Telebinocular . . .3-817-600, 3-817-800 Cartilage, Pobiceid: . ree 3-437-100 

Job Preference Record Test Set, Kick Bucket em ta 7-730-975 to 717-731-155 Cataract, Graefe ata 3-439-900 to 940 

Pde eet et 3-822-500 | Kick Bucket Frame. .7-731-450, 7-731-500 Discission, Wheeler........ . .3-440-700 

Job Preference Record Test Set Kidney Pedicle Forceps, Guyon- Rear, Buelkiess2. ieee 3-438-100 

Anawer Pad. 420 Gidilce. 3-822-540 PeAN 0. sever ere ete a et 3-355-800 Bat) Staton ys ch cas Dies 3-438-600 

Job. Record Folder... ......... 14-400-000 Kidney Stone Forceps, Eye, Caniculus, Bowman. . . .3-439-600 

Job Tray, Optical ry ge coer 14-720-000 Randall...... 3-355-900 to 3-356-300 Eye, Caniculus, Weber. . . . . .3-439-700 

Johnson Contouring Pliers..... 5-430-550 Kidney Suture Eye, Cataract, Graefe .3-439-900 to 940 

Johnson Ureteral Stone Basket .3-330-200 Needle......... 3-520-800, 3-520-900 
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Name K (Cont'd) Stock No. Name L (Cont'd) Stock No. Name L (Cont'd) Stock No. 
Knives: (Cont'd) Laboratory Medical Equipment, Lamp Filter, Microscope, 
Eye, Iris, Smith............ 3-441-600 Industrial Hygiene........ 9-258-630 Daplight. score Se 4-287-055 
Finishing, Black. ........... 5-371-050 | Laboratory Outfit (Sets 1-3)....9-259-875 | Lamp Lens, Dental Operating 
Hoof..........-.. 8-088-000, 8-089-000 | Laboratory Set, Industrial Baie ve seuh ds eae 5-386-050 
| i ne 8-089-350 Hygiene... .. .. .9-258-640, 9-258-650 Haina 
Hoof Searching. . . .8-089-150, 8-089-250 | Laboratory Sets. . .9-260-125 to 9-261-480 Aigo sa 5-375-010, 7-832-000 
Ink. Dette ee eters eee eee 11-742-150 Laboratory Stool, Dental. ..... 5-577-500 Alcohol: Ether‘ Cauters 
Gris, SOUR 5. ee 8 3-441-600 Laboratory Table, Folding..... 4-427-120 peer 8 8-030-350 
Leather Worker............ 12-455-150 Laboratory Truck, Dental... .. 9-149-060 Al re 1 Witee Racks Se 
é ; 5 cohol-Water Bath 
Microtome....... 4-339-000, 4-339-500 Laboratory Truck, Medical. . . .9-261-550 Pc te sceektin 
Nasal, Cartilage, Freer....... 3-444-600 Laboratory Truck Medical ss oF = LOB 6 ov 0 0.0 oie se avis wane. 4 
Nasal, Septum, Ballenger. . . .3-445-400 Equipment............... 9-261-540 ERLE TE ea weve Ae 
Nasal, Sphenoid and Laboratory Truck Medical Bed... .....-.sseeeee 7-060-500 to 575 
Turbinate, Sluder........ .3-452-900 Equipment, Dental........ 9-149-050 Bench, Laboratory.......... 5-384-050 
Nasal, Submucous, Lace, Medical Field Kit Case. . .9-261-790 Chimney, Darkroom........ .3-456-600 
Wreet acs 3-445-800, 3-445-900 Ge Se SRR PRE 12-470-170 PDRNOR HG SERS bien dim niet 3-833-400 
Needle, Eye, Knapp......... PEDO | Lass Tint bso. ke eS 12-785-550 Diagnostic (Spotlight)... .... 3-456-900 
Needle, Eye, Ziegler......... 3-442-900 BEG OE ee ose ee 12-785-650 Floor Stand, Coakley........ 3-457-400 
Office and Compound, Dental .5-372-000 Lachrymal Canula (Set)....... 3-140-400 Infra-Red. .....7-121-100 to 7-124-600 
Palette, Artists. ..........- 11-041-550 Lachrymal Dilator, Microscope....... 4-287-040, 4-287-050 
Periodontal, Black. . . .5-372-350 to 550 Wettleship-Wilder.. 220.2... 3-253-400 Microscope, Adjustable... ... 4-287-030 
Plaster........... $-449-900; 5-373-000. | ‘Tacheymal Dilator, Ziegler... . .3-253-430 Microscope, Substage........ 4-287-065 
Plastic............6....+-+: 5-313-000 ||. 1 achrymal Probe, Theobold. .. .3-573-500 Operating........... 7-066-205 to 325, 
mee Otte. PRION 8h ye sie ac Retractor. ninés 366 Glee 
PUEEY vies wv cee hee oe ee os ee a SECVONAOM Fey lo Se 3-607-800 Operating, Den- 
oo Giafting, Peas Smith piety Lachrymal Syringe, Anel....... 3-799-200 tal. - -5-385-050, 5-387-050, 5-388-005 
eS ane eae 11-242-250 Lacing, Leather........11-444-150 to 170 Operating and Examining... .7-065-100 
Sehennid aud Turbinate, Lacing, | gaa Sr 12-470-180 Slit nly tink ah ON AS ES 3-458-190 
RR ie sing 3-452-900 Emeing Needle. :.... coc: hates 11-453-250 Slit, Poser 5 Saye Hotes 3-458-200 
Stencil 11-789-150 ROCOUCT, PACER. con cscs cn ae 11-544-150 Spotlight, Muscle Testing. . . .3-736-700 
ws Geer placer einer Lacquer, Model...............5-374-050 Table, Reception Room... .. .7-069-000 
anne 7-316-000, 7-316-500 date 
ES 0 SS i a ne > 1-246-950 Ultraviolet, Kromayer 
0 et eer ree 3-453-710 : B 7198-500 
Sena, Abraham... ........ 3-453-800 Lactoflavin Tablets u Rime eee eT Bee” 
Tonsil, Canfield............. 3-454-100 (Riboflavin).............. 1-395-000 pele Pitas! ae ote 
Tonsil, Douglas............. 3-454-300 Lactoglucose (Galactose)....... 1-210-000 2 aC RR -129-305, 7-129-600 
Knot Tier, Adson............. 3-823-900 Lactometer, Quevenne......... 4-312-150 Lamps, Fluorescent, X-ray 
Knowles Vaginal Speculuin.... . 8-110-500 PaebOse 2 hiitccs,o eri. 1-246-990, 1-247-000 SMESHTIAGEN <tc: oben oe 7-966-250 
Kolle Culture Flask........... 4-238-000 Pattice Parmer. 609 5 OSS eek 1-248-200 Lamps, Incandescent: 
Kolle Needle Holder........... 4-286-000 Ladder, Horizontal........... 13-460-030 Adaptometer «6.3 006. kG 7-973-750 
Krause Ear Snare............. 3-674-100 Ladder Splint, Wire........... 3-732-100 Baltes. 25206 ods et eee 7-981-250 
Krause Nasal Snare........... 3-674-700 Ladmore Plastic Instrument... .5-365-205 Brain Retractor.............7-970-570 
Kromayer Ultraviolet Lamp... .7-128-500 LaForce Adenotome... . .3-001-940 to 980 Bronchoscope..............- 7-972-550 
Kuder Job Preference Record LaForce Tonsil- Color Comparator Set....... 7-970-300 
ES Son appease 3-822-500 lectome........ 3-827-100, 3-827-140 Color Vision Testing Lantern . 7-978-870 
Kuder Job Preference Test Set Lahey Gall Duct Forceps. ..... 3-341-400 Cystoscope....... 7-972-800, 7-972-850 
aewer Pail e266 ee cis 3-822-540 Lahey Goiter (Thyroid) Cysto-Urethroscope......... 7-973-000 
Kyle Equine Operating Table . .8-123-000 Retractor: 630s 3-611-500 mans Chimnéy Lamp. . .7-979-000 
‘ Dental ratin 
L a? Ags ke haat Lamp..........7-081-225, 7-981-725 
Labels: L ob a ek RE EIEAL 9) SUE Baie a Diagnostic Lamp, 
Gummed......... 4-311-750, 4-311-765 rea “ei specs op rea Ea Dentalec/. sai iae. 7-973-850 to 940 
Miss Reneeteeriny ot: 4-312-000 fee ere Diagnostic Spotlight........ .7-979-550 
pies. ances 4-312-100, 4-312,120 Chisel. ji 0<-% 3-191-400, 3-191-420 Egg Candler...........0000. 7-978-840 
X-ray Film Identification... .6-042-750 | Lambotte-Farabeuf Bone Electrocardi- 
Laboratory Autoclave, Field... .7-084-495 Holding Forceps.......... 3-312-500 Gprapli oa. aos 7-972-600, 7-974-700 
Laboratory Bench, Prosthetic. . .5-017-050 Laminectomy Retractor, Esophagoscope........:..... 7-972-550 
Laboratory Coat........ 7-159-005 to 020 A ge a eee Dektiee = ts 3-613-200 Exciter; Photomieter':. «./5<. 14 7-974-450 
Laboratory Dental Lamp Adapter, Microscope Eye Operating Lamp........ 7-974-350 
Equipment. . *. .9-148-900, 9-148-950 Res, re 4-287-035 Fluoroscopic Room 
Laboratory Furnace .5-327-325, 5-327-500 Lamp Adapter, Hhumina tions. s,.4: cs eee 7-976-340 
Laboratory Knife............. 5-372-000 _ Ophthalmoscope.......... 3-533-905 Galvanometer, Photometer. . .7-974-370 
Laboratory Medical Pata Ries ass i lea cea ia 7-059-300 Feadlight: oo 7-973-750, 7-978-945 


Equipment......... 9-259-740 to 790 
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Lamp Elements, Ultraviolet... .7-137-100 


Infra-Red Lamp. . .7-968-800, 7-968-900 
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Name L (Cont'd) Stock No. 
Lamps, Incadescent: (Cont'd) 
Laryngo- 


scope. 7-970-420, 7-970-450, 7-972-550 
Lens Measuring Instru- 


ment...........7-981-025, 7-981-060 
MMABOMOLEN SG. 61 Gia kes dines 7-981-060 
LALMGUIIDEOSCODE 4.63; 4 Sisnd oa - 7-973-000 
Microscope Lamp... 7-978-830, 7-979-500 
Muscle Test Lantern........ 7-979-000 
Muscle Test Spotlight....... 7-976-100 

. Nasopharyngoscope......... 7-970-505 


Operating Lamps. 7-974-300, 7-974-395, 
7-974-500 to 640, 7-979-200, 
7-979-320 to 450, 7-979-500 to 700, 
7-979-900 to 7-980-050 

Ophthalmoscope. . .7-972-650, 7-972-700 

7-973-050, 7-973-100, 7-974-150 


Otostope:. 5-055: 7-972-650, 7-972-700. 
Proctosigmoidoscope. .7-970-560 to 600 
MRESECTOSCOME S ohajs ce o's an eee bes 7-973-000 
POUMOECOPE | 5s i Liwitehis nee Ws 7-972-650 
Batenent. wc... a5 7-978-700, 7-978-900 
Siitabamo tas... 2's 7-974-200, 7-974-800 
Spectrophotometer.......... 7-974-390 
Stereoscope.................7-979-800 
Streak Retinoscope.......... 7-973-500 
Be EDINOCWIAT 5/3 4saosgedc secs ce 7-981-050 
aN Sob asain w-n S38 9's > 7-973-000 
SIRS ar POCESBOR G5 see eed. 7-978-600 
Tongue Depressor.......... . 7-972-650 
Transilluminator. .7-973-750, 7-974-000 
WIEESINOUEE 5 eos 25: 7-981-025 
Vision Test Projector........ 7-979-250 


Water Bath, Serological...... 7-978-600 
X-ray Control 


Wamels shoo. ck 7-974-420, 7-978-600 
X-ray Film Illuminator...... 7-979-800 
X-ray Film Illuminator, 
| SSR an ea ena eg 7-979-100 
MMMNIS PUN UC EE co) 56 eh Acet dow ews 12-887-350 
Lamp Wick, Alcohol 

MAA. a osteo 5-375-020, 7-833-000 
Lancaster Eye Magnet......... 3-467-200 
PeGet rE OOd Se es lene tos 4-312-850 
Lane Bone Holding 

Porceps .:. 3.0. ..% 3-312-900, 3-665-200 
Lane Bone Screwdriver........ 3-665-200 
Lane Bone Screw Holding 

IOUCEPS ies iscenieweieeieed shoe 3-315-800 
Lane Periosteal Elevator....... 3-281-200 


Langenbeck Metacarpal Saw. . .3-635-100 
Langenbeck Periosteal Elevator. 3-277-900 


Lt TONLE ES eae ct ea 1-494-990 
Lantern, Muscle Test, 

2 SRE ee 3-459-200, 3-459-205 
Lantern, Vision Test.......... 3-883-800 
Peer Sets ses eel eee Las 9-261-860 
Bantern Set Cases... 9-126-350 
Lantoside C Injection......... 1-248-420 
Laparotomy Ring............. 3-623-100 
Laparotomy Sheet ; 

LISTANE) cose «8 7-159-300, 7-159-310 
Lard, Benzoinated ..:...0..6. 2 1-248-500 
dearavirierer ce: o. .s*. 8-129-000, 8-131-000 
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Name L (Cont'd) 
Laryngeal Aspirating Tube, 

Jackson ssc eke oe, eee 3-851-100 
Laryngeal Canula, Abraham... .3-140-600 
Laryngeal Forceps: 


Stock No. 


Applicating, Jackson........ 3-357-300 
Basket Punch, Jackson...... 3-357-400 
Cup, Jackson sii2:.3.< 3-357-600 to 900 
Grasping, Jackson...........3-358-300 
Rotation, Jackson.......... .3-358-500 
Tissue Specimen, Jackson. . . .3-358-800 
Laryngeal Mirror....... 3-478-400 to 700 
Laryngeal Needle, Needle 
Lock Type..... 3-485-300, 3-485-310 


Laryngeal Retractor, Williams. .8-106-000 
Laryngeal Syringe, Lukens..... 3-799-700 
Laryngoscope Incandescent 

Lamp. 7-970-420, 7-970-450, 7-972-550 
Laryngoscopes, Jackson: 


Adolescent-Adult........... 3-460-100 
Fudaltss? Sige oes. 3-460-340, 3-460-400 
Adult, Anterior Commissure. .3-460-440 
Child sce dengan soa sand 3-460-460 
Laryngostomy Trachea Tube, 

Varkaew ss srk is a et 3-870-400 
Lassar’s Plain Zinc Paste...... 1-502-500 
Peete Tea. 6 5). oes ccd ee sake 12-475-150 
Lathe, Dental 

LADOKAUOLY ».. o's.5.0 2s 5-389-150 to 250 
Lathe, Woodworking......... 11-244-850 
Pathe Center ea accanee 12-475-160 
Lathe Chucks: 

Arbor Baad .:... 0252.6 eosk 5-390-050 
PAM hs SesweG be es eee 5-390-150 
Independent :).42%. casi 12-162-570 
IAI SY Fh? gk Che Ay age 5-390-250 
PUG Gi oe iad os Se cn 5-390-350, 5-390-450 
Piiversaliiys ts soe ot osha 12-162-590 
Lathe: Dog.) ss) 50 6% 12-217-150 to 190 
Lathe Dust Collector.......... 5-390-750 
Lathe Hood: .;..... 5-391-050, 5-391-075 
Lathe Wheels: 
Brae es 5-677-000 to 5-680-150 
RASHES ALG Sip oe oo 2c 5-682-150 
Cloth, Buffing..... 5-683-150, 5-684-150 
Impregnated 
Rubbers. Geax 5-685-150, 5-686-150 
Silicon Carbide. .5-688-150 to 5-691-650 
itrane) POUAIGS iis wos 5 cic tas 7-835-710 
LBuGR 22 aks ca ew sc 1-323-020 
Laundry Basket Frame........ 7-715-405 
Laundry Basket Liner.....:... 7-715-415 
Laundry Conveyor (Soiled 

MINORS oh ee 7-760-325, 7-760-335 
Laundry Conveyor Bag 

(Soiled Linen)............ 7-760-350 
Lauth’s Violet (Thionin)....... 1-472-805 
bawage Tribe) ios Shiels FRG 3-865-800 
Lead DY Pe viare Push. wun 11-745-105 
Lead Acetate....... 1-248-995, 1-249,000 
Lead Acetate Compound 

MAMCCR 5d os. ON 1-249-020 
jE Ue 82 1 oo ate aa PR 11-711-250 
Leader vines (cit ak Ree 11-745-150 


Name L (Cont’d) Stock No. 
Leader: Box 52's kaise esas 11-705-750 
eid Pings 3 ou she 6-046-000 
Lead Letters...... 6-047-825 to 6-048-000 
Lead Numerals. .. .6-110-200 to 6-111-225 
Lead Rubber....... 6-046-605, 6-046-630 
Lead Rubber Apron........... 6-002-000 
Lead Rubber Gloves.......... 6-030-000 
ead Sheets; scat roe 6-047-000 
TATOO ks. ue 11-445-150 to 170, 
12-480-150 to 750 
Leather Accessory Kit........ 11-445-250 
Leather Beveler side ea ico 11-404-950 
Leather Dye...... 12-235-150, 12-235-200 
Leather Embossing Stamp. . . .11-474-150 
. Leather Lacing Needle........ 11-453-250 
Leather Marker, Spacing...... 11-448-550 
Leather Modeling Tool .11-478-150 to 220 
Leather Punch......... 11-463-150 to 160 
Leather Workers Knife. ...... 12-455-150 
LeFort Filiform.........3-302-800 to 920 
LeFort Urethral 
Catheters: ies ces) 3-170-600 to 690 


LeFort Urethral Sound. ..3-679-100 to 180 
Leg Bath, Whirlpool. 7-104-005, 7-104-015 


Dee ECR os Nereis 13-280-040 
Leg Splint Attachment, 
Peniaon 27s yt eek Sa 3-725-480 
Leg Splint Litter Bar.......... 3-725-450 
Leg Splints: 
Bowet-Bragn see S00 a tae 3-723-400 
Fixation; Cabot... ors. ese 3-724-500 
Dewan) Tigi tou. sees 3-723-100 
Plaster of Pars. ae 3-728-100 
Plywood. esc eae 3-729-800 
MhGmAS: >. osene 3-724-600, 3-725-300 
Leg Wet Dressing Bag......... 3-089-200 
Lemmon Spinal Anesthesia Set. .3-024-980: 
Lemon On ss. iss ceed 1-250-765 
Lens Blanks: 
Kryptok.............14-505-075 to 400: 
Molded .i.0.25.0. 14-520-000, 14-522-000 
Semicylinder........ 14-525-000 to 800 
Semisphere. . . 14-530-000 to 14-536-000 
Lens Blocking Pitch.......... 14-587-000 
hens Candysi kat, eh ee 14-090-000 
Lens Centering Device....... . 14-321-000 
Lens Centering Instrument... . 14-540-000 
Lehe Chackso5. } ase Ske. ot 14-321-000 
Dene Clothes oo oo oe aes 14-554-000 
Liens Cutter tei ainke grees eas 14-239-500 


Lens Cutter Cutting Diamond. 14-242-000 
Lens Cutter Cutting Wheel 


Assembly...... Bene pe 14-244-000 
Dene Dall Ci Gakwivig xi ive 14-290-000 
Lenses: 

Dental Operating Lamp..... 5-386-050 
Eye, Condensing............ 3-461-400 
Spectacle, Single Vision, 

Hage 5:5... cone a eee es 14-543-000 
Spectacle, Single Visfon, 

Uneuts..5.% 14-545-001 to 14-549-815 
eat; DAplenia. s.. ¢adianikeos 3-462-800 
Trial (Set)....... .3-461-550, 3-461-600 
nial WPolanzed ike sean 3-463-400 
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Name L (Cont'd) Stock No. 
Lens Frame, Trial 

BR a ote « 3-462-238, 3-462-240 
Lens Grinding Set Charts..... 14-215-000 
Lens Measure, Geneva ~ 

SINE SS chick aes a0 14-554-000 


Lens Measuring Instrument. . . 14-555-000 
Lens Measuring Instrument Incan- 
descent Lamp.. .7-981-025, 7-981-060 


PE GUMOM ECCS. ise) Sly Sire ce 14-555-000 
Lensometer Incandescent 
LOT) Se oi oO a One 7-981-060 

MMM RANCL cn Aoi un eS 4-365-000 
Lens Polishing Pads.......... 14-575-000 
Lens Scoops: 

ie tr ints ‘ain a ae 3-661-200 

NOR es se eae SSS 3-661-100 

MES oer ree walls io. ss > Si 3-661-300 

eM cle sin os ks LE ae 3-661-350 
Lens Set Cylinders. . .3-462-220, 3-462-225 
Dene Ser Seb see en ok 14-650-000 
| o's ol pa ee a eae 14-566-000 
MR WL OMER ies coiciS.5-h5-- o's oo 4s 14-750-000 
Og ee 11-145-180 
Lettering Pen Point.......... 11-061-850 
[5S ee ae 11-145-850 
Letters, Lead..... 6-047-825 to 6-048-000 
Leveling Bulb, Van Slyke Blood 

Gas Apparatus.....0.050.5 4-042-500 


Leveling Bulb Support Ring, Van 

Slyke Blood Gas Apparatus. 4-042-550 
Lever, Bone, Murphy......... 3-672-100 
Levin Duodenal Tube. . .3-859-800 to 880 
Levine’s Eosin Methylene 


AVL ICE Va e te rreeg atone 1-174-010 
(ELT) See Raney areas aw eee oer 1-252-000 
Rew Lens Scoop. ......... 54% 3-661-350 


Lewis Nasal Rasp. . .3-591-600, 3-591-700 
Lewis Tonsil Forceps, Hemostatic 


MO MBO So st sin aa 25's 3-382-700 
Lichtwicz Antrum Trocar...... 3-837-600 
Licorice Powder, Compound 

(Senna Powder)........... 1-403-500 
Licorice Root Fluidextract..... 1-222-985 
OOP RELG) SSI ea 7-730-985 
Liebig Condenser............. 4-185-525 
Life Boat First Aid Kit........ 9-214-825 


Life Boat First Aid Kit Case. . .9-120-825 
Life Raft First Aid 

| Seer 9-217-100, 9-227-875 
Life Raft First Aid Kit Case. . .9-120-900 
Life Saving Tube, Mosher...... 3-870-900 


WHECE I SCCEIONS, 5.0. c.0'0 0. =\6 5,0: 4:010% 4-313-975 
Ligating Pliers, How.......... 5-430-150 
Ligature Bands..... 5-015-323, 5-015-325 
Ligature Carrier, 

Deschamp...... 3-149-500, 3-149-520 
Ligature Wire....... 5-694-150, 5-696-000 
Light, Eye Muscle Test...... . .3-456-600 
Light Cap, Ophthalmoscope 

SE Ie ae ee 3-533-920 
Light Filter, Adaptometer...... 3-000-820 


Light Green B (Methyl Green). . 1-288-400 
Lighting and Sterlizing Outfit 
nD 0: 3 an a ie ara 9-552-575 


Name L (Cont'd) Stock No. 
Lighting and Sterilizing Set. . . .9-553-850 
Light Kit, Mouth, Dental..... .9-149-925 
Light Liquid Petrolatum..... . . 1-338-000 
Light Set, Diagnostic, EEN. . . .3-251-905 
| is a ee Beech ee apes 1-252-290 
Lindner Opaque Goggles....... 3-399-900 
‘Line, Sampling, Combustible 

Gas Indicator.............4-296-010 
DIM GER. ko a ees 11-724-250 
es ed ren oe Ge A 11-745-150 
Linen and Supply Kit, Surgical .9-590-225 
Pane; Food Tey ior an 7-423-120 
Liner, Laundry Basket........ 7-715-415 
Liners, Crucible, Asbestos...... 5-118-050 
Lingual Bar, Gold 

OW ca es 5-801-250, 5-801-450 


Lingual Bar Pliers, Aderer..... 5-435-000 
Lingual Bar Stock, Gold Alloy. .5-801-650 


Liniment, Soft Soap........... 1-412-125 
Liniment Powder, Camphor 

Mt SOGB 4ss aan re ernst 1-121-220 
EARP CAVED i oA 5-658-150 
ink, Chain,-Clipper co: e604 8-034-750 
LINER Oe cc tte eos 1-252-370 
Lipiodol. . 1-235-250, 1-235-255, 1-252-500 
Lipiodol Ampule.: oo i30000%.. <3 1-252-400 
Liquid, Silicate Cement........ 5-140-075 


Liquid Petrolatum. 1-336-000 to 1-338-000 
Lister Bandage 

SOR icine. s 3-638-800, 3-638-840 
Lister Conjunctival Eye 

BOPOORO eo oot" 3-337-400, 3-337-600 
Liston Amputating Knife...... 3-435-800 
Liston Bone Cutting Forceps. . .3-311-800 
Liston-Stille Bone Cutting 


| Sa (orc) 3 = May ar a tr is er 3-311-300 
Esthium Garbonate....)2.4. 5 6.8 1-253-300 
Dathnmn Osaldtes oii ios oda ek 1-253-700 
Pathe OUlAte hy as es chee 1-253-900 
Lithotomy Gorget, Teale...... .3-402-400 
Lithotriptoscope, Ravich....... 3-464-100 
Lithotriptoscope, Incandescent 

ye Ee tae ey eee pee ae ae 7-973-000 
Littauer Suture Scissors........ 3-655-600 
Litter Accessories: 

PACROP ib facet 7-839-105 to 225 


Anchoring Attachments and Floor 
Plates, Ambulance Cot. . . .7-839-510 


Bat; idee Spent oo) cis OES 3-725-450 
Bracket, Truck, Litter 
ny ee eae eksree's 7-840-450 
Case, Folding Litter Set..... 9-128-325 
Cover? Canvas) 46i025.4 7-841-035 to 345 
Cover, Litter Carriér: 0c... 7-841-185 
Drive Pin, Handle Securing . .7-842-170 
Biahdle Shes s uA 7-842-010, 7-842-020 
Mattress, Ambulance Cot... .7-842-120 
SG Oh UA s\n soe enon 7-843-120 
EROS Botctit Sil ones 7-844-105 to 285 
Strap Carrying. ke. 9-556-150 
Strap, Stokes Litter......... 7-844-315 
Spreader Bar and 
Stirrapessi< 2: 7- 843-450, 7-843-525 
Litter.and: Splint Setsniis bia 9-265-175 
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Name L (Cont'd) Stock No. 
Litter and Splint Set Case..... 9-129-825 
Litters: 
Aluminum, Folding......... 7-837-205 
Aluminum Pole............. 7-837-905 
Ambulance Cots .5 o.. ces 7-837-105 
Canvas, Semirigid........... 7-837-705 
Fleer (SOE isons orice pene 9-262-825 
Mountain, Basket Type...... 7-837-405 
Poleless, Nylon......... _....1-837-510 
Poleless, Semirigid.......... 7-837-600 
Steel: Straights’; f605 3508 7-838-010 
PORN 3 he i ae ee 7-837-810 
Litter Support Brackets....... 9-143-440 


Litter Support Set, Operating. . .9-266-525 
Litter Support Set Components: 


CaserCanvadiecs.aes. oes 9-266-875 
Instrument Tray............ 9-267-675 
or SE ee eee ae se a 9-267-125 
Enver injection 2 iia isc 1-256-500 
Lioya’a memaentsc. 85.66 Nn 1-257-005 
Loading Bin and Dryer Combination, 
Radiographic....... 6-014-280 to 315 
Loading Bin and Dryer Combina- 
tion Exhaust Duct........ 6-014-600 
Lobectomy Tourniquet, 
Bethune: 5470S Sts 3-829-900 
Lobe Holding Forceps, Pro- 
etatic, Vous. s cahcaoceun 3-370-300 
Local Anesthesia Syringe and 
Néedle Seti...i:.. ais 3-808-205 
Locahizer (yen ee oii sisvalere telah 6-050-000 
Localizer Charts, Eye......... 6-051-000 
Locator, Metal, Electro- 
ore (NEARHOE Si ais oa kek de aleeie 3-465-100 
Locking Tweezers............. 5-652-500 
Loeffler’s Blood 
Serum 2.50.5. 1-106-598, 1-106-600 
Loeffler’s Tube. ..... 4-433-850, 4-434-350 
BOO j2ticdws ates 11-846-500 to 800 
Pont Tek sy iia: ccna teka ee 11-831-250 
_ Loom Shuttle.......... 11-873-810 to 850 
Loop Holder, Inoculating Loop . 4-286-000 
Beupe, flgee 65. 3a 853 vidoe 5-803-750 
Lotion; -Calamitie.c: jo. ee 1-111-200 
Loupe, Binocular, Beebe....... 3-465-900 
Loupe, Binocular, Berger ...... 3-465-910 
Love Pituitary Rongeur 
Fordene. i sais ieee eo 3-368-800 
Lowman Bone Holding 
Clamps ness oath 3-199-100 to 300 
Lowsley Utility Cystoscopic 
HOLCEPBew cies RRNA eee 3-330-900 
Lubricants: 
Dental Engine. . . .5-421-425, 5-421-430 
Handpiece soc oS eat oon 5-340-150 
SMEG S oS peso ee 4-314-087 
Silicate Comentssi4 6 ces 5-392-150 
Lubricating Jelly... =: cvoc-e 505 1-245-200 
Dibricating Ob... eNOS 12-575-250 
Duicae- Ear Borcepes sss ics eee 3-336-600 
Cieteics Aa eee 11-675-320 to 435 
Luck Bone Operating Set...... 3-117-300 
Luc Nasal Cutting 
Forceps......... 3-363-400, 3-363-600 
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Name L (Cont'd) Stock No. Name M (Cont'd) Stock No. Name M (Cont'd) Stock No. 

Luc-Skillern Ethmoid Forceps. .3-364-400 | Maintenance Tool Kit, Manual and Stencils, Minnesota 

Luer Needle Adapter.......... 3-000-700 Medical Department...... 9-597-050 Personality Test Set....... 3-822-802 

Luer-Stille Rongeur Bone Maintenance Tool Kit Chest. . .9-143-845 Manuals (See Class 10) 

Ma Aa DN 3-315-400 Maintenance Unit, Aircraft Mapharsen Ampuls. .1-324-460, 1-325-155 
eer Oinwes <<: 3-802-100 to 3-804-650 (Floating) Pees mah anc 9-004-100 Marbel Blood Cell Counter.:...: 4-188-010 
ee Sonnec Tnwulin ooo: 3-802-100 Malachite Green. vite t tees eee 1-266-000 Marble Ching science ei caieer 1-118-850 

a! i Malachite Green G » | Mare Cathetersse28 2 25258 8-028-000 
dues syringe, Mallein Type. . . .8-122-000 (Brilliant Green).......... 1-106-900 | Markers: 

Luer Syringe, Malar Elevator, Ivy........... 5-240-050 Biplane, and Reorientation, 

Tuberculin. .... 3-802-700, 3-802-800 | Malaria Control Set........... 9-272-475 Device, Radiographic. ... . .6-080-520 
Lugs, Anchor..,..........0.+.. 5-803-750 | Malaria Control Unit, PU ict ads eat eees 6-080-610 
Lukens Laryngeal Syringe..... .3-799-700 Medical Equipment....... 9-272-500 Pocket, Periodontal, 

Lunar Caustic (Toughened Malaria Survey Set. .9-272-700, 9-272-710 Crane-Kaplan. . .5-409-050, 5-409-550 

Silver Nitrate) sso) Saws ood 1-406-000 Malaria Survey Unit, Soaring: ike skwgtc re 11-448-550 
Lundy Intratracheal Medical Equipment....... 9-272-900 Raay PUM, ete eee 6-080-595 

Anesthesia Apparatus...... 3-008-400 Malecot Urethral Marking Pencil, Glass 
Pine: OthAD a6 tis ss ee ls 13-745-050 Catheter. ......3-177-900, 3-177-980 Marking..... 14-585-000, 14-585-500 
Lung Grasping Forceps, Male Fern Oleoresin........... 1-084-000 Martin Pelvimeter............3-549-800 

Dial (Cre ese cay ince 3-359-600 Mallein Intradermic........... 1-606-350 Martin Uterine Suture 
Lutz Septal Ridge Cutting Mallein Luer Syringe.......... 8-122-000 Needles........ 3-526-500, 3-526-520 

POLO ois) Seis eae tsi dada 3-365-600 Mallein Test Set: 25.00%. i..25s, 8-089-750 Mask Rim, Face. . . .3-020-700, 3-020-800 
Lymphogranuloma Venereum Mallet Point Handle.......... 5-396-450 Masks: 

PEA 9 sc: ink ee's Bis de oa le 1-606-275 Mallet Points: Anesthesia Inhaling, 

Lyophile Apparatus, Chisel, Bone, Oral Wankatier, o2\.cieseerns 3-424-700 

Flosdorf-Mudd........... 4-314-175 SHbeery ss ons. 5-399-250, 5-399-350 Marcher) .s ohare eee 13-500-150 
Lyophile Apparatus Vacuum Elevator, Root, Oral Eye, Cataract, Ring......... 3-471-600 

Gage; Mcleod: axed ian 4-273-840 Surgery. . 63 oc see 5-399-450, 5-399-550 Face, Anesthesia 

Foil, Black «5.24 5-397-150 to 5-398-050 Apparatus...... 3-010-900, 3-010-980 
M Gouge, Bone, Oral Surgery. . .5-399-650 Face, Surgical:.'; coosiss cues 2-025-400 

iMacConkeyAgar...2.)..3ac% 1-258-750 Mallets: Nasal iinhalator (08 toss 3-472-000 

MachinesBit ss sc0 0s en 11-204-850 to 890 Aluminum, Myerding........ 3-468-300 Oronasal, Inhalatoreexies< 24 3-472-100 

MachimevOues s. = nie 12-575-250 to 450 Gold Foil, Automatic........ 5-396-150 Oronasal, 

Machines: Hiard wood... <acumnwo 11-548-205 to 215 Resuscitator. .. .3-472-200, 3-472-300 
Assembling........ Pilea sare 14-008-000 Lead, Veterinary............ 8-090-000 Soithall,: Catchers; . 2.26 ta 13-500-150 
CECT hn git Reena ge 5-116-350, 5-116-450 Metal, Orthopedic.......... 3-468-400 Mask Type Inhalator, g 
|lnniiho) ah sah «Yaa eer Aerie mses 7-821-740 Oral Surgery, Dudley........ 5-399-150 Oxyrenty: iene tee 3-425-140 to 200 
MC WAND herticwiaiecds 7-896-850, 7-896-855 PIGOTING fo as ooo 5-401-000 Mask Type Inhalator, Oxygen 
MAnOG PANS S63. 551756 6 dle 8 4-392-720 RADIOL ssh 43 85 Oi 11-548-235 Therapy Apparatus. ......3-425-200 
Sinusoidals sa... 7-132-002, 7-132-005 RUE DIGA Note aie sntau pr ube oe eae 5-402-050 Mason-Judd Bladder Retractor .3-605-500 
BOGOR hs ics sisi sed San 5-565-150 Malt tixtract. Brothit.srreaics 1-266-250 Masson Needle Holder......... 3-419-800 

Machine Screws: s....2% «0s wares 12-711-150 Maltose (Malt Sugar)......... 1-266-300 Mastoid and Sinus Raspatory, 

Maddox Rod Screen Test Maltz-Joseph Nasal SOIR. 3k ssa une eee 3-593-400 

SOEONE Fob: shies ss ae nile 3-736-700 UWS. Asses 3-636-100, 3-636-120 Mastoid Chisel, 

Magill Intratracheal Catheter Manchester Brown (Bismark Alexander...... 3-191-800, 3-191-820 

HONGO PB aistin< circa aes Menai 3-323-300 BLOW) o ioe, score aoe eels 1-103-300 Mastoid Curette, 

Magill Intratracheal Mandible Fracture Richards, .'.\... isi 3-226-600 to 800 

Catheters... 4%. 3-162-100 to 150 Seta Stine 5-326-600, 5-326-605 Mastoid Curette, Spratt 
Magnesium Carbonate......... 1-261-000 Mandible Fracture Set Components: (Buck) ook ee 3-225-400 to 750 
Magnesium Oxide, Heavy... .. .1-262-000 Clanip, Bone: Pin: 3; saya 5-326-630 Mastoid Curette, 

Magnesium Sulfate.1-263-000 to 1-265-000 Clamp, Fracture Fixation Whiting ces... jae.0% 8-057-050 to 070 

Magnet, Eye, Lancaster....... 3-467-200 VOU Ey ime is -sie wies orth aa ad 5-326-650 Mastoid Forceps, Rongeur, 

DRAINS = Piso isk'¥ as wsneda oe 4-314-360 Pin, Bone wei dessa ceetia 5-326-750 Bate ¢ iii Ain anes eee 3-315-050 

Maonifier, Folding .......0....% 4-314-375 Rod, Fracture Fixation.5-326-805 to 840 Mastoid Forceps, Rongeur, 

Magnifying Glass, Mandrel, Morgan- PIArtMANN fw to eee y 3-315-100 

BOAMIND ss 6-028-970, 6-028-975 Maxfieldiexycana 5-407-000, 5-408-000 Mastoid Forceps, Rongeur, 

Mailing Box, Spectacles...... 14-025-000 Mandrel, Screwhead . 5-407-250, 5-408-250 Rernisone tel suas 3-315-150 to 170 

Mailing Cases: Mannitol (Mannite)........... 1-267-000 Mastoid Gouge, 

DORAN iss eocs yes bs 5-115-750, 5-115-775 GeNianiowe: . 5k eek ee aeoa eke 1-267-520 Alexandeés:. . 2288 3-403-900 to 940 
Laboratory Specimen. 5444 54 4-124-090 Manometer, Spinal... 0.6.36 3-469-200 Mastoid Gouge, Andrews...... 3-404-600 
MACHO ONCE SS, >. od ati ontew'at 4-124-250 Manometer Mercury Gage..... 4-273-900 i 

WUDER i862 4-124-020 to 050, 4-124-410 Manometer Mercury Gage Tube.4-273-905 Mastoid Gouge, 

Maintenance Medical Unit..... 9-304-920 Man Pack Medical Equipment .9-313-340 PORBE TE <p es Bisa trated 

Maintenance Medical Unit, Manual, Operation of Electric Mastoid Retractor, Jansen..... 3-613-950 

Amphibian Forces......... 9-304-900 Spectrophotometer........ 4-398-380 Mastoid Sinus Unit........... 6-132-310 

OG.-l 
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Mat. Asbestos. = S52. 2 B00 sss 4-314-420 Measuring Tape..... 7-929-000, 7-929-425 Menadione Sodium Bisulfite 
Mat, Floor; Rubber: .o6....5 2. 5-411-000 Measuring Tube, Hemometer. . .4-281-600 Iaiection: eho ern. eee 1-268-815 
Mat, Gymnasium...... 13-500-200 to 210 Meat and Dairy Inspection Kit. 8-094-250 Menadione Tablets............ 1-268-800 
Mat, Wrestling.............. 13-500-250 Meat and Dairy Inspection Kit Menta Paes ois er soo 8 2 ee 2-031-900 
Mathieu Tongue Holding EEC « SARA eae SIDA ae At Amine 8-022-100 Merithal. s.cows press os eos Po 1-269-000 
MOMCO NEL. be Sone ve Geek ces 3-381-900 Meat Bronchoscopic Forceps, Meperidine Hydrochloride 
Matrix, Cervical. oc. 6 6.6 ec. 5-412-150 Parken ..<...<<i<ss0o, .. 733972900 Taieetions faniy eas tesa es 1-269-360 
Matrix Band..... 5-520-150 to 5-523-000, Meat Inspection Stamp. .8-111-500 to 900 Meperidine Hydrochloride 
5-523-350 to 600, 5-523-950 Ment Pantone: 1.5 coe: 1-332-000 Tae nh catty COR 1-269-375 
Matrix Retainer..... 5-519-000, 5-523-200 Maat Stasaring Wakes ki: 8-083-200 Merbromin. 2705 s¢ 5.0. Ske eta 1-269-405 
Matrix Retainer, Siqveland. ... .5-523-750 ius Grae... 1-232-000 1-232-005 Mercier Urethral 
Matrix Wedge: ..:....6....5.. 5-676-150 | * \pont Wiiieaisbeis ntl i 8-128-300 Cethater. oa 3-180-100 to 180 
Matson Rib Stripper and Te Ie Sa ep 8-133-000 Mercresin Tincture.......:.... 1-269-500 
oT aah) ae a 3-746-900 hie ntnn) Rainledomaiiie mes 5-005-010 Mercurial Sphygmomanometer, 
Mattress Cover. . .. .7-159-125, 7-159-130 Mockanical’ Mixed 5-419-400 Desk -Typeis. eee 3-713-200 
EIS ES Week ip SEE ok A ae To la a a ae ae Mercuric Bromide.............1-272-100 


Ambulance Cot Litter....... 7-842-120 
MEI CaN Uerawiadae was 4 7-002-040 
Bassinet, Infant Resuscitator. 3-599-820 
Co ee a ea 7-160-500 to 535 
PRREE SONG 6 ee 7-160-705 
MOGtEOeNe SUNG eos ae ew 7-900-900 
Maxfield-Morgan 
Mandrel: <3... 5-407-000, 5-408-000 
Maxillofacial Injuries Instrument 
icc ree aks le iveaawe 9-581-000 
Maxillofacial Injuries Instrument 
eT Be an 9-135-960 
Maxillofacial Injuries Kit...... 9-275-020 


Maxillofacial Injuries Kit Case .9-130-250 
Maxillofacial Team Medical 
Bemipment 202. aie da os 9-596-290 


Mayo Abdominal Retractor. .. .3-604-400 | 


Mayo-Carmalt Hemostatic 


OO se ea ee cee kes 3-344-100 
Mayo Catgut Suture 
Needles...... 3-510-700 to 3-511-300 


Mayo Common Duct Probe. . . .3-567-400 
Mayo Common Duct Scoop. . . .3-660-100 
Mayo Dissecting Scissors. 3-640-500 to 920 


Mayo Gallstone Scoop......... 3-660-700 
Mayo-Harrington Tissue 

MPC lar ids en Pa acials SIE is 3-377-900 
Mayo-Hegar Needle : 

mPOMOR hr i. 5 kc 3-419-100, 3-419-200 
Mayo Intestinal Suture 

Needles. ....... 3-519-200, 3-519-220 
Mayo Tissue Forceps.......... 3-379-700 
Mayo Vein Stripper........... 3-747-900 


May Type Ophthalmoscope. . . .3-533-900 
Mead Rongeur Bone Forceps. . . 5-313-150 
Measles Prophylactic (Human 

Immune Serum Globulin). . 1-605-505 
Measures: 


Acid, Babcock Test. .°....... 4-314-485 
Pmamelware:.. 1.6 Vee 4-314-525 
Enamelware, 

Graduated...... 4-275-055, 4-275-065 
Glass, Graduated..... 4-275-075 to 250 
Glass, Graduated (Set)...... 4-275-520 
Lens, Geneva Improved... . 14-554-000 
Silicate Cement... 2... 8 5-413-050 
Se Page ae a ag 4-314-520 


Measuring Instrument, Lens. .14-555-000 


OG-.! 


Mechanical Mixer Plaster Bowl. 5-419-550 
Medical Field Kit 
(a ES a Pa en 9-130-025, 9-130-150 


Medical Field Set....... 9-274-300 to 360 
Medical Kits: 
Dental Assistants. .9-274-900, 9-274-905 
Dental Officers. .. .9-274-910, 9-274-915 


Maxillofacial Injuries........ 9-275-020 
Medical Officers, 

Fieliccias v's. ve: 9-275-115, 9-275-120 
Noncommissioned Officers, 

ORME aclu. oes 9-275-105, 9-275-110 
Parachutists’. 6 $0.0). sat ook 9-275-160 
PTIVOUCS ciniete ecru: 9-275-210, 9-275-220 

Medical Maintenance Resupply 
Set, Beach Battalions...... 9-276-225 


Medical Maintenance Supply Outfit, 
Beach Party (Sets 1-6)... .9-300-350 
Medical Maintenance Supply Sets, 


Beach Party . .9-301-675 to 9-304-875 _ 


Medical Officers First Aid 


Petes 2S at. ees 9-218-750, 9-219-175 
Medical Officers First Aid Kit 

Caserta, Hess hte ae 9-121-325 
Medical Officers Kit Instrument 

Gabe iisg Ors ce etn eta 9-259-350 
Medical Officers Kit Instrument 

Seb Case os io sie Seaeicini s Sas 9-124-425 
Medical Officers Medical 

Field Kit....... 9-275-115, 9-275-120 
Medical Outfit, Aid Station and 

Dispensary..... 9-305-125, 9-306-775 
Medical Outfit, Detachment. .. .9-313-125 
Medical: Packs... scm: 9-313-350 to 390 
Medical Supplemental Supply 

SCE Pield a. serra veoe gee 9-313-500 
Medicinal Soft Soap........... 1-412-000 
Medicine Ball..... 13-010-090, 13-010-095 
Medicine Cabinet. . .7-029-235, 7-029-236 
Medicine Dropper............. 4-228-120 
Medicine Dropper Rubber Bulb. 4-097-000 
Medieine Glass isis stent ts 7-807-000 
Medicine Glass, Dental........ 5-502-000 
WMeHDIOSE Saat Re Critate 3 1-268-770 
Mellitose (Raffinose).......... 1-392-000 
Melting Point Tube, 

Thiele-Dennis< 445... 0.0 08 4-456-525 
Membrane, Test Drum........ 3-269-740 


Mercuric Chloride, Corrosive. . . 1-285-200 
Mercuric Chloride Tablets. . .. .1-285-400 
Mercuric Chloride Tablets, 


Corrosive Sb Rs vee 1-285-395 
Mercuric Cyanide............. 1-272-300 
Mercuric Cyanide Tablets...... 1-272-500 
Mercuric Iodide, Red.......... 1-273-000 
Mereuric: Nitrate <i. eee 1-273-500 
Mercuric Oxide, Red.......... 1-273-800 
Mercuric Oxide, Yellow........ 1-273-900 
Mercuric 


Oxycyanide.. .. . 1-285-415, 1-285-420 
Mercuric Succinimide Ampuls. .1-285-500 


Mercurochromee.s..5 Geet os 1-269-405 
Mercurophylline Injection...... 1-275-400 
Mercurous Chloride, Mild...... 1-278-000 
Mercurous Chloride Compound 

CHntMenGs 3.0: asics 1-384-108 
Mercurous Chloride Ointment, 

MS HR. 8it.\) SIRT 1-278-610 
Mercurous Chloride Tablets, 

PUBL hare ste crts 1-279-985, 1-280-000 
Mereury <0 1-283-000 to 1-284-000 


_Mercury-Alloy Dispenser... .. .5-234-550 


Mercury and Alloy Scale, 


Amalgamator .)..3-7.3 00 5-005-550 
Mercury Arc Ultraviolet 

Raemgn ss 300.5%: 7-129-305, 7-129-600 
Mercury Bichloride........... 1-285-200 
Mercury Bichloride 

Tablets oes 3 1-285-395, 1-285-400 
Mercury Dispensing Bottle, 

Amalgamator.....:....... 5-005-055 
Mercury Holder.............. 5-359-000 
Mercury Manometer Gage..... 4-273-900 
Mercury Manometer Gage 

FUR wee 2.) Pee eateen 4-273-905 


Mercury Ointment, 

Ammoniated... .1-284-990, 1-285-000 
Mercury Oxycyanide.1-285-415, 1-285-420 
Mercury Succinimide Ampuls.. . 1-285-500 
Mercury Tube, Sphygmomanometer, 


Baanicest.chaor eee 3-713-400 
Merillat Dental Pick......... - 8-101-000 
Merillat Hoof Splitter......... 8-111-000 
Merillat Neurectomy Hook.... .8-081-000 
Mersalyl and Theophylline 

TnjeCtiOR 2760s aaa Ry R8 1-285-600 
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Name M (Cont'd) Stock No. Name M (Cont'd) Stock No. Name M (Cont'd) Stock No. 
BPE MIOIACE 5 souls apache oo wa acu 1-285-675 Micrometer, Disk, Microscope Middleton-Jansen Nasal Cutting 
Merthiolate Ophthalmic Eyepiece....... 4-317-500, 4-317-525 Rerctos. 05 sas 3-362-900, 3-363-200 

COUEMPRE cons fade 64 1-285-680 Micrometer, Stage, Microscope .4-317-650 Mild Mercurous Chloride. ..... 1-278-000 
Merthiolate Solution.......... 1-285-695 Microscope Accessories: Mild Mercurous Chloride Compound 
Merthiolate Accessory Kit... ......ls.0 9-314-675 Oisitment 2.245503) Gas ve 1-384-108 

PAneture . 6.50565 1-285-705, 1-285-710 Adapter, Illuminator........ 4-287-035 Mild Mercurous Chloride 
USO E.G 5 4's 5 iano ha Maas 4-393-500 Adapter, Lamp............. 4-287-035 AMACMONE 6 4. 5 ses see ....1-278-610 
Mess Set, Dish and Utensil. ... .9-313-900 Pe dicnemt) Abbe. aos 3 A SOS Mild Mercurous Chloride 
Metabolism Charts, Gandonscr, adnate. 6 4-317-010 Tablets tee nees 1-279-985, 1-280-000 

PEGS poo areal eo 6 3-095-100 to 290 Darkfield Apparatus......... 4-317-020 Mild Protargin (Protein 
Metacarpal Band, Stader...... 3-112-620 : : Silwer):; 72icsigers 1-404-650, 1-404-652 
Metacarpal Saw, Langenbeck. . .3-635-100 Eyepiece, Huygenian. .4-317-050 to 080. | itd Protargin Tablets 
Metacarpal Splint, Stader... . . .3-113-510 Byeniece, Vinie Bienes ate Pav aD (Protein Silver)........... 1-404-675 
Meta-Cresylacetate........... 1-160-100 Filter, Mluminator, Daylight .4-287-055 | aiid Protein Silver. . 1-404-650, 1-404-652 
Metal Locator, Electromagnet. .3-465-100 ober ete alesis Mild Protein Silver Tablets. . . .1-404-675 
Metaphen Tincture: ,<.+...+.. 1-301-918 einai ree pao ney tinee Military Police First Aid Kit .. .9-220-210 
Metaphosphoric Acid.......... 1-285-825 ilter, Ray. ...-.- 4-317-210, 4-311-220 || oii Diluting 
Metatarsal Arch Funnel Stops. . . . .4-317-250, 4-317-275 Mipee has 4-365-860, 4-365-890 

Support .<..<6)-. 12-012-324 to 448 Illuminator, Adjustable. ..... ZED HAE Pinettes.. oss Khe ie 4-365-850 
Metatarsal Splint, Stader...... 3-113-510 Illuminator, Junior.......... SOI 4 Mit Birar es. 1-246-990, 1-247-000 
Meter Illuminator, DEMMOR, S62 satin 4287-050 Milk Test Acid Bottle......... 4-044-800 

Electrodes, pH. .4-314-760, 4-314-770 Illuminator, Substage........ 4-287-065 | Milk Test Bottle, Babcock... .4-048-800 
Meters: Lamps esis sented ss cole nnyivee 4-287-040° | aitk Testing Bottle Brush... . . .4-094-500 

pHi Heckoan , .<... +. dase- 4-314-750 Lamp, Adjustable..:......-.4-287-030 1 wit Testing Kit, Pasteurization 
R-Meter, Condenser Type. . .6-126-500 Lamp, Incandescent, Microscope SCharers+ reese cee 4-355-200 
Ci SS ae Na ait 1-285-900 Lamp........ 1-978-830, 1979-500 1: aati @ocing Kit Tablet Set: 
IR CENIOG AR cir ssi 5 vas aks wa Bales 1-435-010 Lamp, Substage oe AREA STE 4-287-065 Pasteurization. sis.6i54.00 3 4-355-400 
Methiodal Injection........... 1-435-012 Micrometer, Disk, = Miller-Abbott Duodenal Tube. .3-859-400 
Methiodal Tablets............ 1-435-016 Eyep Were tyes 4-317-500, 4317-525 Miller-Abbot Duodenal Tube 
Methyl Alcohol............... 1-285-900 prseinetes, SUARe +) sor amet eee Balloo. ices ee 3-859-410 
Methylbenzene Mirror, Substage ..4-317-720,4-317-750 | ritter Root Elevator.5-244-550, 5-245-050 
y hae 

(Toluene)... ... 1-488-300, 1-488-304 Objective, Achromatic. 4-316-100t0 300° 4 a aiideter Gage, Boley. .sasaus 5-328-050 
Methylene Azure............. 1-088-120 Resistance, Darkfield Mineral Lard (3.5s.acis Zenbaex 12-575-150 
Methylene Blue............... 1-290-700 Apparatus. ..... 4-321-100, 4-321-110 | Mineral Oil, White 
Methyl: Green... 665232500 bo 1-288-400 Shield, Cellulose. ........... 4-322-150 (Petrolatum). . 1-336-000 to 1-338-000 
2-Methyl-Napthoquinone Tablets Stage, Mechanical........... 4-322-375 Mineral Seaiit\ sae oe. dae 5-574-150 

(Mienadione) 227% aap ate Ses 1-268-800 Microscope Condenser, Abbe. . .4-317-005 Minnesota Personality Scale... .3-822-800 
Pret! Orange: <n... es ess 1-288-800 Microscope Illuminator, Junior .4-287-040 Minnesota Personality Scale Manual 
Ribtted Medic e. 4. Jessa 1-289-000 | Microscope Illuminator, Senior .4-287-050 dad Stencile, 6.5 s0h oe 3-822-802 
-Methylrosaniline Microscope Lamp. . .4-287-040, 4-287-050 Mirror Handle, Mouth Mirror. .5-419-350 

Chloride:. 4.0.24 x 1-160-900, 1-289-470 Microscope Ray Mirror Headband, Jefferson. .. .3-407-900 
Methylrosaniline Chloride Pater. ae4 .. .4-317-210, 4-317-220 Mirrors: 

02) | 5a a ee eae 1-289-485 Microscopes: Malbiength 5 3 sk eae 13-504-550 
Methyl Salicylate . . .1-290-000, 1-290-005 Bineelar 2) See 4-316-000 Atl s sy 5 eee 3-475-200 
Methyl Violet 2B |..... 6.64055 1-290-500 Dissecting (Stereoscopic)..... 4-316-500 pmrpaeeede id oo ke 3-478-400 to 700 
Merny IY eMGW. iy vss cea cis 1-168-000 Nonocularstetineke ates eee 4-315-000 Microscope, 

Metrazol Ampuls... . 1-291-400, 1-291-600 Research, Binocular and Substage....... 4-317-720, 4-317-750 
MMOH ROATIE «ji suche a's bs Seats 4-390-400 Monecilarso07 2.5 ie so82 4-316-250 MBTEN 5 i hee 5-418-005, 5-419-005 
Metzenbaum Tonsil Scissors... .3-657-100 DLELEORCOIIE Pu u/ies Fan AAS ee 4-316-500 *Postaral ‘Training. $eicss's 3 13-504-550 
Meyhoefer Chalazion Micro SHOE sain ate th tiers 4-395-000 “i ie 0) spun emer SAO Rec tea 13-504-550 

Ciirette:... -icaiies 3-219-850, 3-219-880 Micro Slide Box..... 4-089-950, 4-089-995 Waeoc: ctenwe 7-070-000, 7-070-020 
Michel Suture Clip... ... 3-754-100 to 115 Micro Slide Forceps........... 4-260-315 Mitet Dox y.caktisy i dee 11-205-650 
Michel Suture Clip Forceps. . . .3-325-900 Microslide Labels acctk fe § 4-312-000 Mitt, Softball... .. 13-505-000, 13-505-505 
Micro Attachment, Colorimeter, Micro Slide Mailing Case. ..... 4-124-250 Mixer, “Choppitigs tales sc. vents 4-355-645 

ReEE a Aes a oe Gane 4-185-105 Microtome, Automatic.........4-336-000 Mixer, Fluids, Electric......... 6-109-800 
Macro: Burettes 65. S bias s esiens 4-101-200 Microtome, Clinical........... 4-337-000 Mixer, Mechanical............ 5-419-400 
PesCLO UNEP 6.6.62. wise deo 4-114-000 Microtome Accessories: Mixer Blending Assembly. .... . 4-355-654 
Micro Burner Flame Shield. . . .4-114-500 ime, eae os 55 exe tang 4-337-500 Mixer Container, Chopping ; 
Micro Cover Glass. . .4-189-000, 4-190-000 Freezing Attachment........ 4-338-000 IMESER Sa eee 4-355-655, 4-355-664 
Micro Cover Glass Forceps..... 4-260-300 Holder, Safety Razor Blades .4-338-500 Mixer Plaster Bowl........... 5-419-550 
Microculture Slide. . .4-395-885, 4-396-000 Hone, Knife...... 4-338-650, 4-338-660 Mixing Cylinder, 

Micro Digester, Kjeldahl....... 4-210-200 WaHteg. MRSS 4-339-000, 4-339-500 Graduated. . . .4-203-750 to 4-207-000 
Micro Guide Card, Breed and ReaiieiBace ee sass aes 4-341-000 Mixing Slab, Cement.......... 5-562-000 

Jy UE Ay ary een Re RTE 4-122-160 Strop, Knife...... 4-344-000, 4-345-000 Mixing Slab, Silicate Cement. . . 5-563-150 
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Name M (Cont'd) Stock No. 

Mobile Surgical Hospital 
aes t avant 9-314-850 

Model, Anatomical............ 7-857-000 


Modeling Clay..... 5-166-150, 11-302-450 
Modeling Compound. . . .5-362-700 to 740 
Modeling Compound, Plastic. . 11-302-550 
Modeling Tool, Clay Modeling. 11-319-750 
Modeling Tool, Leather 


Modeling. ........ 11-478-150 to 220 
Model Investment, Cristobalite. 5-367-550 
BeGrer Eeequers. 6... i oe 5-374-050 
Model Trimmer. .............. 5-644-050 
Model Trimmer Grinding Wheel.5-644-055 
Moffat Water Syringe. ........ 5-597-000 
Moffat Water Syringe Bulb. . . .5-598-000 
Mohr Analytical Burette....... 4-100-050 
PaOre 6 Picnceck.. .. 6... - +s 4-180-000 
ee EN oes sos wae 4-210-500 
Mojonnier Fat Extraction Flask. 4-247-225 
Molar Curette.......... 8-057-120 to 150 
Molar Extractor..... 8-059-520, 8-059-540 
Molar Root Extractor......... 8-059-530 
Mold, Suppository. ........... 4-355-690 
‘Mold Guide, Teeth............ 5-345-150 
MMM ce. eg 5-166-150 
DENI Sse oe Ce oo, Lea ok 2-036-010 


Molt Alveolar Curette. . .5-196-550 to 900 
Molybdenum Trioxide 
(Molybdic Anhydride). . .. . 1-293-750 


Molybdic Anhydride.......... 1-293-750 
Monobasic Potassium 

NNER od gs ak ssw kwnid 1-375-000 
Monobasic Sodium 

Phosphate. .. .*. . 1-439-975, 1-440-500 
Monochlorobenzene........... 1-137-550 
Monohydrated Sodium 

Carbonate. ..... 1-427-000, 1-428-000 
Monopotassium Phosphate... .. . 1-375-000 
Morgan Balling Gun.......... 8-073-000 
Morgan-Maxfield 

Mandrel........ 5-407-000, 5-408-000 
Morphine and Atropine Sulfate 

Hypodermic Tablets...... .1-295-525 
Morphine Sulfate. ............ 1-294-000 
Morphine Sulfate Hypodermic 

RARNCES oo). = Fc'ere 1-295-000, 1-295-500 
Morphine Tartrate 

SVREEEES. cic cits caw 1-295-509 to 512 


Mortar and Pestle, Dental..... 5-420-500 
Mortar and Pestle, 


POeCClAIN. 2 a's coke 4-355-705 to 720 
Mosher Ethmoid Curette... .. .3-221-800 
Mosher Life Saving Tube...... 3-870-900 
Mosher Urethral Speculum..... 3-704-200 
(8 a 7-152-810 
Motion Sickness Preventive 

PRA NeE Sse Cetivishi telco ves 1-296-000 
Motor, Conversion, Dental 

RMN Sansa delta jas 5-254-175 
Motor Torpedo Boat First Aid 

SSS einige oe So ae 9-220-625 
Motor Vehicle First Aid 

ee ts es 9-221-200, 9-221-240 


OG-| 


Name M (Cont'd) Stock No. 
Motor Vehicle First Aid 

Ware Case ss 9-121-425, 9-121-450 
Moulage, War Wounds........ 7-860-500 
Moulded Silver Nitrate........ 1-406-000 
Mount, Dental Film 

LS ee 6-109-995, 6-110-000 
Mountain Ertter. 52:65 Seine cs 7-837-405 
Mounting Medium............ 1-392-935 
Mouth Gag, Denhardt........ .3-393-200 
Mouth Gag, 

Jennings....... 3-393-400, 3-393-450 
Mouth Light Kit, Dental...... 9-149-925 
Mouth Mirror Handle......... 5-419-350 


Mouth Mirrors... .5-418-005 to 5-419-005 
Mouthpiece Saliva Ejector..... 5-421-750 
Mouth Speculum, Veterinary. . .8-110-000 
Mudd-Flosdorf Lyophile 


PEMMIIININ S05 dik. sin ates 4-314-175 
Muffle Type Furnace.......... 5-327-500 
Muffle Type Furnace Rheostat .5-327-550 
PM ONO, oe tae ee cian 7-329-500 


Multiple Carrier, Centrifuge... .4-130-010 
Multiple Carrier Cushion, 

COmtreeee os ih aa 4-130-020 
Multiple Vitamin Tablets...... 1-227-000 
Muriate of Ammonia 

(Ammonium Chloride)..... 1-065-000 
Muriate of Ammonia Tablets. . .1-065-300 
Muriatic Acid (Hydrochloric 


OME Perrot tn he case wt sabia 1-228-460 
Muriatic Acid, Technical 

(Hydrochloric Acid)....... 1-228-464 
Murphy Bone Skid............3-672-100 
Murphy Drip Tube........... 3-858-500 
Murphy Intestinal Suture 

INCOCHE Bis, uea'sic. choses d 3-519-620 to 660 
Murray Psychodiagnostic 

ROME SUMS BaD oc oe eat 3-822-805 
Muscle Retractor, 

Volkmann......3-610-250, 3-610-350 
Muscle Testing Spotlight... .. .3-736-700 
Muscle Testing Spotlight 

Incandescent Lamp.......7-976-100 
Muscle Test Lamp, Eye....... 3-456-600 
Muscle Test Lantern, 

os Cewe C Tee Re 3-459-200, 3-459-205 
Muscle Test Lantern Incandescent 

Ee tre ot sae 7-979-000 
Museum Jars..... 4-302-000 to 4-305-000 
IVATISIC EMU ILE Cece csv ie es 12-887-550 to 610 
Muslin, Unbleached........... 2-027-000 


Muslin Bandage..... 2-008-000, 2-009-000 
Muslin Bandage, 
Triangular... ...2-011-750, 2-011-755 


Mustatd Pot). foci bUyist Gise 7-366-000 
Muzzlep Horses. scicas is a3.0c8-02% 8-098-000 
Myerding Aluminum Mallet... .3-468-300 
Myerding Pelvic Support... .. .3-753-600 
Myles Nasal Speculum... .... .3-698-600 
Myringotome, Sexton.......... 3-438-600 
Morrie Tincture... 5. eh... 1-297-500 
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McCarthy Coagulation 
Beetle ho si eo be 3-272-600 
McCarthy Cystoscopic Visual 
Hemostatic Forceps....... 3-331-400 
McCarthy Fulguration 
Bere > ts bcehends cae 3-273-600 
McCoy Nasal Cutting 
FOrcepe,. «2.05.2 6% 3-363-800, 3-363-810 
McHardy Perimeter 
Chere a seas 3-550-690, 3-550-692 
McKellops Clasp Bending 
PHOPSS hes cee oon Tae 5-433-000 
McKenzie Clip Forming 
NOLCEDS a cone ee ne ae 3-326-500 


McKenzie Clip Holding Rack. ..3-586-000 
McKenzie Clip Introducing 


Peels FeV eas ee 3-326-900 
McLeod Vacuum Gage, Lyophile 

PERU: cde Vi es oad ae 4-273-840 
McNaught and Shevky-Stafford 

Centrituce Tuabew.cn > <- 4-141-700 

N 

NaibCorntainemaii.dnedyedenier. 9-144-060 
Nail Extractor-Impactor Driver, 

Smith-Peterson: ........%; 3-116-200 
Nail Guide Pin, Smith-Peterson.3-116-220 
PIS HIER, a, Fr oe a haa 3-529-600 
Nails: 

Bone, Hip, Smith- 

Peterson... <i Sen: 3-116-240 to 280 
Common.......... ..11-252-710 to 730 
Pinishingesi$ i Poe aa at 11-252-780 
Rubber Heel... .12-540-150, 12-540-160 
OE. 5. bhiatc w <a ee tle 12-540-450 
Upholatetets; 275 seas 11-252-850 

Wail Set. S766) s . SSR 12-540-470 
Nail Gontter. 3) ci. keer eras 3-734-900 
Name Plate Label, X-ray Film 

Identification .it24ais. pee 6-042-750 


Naphtha (Benzine, Purified)... .1-099-020 
a-Naphthylamine 
Hydrochloride. ........... 1-298-500 
N (I-Naphthyl) Ethylenediamine 
Dihydrochloride. 1-298-695, 1-298-700 


fa ts ln eae iar ero) Mia 7-162-105 
Napkin, Gauze, Dental........ 5-420-700 
Napkin Holder, Dental........ 5-360-000 
Narrow Mouth 

Hotties... 5. 4-049-000 to 4-055-025 
Narrow Mouth Bottles, Screw 

Cay a tsiee oars 4-056-400, 4-056-500 
Waeal Applicator: 2... c/a 3-033-595 
Nasal Applicator, 

Webe. dvicvaend 3-033-600, 3-033-700 


Nasal Cartilage Knife, Freer. ...3-444-600 
Nasal Catheter, Oxygenation 


ADDATACURis «sete ee 3-543-240 
Nasal Catheter Type Oxygenation 
APPATEtOS oe. eA 3-543-200 
Nasal Cautery 
Electrodes......... 3-184-850 to 950 
Nasal Chisel, Freer............ 3-196-600 
Nasal Chisel, Septal, Ballenger. .3-195-200 
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Name N (Cont'd) Stock No. Name N (Cont'd) Stock No. Name N (Cont'd) Stock No, 
Nasal Curette, Ethmoid, Nasal Specula: (Cont’d) Needles: (Cont’d) 

Pasisiee, 0 Gee: ges sore eleOOv MAD: hea ca 3-698-290, 3-698-300 Sewing Machine. ... .12-548-350 to 950 
Nasal Curette, Ethmoid, Moyles.) ioe aa, 3-698-600 Spinal Anesthesia, Hingson- 

DVIOB MER seth suerte cee, oblcberce 3-221-800 Septal=:Goldsteiniys)..4..0 eu 3-698-900 Fawards; (33 noises bere 3-505-200 
Nasal Dissector, Submucous, Vetertary 656... as ek SOO Spinal Puncture...... 3-505-700 to 900 

| ROT) (CSE pa eta se rie toler eee 3-262-400 AT ola aT: Bae RM RNP sf amen Wookie 3-699-100 Spinal Puncture, 
Nasal Elevator, Nasal Submucous Knife, Freer. .3-445-800 Anesthesia......... 3-025-020 to 060 

lal cial pete aN ee rae 3-276-600, 3-277-200 Nasal Tube, Mortuary.........3-863-700 Sternal Puncture, Turkel..... 3-506-800 

Nasal Feeding Tube........... 3-863-400 Nasopharyngoscope, Suture, Abdominal, Ferguson. 3-509-100 
Nasal Forceps: TAOUMIES cist oes 3-482-500, 3-482-505 Suture, Abdominal, 
Antrum, Universal, Spies. . . .3-386-100 Nasopharyngoscope Incandescent Weihss oso es 3-509-600, 3-509-680 
Antrum, Universal ee ieee ME DCRR A Och 7-970-505 Suture, Catgut, 

Premier. 6 iGl0c 3-385-700, 3-385-800 WMGIEIISEE coos ce re ee ee 3-070-400 MAYO.5 bias ek 3-510-700 to 3-511-300 
Antrum, Universal Yankauer. 3-385-900 Neck Cradle, Veterinary....... 8-053-000 Suture; Wye vs ts ssa see 3-512-600 to 920 
Cutting, Jansen- Necroscopic Kit...............9-493-425 Suture, Eye, Corneal, 

Middleton...... 3-362-900, 3-363-200 Needle Adapter............... 3-000-700 Boalt iaies ys ioe spel 3-514-820 to 880 
Catting, Knight 2.7.0.0... sors 3-363-300 Needle and Syringe Block...... 8-089-775 Suture, Eye, Strabismus, 

Cutting, Luc.) 2. 3-363-400, 3-363-600 Needle and Syringe Set, Local JAMESON: sss oa ce 3-515-600 
Cutting, McCoy. . .3-363-800, 3-363-810 Anesthesia... sss 42 Saree 3-808-205 Suture, Fascia, Gallie. .3-515-600 to 630 
Cutting, Universal, Needle Holders: ‘ Suture, Intestinal..... 3-518-200 to 260 

KGritemwalds ry ais esses 3-386-300 COMMER. sem tht ie ome ine aes 3-417-200 Suture, Intestinal, 

Dressing, Hartmann........ .3-332-900 DiBseCting 5.0 s peas pees ee 4-285-000 Mayo: oso ee tte 3-519-200, 3-519-220 
Ethmoid, Luc-Skillern....... 3-364-400 iyetisalti ites, = Neatens 3-417-800 Suture, Intestinal, 

Ethmoid, Universal, Freer. . .3-386-200 Eye, Tilderquist............ 3-418-100 MUBEORY 5 is, ss dogs 3-519-620 to 660 
Scissors, Universal, Turbinate, Hegar-Mayo...... 3-419-100, 3-419-200 Suture Kidney... .3-520-800, 3-520-900 

Holmes \:...0..7 3 3-386-450, 3-386-550 Olle een kcsins seo arto 4-286-000 Suture, 

Septal Ridge Cutting, Lutz. ..3-365-600 MASSON 22055 Gas ore eek 3-419-800 , Postmortem. . . .3-522-200, 3-522-300 
Septum Compression, Asch. . .3-365-800 Mayo-Hegar...... 3-419-100, 3-419-200 Sutures Skin sk 3-523-300, 3-523-400 
Septum Cutting, PiheUMOLNOPaks 55 cn cuns.e'S 3-419-900 Suture, Surgeons, French. . . .3-525-700 

USTIG er ios cos os 3-363-400, 3-363-600 Needle Introducer............. 3-427-600 Suture, Surgeons, 

Sphenoid, Ferris Smith- Needle Knife, Eye, Knapp..... 3-442-500 Regular... se 63 3-524-400 to 3-525-140 

Pernt 585s aias sad ed wo ke 3-366-200 Needle Knife, Eye, Ziegler. .... 3-442-900 Suture, Uterine, 

Sphenoid, Universal, Faraci- Needle Lock Syringe. . . .3-805-500 to 980 Martine 2 cis6 3-526-500, 3-526-520 

HS) kal | Fags gras ne ag er a es 3-386-700 Needle Protector, Blood Tonsil, Needle Lock 
Sphenoid, Universal, Ostrom .3-386-800 Transtusion Set. ..5 i. sos 3-864-100 RYDOs tan Ges 64 3-485-300, 3-485-310 

Nasal Gouge, Freer. .3-405-600, 3-405-620 Needles: Wassermanne Si. oss nae sas 3-492-900 
Nasal Knife, Septum, Ballenger. 3-445-400 Anesthesia..... 3-484-100 to 3-485-100, Needle Sample Book.......... 3-529-030 


Nasal Knife, Sphenoid and 


Turbinate, Sluder.........3-452-900 
Nasal Knife, Submucous, 

BIRGER ei hoki 3-445-800, 3-445-900 
Nasal Mask, Inhalator..:...... 3-472-000 
Nasal Punches: 

Perio gPhcc Bile, 8): ae 3-386-100 
Antrum, Wagner. .3-385-700, 3-385-800 
Antrum, Yankauer.....0.....<): 3-385-900 
Gruenwald.......... eer 3-386-300 
OvalRrecr so sacs ahaa 3-386-200 
Sphenoid, Faraci-Skillern..... 3-386-700 
Sphenoid, Ostrom........... 3-386-800 
Turbinate, Scissors, 

HOMES ss kak. 3-386-450, 3-386-550 
MasaisRasp; Berne: . 2 i).cacsissss 3-591-200 


Nasal Rasp, Lewis. . .3-591-600, 3-591-700 
Nasal Saw, Joseph- 


WVEGIEZ 6 dikes Fee 3-636-100, 3-636-120 
Nasal Scissors, Knight......... 3-647-100 
Nasal Snare, Krause........... 3-674-700 


Nasal Snare Canula, Tyding (Nasal 
and Tonsil)..... 3-676-440, 3-676-450 
Nasal Snare Wire... .3-674-780, 3-674-790 
Nasal Specula: 
BOI WOLU Digit. 1k tem aml 3-698-100 
RRR sere tel hinds Abed, cae 3-698-250 


3-495-950, 3-505-200 


Aneurism,;’Coopef. soe... 6 3-486-100 
ASpIPAne. 36 ey 3-486-900, 3-487-100 
Aspirating, Pneumothorax. ...3-487-350 
Blood Collecting............ 3-487-500 
Dental, Needle Lock 
aye. Ali ghoe 3-485-300, 3-485-310, 
5-421-110 to 150 
Eye, Foreign Body.......... 3-488-500 
GlOVerste faery fen cai tee 12-548-150 
Lg yc ile Trt at on Ae ea eae ee 12-548-200 


Hypodermic. . . .3-491-305 to 3-496-900 
Hypodermic, Cartridge 


AROS. ees 5-593-800, 5-594-000 
Hypodermic, 

PACA Ys soc. 5 8-098-750, 8-098-755 
Hypodermic, Veterinary..... 8-098-800 
Infusion, Webster........... 3-499-010 
Initial Puncture, 

Pneumothorax iis 5.5628 . .3-500-010 
Laryngeal, Needle Lock 

MPO. «cis tia 3-485-300, 3-485-310 
Leather Lacing 5 sissy is 11-453-250 
Paracentesis, Desmarres..... 3-502-100 
REGGIE AVY... 4:5 Sean Mnnliens 3-502-600 
Refill, Pneumothorax........ 3-503-300 
ROMS shies eS cas ot heats 8-099-000 


Needle Sharpener, Electric..... 3-667-400 
Needle Sterilizer..... 7-084-945, 7-084-950 


Needle Sterilizer Wick. ........ 7-085-710 
Needle Wire, 
Hypodermic........ 3-896-150 to 250 


Negative Preserver. .6-123-950, 6-124-000 
Nelaton Urethral 


Catheter. oc saa sw .3-176-500 to 580 
Nembutal Capsules (Pentobarbital 

SOGINHI), cs ced wees 2 ee 1-330-770 
Neostibosan Ampules.......... 1-300-700 
Neostigmine Methylsulfate 

injection. \-., 600.4 1-300-722 to 726 
Neosynephrine Hydrochloride 

FGSOUUOR AS tas 53 nee ee 1-300-800 
Neosynephrine Hydrochloride 

Jey}. Lae ee tee es eens 1-300-805 
Neosynephrine Hydrochloride 

Solwtion 4.65 sick ek XS 1-300-810 


Nephrostomy Drain, Cummings. 3-266-800 
Nerve Injuries Instrument Set. .9-581-200 
Nerve Injuries Instrument 


a oa ae 9-135-970 
Nerve Stimulator, Hinsey- 

Goohewans 55h eacdede 3-743-500 
Nessler Tubes... .. 4-452-000 to 4-453-500 
Net Bag; lesectsj05.5. 5s concn ¥ 4-356-105 
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mi pericat |) 
PRELIMINARY EDITION JULY 1947 INDEX 
Name N (Cont'd) Stock No, Name N (Cont'd) Stock No. Name Oo (Cont'd) Stock No. 
Nets: Nose Pads, Oils: (Cont'd) 
PAIAAIOUN «0055. soe 54a es a 13-535-000 Spectacles... .14-572-000 to 14-574-000 NRMOMIG oe ee 1-142-330 
PIGAWORNAN Sours co ck a nls 13-535-004 Notebook Binder, Manifolding. .7-718-635 Cee RINGO. osc had ce 1-149-250 
[TTT Ae ae lg ae gn a 4-356-100 Notebook Filler, Manifolding. . .7-802-000 CBM had. ho ek ee 1-153-185 
Ping Pong. rine Tepe da teper ias 13-535-030 Noyes Ear Forceps............ 3-355-700 Cottonseed eee, ae 1-153-360 
amie Vennis..... 2. o...s » 13-535-030 ait ee Citing. hoo. tac 12-575-150 
ena bod se ae eg a ara, Cold Air Syringe. .5-421-775, 5-421-780 Dental Engine. .«.5-421-425, 5-421-430 
fe) eyt a as Rate De veer nr ens -535- Irrigating, Rectal........... 7-706-035 Gaultheria (Winter- 
Nettleship-Wilder Lachrymal Irrigating, Urethral.......... 3-824-510 green) He SR 1-290-000, 1-290-005 
MPRSNCON eee ae te Ss cc Nave wie Se 3-253-400 Irrigating, Urethral, Young. ..3-824-500 Insulating, PRY os ee Saas 6-112-000 
Neurectomy Hook............ 8-082-000 Irrigating, Vaginal.......... 7-706-055 lodized.......... .1-235-250, 1-235-255 
Neurectomy Hook, Merillat. . . .8-081-000 Warm Air Syringe. 5-421-790, 5-421-795 Lemon A ah aetna vee aA eh X. 1-250-765 
Neuropsychiatric Hospital Medical Warm Water Syringe. .5-421-805 to 815 Linseed. . oh i ee ae 1-252-370 
Eeqipment::<....,...- ++: 9-315-075 | Numerals, Lead. . .6-110-200 to 6-111-225 PORTE RUBE 3 5421-425, 5-421-G 
Neurosurgical Injuries Instrument Nursés Desk. .:. 6: 7-054-950 to 7-055-000 12-5 15-250 saa 
ilies cig ute maveiins «NRG 9-581-200 Nursing Bottl 7-720-050, 7-7 Mineral, White 
. ae MNEERG BOER <'« « «1272-050; 7-120-107 (Petrolatum). . 1-336-000 to 1-338-000 
Neurosurgical Injuries Instrument Nursing Bottle Nipple......... 7-720-065 Olive 1-320-570 
BME CREO oe oe) cand es ware oe 9-135-990 Nursing Bottle Nipple ry SARI eeu ee eg io cr ea 
. : FONSG ee eh chit ee 1-323-600 
Neurosurgical Stimulator, Protector....... 7-720-055, 7-720-110 Pepopemiot:... ara ae 1-330-870 
Hinsey-Geohegan......... 3-743-500 | Nut, Machine Screw......... 12-565-150 Ber Ook eee 1-392-700 
Neurosurgical Team Medical Nut, Tension, Clipper......... 8-037-000 Sweet Birch (Winter- 
Equipment............... 9-596-310 | Nutrient Agar................ 1-302-800 (ae) Sea ep 1-290-000, 1-290-005 
Neutral Acriflavin............. 1-044-000 Nutrient Broth; .....5.<... <3 1-302-900 EAN, ROCHBOA 7. 8 oe ce 1-470-375 
IMOATESS ROC oc os es a os wee om 1-300-900 Nutrose (Sodium Caseinate)... .1-428-125 TRUDI sites Lak 1-472-275 
Niacinamide Injection......... 1-301-485 Nux Vomica Fluidexract....... 1-304-008 Transformer and Tubehead, 
Niacinamide Tablets.......... 1-301-500 ST ZA ARNT Seige Yes 6-112-000 
Nickel Silver Sheet........... 12-737-350 Oo ‘Tuepectue:.. oe 1-489-620 
Nicotinamide Injection. ....... 1-301-485 SPRMU icc ta cee Crema te 2 8-099-300 Wintergreen...... 1-290-000, 1-290-005 
Nicotinamide Tablets..........1-301-500 Oakum, Compressed....... ... -8-099-305 Ointment Base...... 1-229-675, 1-316-420 
(BS SS ER a eae 1-301-700 Oatmeal Dish......... Ee eae ¢ 7-272-000 Ointment Box..... 4-089-962 to 4-089-980 
Nigrosin Ink Powder, Objectives, Microscope, . 
Electroencephalograph..... 3-274-840 Anchromatic....... 4-318-100 to 300 sin ane eet SO SED Ere 
Nikethamide Injection......... 1-301-805 CMstericar em. 20.659. See 3-087-200 PES Ck ee 
Niphanoid Ampuls. . 1-471-820, 1-471-840 Cnecgtrual Ben. 65.5 0 oS 7-008-000 
Nippers, End Cutting........ 12-550-550 Obstetrical Forceps ER Bee 3 1-284-990, 1-20 
Pppers, g ps, : 
Mopisc, Nail 20, 3-529-600 Simpson........ 3-367-500, 3-367-600 PRORRO Gah «+ +t 1069-195) tae 
Deomere, Wire. oe SS: 5-421-350 Obstetrical Forceps, Tarnier.. . .3-367-200 Bal. PO ee te HS 1088-935, 4 QERSeee 
Nipple, Connecting, Filter Drip Obstetrical Stethoscope, Boric Acid...... 1-106-644 to 1-106-647 
Moparts. 2. eo 3-305-940 Dele fife 808 7008! 3-742-305 Calomel...-............ ++ 4278-610 
Nipple, Nursing Bottle........ 7-720-065 | Obstetrical Table............. 7-098-850 Calomel (Mercurous Chloride 
Nipple Protecting Occlusal Plane Guide, Fox..... 5-345-500 Compound, Mild)......... 1-384-108 
37 ae 7-720-055, 7-720-110 | Ochsner Drainage Trocar...... 3-838-900 Chlorohydroxyquinoline. . .. . 1-139-150 
nt PAGO 6 ooo. owe ae ce a 1-301-900 Ochsner Gall Bladder 2, 3-Dimercapto- 
Putragmene Paper. .... 55... 4-365-030 Trae 3-839-500, 3-839-600 propanol....... 1-088-535, 1-088-545 
Perse PACH. 2 ss es 1-301-912, 1-301-914 Ochsner-Rochester Hemostatic P Grigicnaels 456, adc risk *, .1-209-180 
Biitrometizenc: .... 2... 2262s. 1-301-916 PMRCPORS. sic: eh 3-347-300 to 500 fydropbilies | 325.4 208853 1-229-675 
Nitroglycerin Hypodermic ol SCE Ie maa poate gee 1-124-000 Mercurous Chloride, Mild... .1-278-610 
ONSET cot rie a ee ees 1-221-000 Ocular, Microscope a ease eve 4-317-050 to 080 Mercurous Chloride Com- 
Nitromersal Tincture.......... 1-301-918 CM Eatitss ee) re, 5-024-000 pound, Mids. ie 5 ic. sa 1-384-108 
Nitrous Oxide, Filled Office Knife, Dental........... 5-372-000 Pantctaite: 6. acon ee 1-471-755 
Cylinder Spratt 1-301-920, 1-301-940 Office Table, Folding aed aires 7-095-840 Pontocaine, Ophthalmic...... 1-471-720 
Nitrous Oxide, Oxygen and Ether, Oil Colors, Artists...... 11-009-000 to 200 Pratcekieet cy oo Oa ee 1-384-450 
Anesthesia Apparatus..... 3-010-420, Wie Pree. sos 80s: 7-819-000, 7-819-200 Prabectiwe (SEb). §. ap copa as 1-384-520 
3-010-430 Oils: Quinolor Compound......... 1-139-150 
Nitrous Oxide Cylinder, Ps ee Rok. a eee ce 1-070-325 Salicylic WNCAGS ch See 1-400-220 
Ns a 1-301-921, 1-301-941 Betula (Winter- Sulfadiazine 1-462-140 
WC IS. oa cnc doce i ee 13-000-580 (aot | ea ar ETO-O0U; T20ORs ee ae ere ee 
Noncommissioned Officers Medical 3 a a nee ea ig 1-470-245 RUNES air sion Ht Al OR eae 
Kit, Field. ..... 9-275-105, 9-275-110 Cassia (Cinnamon Oil)....... 1-142-330 Tar Compound. ....-....... FAT0-SOR 
Normal Saline Solution........ 1-429-500 Castoe 7 1-129-124 to 1-129-130 Tetracaine............-.... 1-471-755 
Normal Saline Solution Cedar, Clearing. 3 i202: 1-130-000 White Precipitate (Ammoniated 
iC. aaa 1-429-510, 1-429-520 Cedar, Immersion........... 1-131-000 Mercury); .. 3.07% 1-284-990, 1-285-000 
Nose and Eye Drops. 1-186-150, 1-186-152 Chenopodium..... 1-135-495, 1-135-500 Zinc Oxide........1-501-990, 1-502-000 
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BETICAL d ‘ 
INDEX JULY 1947 PRELIMINARY EDITION 
Name Oo (Cont'd) Stock No. Name Oo (Cont'd) Stock No. Name Oo (Cont'd) Stock No. 
Ointments, Ophthalmic: Operating Outfit Sets, Oral Gall Bladder Dye 
Atropine Sulfate. ........... 1-087-500 DORGAN. i651 5 9-175-275 to 9-179-225 (Prigdan) ons ss tedanagicee 1-380-150 
BAMA INCH 6 85-55 it ack os ate ae aus 1-106-652 Operating Pad, Kelly.......... 3-547-200 Oral Thermometer............ 7-932-000 
Butacaine Sulfate...) ... ¢:-... 1-108-485 Operating Scissors: Orange, MEDV).« c. osistac ea 1-288-800 
SPINE Oiltate’s oa%. «> s.n meen 1-349-500 Goll e 1721s bes Uae 3-649-100 to 3-650-100 Dimnee Mr os a. oka: Peale ae 1-323-500 
mennNAGACG 2.5.45, «ve seek 2 1-285-680 Biraienh es pcs ks 3-650-640 to 3-651-820 Orange III (Methyl Orange)... . 1-288-800 
ORIGIN Peseta pert ae .1-330-320 Operating Set, Dental......... 9-146-335, (ratine OM. 53. cies <5 pace 1-323-600 
Physostigmine Sulfate....... 1-349-500 9-146-840, 9-180-100 Oronasal Mask, Inhalator...... 3-472-100 
MetathiAZOles yes 5:5 cs ssi. as 1-464-000 Operating Stool..... 7-088-000, 7-088-050 Oronasal Mask, Resus- 
Tetracaine Hydrochloride. . . .1-471-720 Operating Stool, Dental........5-577-650 CHAEONS css bieina's 3-472-200, 3-472-300 
en MDETCHUE , fp) ices 4c on 1 1-614-010 Operating Suit Coat .7-176-005, 7-176-010 Orthohydroxybenzoic Acid 
OleOPACIC saan accines ma en ee 1-317-560 Operating Suit (Salievlic Arid)... 0.25. 1-400-200 
Oleoresin, Aspidum (Male Trousers........7-176-205, 7-176-210 Orthopedic Bathrobe. 7-153-100, 7-153-110 
Pett) ech ate he ae ch eye 1-084-000 Operating Table. . .7-098-000 to 7-099-035 Orthopedic Convalescent Suit 
Oleovitamin A and D, Operating Table, Equine, Kyle. .8-123-000 Coates. .ss.55e% 7-174-314, 7-174-324 
Concentrated............. 1-318-650 Operating Table Headrest... .. .7-099-200 Orthopedic Convalescent Suit 
Oleovitamin A and D Operating Table Pad... .7-099-250 to 285 TONGS (is ace 7-175-314, 7-175-324 
Capsules, Concentrated. . . .1-318-660 Operating Truck, Dental...... .9-146-940 Orthopedic Goniometer, 
MRE Ns yaa ea S Sigs nF eal 1-320-570 Operating Truck, Surgical... .. .9-591-920 COneets sess eect ce obese 3-401-200 
Opaque Goggles, Lindner...... 3-399-900 Operating Truck Medical Orthopedic Mallet.............3-468-400 
Opener, Box and Crate........ 8-099-450 Equipment, Dental....... .9-146-930 Orthopedic Pajama 
RONAN GAIN 558s. alc. haus’ @ ans ees 8-099-500 Operating Truck Medical Caste eet ee 7-163-174, 7-163-184 
Operating Bone Set, Albee. .... 3-117-280 Equipment, Surgical...... .9-591-900 Orthopedic Pajama 
Operating Bone Set, Luck..... .3-117-300 Operating Unit, Teoveers 5 6536s 7-165-305, 7-165-310 
Operating Cap...... 7-158-325, 7-158-330 Dentals oy 235:4 3 5-421-475, 5-421-490 Orthopedic Shoe....... 12-740-850 to 937 
Operating Chair, Ophthalmic Discs: Orthopedic Table. .. .7-099-300, 7-099-400 
Co) Sia ae 5-143-000, 5-143-250 Homatropine Hydrobromide and Orthopedic Team Medical 
Operating Gloves....... 3-397-800 to 920 Cocaine Hydrochloride..... 1-228-025 Bauinment::.. 2.5 .csessen 9-596-330 
Operating Gown........ 7-160-005 to 015 Physostigmine Salicylate... .. 1-347-975 Orthophosphoric Acid 


Operating Halter, Veterinary. . .8-074-000 
Operating Hood, Veterinary. . . .8-079-000 
Operating Instrument Set, 


Weterinary 2 ie3 ose ncteies 4 eral: 9-602-780 
Operating Instrument Set Case, 

INGLOrinAany cic suchas sete s 9-138-525 
Operating Knife 

BE A's sr Pn vitia oas os 3-447-100 to 340 
Operating Knife Handle .3-447-800 to 920 
Operating Lamp Dolly......... 7-059-300 
Operating Lamp Dry Cell 

WEAGEBEN cS ec hg hase e's 7-066-335 


Operating Lamp Incandescent 
Lamp. . .7-974-300, 7-974-395, 
7-974-500 to 640, 7-979-200, 
7-979-320 to 700, 7-979-900 
to 7-980-050, 7-981-225, 


7-981-725 
Operating Lamp Incandescent 
Lamp, Dental Lamp...... 7-979-550 
Operating Lamp Incandescent 
Lamp, Eye Lamp......... 7-974-350 
Operating Lamps: 
re og geen eee eee 7-066-385, 7-066-425 
Dental. 5-385-050, 5-387-050, 5-388-005 
Emergency, Mobile......... 7-066-205 
BVErE OFtaDle i:3144 6550 eos 3 7-066-275 
Bieldsseortable., 3). sss. ene 7-066-325 
“iF or o aRL @ 7-066-430 
DMG a ssh ethos: pk ars PaMegsMayes 7-066-475 
Operating and Examining, 5 
GEE IN ios Gln wleirest ck sca 7-065-100 
Operating Outfit, Dental, Field, 
Gets 1-6) sis chess cds AS 9-174-425 
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Ophthalmic Ointments: 


Atropine Sulfate............ 1-087-500 
Oli MAGIC arses a aioe ahs 1-106-652 
Butacaine Sulfate........... 1-108-485 
Esetine Sullatesyctsuc. . Gxsule 1-349-500 
IWLEHEIOIALC. oars are an soe ee 1-285-680 
Penicillin 2k aive acc eases 1-330-320 
Physostigmine Sulfate....... 1-349-500 
POntocaine sss ses eee 1-471-720 
Sulfathiazoleia iis cone ores 1-464-000 


Tetracaine Hydrochloride. .. .1-471-720 
Ophthalmic Telebinocular, 
Keystone....... 3-817-600, 3-817-800 
Ophthalmic Unit, High Frequency, 
Retinal Detachment, 


WUE SS Scie gp oss. 5 cts eiehs yee 3-533-100 
Ophthalmoscope.............. 3-533-900 
Ophthalmoscope and 

Mtosenpe (Seb). <i. ec tc sce 3-540-800 
Ophthalmoscope Incandescent 

PANTO. 2h ein he 7-972-650, 7-972-700, 


7-973-050, 7-973-100, 7-974-150 
Ophthalmoscope Lamp 

PR OROE canis eau K ales 3-533-905 

Ophthalmoscope Lamp Cap.. . .3-533-920 
Opium and Glycyrrhiza 


Compound Tablets........ 1-223-000 
Opium and Ipecac 

DBAS i. oust 6 1-240-995, 1-241-000 
OpitimyPowder ooo. axiot se 1-323-000 
(PiU DAACUMIE Ss Jos. ais kwon 1-323-020 


Opium Tincture, Camphorated. . 1-323-030 
Optical Repair Unit. .9-315-130, 9-315-150 
(JGtiGal TR is 25 teen heath e 3-626-200 
Optical Service Unit........... 9-315-200 


(Phosphoric Acid)........ .1-346-220 
Orthotolidine |. .5.5.05 beeen 2 1-487-650 
Orthotolidine Tablets.......... 1-487-670 


Os-Caleis Splint, Stader....... .3-113-550 
Oscillometer, Collens 
(Sphygmo-Oscillometer).. . .3-712-300 


DSmMICTACIC. ok oc chs heen eee 1-323-710 
Osmium Tetroxide............ 1-323-710 
Osseous Chisel, 

Stoudtssacc: cos 5-148-700 to 5-150-500 


Osteotome, Stille. .3-537-100 to 3-538-400 
Ostrom Sphenoid Universal 

FOrCeDsio ost ss. 3s eee 3-386-800 
Ostwald-Folin Pipette......... 4-370-050 
Ostwald Pipette. . .4-366-000 to 4-370-000 
Ostwald-Van Slyke Pipette..... 4-370-100 


OLOSCOPEs ic Fas ede eaaioepaee 3-540-200 
Otoscope and Ophthalmoscope 

[Ste oad sp eden hae 3-540-800 
Otoscope Incandescent 

LAT pe eag Ss oe 7-972-650, 7-972-700 
Oitemane s\n cao. bein 7-071-550 
Oval Pinch, Preersiccs5 cscvae 3-386-200 
Oven, Drying..... 4-356-180 to 4-357-320 
Oven Vacuum Cylinder........ 4-357-345 
Qverbed a ables. ote eink 7-099-550 
(OenINs PIG sas os ti esate es 1-324-020 
Ox BileXOx tall). sexs. ewes 1-102-000 
Oxophenarsine Hydrochloride 

ATOBUIG as Gs see 1-324-460, 1-325-155 
Oxygen, Filled 

OVMOGEEs 50s 5 1-325-181, 1-325-199 


Oxygen and Ether, Nitrous 
Oxide Anesthesia 
Apparatus. .:. . .3-010-420, 3-010-430 


OG-l 


ALPHA- 


QO EE _M BETICAL 
PRELIMINARY EDITION JULY 1947 INDEX 
Name 1@) (Cont'd) Stock No. Name P (Cont'd) Stock No. Name P (Cont'd) Stock No. 
Oxygen and Helium Mixture, Padgett Dermatome Set. ..... .3-249-500 Paper: (Cont'd) 
Filled Cylinder. .o...0.... 1-226-025 Pads: Carbon, Name Plate Label. . .6-115-000 
Oxygen and Helium Mixture Answer, Kuder Job r Cardiograph.....;.:.: 3-146-200 to 800 
Cylinder, Empty..........1-226-026 Preference Record......... 3-822-540 COREE UCTION icin shou caneats 11-061-550 
Oxygenation Apparatus, Nasal Bassinet, Infant Incubator. . .7-821-815 Cover. Stoek: oo atiezs 11-760-850 to 880 
Catheter Type............ 3-543-200 Bassinet, Infant Resuscitator.3-599-820 Drawing... ... .11-061-590, 11-061-610 
Oxygenation Apparatus Nasal Cement Mixing 5.2. ov) onk 5-422-550 Drawine: Charcoals:.+5545). 11-061-570 
OSS SSE Rae 3-543-240 Copper Sulfate Impregnated. .2-031-175 Filter; Agar. ha ones bet 4-357-600 
Oxygen Cylinder, eM e804 2 Ochi Skee 2-031-300 Filter, Blottiog oA visas cased 4-357-650 
eS oe eee 1-325-182, 1-325-200 Cache Sf Fs cece reas 7-777-340 Filter, Hardened . .4-357-800, 4-357-825 
Oxygen Inhalator. ...3-425-140, 3-425-160 Heat. (Chemical... ic: 23: 7-864-635 Filter, 
Oxygen Inhalator, Mask Type. .3-425-200 Lenn Polishing. 2.5. cizecces 14-575-000 Qualitative. . .4-358-000 to 4-361-500 
Oxygen Tent, Motorless....... 3-820-100 Nose Filter, 
Oxygen Tent, Portable........ 3-820-200 Spectacles. .14-572-000 to 14-574-000 Quantitative. . . .4-363-000, 4-364-000 
Oxygen Tent, Refrigerated. .... 3-820-220 Operating Table...... 7-099-250 to 285 Graph, Cross Section........ 4-364-620 
Oxygen Tent Hood.... . .3-820-240 to 320 Prerinteett. oo 5 st ise ul Ys 4-357-570 Impervious, 
Oxygen Therapy Apparatus and Rubber Dam ei.8s. 6.5. . /8 5-422-750 Raramined...:..+- 2-032-485, 2-032-500 
Accessories: EO oo Ses cee A. 2-031-900 PORE THICOBON «5.5 5 sncictaroa 4 4-365-030 
Bag, Rebreathing, Inhalator. .3-088-500 NS) Fy y (3-7 | Seb i 2-032-270 Indicator, Sterilizer Control . .7-085-330 
Catheter, Nasal Insufflator. . .3-543-240 Surget; Kellyiicin. 2 65;.0088 3-547-200 Lets isgue. sean seas ae 4-365-000 
Cylinder, Oxygen. . 1-325-182, 1-325-200 Pail, Waste Receptacle. ...... .7-883-957 PONE ics. cn fas ha cate aie 11-061-630 
Cylinder, Oxygen and Helium Pajama Coats: Recording, 
SNS tee ae nee 1-226-026 CN oe Sk 4 7-163-005, 7-163-010 Electroencephalograph.... . 3-274-880 
Hood, Oxygen Cotton, StRHEIL. .38a ak Caee ee 11-794-150 
viet kns < eiacs << 3-820-240 to 320 Orthopedic. . .. .7-163-174, 7-163-184 Pe OIG... sf s'c ass eas eet 11-760-980 
Inhalator, Mask Cotton Flannel... .7-164-005, 7-164-010 WADING «5524s se ees 4-365-100 to 110 
TO as an 2 3-425-140 to 200 Pajama Sets: Paper Cutter, Filter Paper..... 4-196-050 
ME RMN rey c's o-< s:emeie ois 3-472-000 TE A MAD i ca cites 9-390-100 Paper Dispenser, Wrapping 
Deen, Cronacel..... 62.5. 3-472-100 Coats, Cotton Flannel....... 9-390-200 FUpees dh. < baits maniebe tess 4-225-550 
Nasal Catheter Insufflator. . . .3-453-200 rousets, “Cotton. ¢sicck taxes 9-390-300 Paper Indicator Type Sterilizer 
Oxygen, Filled Trousers, Cotton Flannel..... 9-390-400 COgtten. =. s'>) a's Sane 7-085-335 


Cyunder. is. 1-325-181, 1-325-199 
Oxygen and Helium Mixture, 
Filled Cylinder........... 1-226-025 
Regulator, Pressure, and 
2a Spear 3-596-300 
Sodium Calcium Hydrate... .1-425-010 
Tent, Oxygen.........3-820-100 to 220 
Truck, Gas Cylinder........ 7-940-800 
Oxyphosphate Cement. . .5-142-325 to 450 
Oyster Testing Kit............ 8-066-100 
P 
Pack, Abdominal....... 2-028-000 to 550 
MEN Sac Creare ose ahr 9-130-450 
Pack Equipment, 

Medical........ 9-313-200, 9-313-340 
Pack Equipment, Veterinary . . .9-602-900 
Pack Equipment Insert........ 9-259-160 
Packer, Gauze, Uterine........ 3-546-200 
Packet, First Aid....... 2-017-450 to 460 


Packing, Valve Stem, 
Gasoline Stove. .7-085-368, 7-085-370 


backs Medical... 0... 3. 9-313-350 to 390 
Pack Type Carrying Case...... 9-115-150 
Pack Type Dental Operating 

Set Chest Cover.......... 9-144-390 
Pack Type Field Chest........ 9-143-525 


Pack Type Field Chest Cover. .9-144-410 
Pack Type Medical 


SA an een 9-313-420, 9-313-425 
Paddle, Aerial Tennis........ .13-600-030 
Paddle, Table Tennis......... 13-600-050 
Padgett Dermatome Blade.... . 3-249-600 
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Pajama Trousers: 


RE GUEGKY. a0 said et 7-165-005, 7-165-010 
Cotton Flannel... .7-166-005, 7-166-010 
Orthopedic, 

@ortOne. 3.2.55. 7-165-305, 7-165-310 
Palette Knife, Artists......... 11-041-550 
Pallets Lettering’... 2 .:cios-s 4 dans 11-145-180 
Palmer Uterine Dilator........ 3-256-900 


Pamaquine Naphthoate Tablets. 1-325-275 
Pamphlet, Instruction, Vision 


5 VETS Ee De a eae emer tia 3-885-930 
Panendoscopen a4 .te 0 sit arent 3-242-200 
Pans: 

Analytical Balance, 

Ree errs 4-015-500, 4-018-700 
i eee ee 7-717-025, 7-717-030 
MINIM e's «0 oe Ratan 88 5-423-005 
Refuse, Animal 

CACO eae ads 3 4-114-980, 4-117-655 
SMR sida" She 2 7-344-000, 7-344-005 

Pantopaque Ampuls........... 1-180-585 
Pantopium Hydrochloride 
Hypodermic Tablets....... 1-325-300 


Pantopon Hypodermic Tablets. . 1-325-300 
Papaverine Hydrochloride 


PNCTIONI nn to dae ass 1-325-450 
Papaverine Hydrochloride 
Fe ey oe eens oor 1-325-455 
Paper: 
Articulating...... 5-423-125, 5-423-150 
Bedpan Liamg ee oc6 o.oo ans 7-717-055 
OMG Sie sisi oxg: os oa erent Se acziok 11-760-810 
Page Printing » 2 i2..)<<:s0ia,. 11-760-820 


Paracentesis Needle, Desmarres.3-502-100 
Parachute First Aid 


LSC y ee ee pee Raa 9-226-100, 9-226-200 
Parachute First Aid Kit Case. ..9-121-625 
Parachutists Medical Kit. .... .9-275-160 


Paraffin, Liquid 
(Petrolatum). . 1-336-000 to 1-338-000 
Paraffin, Refined. . 1-327-000 to 1-328-000 


Paratan Arm Bath. .o'..<<o.85.09 7-102-850 
Paraffin Arm Bath 

PHESMOMELEE io hacsnreees bs 7-102-855 
Paraffined Paper. . . .2-032-485, 2-032-500 
Paraffin Embedding Box....... 4-090-000 
PAaraldenyvde. oci. .-. ds. neu noes 1-330-000 
Paratie! Bark. ...;. s+ conten 13-010-230 
PAQG@OHO; S50 vais: ss sae 1-323-030 
PALELELOOI Ee oe oles Seoul 8-100-000 
Batis WiIQlOt ss 5c otibes er tka a 1-290-500 
Parkers etractor wz. ao lusts seeks 3-609-450 


Parting Tool, Woodworkers. . .11-277-950 
Pastes: 


Abrasive. cao eas 5-000-300 
nesthetic . .- .2154\..3s weseteens 1-069-745 
PMIGGEEODE =| Go -°5 £2 nay aiiaensts 3-273-800 
SUGTONICNE oi... yoga Oe ies rege 5-362-770 

Pasteurization Testing Kit, 
SCHANEIAi ties. tic crete att 4-355-200 

Pasteurization Testing Kit 
Tablet Set. ia. che ace 4-355-400 
Patching Machine, Shoe...... 12-741-000 
Patients Effects Bag........... 7-150-915 

Patterns, 

Opticals... 14-578-000 to 14-583-500 
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Payr Pylorus Clamp .3-203-800, 3-203-840 
Pean-Guyon Kidney Pedicle 


ORCEDS ce GG patie tee 3-355-800 
Pean Hemostatic Forceps..... . 8-066-200 
Pean Hysterectomy 

Forceps. .......3-349-500, 3-349-900 
Pean-Rochester Hemostatic 

MOKCOPS uciaeinc cele en ee crete 3-344-300 
Pearson Splint Attachment..... 3-725-485 
Pectin Sugar (Pectinose)....... 1-074-000 
Pediatrics Syringe, Kaufman. . .3-806-800 
Pedicle Needle, Ivy........... 3-502-600 


Peeso Collar and Crown Pliers. .5-431-150 
Peg Board Test Set, Purdue... .3-822-740 


Pelvic Support, Myerding...... 3-753-600 
Pelvimeter, Martin............ 3-549-800 
ene MCKIE. es sas at sree 11-061-850 
Pen, Wood Burning.......... 11-061-880 
PENCHCPTARCL Tene re ee ware Behe 11-018-050 
Pencils: 
Mermatovra phic. ¢. i). 50's 6-120-000 
MARGIE oo iscic 32s oc Soatage 6 vs 4-210-000 
Drawing....... 11-061-950, 11-061-960 
Glass Marking . .14-585-000, 14-585-500 
liver Nitrate. b5566305 00.03% 1-406-000 
RUKNVAR ATS tcc cseie sisal a sone'e 6-120-000 
Slate Dental ss. 6 ek ee eae 5-424-350 
VAG ee hoes 4-365-210, 4-365-220 
Pen Heating Unit and Tips, Wood 
Dining Tew! iis 6. eee 11-061-885 
Fenicillin Calcnim..< ii... ss... 1-606-755 
Penicillin Calcium in Oil 
BLY icc ciccs ios 8h pee es 1-606-785 
Penicillin Crystalline. ......... 1-606-790 
Penicillin Crystalline in Oil 
BMG WARK Crs Si See wie 1-606-795 
Penicillin Ophthalmic Ointment. 1-330-320 
Penicillin Sonim). 8 sneer’ 1-606-810 
Penis Clamp -Zipsers 6.2. 80% 3-205-200 
Pennington Hemorrhoidal 
HIDEGE Stat tweak ie ee aN 3-342-800 
Pen Point, Lettering.......... 11-061-850 
Penrose Drainage 
MA casa eS eal 3-874-100 to 180 
Pentnucleotide,: 3s... paces Fs 1-330-660 


Pentobarbital Sodium Capsules. 1-330-770 
Pentothal Sodium 

Ampuls....... .1-330-805, 1-330-810 
Peppermint and Sodium 


Bicarbonate Tablets....... 1-418-000 
Peppermint.OM eee es aes 1-330-870 
Peptone, Dried, ... s..u cesta 1-332-000 
Peptone, Dried, Bacto......... 1-332-010 
Peptone, Proteose............. 1-332-025 
Peptone-Proteose No. 3........ 1-384-800 
PEFCHIONG ACIG 3% sa ss aeca ee 1-332-710 


Perchloroethylene Capsules (Tetra- 
chlorethylene). ..1-471-995, 1-472-000 
Percussion Hammer, Taylor. . . .3-406-700 
Perforated Trocar, Mortuary. . .3-840-200 
Perimeter, Brombach.......... 3-550-650 
Perimeter, Hand, Schweigger. . .3-551-200 
Perimeter Charts: 
Brombach........ 3-550-670, 3-550-680 
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Perimeter Charts: (Cont'd) 
Metiaray oo 6s 23 3-550-690, 3-550-692 
Schweigger....... 3-551-220, 3-551-240 
Perineal Retractor, Gelpi...... 3-614-850 
Perineal Strap, Invalid Walker..7-139-855 
Periodontal File, 

Bunting, ..... 5-300-150 to 5-301-650 
Periodontal Knife, Black. 5-372-350 to 550 
Periodontal Pocket Marker, 

Crane-Kaplan. . .5-409-050, 5-409-550 
Peniosteal: Elevator: (2 ees 3-280-700 
Periosteal Elevator, Lane...... 3-281-200 
Periosteal Elevator, Langenbeck. 3-277-900 
Periosteal Elevator, 


Stock No. 


Sayre See eee 3-278-400, 3-280-200 
Periosteal Elevator, 

Deldin= scenes 5-241-050, 5-241-550 
Periosteal Elevator, with 

a ac seg ae fe ee a Sper 3-279-200 
Periosteal Elevator, with Raspatory, 

Costal, Doyen 335 X04 3-279-400 
Periosteotome, Costal, Alexander- 

Parapeltesscs ene seen nene 3-553-300 
Pernintit. 82s ais sa 1-333-495, 1-333-500 
Perosmic Anhydride 

(Osmic#Acid)? 3-7-6 Se ees 1-323-710 


Perry-Darby 

Excavator .. . .5-260-050 to 5-267-050 
Perry-Darby Scalers .5-545-150, 5-545-250 
Personality Test Set, 


IMinneSsOlacs ajc eae tor 3-822-800 
Personality Test Set Manual and 

Stencils, Minnesota....... 3-822-802 
Peruvian balsam-.s..2o0 srt one 1-334-700 
Pestle and Capsule, 

Amalgamator............. 5-005-150 
Peterson-Smith Bone Nail Extractor- 

Impactor-Driver.......... 3-116-200 
Peterson-Smith Bone Nail Guide 

Pin eae Ce SOR tek 3-116-220 
Peterson-Smith Hip Bone 

WauG tes Licbiaraneit ses 3-116-240 to 280 
Peterson-Smith Hip Fracture 

Fixation Bone Set......... 3-116-100 
Petr JOSH sews one 4-220-000, 4-222-200 
Petri Dish Bottom... ku... s0 4-222-000 
Petri Dish wHoldet 1 as sso secs 4-286-050 
Pete Phy a OP oie) ss sony sie 4-221-000 
Petroff Blood Collecting Needle. 3-487-500 
Petrolatumierti.orcs css non 1-335-800 
Petrolatum, 

MIGUEL eso oe 1-336-000 to 1-338-000 
Petrolatum, White. . .1-338-025, 1-338-060 
Petrolatum’ Gauze. ina teen oe 2-020-750 
Petroleum Etherso. 2 es 1-099-020 
Petroleum Jelly, 

WVICE sare srees -. .1-338-025, 1-338-060 
Pezzer Self-Retaining Urethral 

Gatheter:.) 536 “4334 3-178-500 to 570 


Pharmaceutical Water Bath... .4-030-380 
Pharmacy Outfit (Sets 1-2)..... 9-480-875 
Pharmacy Sets...... 9-482-775, 9-483-125 
Pharyngeal Applicator......... 3-035-100 
Pharyngeal Tube. . 3-002-900 to 3-003-910 
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Name P (Cont’d) Stock No. 
Fiienacetin v3 285. aoe eek 1-005-000 
Phenacetin Tablets. .1-005-985, 1-006-000 
Phenobarbital oF a ee 1-339-400 
Phenobarbital Sodium Ampuls. . 1-339-610 
Phenobarbita! Tablets......... 1-339-600 
PHENO! sss aes 1-339-905, 1-339-920 
Phenolphthalein:; 20522225255 1-340-000 
PhenG! Red) fGestGcc ck Soto 1-341-995 
Phenol Red Broth. .:.3 6375235 3S 1-341-210 
Phenol Red Color Standard. . . .4-298-220 
Phenol Red Indicator Kit...... 4-298-200 
Phenol Red Indicator Solution. .4-298-230 
Phenol Red Injection.......... 1-342-000 
Phenol Red Tartrate Agar. ....1-341-250 
Phenolsulfonphthalein......... 1-341-995 
Phenolsulfonphthalein Injection.1-342-000 
Phenothiagine 30.5205. 5278 1-343-000 
Phenylamine (Aniline)......... 1-070-000 
Phenylene Brown (Bismark 

Brown). esse a ee 1-103-300 
Phenylformic Acid (Benzoic 

ACIG)E ea scrote 1-099-050, 1-099-052 
Phenylhydrazin Hydrochloride.. 1-344-380 
Phenyl Salicylate............. 1-345-000 


Philips Urethral Bougie.3-122-700 to 720 
Philips Urethral 


Catheters...... .3-181-300, 3-181-310 
Patoreglucingl 22.5 os ire fae 1-345-500 
Phorometer......... 3-554-780, 3-554-800 
Phosphomolybdic Acid... .....1-345-900 
Phoaspunrie QGG.o 5 ots ae 1-346-220 
Phospho-Soda, Fleet........... 1-346-000 
Phosphotungstic Acid......... 1-346-540 
Photo-Electric Timer.......... 6-121-550 
Photofluorographic Accessory 

Ev ieee eked 6-121-600, 6-121-615 


Photofluorographic and 
Roentgenographic Unit... .6-121-010 


Photofluorographic 

LRSNEI hice Phi ace 6-008-000 to 030 
Photofluororographic Camera 

LIME 3 Scceca sek eeaeeeee 6-008-040 


Photofluorographic Film .6-015-600 to 665 
Photofluorographic Film 


SUBINBDOR 5564 osc See 6-039-800 
Photofluorographic Timer...... 6-121-550 
Photofluorographic Unit 

Fluorescent Screen........ 6-121-325 


Photographic Sponge, Cellulose . 6-134-655 
Photographic Thermometer. . . .6-167-900 
Photometer (See Spectrophotometer) 


Photometer Exciter Incandescent 


LNG ok kd a had Ee 7-974-450 
Photometer Galvanometer 
Incandescent Lamp....... 7-974-370 


Photoroentgenographic and 
Photofluorographic Unit. ..6-121-010 
Photoroentgenographic 
AMETA 255. see ca 6-008-000 to 030 
Photoroentgenographic Camera 
AIMEE Rs 5 FA aah ee EEE 6-008-040 
Photoroentgenographic Equipment, 
Selective Service.......... 9-522-260 
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Photoroentgenographic Ping Pome Meti.ccvieien sh css 13-535-030 Pituitary Injection, Posterior. . . 1-353-000 
RPMI SS oo te 6-015-600 to 665 Ping Pong Paddle............ 13-600-050 Placenta Forceps, Kelly........ 3-369-600 
Photoroentgenographic Timer. .6-121-550 Ping Pong Table............. 13-630-050 Placental Extract (Human 
pec eth Spectro- Gop ee Pin Handle, Stader............ 3-112-820 i igi ow Serum Globulin). . mph & 
photometer..... -395-180, 4-395- . : 107. ague VACCINE, ....-..+.eece- -607- 
Physical Examination Kit...... 9-486-625 a ee ry-sereecpagpeetees sah aha Pilsner, Prot... . Jeon eens 11-762-750 
Physical Examination Kit, at Pinner, Tyee: ois cid acces: 11-762-770 
Flight Surgeons........... 9-487-275 : sternnigrin ‘ata hte ehh Pidtiae ood, diecees Goo 11-262-250 to 290 
Physical Examination Set, Finning Forceps. .........-.-- 4-260-250 Plantar Arch Support. . .12-012-548 to 560 
Flight Surgeons........... 9-010-100 Pins: ; ‘ Plaque, Radium Activated, 
Physical Examination Set, Bone, Mandible Fracture Kit. 5-326-750 Adaptometer............. 3-000-860 
Recruiting................9-487-410 Bone, Stader......... 3-113-150 to 270 Plasma, Normal, Human, Dried.1-607-104 
Physicians Bag.............-. 3-088-200 Bone, Plasma Centrifuge............ 4-128-906 
Phymciana Scale... ...i..<. 0.0005 7-889-000 Steinmann. x -3-107-880 to 3-108-090 Plasma Injection Demonstration 
Physiological Salt Solution ... . . 1-429-500 Drive, Handle Securing, oe eee, wee oe 1-607-108 
Physostigmine Salicylate....... 1-347-930 Litter...........++...05-. 7-842-170 | plasma Set, Field............. 9-112-600 
Physostigmine Salicylate Escutcheon.............-.. 11-261-850 | pjasmochin Tablets......... . -1-325-275 
Hypodermic Tablets. ..... .1-348-000 Guide, Bone Nail, Smith- Plaster, Adhesive, Moleskin. . . .2-036-010 
Physostigmine Salicylate Peterson.........-..+++-. 3-116-220 Plaster, Adhesive, 
Ophthalmic Discs......... 1-347-975 Horse Blanket.............. 8-101-500 Surgical...... 2-034-510 to 2-035-600 
Physostigmine Sulfate Ophthalmic Insect Trans- Plaster Bowl........ 5-024-750, 5-025-050 
ee Fe PRE CEET 1-349-500 fixion arenes Sy 2 4-365-285, 4-365-288 Plaster Bowl, Mechanical 
Piano Wire............ 12-887-550 to 610 Nickel Silver... .11-561-250, 11-561-255 ARUN Dance near ee 5-419-550 
Pick, Dental, Merillat......... 8-101-000 Push, Glass Head.......... 11-062-250 | plaster Cast Shears, Stille...... 3-668-200 
Pickling Casserole............. 5-116-050 Safety.......... 7-877-000 to 7-879-000 | ptaster Cast Spreader, Henning. 3-737-800 
SS ge eae 5-423-005 Straight..........--....ees 7-879-110 Plaster Fixation and Splint 
I ee ee 1-488-782 | Pipette Platform, Outfits (Sets 1-2).......... 9-527-125 
Picture Frame Kit. 11-461-500, 11-461-510 Hemacytometer........... 4-392-525 Plaster Fixation and Splint 
Pierce Antrum Canula......... 3-138-200 Pipette Rubber OE Re So 9-541-875, 9-551-325 
Pierce Submucous Nasal 12,5) | Gece aieaapereear 4-097-000, 4-098-000 Plaster Knife. ......3-449-900, 5-373-000 
RCS eee ee a a 3-262-400 Pipettes: Plaster of Paris, Impression. .. . 5-425-150 
Pierce-Weiner Antrum Rasp Acid Bottle, Milk Testing... .4-044-820 Plaster of Paris, Orthopedic and 
RAMA R PE EOCAG cco os eens gn os 3-587-000 Automatic, Acid Bottle...... 4-044-820 Dental Modeling... .2-037-000 to 235 
DO TOW noe cic ee ie sac 13-000-585 Blood, Foley sa ae 4-365-300 Plaster of Paris 
Bole Clomn, Buie.. 2... ......8: 3-201-800 Capillary, Breed and Brew. . .4-365-325 Bandage....... .2-012-175, 2-012-180 
Pile Clamp, Kelsey............ 3-201-810 Corpuscle, Plaster Saw, Bagels... wesc 55-0: 3-637-200 
Pile Forceps, Pennington....... 3-342-800 Hemacytometer .4-276-925, 4-276-935 Pinster. Spatula. 0 6. . + awsiadecn 5-569-000 
Pillar Bile, Optical :'...- o.c..0:. 14-375-000 Cream... ay seaistae Ghithas eatin sins ak 4-365-350 Plastic. ves chic. haar 11-663-810 to 825 
Pillar Retractor, Hurd......... 3-262-900 Diluting, Hemometer........ 4-281-400 Plastienney oi ssarises:< cooks 11-302-550 to 590 
SC AMNNITIE nec che cele e's ne 9-144-170 PEM ded eaices cont nee bees 4-365-850 Plastic Instruments: 
Pillow, Feather............... 7-167-000 Milk Diluting.... .4-365-860, 4-365-890 a Re ee 5-365-050, 5-365-150 
EEE Se eT Oe 7-169-000 Ostwald 60534: 4-366-000 to 4-370-000 LMG. ssc cca ee cane a 5-365-205 
Pillowcase, Impervious......... 7-169-400 @stwald-F olin':2..3) GS iaenss 4-370-050 MtelbitGs «iwctes ids 5-365-250, 5-365-305 
re 9-489-100 Ostwald-Van Slyke.......... 4-370-100 Woasdeon,..ci3 sect sax 5-365-350 to 450 
SS ee 7-159-185 Serological...... 4-371-000 to 4-375-000 Plastic Rod....... 11-675-320, 11-675-330 
Pills, Compound Cathartic..... 1-150-500 IE LATLOR fe c'o 205. 4-377-960 to 4-380-500 BISSriGs SHOGE. cr -s. erase 11-675-415 to 435 
Pills, Hexylresorcinol.......... 1-227-600 Whole Blood, Plastic Surgery Suture, Needle 
Pah Glee ss dene 4-365-250, 4-365-252 Folin-Wu...... 4-380-755, 4-380-760 Affixed.. .3-760-200 to 400, 3-767-800 
Pilocarpine Hydrochloride Pipette Sterilizing Box......... 4-090-200 PUR ns Soo ola 8, Ses eine 5-804-350 
Hypodermic Tablets....... 1-352-000 Pipette Washer, Automatic..... 4-473-600 Plate GoldAlloyi. a3 :.4 odie are 5-804-450 | 
Pilocarpine Nitrate............ 1-352-050 Pipette Washer Rack.......... 4-473-625 Piste Dieu f.2 5c tas saya oF i 5-029-050 
Pin and Tack Bronchoscopic : Pitch, Lens Blocking... 5.0... 14-587-000 Plate: Coveti. scares. see eis 7-249-515 
Forceps, Tucker.......... 3-319-500 PHGHE At acess: 7-350-500 to 7-352-466, Plates: 
Pin ane, Wire Cutter 220. ./234.. 3-235-380 7-879-945, 7-879-950 Bone, Sherman....... 3-559-100 to 345 
Pin Bar, Stader. . .3-112-920 to 3-113-130 Pitcher, Cream...... 7-349-000, 7-350-000 Bread:and Butter. =. .4:5.4°5<.- 7-356-000 
BICEPS os onc. oi) 5a 12-625-150, 12-625-200 Pitcher, Insulated............. 7-879-972 Counting, Wolffhuegel....... 4-188-205 
Pincheock,:Mohr's...< .3....s. 2. 4-180-000 Pitcher, Vacuum, Bedside Desiccator..s....: 4-209-160, 4-209-170 
Pin Clamp, Bone Pin.......... 5-326-630 OPMENT rere «oe eee 7-880-005 Desiccator, Scheibler ........ 4-209-000 
Pin Clamp, Universal Fixation, Pitcher Filler, Bedside Pitcher. .7-880-010 Wegeerts 5... fel nica ees be 7-358-000 
Roger Anderson. 3-110-700, 3-110-720 Pitocm Panpuls, «6 3. 5 SSR 1-352-350 PISCE 0 2s A ad se oe 7-359-000 
Pam Cutter, Stader. .. 5. 22... ii: 3-112-722 Pitressin Ampuls.............. 1-352-510 Pyeld) Jaeger ss oat uc tedden 3-561-000 
PIER be) Soe ces 48 1-470-255 Pituitary Forceps, Adson....... 3-368-600 PROC rated vie 7-820-005, 7-820-505 
Pine Poe Dall... 2... ee... 13-010-135 Pituitary Forceps, Rongeur, SOUR IE COTES pours ta uaten Les 4-382-100 
Ping Pong Bracket........... 13-090-000 POO M cig cislace € Coen kes 3-368-800 Plate GG@Ar 6 855s. sight entrap 5-559-500 
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Platform, Food Cabinet........ 7-230-110 
Platform, Pipette, 
Hemacytometer...........4-392-525 
Platform, Punching Bag...... 13-600-500 
Platform Striking Bag........ 13-600-500 
Platinic Chloride: icsiscnac nis) «see 1-354-000 
Platinum Alloy Wire.......... 5-806-950 
Pam FOU ice ds poses oks 5-802-550 
Pieemlases 2s.) ci sieniras 11-675-320 to 435 
Pliers: 
Adjusting, Optical.......... 14-590-000 
MTP ER ates Sahen ct stip alo) allan hatte tana 11-561-450 
Chappel Cutting. ...0.0.... 14-590-500 
RN 555 fhe aise Wie gates ohn 14-590-700 
Clasp Adjusting, Aderer. . .. .5-434-150 
Clasp Bending, Jelenko...... 5-434-550 


’ Clasp Bending, McKellops . . . 5-433-000 
Collar and Crown, Peeso..... 5-431-150 


PE SOREL. 5 clk abs 3 es 5-427-480 
Contouring, Gordon......... 5-433-750 
Contouring, Goslee.......... 5-433-350 
Contouring, Johnson......... 5-430-550 
SRPCCMUD. ices esse wees ea 5-427-000 
Dressing, Cotton . .5-426-000, 5-426-150 
Hevertite; Optical... e's. s 14-591-000 
MATIC Ot EMCCO Sc 2s 5.5% ok antes 14-591-400 
Plat INOS, \.5 6. ss 5-427-500, 11-262-405, 

11-462-150 
NB ge pars eX Sch ee oe s 12-627-150 
NT COE 6. Leases aay 60 14-591-600 
Laboratory, Parallel Jaws... .5-434-750 
Watt, TAOW 5 bcs apse + oo as 5-430-150 
Lingual: Bar, Aderer. « 3;......... 5-435-000 
Metal Arm Truing......... 14-592-000 
Parallel Jaws with Nippers, 

SOR ALC teats <tiscustte"s peste 5-435-150 
ESTE ls Ce) Sa a 5-428-000 
shank Bends i)... ss 5-435-350 
BIMOOEH TEAK. oc ates 88 5-431-650 
SHANG ANOSEU. va.cuiss sco eee ss 14-593-000 
Strap Crimp... s,s 3 14-593-500 
Wire Bending and Clasp 

PAOUR eo chs aes a8 36 8 5-435-350 
Wire Cutting, Berbecker..... 3-235-400 
Ware Nippers. .... 0)... eo 5-421-350 

Plugger, Amalgam, 

(is) CVG) ga oe 5-436-000 to 5-439-000 
Plugger, Amalgam, 

Sweeney... .. .5-440-150 to 5-443-150 
Plugger, Gold, Black 

(Points)... 6% 5-397-150 to 5-398-050 
Plugger, Root 

SSAA sy, sss 5-444-000 to 5-449-000 
Plugger Handle, Gold.......... 5-396-450 
Plugging Mallet............... 5-401-000 
PORIOD oor a. belie ts bs 00 11-262-550 


Plunger, Colorimeter, Klett... .4-185-205 
Plunger, Inclined Duboscq 


CANOTUNCCEL vs -05s: shoal ENS 4-185-250 
Plunger, Leather, Gasoline 

BCG ain 4 Sib aisineh: pier ty eM INleTS 7-085-375 
Pneumatic Tourniquet......... 3-830-400 
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Name P (Cont'd) Stock No. 
Pneumothorax Apparatus, 
Dawideon: <2 7 aon aa eae 3-563-000 
Pneumothorax Apparatus Parts: 
Aspirating Needle........... 3-487-350 
Initial Puncture Needle...... 3-500-010 
Needle: Holder: 25.2 tay acess 3-419-900 
Refill Needle...............3-503-300 


Pocket, Glove, Sterile Supply. ..7-190-000 
Pocket, Sterile Supply. . .7-190-030 to 045 
Pockke tale. sn be c2 sore pits 7-829-510 
Pocket Marker, Periodontal, 
Crane-Kaplan. . .5-409-050, 5-409-550 
Podiatty Razotice tas oo dees 3-549-000 
Podiatry Razor Blade. . .3-594-010 to 040 
Podophyllum Resin pth 
t(Pedophyilin) 055 865s aka 1-354-328 
Point, Cautery, Ether Cautery 
Apparatus... sedis casa 8-030-375 
Point, Hatchet, Ether Cautery 
INO DATA LUS saints cies bis seein 8-030-385 
Point Handle, Gold Foil Point. .5-396-450 
Points, Dental: 
Abrasive, Mounted..........5-450-650 
Chisel, Bone, Dudley 
Wha 5a Fic 5-399-250, 5-399-350 
Diamond ues 2: 5-451-150 to 5-453-950 
Elevator, Root, Dudley 
MANGES Sanne 5-399-450, 5-399-550 
Foil, -Blacki:. <4 5-397-150 to 5-398-050 
Gouge, Bone, Dudley Mallet .5-399-650 
Root Canal...........5-454-150 to 650 
Silicon Carbide. .5-454-950 to 5-484-150 
Points, Drill, Skull Traction 
PONS S27 ewer ee apie se 3-118-340 
Points, Drill, Wood Boring... .11-514-255 
Poison Antidote First Aid 


At Ae eens 9-228-110 to 150 
Poison Bottles.......... 4-058-100 to 175 
Poison Labels....... 4-312-100, 4-312-120 
Polarized Trial Lenses......... 3-463-400 
Pole Set, Balkan Frame........ 3-564-800 
Polishing Cup, Rubber......... 5-190-050 
Polishing Pad Cement........ 14-090-000 
Polishing Pads, Lens......... 14-575-000 
Polishing Strips......... 5-580-000 to 500 
POMEZERIB AD ose oes Mas seat ete 3-085-400 
Pomeroy Ear Syringe.......... 3-795-850 


Pontocaine Crystals.. 1-471-820, 1-471-840 
Pontocaine Hydrochloride 


Wabletesn.22% cero ee saa f 1-471-860 
Pontocaine Ointment.......... 1-471-755 
Pontocaine Ophthalmic fy 

Ointment wis saris 1-471-720 
Pool Abdominal Suction Tube. .3-866-600 
Porcelain, Fusing..............5-490-050 
Porcelain Finishing Glaze...... 5-335-150 
Porcelain Formula Selector... .. 5-556-150 
Porcelain Furnace: ....2. si: iis 5-327-650 
Porcelain Shade Guide......... 5-346-150 
Poser Sire Lamp .Gnnts Asan. 3-458-200 
Posner Hypodermic Syringe. . . . 5-596-150 
PostoBadminton seins cos 13-601-500 
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Name P (Cont'd) Stock No. 
Posterior Pituitary Injection... . 1-353-000 
Poster Paper. 357 uses rs 11-061-630 
Postinortend its; «eee sae 9-493-425 
Postmortem Kit, Veterinary... .8-101-650 
Postmortem Kit Case.......... 9-131-575 
Postmortem Kit Case, 

Veterinary 5 ctekoas 8-022-250 
Postmortem Kit Instrument 

Gasers : hie Acts bwe ets 9-124-125 
Postmortem Suture 

Needle......... 3-522-200, 3-522-300 
Postural Training Mirror..... .13-504-550 
Potain Aspirator Set........... 3-041-500 
Potasn: Sulfurated 202 cverees 1-467-200 
Potassium) Acetate. vsc:2.5 2-0 1-355-000 
Potassium Alum (Aluminum and 

Potassium Sulfate)........ 1-059-000 


Potassium and Sodium Tartrate . 1-376-000 
Potassium Arsenite Solution... .1-356-000 
Potassium Arsenite Tablets..... 1-356-500 


Potassium 
Bicarbonate... .1-356-995, 1-357-000 
Potassium Biphthalate......... 1-357-100 


Potassium Bismuth Tartrate with 
Butyn in Oil... .1-357-200, 1-357-500 


Potassium Bitartrate.......... 1-357-510 
Potassium Bromide............1-358-000 
Potassium Carbonate.......... 1-359-000 


Potassium Chlorate. .1-359-995, 1-360-000 
Potassium Chloride. .1-361-000, 1-361-004 


Potassium Chromate......:... 1-362-000 
Potassium Dichromate......... 1-363-000 
Potassium Ferricyanide........ 1-364-000 
Potassium Ferrocyanide........ 1-365-000 
Potassium Hydroxide.......... 1-366-000 
Potassium Jodatec ns 60st 1-366-700 
PotasstunvTodide'::\.i.)s2ee ee 1-367-000 
Potassium Iodide and Iodine 

Powder. es 1-235-200 
Potassium Nitrate. . .1-370-995, 1-371-000 
Potassriin Oxalate. fis sek S088 1-371-500 
Potassium 


Permanganate.. .1-372-000, 1-372-200 
Potassium Permanganate 

Pabletscce cs Estes eevee 1-373-000 
Potassium Persulfate.......... 1-373-300 
Potassium Phosphate, Dibasic. . 1-374-000 
Potassium Phosphate, 

MonobasiCs vies baw eases 1-375-000 
Potassium Sulfate. o.s..02..5s08 1-376-600 
Potassium Sulfocyanate 

(Potassium Thiocyanate).. .1-377-000 


Potassium Tellurite........... 1-376-800 
Potassium Tellurite Blood 
SalON cos Ges cae 1-376-820 
Potassium Thiocyanate........ 1-377-000 
Pots: 
AGIWEs cic oo res Fee 12-628-150 
Medicine (Dappen Dish)..... 5-502-000 
AVL WBb ATO ocho k cotter ee ae 7-366-000 
Ointment i.e. saan 4-305-380 to 436 
POUtEry Coley... gaan ea es 11-302-470 


Pouch, Burial, Human Remains. 7-998-104 
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Name P (Cont'd) Stock No. Name P (Cont'd) Stock No, Name P (Cont'd) Stock No. 
Powder, Control, Inlay Printing Ink, Block Prosthetic Laboratory Chair, 
ARMISTICE Coro kro ga 5-502-200 PRIUS oc. hc ares 11-108-520 to 570 DGRtAR coe cc knives foe aa ne eee 
Powder, Developing, Printing Instruction Charts. . .11-709-750 Prosthetic Outfit, Dental 
ees as hk 6-121-710 to 800 Printing Press..... 11-763-100, 11-763-200 oo i Sg aR oan hui 5 9-183-325 
Powder, Fixing, Printing Press, Block Printing .11-115-850 Prosthetic Sets, ‘ 
pS eee eee 6-121-880, 6-121-885 Prides, Taneete.. ois. cc cecs cess 1-380-150 ESN so ies 9-184-850 to 9-190-050 
ewer FOOt.. 5. aha we nates 088 1-203-990 Privates Medical Kit, Prosthetic Team Equipment... .9-596-240 
Powder, Steel Brazing........ 12-629-150 | a nea es 9-275-210, 9-275-220 Prostigmine Methylsulfate 
Powder Blower... . 2 cc nee 3-104-100 Privates Veterinary Kit........ 9-602-875 ERECTION. o.5% os (a sm 1-300-722 to 726 
12359 CP 3G anes eae 4-090-300 Probes: Protamine Zinc Insulin 
Powdered Agar...........--.% 1-046-000 a eatin te a ety eee Rar nara 5-504-000 MEUCRIOR fa acs 6 pn 5 85 A oe oe 1-605-875 
Powder Sprinkler... >. 5. sc. 3-738-500 Bullet Plabrer) oo. isn cages esis 3-567-100 Protargin, Mild (Protein 
Pratt Rectal Speculum...:..:.. 3-702-100 Common Duct, Mayo....... 3-567-400 SilWetiice cs ss 1-404-650, 1-404-652 
Precious Metals: Frontal Sinus, Coakley (Set) .3-568-100 Protargin, Strong (Protein 
menor Liges ss ccc b ees 5-803-750 General Operating..... 3-569-100 to 500 Silver) 2.36 1-404-710, 1-404-712 
Gold Alloy, Casting. . .5-800-250 to 450 Iris, and Repositor, Knapp. . .3-597-000 Protargin Tablets, Mild 
Gold Alloy Lingual Lachrymal, Theobold........ 3-573-500 (Protein Silver). ccs) cys 1-404-675 
lot) 2 er 5-801-250, 5-801-450 Salivary Duct, Anel......... 3-576-000 Protargin Tablets, Strong 
Gold Alloy Lingual Bar Stock. 5-801-650 Sinus, Ethmoid, Skillern..... 3-576-800 (Protein Silver) .1-404-740, 1-404-742 . 
O70) (| (on a od Fe 5-804-450 Wterine. OMG. ccs. on vane o> 3-577-400 Protective Ointment........... 1-384-450 
Gold Alloy Wire...... 5-806-450 to 775 Veterinary....... .8-101-700, 8-101-800 Protective Ointment Set....... 1-384-520 
UE ah ire a ce ss 5-802-350 Procaine Hydrochloride........ 1-381-000 Protective Screen, X-ray....... 6-128-025 
MOiee PiatG) rN ee 5-804-350 Procaine Hydrochloride Protector, Needle, Blood 
RSME SHRUGS . 6... os os 5-805-250 to 850 PRMONNIE | 25's :7:« sca acs 1-380-200 to 900 Transfusion Apparatus..... 3-864-100 
Platinum Alloy Wire........ 5-806-950 Procaine Hydrochloride and Protein Extract Allergin . 1-583-000 to 085 
IP istimuiil FOL... ec sc ss ss 5-802-550 Epinephrine Hypo- Protein Silver, Mild..1-404-650, 1-404-652 
Precipitated Chalk (Calcium dermic Tablets. .1-384-000, 1-384-005 Protein Silver, Strong.1-404-710, 1-404-712 
Crate) 0s. cic aac sees 1-114-000 Procaine Hydrochloride Hypodermic Protein Silver Tablets, Mild... .1-404-675 
Precipitated Silver Iodate...... 1-404-910 Tablets. .....-; 1-382-000 to 1-383-000 Protein Silver Tablets, 
Precipitated Sulfur............ 1-465-975 Processing Assembly, Darkroom.6-124-300 PROMISE Ts 2 Gc soe 1-404-740, 1-404-742 
Pregneninolone Tablets ........ 1-380-100 Processor, Tissue, Automatic. . .4-382-200 Proteose No. 3 Agar........... 1-384-700 
Premarin Tablets............... 1-178-880 Proctoscopic Fulguration Proteose Peptone.............- 1-332-025 
Prepared Calamine............ 1-111-000 Electrode, Buie........... 3-273-200 Proteose-Peptone No. 3........ 1-384-800 
Prepared Cltiali. 00. 0 55 oy. 1-133-000 Proctoscopic Table, Buie....... 7-099-700 Protragt6ts3 cis... oss cP reees 14-597-000 
Prescription Balance........... 4-018-400 Proctosigmoidoscope. 3-579-500, 3-579-600 Psychodiagnostic Test Set Manual 


Prescription Balance Weights. . .4-018-850 
Prescription Bottles..... 4-060-120 to 270 


Prescription Filing Book....... 4-044-420 
Prescription Pad... . 2... 3%. 65.4 4-357-570 
Preserver, Negative. .6-123-950, 6-124-000 
Press, Block Printing......... 11-115-850 
OE He IAS do cc iciase v's e's soo 5-503-000 
Press, Injection, Acrylic Flask. . 5-503-050 
Pte, Petter. i cw sed ne 11-145-850 
Press, Printing... .11-763-100, 11-763-200 
eRe OR. hs ry 4-382-150 
Promumg Board... 0.2. <n 11-131-850 


Pressure and Suction Apparatus. 3-753-100 
Pressure Regulator, Acetylene . .5-022-600 
Pressure Regulator and 


Flowmeter, Inhalator...... 3-596-300 
Pressure Regulator and Gage, 

Anesthesia 

DSIATAUA 3. ses « «i 3-020-300 to 600 
Pressure Tubing, Air 

Compressor... .....5....5.. 3-208-200 
Prince Advancement Forceps. . . 3-310-100 
Prince Refracting Rule......... 3-628-200 
Prince Refracting Rule Test 

3) Sa eee 3-628-240 
Printing Block......... 11-101-550 to 570 
Printing Frame, Silk Screen 

i SEAS ae 11-786-950 
Pratt ie: 5.2). 8. 11-733-250 to 275 


OG-1 


Proctosigmoidoscope Incandescent 

PATHS, Sats eens 7-970-560 to 600 
Professional Books (See Class 10) 
Progesterone Injection 


CPrcwestin) 5.6. att s's fs 1-384-055 
Prcornsts, CAE iiss oes ica 1-380-100 
Progestin Injection............ 1-384-055 
Projector, Eye Testing Charts. . 3-883-600 
Projector, Still Picture......... 4-382-350 
EOE 0 PATEL oes a's Gites oles eee 11-762-750 
Prophylactic, 

Chemical....... 1-384-108, 1-384-112 
Prophylactic, Mechanical. ..... 1-384-114 
Prophylactic Station Medical 

WeeIPINIGNG. cs oe vk apna os 9-495-100 
Prophylactic Venereal Set...... 9-602-510 
Prophylaxis Syringe, 

Urethral.....:.. 3-796-600, 3-796-640 
Propylcarbinol (Butyl Alcohol, 

Diva a 122 1) Gao San ee ea 1-108-560 


Prostatic Lobe Holding Forceps 3-370-300 


» Prostatic Resectoscope......... 3-598-000 


Prostatic Retractor, 
Young. . .3-615-650 to 950, 3-832-100 
Prosthesis Balls, Eye, 


IBGECNSS ¢ s Kals. oe sees oie 3-709-600 to 680 
Prosthetic Kit, Emergency Dental 
WRCOAM eg career ae eae tiaiot 9-182-750 


Prosthetic Laboratory Bench. . .5-017-050 


and Stencils, Minnesota 
Personality Scale..........3-822-802 
Psychodiagnostic Test Set 
Record Forms. .3-822-767, 3-822-772, 
3-822-782, 3-822-803, 
3-822-809, 3-822-812, 


‘ 3-822-818 
Psychodiagnostic Test Sets: 
Goldstein-Scheerer.......... 3-822-765, 
3-822-770, 3-822-780 
EUATEOWE Ce noo rucataneee hares 3-822-790 
Minnesota Personality Scale. .3-822-800 
iW Siicn: Nase abe eer ate 3-822-805 
Rorathach : jcscicieec sc 5. 3 seen 
Wechsler-Bellevue........... 3-822-810 
Weigl-Goldstein-Scheerer.... . 3-822-817 
Psychrometer; Sling........... 4-382-400 
Piller Tack. sco35 2 ee ee 12-635-150 
Pulley, Balkan Frame......... 3-582-000 
Pulley Weight... css ct au ee 13-850-150 
Pulp Canal Broach...... 5-027-750 to 950 
Pulp Canal File.... . 5-302,650, 5-303-150 
Pulp Canal 
Pinevet. i. P32 a 5-444-000 to 5-449-000 
Pulp Canal Points....... 5-454-150 to 650 
Pulp Canal 
Reamer...... 5-509-750 to 5-510-550 
Pulp Canal Stadler ii 3% ads s 5-555-150 
PURHEGL Sos Pieces os 5-506-150, 5-506-650 
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Name P (Cont'd) Stock No Name Q (Cont'd) Stock No. Name R (Cont'd) Stock No. 
Pump Couplings, Filter Quebec Colony Counter........ 4-188-200 Radiographic 
1 Teh a ana a 4-383-100, 4-383-175 Quevenne Lactometer......... 4-312-150 Illuminator......... 6-040-000 to 250 
Pumps: SO TTTe. “cr Te HR SA ae een aa, Sep 1-252-290 Radiographic Illuminator, 
_ Athletic Equipment........ 13-395-000 Quicksilver Dental oe ee 6-039-525 
ie aa aS ; ons ene pakesee on sole sdig the 48 beh ame to 1-284-000 Radiographic Oil. . . . 1-235-250, 1-235-255 
irculating, Motor Driven. . .4-382- uinacrine rochloride ; : ; 
gay Richatda. os. san. 4383-000 a NE TYAS lim Plaines us cesta aye creme car weey 
Injection and Suction, Quinacrine Hydrochloride Radiographic Processing 
Waterinaty-. ss. 200s is 8-102-000 Tablets........ 1-386-585, 1-386-600 Assembly ........+-..+-+. 6-124-300 
Leather, Gasoline Stove...... 7-085-375 Quincke Spinal Puncture Radiographic Spare Part 
Mortuary, Hard Rubber..... 3-583-000 Needles... isc seas eke eras 3-505-700 B52 25 es 6-125-334, 6-161-210 
Waeuuim.n': nisin. 4-384-020, 4-384-100 Ouinidine Sulfate. s os 1-387-000 Radiographic Supply 
Pump Set, Veterinary, Injection Quinine Dihydrochloride Bt tele kn tees 9-521-375, 9-521-450 
ANG) OUCEION: oc: sievareete eececinns, 9-602-920 PAIS takes spate es sae 1-389-000 Radiographic Table (Radiographic 
Pump Set Case, Injection and Ominine oUltate ea ne ocwirsaiecss 1-390-000 and Fluoroscopic)......... 6-156-800 
Suction, Veterinary........ 9-131-625 Quinine Sulfate Tablets........ 1-391-000 ; : ; ; 
Punch and Riveting Device. . .14-599-500 Quinol Radiographic Table (Radiographic 
Punches: (Hydroquinone). 1-229-995, 1-230-000 aeinaecteise Ae se tirisideiiese dh: lela 2: 
PATIETTIIN SODICRe ets Ci frcske vie elie 5:5 3-386-100 Quinolor Compound Ointment. . 1-139-150 Radiographic Table, Urological .6-126-010 
Antrum, Wagner . .3-385-700, 3-385-800 Quitman Hypodermic Syringe. .8-116-000 Radiographic Table Unit....... 6-161-110 
Antrum, Yankauer.......... 3-385-900 Quoin, Typens iets aoe 11-765-850 Radiographic Transformer and Control 
MBAR pid «nse sinse nies 4.» 12-636-150 to 180 | Quoin Key.........-...000- 11-765-855 Unit .6-126-030, 6-126-050, 6-167-980 
RRR oe eee ws aos o lafansl 12-636-250 : : : 
Dental, Veterinary.8-104-000, 8-104-500 R Pabaiee ar’ Transformer Unit.6-168-200 
Drive Pin... 2... +++: TISSGAO. || geattes Araretie, :. 2 :8601-BYSt0 BBY | ea eee 
RePEc 5 = 11-463-150 to 160 Ricetit Amplehinias Salate Radiographic Tube Adapter. . . .6-001-000 
Nasal, Gruenwald pe oe 3-386-300 etileha tty i-s <= 1-068-590, 1-068-605 Radiographic Tube Stand and 
Nasal, Turbinate, Racker, Badmintand 25.05. .3 13-660-050 Chassis......... 6-169-400, 6-169-405 
Holmes... ... . .3-386-450, ike te Rak Tenia eee 13-660-080 | Radiographic Tube Unit....... 6-171-000 
co: a ; : : "5-308-150 Racks: Radiographic Unit Generator. . .6-028-750 
Sphenoid, Faraci-Skillern. ....3-386-700 Clip Holding, McKenzie. ....3-586-000 | Radiographic Units: 
Sphenoid, Ostrom........... 3-386-800 Glove Drying ioe esas ss 7-071-875 Dental Nice miseGik inns eee ee 6-124-920 
Ba eis 2's cs iscahy ve /sis.f06 le 12-636-550 Hanger, X-ray Der : a eS: 6-124-700 read ? x sun steric 6-125-080 
eames -081-590, 7-081- 
OES ee ee Pinebte Weibel. (2)! 00% 1473-625 | __ Roentgenographic........ .6-121-010 
Jackson eT tou cht TEES cate VE es te 3-357-400 S 1 11-868-150 Portable .o wishes se 5 6-125-300 to 700 
Punch Handle, Universal....... 3-386-900 Spiga ese sO a : : 
incline Bag oo. soos oie 13-010-030 Staining Dish...............4-223-700 Radiographic and 
Punching Bag Glove......... .13-340-040 Test Tube. . ....4-424-100 to 4-426-475 Fluoroscopic. -- -6-124-840, 6-124-845 
Punching Bag Platform....... 13-600-500 Utensil (Urinal and Bedpan) .7-071-975 | Radiographic X-ray 
Piachive Pay Swivels... ic 13-755-550 | Radial Burner, Fletcher........4-111-000 Film. ........ 6-016-075 to 6-019-010 
Puncture Needle, Initial, Radiation Meter, X-ray........ 6-126-500 | Radiographic X-ray Film, 
Pneumothorax............ 3-500-010 Radiographic Biplane Marker and ‘Dental patties 2 01S 08) Shee 
Puacuiring Needle Valve Reorientation Device...... 6-080-520 | Radiotherapy Apparatus, Short 
Merah 3-103-100 | Radiographic Cable........... 6-007-710 Wave... ...- sees eeee ees 7-105-505 
Purple, Bromocresol........... 1-108-255 Radiographic Radius Splint, Stader........ . 3-113-590 
Pus tssin oi. ee 7-709-220, 7-709-225 Cathete.. tock 6-008-000 to 030 RAMMGHE. 2's be hoe ke Sn 1-392-000 
Push Pin, Glass Head......... 11-062-250 | Radiographic Control Unit.....6-013-655 | Rafter-Sedgwick Counting Cell .4-128-655 
POUCH ePMe IRASD es oa 5 oc 3-588-500 Radiographic Control Unit and Trans- Rail, Bed. ....---....++- eee 7-007-355 
NT Se se ee ae eae 11-263-350 former......... 6-126-030, 6-126-050 | Rainey Clip Applying Forceps. .3-326-200 
PUeCy MeINe Loos bois sc nsk 11-242-150 6-167-980 | Rainey Scalp Suture Clip...... 3-754-600 
Pylorus Clamp, Payr.3-203-800, 3-203-840 Radiographic Darkroom Tent, Rake, Garden See ansehen ges 11-337-150 
Pyorrhea Astringent........... 1-235-185 Ritde Soh ge, 9-596-600 Ralk Wire Cutter iiwiet Ve emcee Rs 3-235-450 
Pyorrhea File, Bunting . .5-300-150 to 650 Radioucaphid Devcioning pig Kidney oe «toys MEN 
Pyorrhea Knife, Black. . .5-372-350 to 550 ong oe 6-167-285 to 310 OrcepS...... to 


Pyorrhea Pocket Marker, 

Crane-Kaplan. . .5-409-050, 5-409-550 
Pyorrhea Scaler, 

Gracey hood. 5-545-450, 5-545-550 
Pyorrhea Scaler, Younger-Good 5-546-150 
Pyrogallol. oo.) Sik. 1-385-008, 1-385-012 


Quads and Spaces...... 11-774-120 to 200 
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6-167-400 to 650 
Radiographic Developing Tank, 
COIL ee oe aw a 6-167-000, 6-167-250 


Radiographic Dryer and Loading Bin 
Combination... .6-014-310, 6-014-315 


Radiographic Dryer and Loading Bin 
Combination Exhaust Duct.6-014-600 


Radiographic Grid. . .6-031-300, 6-031-500 


Randall Uterine Biopsy Curette .3-230-100 
Rankin Hemostatic Forceps. . . .3-347-100 
Rankin Intestinal Anastomosis 


CRED: os Co endtaaa ek See oe 3-203-100 
Rasp and Piles. 34 is5ec ceases 8-060-000 
Raspatory, Mastoid and Sinus, 

4 he Ey ere aes 3-593-400 
Raspatory, Rib, 

Doyen is sea Unintn 3-593-610, 3-593-615 

OG. 
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Name R (Cont'd) Steck No. | Name R (Cont'd) Stock No. | Name R (Cont'd) Stock No. 
Raspatory and Elevator, Costal, neg SC ange 0s 2 se ce es 1-151-200 Repositor and Probe, Iris, 
Piette Rose csc cc ease 3-279-400 Red. Cresel =. ee 1-158-500 PHA cca ec nee Ae 3-597-000 
Raspatory and Elevator, reat NACEN Yr eas aes ho 1-289-000 Rescue Boat Medical 
Penigateal. bai. Sos oes 3-279-200 Red, Mentials oe. i246 289 es 1-300-900 Equipment..... 9-522-140, 9-522-150 
Rasp Blade, Dental Float...... 8-004-925 Red, Scarlet (Sudan IV)....... 1-460-650 Resection Clamp, 
Rasps: Red Corpuscle Hemacytometer FON esl 3-203-800, 3-203-840 
Antrum, and Trocar, Pinette).45 9 i et he 4-276-925 Resectoscope, Prostatic........ 3-598-000 
Weiner-Pierce............ 3-587-000 Red Cross Brassard........... 7-725-345 Resectoscope Cutting Loop 
Pert: GOs... sas ee 3-587-500 Redistribution Station Medical Hlectrode: 2 ic RAs 3-598-020 
SMM IMRES Ad iors vc os wc 2A 3-588-500 BANE 6 a a 9-521-700 Resectoscope Incandescent 
Frontal Sinus, Red Mercuric Iodide.. ....... 1-273-000 PSO oo SS 7-973-000 
Thompson...... 3-590-500, 3-590-600 Red Mercuric Oxide........... 1-273-800 Resectoscope Sheath, Bakelite. .3-598-040 
PEE, PORE. cos. ads oes 3-591-200 et Ot oon ive. Vee 1-392-700 Reservoir (Infusion Bottle)... .. 3-119-350 
Nasal, Lewis...... 3-591-600, 3-591-700 Red Precipitate (Red Mercuric Reservoir, Intravenous Set..... 3-599-100 
Rate of Manipulation Test Set, Cede). Ss Se 1-273-800 Reservoir Hanger, Intravenous 
DRMNNO oS is Sieh oe. : 3-822-840 Mea Prmsintes 5. 2k Sees 1-364-000 ss scvilas 0 ee Ce 3-407-600 
Ravich Lithotriptoscope....... 3-464-100 Reducer, Block Printing. ..... 11-117-550 Resin, Acrylic, Denture 
Ray Filter, Reducing Cap, Centrifuge Tube. 4-130-005 Bases! .ie cies 5-517-050, 5-517-550 
Microscope... . . 4-317-210, 4-317-220 Reducing Fine... 0.2: was. 5-311-350 Resin, Podophyllum........... 1-354-328 
Ray Filter, Wratten........... 4-185-245 MOOh ee WV OLDIE S065). Se finns oe 11-869-150 Resin, Synthetic.............. 1-392-935 
Razor, Podiaity i: 6... 2006s: 3-594-000 Refill, Chemical Heat Pad..... 7-864-640 Resin Liquid, Acrylic.......... 5-518-550 
Baer, merely... eel 3-594-800 Refill Needle, Pneumothorax. . .3-503-300 Resin Powder, Acrylic. . .5-518-062 to 085 
Razor Blade, Microtome....... 4-337-500 Refined Paraffin. ..1-327-000 to 1-328-000 Resistance, Microscope Darkfield 
Razor Blade, Podiatry. . .3-594-010 to 040 JP ne ae ae re cere 3-596-000 Apparatus. ..... 4-321-100, 4-321-110 
Razor Blade, Safety........... 3-594-810 Refracting Rule, Prince........ 3-628-200 Hetercliel 2 Pee ee 1-393-000 
Razor Blade Holder........... 8078-500 Refracting Rule Test Card .. . .3-628-240 Resorcinolphthalein Sodium 
Razor Blade Holder, Microtome. 4-338-500 Refraction Set...... 3-461-550, 3-461-600 (Fluorescein Sodium). ..... 1-203-000 
| Sa area gree 3-749-100 Refrigeration Unit Generator. . .7-060-160 . 922. eTte 
Reading Glass, Refrigerator, Mechanical.7-072-410 to 645 ag ee it Hist ts wee pos: 
Magnifying. .... 6-023-970, 6-023-975 Refuse Pan, Animal Res. fea oe 7-001-000 "'7-001-020 
Reagent Replacement Set, ETL: A ae eat 4-114-980, 4-117-655 Racieaint Cul and Bek Sas. y 7-884-010 
Water Testing Kit........ 9-604-225 Regimental Aid Station Medical Restraint Jacket. “7.88 4-135 
Ais Fes use Keres os 2 14-601-000 Equipment. . Pca 9-521-900 Weakraiat Sat Z 
Reamer, Root Regional Hospital Medica Rete 
Ciaies 2... 5-509-750 to 5-510-550 Equipment. ... .9-254-200, 9-254-225, DEEORESY«««- POTS eee 


Rebreathing Bag, Inhalator. . . .3-008-500 
Receiving Tube, Folin-Wu..... 4-456-950 
Receptacle, Tissue, Tissue 


ROCESEON = 2 Oo. cinakwcts cov are 4-382-230 
Receptacle, Waste. .5-513-150, 7-883-950, 
7-883-965 


Reception Station Medical 
PGMIPIMeHt. «<<... Jal 9-521-650 
Recipient Set, Indirect Blood 
Transfusion... . . 3- 103-600, 3-103-610 
Record Folder, Job Record... . 114-400-000 
Record Forms, Psychodiagnostic Test 
a aa eae 3-822-767, 3-822-772, 
3-822-782, 3-822-803, 
3-822-809, 3-822-812, 


3-822-818 
Recruiting Examination Set... .9-487-410 
Rectal Irrigating Set.......... 7-706-000 
Rectal Irrigating Tip.......... 7-706-035 
Rectal Snare, Frankfeldt....... 3-675-600 
Rectal Specimen Forceps, 

PR ade Sa cae 3-371-500 
Rectal Speculum, Brinkerhoff. . .3-702-300 
Rectal Speculum, Cook........ 3-702-500 
Rectal Speculum, Pratt........ 3-702-100 
Rectal Thermometer.......... 7-932-075 
Ng a 3-853-100 
Rectifier Power Unit, Still 

SES Renee eere eager Uae 4-120-200 
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9-522-000 to 020 
Regulator, Pressure, Acetylene. .5-022-600 
Regulator, Pressure and Flowmeter, 
Fahalator esis dc cede 3-596-300 
Regulator, Pressure and Gage, Anes- 
thesia Apparatus. .. .3-020-300 to 600 
Rehabilitation Center Medical 


PjUIpNNGs oo ce oss oe 2 9-008-500 
Rehfuss Duodenal Tube....... 3-860-450 
Rehfuss Duodenal Tube Tubing . 3-860-470 
Reid Streak Retinoscope....... 3-601-550 


Reimann Thermometer-Plummet, 
Specific Gravity Balance. . .4-018-750 
Remover, Crown, Simplex...... 5-516-150 
Reorientation Device and Biplane 
Marker, Radiographic..... 6-080-520 
Repair and Fitting Set, 


ERENCES de Gate oe aes 14-285-000 
Repair Kit, Athletic 

Eaptipment. 5.2... 2s. ss 13-665-000 
Repair Kit, Tent Set.......... 9-596-860 
Repair Tool Kit, Medical 

Prepartnient. =o. Sis 5-597-050 
Repair Tool Kit Chest......... 9-143-845 


Repair Unit, Optical. . . .9-315-130 to 200 
Repair Unit Medical Equipment, 

Aircraft (Floating)........ 9-004-200 
Repositor, Iris (Spatula)....... 3-686-100 


Restraint Set Parts: 
Key, Buckle Lock, Anklet and 


Weistlet Straps. + cients ts 7-884-025 
Strap; Anklet... ..G 7 7-884-040 
Strap; Wristlet... :..:. Saas 7-884-055 

Restraint Sheet ss.) ; a3. see ee 7-884-235 
Resuscitator (also see 

Respirator ):-.<:-. bine 3-599-940 
Resuscitator, Bellows Type..... 3-599-600 
Resuscitator, Inhalator and 

PREURO o or. poe 3-599-700 
Resuscitator and Inhalator, 

Intantec uss ana ee Se 3-599-800 


Resuscitator Bassinet Mattress .3-599-820 
Resuscitator Mask, 


Oronasal = ss.3.. 3-472-200, 3-472-300 
Retainer, Foot Dressing, 
Neterinary oisik xyes eee 8-105-000 


Retainer, Matrix... .5-519-000, 5-523-200 
Retainer, Matrix, Siqveland. . . .5-523-750 


Retention Mesh, Wax......... 5-672-250 
Retinal Detachment Ophthalmic 

Wait; RV SIREE Si Van nets 3-533-100 
Retinoscope, Electric.......... 3-601-450 
Retinoscope, Streak, Reid...... 3-601-550 
Retinoscope, Thorington....... 3-601-650 
Retinoscope Incandescent 

ROG cucmavwe aeeen eens 7-972-650 
Mettre-mitlanter. |. 36S eal 4-001-000 
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BETICAL 
INDEX JULY 1947 PRELIMINARY EDITION 
Name R (Cont'd) Stock No. Name R (Cont'd) Stock No. Name R (Cont'd) Stock No. 
Retractors: Richards Filter Pump......... 4-383-000 Roentgenographic Accessory 

Abdominal, Balfour......... 3-604-900 Richards Mastoid ait Seuss 25 6-121-600, 6-121-615 

Abdominal, ACUITGTEO RS esate hess 3-226-600 to 800 Roentgenographic and Photo- 

Deav enatasiivngaes> 5 3-603-450 to 530 Richardson-Eastman Abdominal fluorographic Unit........ 6-121-010 
Abdominal, Kelly........... 3-604-100 Rebractor=). 3.55 -cxts eae et: 3-603-850 Roger Anderson Fracture Re- 
Abdominal, Mayo........... 3-604-400 Richter Bone Screwdriver...... 3-665-300 duction and Fixation Bone 
Abdominal, Rim, Face Mask... .3-020-700, 3-020-800 DEE hye! chvies eee ot aa Aenea 3-110-600 

Richardson-Eastman...... 3-603-850 Rimless Screw, Roger Anderson Universal 
Bladder, Mason-Judd........ 3-605-500 Spectacles... . 14-628-000, 14-630-000 Fixation Pin 
Brain, Cushing ss Seas at Slee 3-605-900 Rimless Tap, Clamps. 320552 3-110-700, 3-110-720, 
Brain, Decompression. ...... 3-607-400 Spectacles... .14-696-000, 14-698-000 3-124-140 
Brain, Frazier (Set)......... 3-606-100 iin Stretcher.) 3c. eee 14-605-000 Roger Anderson Universal 
Brain, Weitlaner............ 3-606-600 Rim Stretcher Ful-Vue Cone. . 14-605-500 Fixation Rod 
DeCOMPreSSIONS isc %p pistes 3-607-400 Ring Cataract Maskor <2) iu, 3-471-600 Clamps.........3-110-740, 3-110-760 
i cia Uys | 7: a ee ae 3-607-700 Ringers Solution Tablets....... 1-396-000 Roger Anderson Universal 
Eye, Lachrymal Sac, Ringe Fixation Rods. 3-110-950 to 3-111-090 

SLEVENSOM sa clare Stekieteote nes 3-607-800 Peete? ile eine Ce Reed 4-385-000 Rogers-Adson Cranial 
Eyelid, Desmarres.......... 3-607-900 Eupaciny oti iene ce 3-623-100 BWE Sena 3-124-120, 3-124-140 
Ln be el so) oa a a 3-607-990 Teveling Billb Support Blood Rohrig-Biesterfeld Fat 
General Gas Apparatus, Van Slyk e.4-042-550 Extraction Tube... ......; 4-456-025 

Operating. . . .3-608-800 to 3-610-450 Biipiert! 302 EES, 4-401-315 to 340 Roll, Instrument. .9-131-725 to 9-134-175 
(coitet,, Beckman. ;........05. 3-611-600 Deveihg. oe ree ae 13-670-130 Rongeur Forceps: 

Gite GAN OY ears s ie sty; ccietct masas 3-611-500 , ‘on. Centrif 4-130-065 BONE Ss) 0555 sae eee Ree 5-313-250 

; . runnion, Centrifuge........ 

Laminectomy, Frazier....... 3-613-200 aa Bone; Horsley.....c souks = ace 3-314-200 

Laryngeal, Williams......... 8-106-000 Ripping Hammer poeryeS ate 11-228-550 Bone, Hartmann.....0..4 2.05 3-314-600 

Ripert lenaeies old eoe 3-613-950 | Rivet, with Cap......... +++ -11-470-550 Hig (Mien: eahens 5-313-150 

Muscle, Volkmann.3-610-250, 3-610-350 Riveting and Punch Device. . .14-599-500 Bihk Bulle cde aye 3-313-600, 3-314-800 

Penneat Gelol......-.. <<... 3-614-850 | Riveting Anvil...............14-002-000 Bone, Sills Lact... ee 3-315-400 

Pee ad ee, 3-262-900 Riveting Machities suomi. ate a. 12-679-100 Cuapeoe ha8 3-328-800, 3-328-900 

Prostatic; Rivets............ : ++ -12-678-150 to 950 MastoidG Beneivte.. beeree 3-315-050 

Young. . .3-615-650 to 950, 3-832-100 Rivets, Metal Molding........14-609-000 Matpid, Harteunmies icin 3-315-100 
Rib, Coryllos se Setar 3-617-100, 3-617-200 Rivet Sets. ic.aecn tess 12-679-150 to 190 Mastoid, Kerrison. . . .3-315-150 to 170 
Penge ee te 3-617-800 | Roach Wax Carver............ 5-115-550 Pituitary, Love.....+.+.+s+ 3-368-800 
Thyroid, Beckman.......... 3-611-600 Robe, Bath, Corduroy. . .7-153-060 to 075 Room Thermometer, Ward... . .7-933-000 
Oo takes. 2. 3-611-500 | Robe, Bath, Corduroy, Root Canal Broach..... 5-027-750 to 950 
Tibia} Bennett...) .. 0.00 3-618-200 Orthopedic. «....7-153-100, 7-153-110 | pot Canal File:c...5:302-680; 6-008-160 
Tissue, Thoma... .5-524-400, 5-524-500 | Robe, Bath, Striped Root Canal Plugger 5-444-000 to 5-449-000 
eine, -Vollemanns/5.).%.5 3-610-450 Seersucker: «5. SA93A60, I-193198: 1 Rear Canal Posies’. ss 5-454-150 to 650 
Ponsil, Davis.....3-... 060. sp1@-g00. | Rebingonclretaral Root Canal Reamer 5-509-750 to 5-510-550 
Meet Hutds.y... ce. S 3-262-900 Catheters .< 5. 23 gli Aed) 88 900°) seeerionmaniedaler ? .. oii 5-555-150 
Trachea, Hupp... .3-618-950, 3-618-980 | Rochelle Salt (Potassium and Root Blevarrs: 

Trachea; Jackson .g.:fh 6s Pe. 3-619-010 Sodium Tartrate)......... 1-376-000 Apical Fragment, Howard... .5-247-550 

Waereal Simevcc sce. inti 3-619-800 Rochester Gallstone Forceps. . .3-341-800 Apical Fragment, 

Vein, Cushing.............. 3:620-200 | . Rochester-Ochsner Hemo- Woodward... . .5-248-050, 5-248-150 
Revolving Stool. . . . .7-088-000, 7-088-050 static Forceps. ..... 3-347-300 to 500 Balog? We eoien, 5-243-550, 5-244-050 
Gee leocx sean i:904.000 |. hOchester-Hean Hemestatic Deals) ee 5-242-550, 5-243-050 
Rhein Finishing File .5-286-050, 5-287-050 FOrceps. . +. 0+ esse ee en Sap eet Miller! j-cpnislale 5-244-550, 5-245-050 
Rhedstat, Lamp Socket Type. . .3-622-200 Rocking: Chair. ...o-<5's.. beste . 7-045-000 Gral Barseey 
Rheostat, Muffle Type Furnace.5-327-550 | Rod Clamp, Fracture Fixation. .5-326-650 Maile! 2) cus: 5-399-450, 5-399-550 
@iy Typing Serum... aces. F. 1-598-610 | Rod Clamps, Universal Seah kee ee Re 5-246-500 
Ribbon, Imprinting Machine. . .7-821-745 piel eee Root Extractor, Molar....... . :8-059-530 
Rib Cutting Shears: :.....6.+.. 3-669-300 kevmiaeey eee 3-110;720, 3-110-760" }  isoe) Climbing’. sau carincee. 13-680-130 
Rib Cutting Shears, Bethune. . .3-669-200 Rod Cutter.................. 12-190-190 Rope, Cotton Braided, Balkan 
Rib Elevator and Raspatory, Rods: Pramet 2 eco, ae): siehoeaiegs 3-624-100 

TB Ony : Purdie cn ME Erte. 3-279-400 pasion 12-685-150 | Rope, Skipping... .13-680-150, 13-680-155 

Ribouavin. Labletssae acer s 1-395-000 Fracture Fixation..... 5-326-805 to 840 Rorschach Psychodiagnostic 

Rib Raspatory, GGIASS hao sarc Aas 4-385-950 to 4-388-000 sesh Seti. hing maaan ae 3-822-808 
IOV EN sus gy os 3-593-610, 3-593-615 Glass, /Stirring:.. ... 4-388-110, 4-388-120 Rotameter nen eens 4-389-500, 4-389-505 

Rib Retractor, Plastic went 11-675-320, 11-675-330 Rotary. Converterss%s3..00k sens 5-179-550 
Goryllos... iia ; 3-617-100, 3-617-200 PLR ig ot) eee ane eae 4-388-110, 4-388-120 Rothberg-Evans Blood 

Rib Retractor, Tuffier......... 3-617-600 Universal Fixation, Roger Sugar Test..... 4-451-800, 4-451-810 

Rib Stripper and Elevator, Anderson..... 3-110-950 to 3-111-090 Rouge............5-528-000, 14-611-000 
IDES Aci nsricttete atin acer ote 3-746-900 Welding. msitnindhh wae kale 12-685-350 Rouge Brushieti\ sect aera 14-045-000 

BCS PO WOCE. 50-2 5s, «5.0.00 anne Bae 1-395-020 Rod: Screen Test Spotlight... .. 3-736-700 Rowing Machine............. 13-700-150 
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Name R (Cont'd) Stock No. Name S (Cont'd) Stock No. Name S (Cont'd) Stock No. 
Rubber, Lead....... 6-046-605, 6-046-630 Sampler, Dust and Fume...... 4-390-550 Scales: (Cont'd) 
Rubber, Sponge, Sheet...... . . 112-692-150 Sampling Line, Combustible Gas Babeock Bottle: 1 isirvie ds 4-017-100 
Rubber Cement. . . .3-190-100, 12-161-150 Enieater Ais ss kkic Scr 4-296-010 Bathroom Tynes: ).4 ss d.da~ 7-888-650 
Rubber Cement, Sane). WHite: = 240 5. oGic Sie Ss ens 4-390-800 Dental: Gold. se. 5. eae 5-014-000 
Dermatome..... 3-249-800, 3-249-810 Sead Bag... .6i Six - 6-003-000, 6-004-000 Bie rcctea iewrt aarreee aes: 7-384-000 
Rubber Cord..... 12-180-150, 12-180-170 anne io, Bit aa anaes 11-272-350 Eon Weighing ars is) ecncwe 8-107-500 
Rubber Dam....... 5-529-000, 5-530-150 tN SOBRE gt oe gin dmc pike. 11-272-320 Hemoglobin, Tallquist....... 4-281-180 
Rubber Dam Clamp 5-155-750 to 5-165-050 Sander Belt, Treadle Drive... .11-272-325 Infante sabes late 7-888-700 
Rubber Dam Clamp Forceps. . .5-316-000 Sander Disk...... 11-272-370, 11-272-380 Inlay Investment........... 5-541-010 
Rubber Dam Holder.......... 5-362-000 RON FUN ovine ca c.s ain ee 12-228-150 Physicians Examining. ..... .7-889-000° 
Rubber Dam Pad.:........... 5-422-750 Sanding Drum Sleeve........ .12-747-550 Peseccintion. <<sc.4. en dee 4-018-400 
Rubber Dam Punch........... 5-508-150 MEINNOE So b05 2S cask 11-272-420 Scalp Suture Clip, Rainey..... . 3-754-600 
Rubber Stamp, Laboratory Samara S60... 6: 0s ws wares 2-031-900 Scarlet Fever Streptococcus 
Examination. ............ 4-400-950 Sanitary Recep- PGA kn ons ga = ee 1-608-100 
AO A eed oe ace a Sh 11-708-905 tacle .7-883-950, 7-883-955, 7-883-965 Scarlet Fever Streptococcus 
Me MPeTe UELOE Oo, ails fie ess 11-711-250 Sanitary Receptacle Pail....... 7-883-957 [Re Dean ene es ee: 1-608-200 
Oe NS eee TCC 6-127-500 MUNIN i cc te Sie Site ee aie 1-384-108 Mantes Me cia. be ates 1-460-650 
Rules: Santonin Tablets..............1-401-000 Scharer Milk Testing Kit, 
Bronchoscopic, Jackson...... 3-625-300 Saponated Benzyl Benzoate .. . .1-100-100 Pasteurization......:..... 4-355-200 
CULO SSS earner 3-625-100 Saponated Cresol Scharer Milk Testing Kit, 
NS a ee ne eee 4-390-400 Solution. ..... 1-159-000 to 1-160-000 ied: Gat) 4 a ye a 4-355-400 
Multiple Folding........... 11-271-150 50/3011) eer OEE ere ee res 1-402-000 Scheerer-Goldstein 
Optical (Ivory)............. 3-626-200 Satterlee Amputating Saw...... 3-631-100 Psychodiagnostic Test 
*Refracting, Prince.......,... 3-628-200 DRUCO DOD 6 64 )ux ie 3% 7-344-000, 7-344-005 Set. . .3-822-765, 3-822-770, 3-822-780 
NO ee ra eee aids, Gshs = ngsyntes 4-396-575 Yh Ct eae ee Pa Bares 7-379-000, 7-381-000 Scheerer-Goldstein-Weigl 
TVPG. cos see eee ee ns 11-771-250 Sauerbruch Retractor.......... 3-609-750 Psychodiagnostic Test Set . .3-822-817 
Rule Test Card, Refracting.....3-628-240 | Saw Blades: Scheibler Desiccator........... 4-208-000 
Rule Type Caliper............ 6-007-900. Band Saw. :62:55.ss segsea Fe 11-272-660 Scheibler Desiccator Plate...... 4-209-000 
Russell Double Sugar Agar. . . . .1-396-600 Copmg Sew... .¢-... 20s 11-272-860 | Schick Test Toxin............. 1-603-050 
S Datta, 5 6. axa cls eaten 5-538-250 Schioetz Tonometer........... 3-826-100 
Sabouraud’s Dextrose Agar... . .1-164-100 Jewelers Saw......... +--+: 11-572-180 Schnidt Tonsi! Hemostatic 
Saccharin Sodium Tablets... .. .1-397-504 Jig Saw... - ss. essere sees 11-272-955 Forceps.....-.--.+++++0+- 3-382-900 
Saccharose (Sucrose). .........1-460-585 Saw Conductor, Adson. . . .. . . .3-632-200 Schroeder Vulsellum Forceps. . .3-387-800 
ete RmIGIR Se 965 o> «0s ee oe 7-885-475 | Saw Conductor, Bailey........ 3-632-300 | Schwartz Mastoid 
LOSES ee 3-753-600 | Saw Frame, Dental.........-. 5-538-150 Gouge. niwyesisis 3-404-400, 3-404-420 
Safe, X-ray Film, Dental... .. .6-127-650 Saw Handle, Gight......:5,..405.. 3-632-400 Schweigger Capsule Forceps. . . .3-322-700 
Satelignt:.c.....- +. 6-127-750, 6-127-775, Saws: Schweigger Hand Perimeter... .3-551-200 
6-127-800, 6-127-825 Amputating, Satterlee....... 3-631-100 Schweigger Perimeter ; 
Safelight Filter, Wratten....... 6-127-785 Back........... fener pusit eo 12-701-150 Charts......... 3-550-670, 3-550-680, 
ES rn 6-127-790 Band, Woodworking........ 11-272-650 3-551-220, 3-551-240 
Safelight Incandescent Circular, Woodworking..... 11-272-750 Scissors: 
ain... -:.- 0s: 7-978-700, 7-978-900 Coping. ......--2++-ese eee 11-272-850 Bandage, Heavy............ 3-638-400 
ESE ee ee 11-708-750 Grooving (Set).......--++: 11-272-760 Bandage, Lister . . .3-638-800, 3-638-840 
Safety Can, Gasoline or Jewelers. ......---+e+-eee- 11-572-175 Corneal, Castroviego........ 3-639-500 
| Se eee eae 9-114-125 | Re ce ers ee ae 11-272-950 Crown, Universal........... 5-548-150 
Safety Pins....... 7-877-000 to 7-879-000 Metacarpal, Langenbeck..... 3-635-100 Dissecting, Mayo..... 3-640-500 to 920 
CE a ere 3-594-800 ’ Nasal, ENLOCOtOMY ss: vic. so aie ae os 3-642-100 
Safety Razor Blade.......... .3-594-810 Joseph-Maltz . . .3-636-100, 3-636-120 Eauctestion...455. e404 0a 3-642-800 
ee eg a a eer 1-398-300 Plaster, Engel. ........-.--: 3-637-200 First Aid Kits, 
Sahli Hemometer..........-.- 4-281-200 | Saw Wire, Germight. =o. 55. 3-655-400, 3-655-480 
Gay ee es 1-398-550 Stille-Gigli...... 3-632-500, 3-632-600 Cie 8 oi EE. 3-644-200 to 800 
Salicylic Acid. ....0:..000+006- 1-400-200 | Sayre Head and Shoulder Sling .7-135-200 Iris; DeWecker <....6.- 842.03 3-644-400 
Salicylic Acid Ointment........ 1-400-220 | Sayre Periosteal Nasal; Knight (ici s0 sis e008 3-647-100 
a ee ae 4-286-600 Elevator.....-. 3-278-400, 3-280-200 Operating, 
ine Solution Scalers: Curved:.i isi: 3-649-100 to 3-650-100 
iia i . oe. .1-429-510, 1-429-520 Darby-Perry...... 5-545-150, 5-545-250 Operating, 
Saline Tube, Murphy.......... 3-858-500 Dental......... 5-541-150 to 5-545-000 Straight...... 3-650-640 to 3-651-820 
Saliva Ejector Mouthpiece..... 5-421-750 Gracey......-.+-- 5-545-450, 5-545-550 Oral. Surgical oudiisncass dante 5-549-150 
Saliva Ejector Tubing. . .5-421-980 to 990 - Younger-Good........-.+++- 5-546-150 Oral Surgical,.Deani «5:05:54 «4 5-551-150 
Salivary Duct Probe, Anel. .. . .3-576-000 Zerfing......--+ +e eeeee eee 5-547-150 iste iio 8 rec aig 5-559-500 
Salol (Phenyl Salicylate)....... 1-345-000 Scales: SErabISHils, <3e.4et + ancl 3-655-200 
Salvarsam Lubes.) .. 20s .00e. 3-599-100 Alloy and Mercury, Site, Littauerqys:aish eae 3-655-600 
Sample Needle Book.......... 3-529-030 malonate. its sas ss 5-005-550 Tonotomy, 
Sampler, Dust... .\:ccees ee. 4-390-500 PAACOPS YG LE ees See ts ts 4-391-100 Stevens. ...... .3-656-200, 3-656-300 
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INDEX JULY 1947 PRELIMINARY EDITION 
Name S (Cont'd) Stock No. Name S (Cont'd) Stock No. Name S (Cont'd) Stock No. 

Scissors (Cont’d) Sediment: lestertes.5.225 Bas 8-125-400 Serological Water Bath 

Tonsil Bottcheriss. ct 3-657-050 Sediment Tester Filter Disk... .8-125-600 Heating Element.......... 4-030-425, 
Tonsil, Metzenbaum......... 3-657-100 Segond Vulsellum Tumor 4-030-465, 4-030-490 
Riterine: SIMS...6.-. 6500 PE 3-658-200 Reena ses ees 3-387-900 Serum Vialj isc siifadee vines ee 4-069-100 
Scissors Cystoscopic Forceps. .. .3-329-100 Ssitz Filter... eee 4-237-500 Serum Vial Rubber Stopper... .4-069-110 
Scissors-Forceps-Tourniquet Seiler Pilcer Disk: Se 4-237-700 Mervieg Prayis cceneiauesiee: 7-425-000 

SIO) EAR mA ied a Rm mS 9-597-500 Gaidin Bone Pile oc. orb oe 5-285-050 Seton Neeley 0s 5 sage wade 8-099-000 
Scissors Turbinate Forceps, Uni- Guth Pa initant Setter, Snap Nek be oshe pT ee 11-472-350 

versal, Holmes. .3-386-450, 3-386-550 Elevator |< S2ECGSG 5241-550 Set-Up Guide, Teeth.......... 5-613-700 
Scoops: 7 ag ae ee ae Sewing Awl. setae 12-020-300, 12-020-350 

Common Duct, Mayo...... .3-660-100 si Penve Cryer eee Sewing Machine..... 7-896-850, 7-896-855 
Gallstone, Ferguson......... 3-660-600 Equipment ep eenicars ew witb P-522-250 12-730-120, 12-730-140 
Gallstone, Mayo............ 3-660-700 Selective Service Photoroent- Sewing Machine Needle. 12-548-350 to 950 
EE ae eee 3-661-200 genographic Equipment... .9-522-260 | cuton Ear Knife............ * 3-438-600 
bens Dawiel. csi Psa sa 3-661-100 Selector, Formula, Fusing Shade Guide, Fusing Porcelain. . 5-346-150 
Rea GRAD D ieee Hie stecke 3-661-300 Porcelain ee TRE SS SEA OPIS. 5-556-150 Shade Guide, Silicate 
erapeawits 62) <bhexs sad Suamienny 4) ineteet os esr cre ern aie Cement........ 5-347-150, 5-347-155 
Scopolamine Hydrobromide. . . .1-402-990 ae Be eae aNe so 1-403-300 | Shade Guide, Tooth .5-348-150, 5-348-160 
Scopolamine Hydrobromide pen eteHt P Shades, Eye. .......3-670-400, 3-670-420 

Hypodermic Tablets...... 1-403-000 Bandage: :...;. SOLAS, CONES i eee tnteal so ee 4-392-500 
MSN TARE. ce, bocca eed 11-078-050 | Self-Retaining Urethral Catheters: Shaking Machine, Kahn. ..... .4-392-720 
Scratch Brush...... 5-031-000, 12-052-200 Foley.....-...++++++. 3-177-600 to 640 | Shallcross Cystic Duct Forceps .3-327-800 
Screens: Malecot: x)... chat. 2 3-177-900, 3-177-980 f 

; 2 eee te 9 ear ee 3-178-500 to 570 Dear Denete: 
(cio | le a oer 7-077-975, 7-077-990 Dental Instrument (Hone) .. . 5-362-150 
Pieri. 15. Cis 3-810-690, 3-810-700 Senior Microscope Illuminator. .4-287-050 Mandret Mounted . 2)... 2 Seen 
Fluorescent, Photo- Senna Powder, Compound. . .. . 1-403-500 Needle Weta 0 ors ae 3-667-400 
fluorographic es SERA rane eke 6-121-325 Senn Bullet Forceps. . vette ees 3-321-100 Sharpening Slip, Tool 
Intensifying. vs .6-128-100 to 6-130-300 Separation Center Medical Sharpening........ 11-274-650 to 665 
Meray PROLECuVE. ... G07 ht 6-128-025 PQuIpRMe Be ies is sat ta 9-522-350 Sharpening Wheel..........-. {2-740-220 
Screw and Washer Assembly, Separator, Dura, Horsley. .... .3-666-400 Shear Baar eo eee 12-735-550 

Mperbacles )eUbw,). cee 14-642-000 Separator, Hiliott .... s6 5. Ga es 5-557-000 
Screw Cap, Filter Drip Separatory Funnel, Cylindrical. .4-269-000 Shears: 

Mipparatus syste. 3 3-305-960 Separatory Funnel, : Bandage, Heavy alter eae ae 3-638-400 
Screwdriver, Bone, Lane....... 3-665-200 Squibb....... 4-270-500 to 4-272-000 Bandage, LABte 2 Oey Saran ee 
Screwdriver, Bone, Richter... . . 3-665-300 | Septal Chisel, Ballenger..... .. .3-195-200 ace Shi nt Re a eee 

: ; ; aster Cast, Stille... sscanse 3-668-200 
Screwdriver, Ratchet......... 12-717-550 Septal Ridge Cutting PI Metal 5-550-500 
Screwdriver, Reversible Blade . 14-645-000 Forene: Lite: ss seo 3-365-600 bee eae OUR hee Fe ele, 
Screwdriver Blade, Reversible . 14-646-000 Septum Compression oa. Feet s B F ‘ ae yee Ss 3-669-200 
Screwhead File, Optical....... 14-384-000 Forceps, Asch ....... 00... 3568-800 | oan Gh ih aeeeenen gee 
Screw Holding Forceps, Lane. . .3-315-800 | Septum Cutting Forceps in Snips...... . 12-735-750, 12-735-770 

P 8 PS, Sheath, Bakelite, Resectoscope. .3-598-040 
Screw’ Plate Sétiv. so... cas ds 12-725-150 Nasal, Luc..... 3-363-400, 3-363-600 See : Rubb 7-900-000 
Screws: Septum Elevator, Nasal, Freer. .3-276-600 REMADE) REE wees aoe te 
Bone, Sherman....... 3-663-100 to 220 Septum Knife, Nasal, Ballenger. 3-445-400 Sheets: 
Bone, AD Toy i Paeaieg au SB Correa 3-105-000 Sequestrum Forceps, Van Buren. 3-316-200 Aluminum...... 11-572-330, 11-572-335 
Frame, Gina: Aluminum Splint Renee tise 12-737-000 © 
Spectacles . . . .14-622-000, 14-624-000 "Abunis, Human.) 1-582-010 G08 355 sas 11-572-375, 11-572-385 
Machine Siesl sfloveiror'el wnervalteree sien buelaTe 12-711-150 Albumin, Human, Salt Poor. .1-582-045 COLEOR oo cs career ee 7-172-000 
Rimless, Roa 1-584-100 CUB Ss oii So csc eae 12-315-150 
Spectacles... .14-628-000, 14-630-000 Antiparatyphoid, Laparatomy 
Temple, Diagnostic. Cet ie 1-592-010, 1-592-050 (Drape) Ee aT oe 7-159-300, 7-159-310 
Spectacles . .14-636-000 to 14-640-000 Antisnake Bite.... 1-596-260, 1-596-275 Nickel SOULE Setar utete eee eon. 12-737-350 
Woods rar Boctie cba 11-273-510 to 580, Antityphoid, Diagnostic oe eS O620LS Plastic. ein Ws (elas bie. he at 11-675-415 to 435 
12-715-150 to 670 Blood, Loefler’s ae 1-106-598, 1-106-600 Restraint . wee Pe fe 7-884-235 
Screw Tap, Blood Grouping ee 1-598-380, 1-598-410 Sterling Silvers. ten 11-572-430 to 440 

Machine Stetisitgie 12-760-550, 12-760-570 Immune Globulin, Human ti .1-605-505 Sheet Set by Re aik ssa as ee 9-522-420 
Sealer’ Root ‘Carial..i.i 0. vi... 3 5-555-150 Re Tyee ieee 1-598-610 sleet Wadding ic is onsen Seis 2-042-000 
Penne Ts HICANt sk whe OE 4-314-087 Shicstia Dinenestie 1-608-610 to 660 Shelf Insert, Sterilizer......... 7-085-382 
Seconal Sodium Capsules..... . 1-403-100 ieee ices ae Shellagcs <j. cons wise cecans 11-274-350 
Secondary Normal Octanol..... 1-124-000 Bie oe cue Typing. .1-609-750 to 760 | | Sherman Bone Plates. ...3-559-100 to 345 
De ENG MTIREY 6.5. s0'5-5-sesch eirarbseanss 4-313-975 Serological Sherman Bone Screws . .3-663-100 to 220, 
Sedgwick-Rafter Pipettes ce ceee 4-371-000 to 3-375-000 3-664-310 to 335 

Counting Cells) awk. 4-128-655 | Serological Water Bath........ 4-030-420, | Sherman-Stille Bone Drill... ... 3-106-450 
Sedimentation Tube, 4-030-450, 4-030-460, 4-030-475, Sherman-Stille Bone Drill Set. ..3-106-600 

Blood, Cutler. . .4-451-700, 4-451-705 4-030-485, 4-030-545 Sherry Wines cscs dss 5d euese 1-494-500 
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Shevky-Stafford and McNaught Sigmoidoscope (Procto- SS tn an ee Ee 7-900-800 
Centrifuge Tube.......... 4-141-700 sigmoidoscope). .3-579-500, 3-579-600 Skene Tenaculum Forceps...... 3-376-400 
Shields: Silence: Cloth. Tables. 35 <.. <2 7-176-825 Skene Vulsellum Forceps....... 3-387-600 
ea copier ae 3-670-400, 3-670-420 Silicate Cement. . .5-130-050 to 5-140-050 Skid; Bone Murphy... «:.:23 sas: 3-67 2-100 
pS ee i eee eo ree 4-393-450 Silicate Cement Case.......... 5-115-850 Skillern Ethmoid Sinus Probe . .3-576-800 
Flame, Micro Burner........ 4-114-500 Silicate Cement Liquid........ 5-140-075 Skillern-Faraci Sphenoid 
Headband Mirror... ....-<..- 3-475-320 Silicate Cement Lubricant... .. 5-392-150 Universal Forceps......... 3-386-700 
Microscope, Cellulose... .. .. .4-322-150 Silicate Cement Measure...... .5-413-050 Skillern-Luc Ethmoid Forceps . .3-364-400 
Test Tube Filling........... 4-393-460 Silicate Cement Mixing Slab. . .5-563-150 Skin= Test: Deut soses.. asess 3-269-740 
X-ray Protective............ 6-131-500 Silicate Cement Shade Skin Grafting Blade........... 3-249-600 
Shigella Diagnostic Control. . . . 1-608-602 Sea ee ce ck 5 5-347-150, 5-347-155 Skin Grafting Knife, 
Shigella Diagnostic SE eer aiden vcs sh nee N 11-796-250 Perris Smith... kere 3-452-310 
MONO cS sess 6 0 os 1-608-610 to 660 Silver Alloy......... 5-002-000, 5-002-050 Skin Grafting Knife Blade, 
Shigella Typing Kit..... 1-608-710 to 735 Silver Alloy Barris Smith (5. jcxiaaa's se 3-452-312 
Ship Medical Equipment, 2 (0) ee 5-649-000 to 5-651-000 Skin Marking Pencil......... .6-120-000 
OS ae 9-256-400 to 700 Silver Alloy Wire. .5-696-700 to 5-703-000 Skin Suture Needle. .3-523-300, 3-523-400 
Shipping Caskets. ..... .7-996-125 to 465 Silver Iodate, Precipitated... . . 1-404-910 Skin Traction Adherent........ 2-000-160 
Shipping Container, SHIRE UMRNONS  o e nhs caw etn ces 1-405-000 rR ag ert Cree a eee 3 1-435-010 
Mae BIOOG. «a6. eos 4-186-120 Silver Nitrate, Toughened...... 1-406-000 Skiodan Injection............. 1-435-012 
Shock Team Medical Silver Nitrate Ammoniacal Skiodan Tablets.............. 1-435-016 
PONTE. y «5 give < s «'a 5 9-596-350 EE a ge ae rae 1-405-010 Skipping Rope... .13-680-150, 13-680-155 
Shecm- beam’ set. 2. Si eg 9-522-480 Silver Nitrate and Formaldehyde Skull Traction Set, Crutchfield. .3-118-300 
Shock Team Set Case......... 9-134-575 Solution Ampuls.......... 1-407-000 Skull Traction Tong 
Shock Team Set Instrument Silver Nitrate Pencils.......... 1-406-000 DellePants:- sue 3-118-340 
CUT ER a an ae eer aera 9-124-250 Silver Protein, Mild. .1-404-650, 1-404-652 Skull Trephine, Galt.......... 3-835-200 
SiO 3/2 Ae 7-007-510 to 516 Silver Protein, Slab, Cement Mixing.......... 5-562-000 
Shoe, Orthopedic. . . . . .12-740-850 to 937 SOMME cee nas 1-404-710, 1-404-712 Slab, Silicate Cement Mixing. . . 5-563-150 
BUC EUSI cee ne eevee 12-052-250 Silver Protein Tablets, Mild... .1-404-675 Slaked Lime (Calcium 
Shoe Finishing Machine...... 12-740-100 Silver Protein Tablets, Hydroxide). .... 1-117-995, 1-118-000 
Shoe Finishing Machine Accessories: 0 1-404-740, 1-404-742 Sleeve, Sanding Drum........ 12-747-550 
PRP iy Foi a oe < Saraw ars 12-740-120 Silver Sheet, Sterling. . .11-572-430 to 440 Sleeve, Sphygmomanometer. . . .3-713-360 
ja EAT 9 ta ee 12-740-140 Siboee Soldel oe ic ence cma 11-574-550, acti ase st 4-089-950, 4-089-955 
Edge Setting Iron.......... 12-740-160 11-574-555, 14-662-000 Slide Fastener..... 11-420-750, 11-420-755 
Heel Sanding Wheel........ 12-740-200 Silver Strip, Sterling.......... 11-577-000 Slide Heec@ pisces i. ow wereda ke 4-260-315 
Sharpening Wheel.......... 12-740-220 MaRS SBUALE: . 60 f'sG t's kc km 1-410-000 Slide Label, Micro............4-312-000 
Gel DPOED. aic 6622 on 12-740-180 Silverware Sterilization Basket. .7-201-600 Slide Mailing Case............ 4-124-250 
re PEO OE eos 12-457-150 to 250 Silver Wire, Sterling. ...11-590-150 to 250 Slide Projector...........-++++ 4-382-350 
BUOOINCE.. cia. ss. 12-470-170, 12-470-180 Simmons Citrate Agar......... 1-142-400 Slide Rack, Staining Dish...... 4-223-700 
21 ta] 8 Tat Bal es 12-785-550 Simplex Crown Remover...... 5-516-150 Le ae PA PS eae Same Ye A ce 4-396-575 
Shoelace Tipper.............. 12-785-650 Simpson Obstetrical Shdem, Wierd iss. . csn.gesrees 4-395-000 
Shoemakers BOLCODS os occa cw 3-367-500, 3-367-600 Slides, Microculture .4-395-885, 4-396-000 
Pimcers. 00s: 12-625-150, 12-625-200 Simpson Uterine Sound........ 3-682-200 Slide Tray, Staining Dish... ... 4-223-820 
Shoe Patching Machine....... 12-741-000 Sims Uterine Curette. .. .3-232-200 to 400 Sling, Head and Shoulder, Sayre. 7-135-200 
Shoe Stitching Machine....... 12-742-000 Sims Uterine Probe...........3-577-400 Shinty. Bordeskic te kid. vite sae 8-109-000 
a 12-760-350, 12-760-370 Sims Uterine Scissors.......... 3-658-200 Sling: Likteteryies da « cased vee’ 7-843-120 
Shoe Thread..........12-775-350 to 950 Sims Vaginal Retractor........ 3-619-800 Sling, Mattress. .............: 7-900-900 
Shoe Wax.....0.. 12-870-550, 12-870-570 Sims Vaginal Sling Psychrometer............ 4-382-400 
Shooting Tab, Archery....... 13-760-000 Speculum....... 3-705-940, 3-705-980 Slip, Tool Sharpening. . .11-274-650 to 665 
Short Bevel Spinal Puncture Sinus Canula, Frontal, Bresgen .3-139-510 Slippers, Hospital, 
1 (0 | (or 3-505-800, 3-505-900 Sinus Canula, Frontal, cna. Po 7-901-005 to 020 
Short Wave Radiotherapy Van Alyea...... 3-139-550, 3-139-590 ie Manin ese et ee 3-458-190 
MOEMIALUS geile. ae 7-105-505 Sinus Curettes, Coakley....... 3-229-200 Slit Lamp, Poser Type........ 3-458-200 
Shoulder and Head Sling, Sayre. 7-135-200 Sintis-Mastoid Unit. 2.5.5.2. 6-132-310 Slit Lamp Incandescent 
Shoulder Wheel.............- 13-870-150 Sinusoidal Machine. .7-132-002, 7-132-005 Lamivies iii 7-974-200, 7-974-800 
Show Card Color Extender. . .11-785-850 Sinus Probe, Ethmoid, Skillern .3-576-800 Sisydh Male. 5: Secledh mcioney 11-242-250 
Show Card Colors..... 11-009-300 to 430, Sinus Probe, Frontal, Sluder Nasal Knife, Sphenoid 
11-783-405 to 475 Copley (Set). isis <o.6 oes. s 3-568-100 and Turbinate...........- 3-452-900 
Shuttle, Loom......... 11-873-810 to 850 Sinus Rasp, Frontal, Siige TREO ae. Se mtees oes 11-773-250 
Shuttlecock....... 13-730-150, 13-730-155 Thompson...... 3-590-500, 3-590-600 Small Craft First Aid Kit...... 9-230-225 
Shutoff Clamp . .. .4-180-000 to 4-180-800 Sinus Raspatory, Trelat Smallpox ‘Vaccine. 0.60.6. oe. 1-609-000 
Shutoff Clamp, Tomac Type. . .4-180-680 (Sinus and Mastoid)...... 3-593-400 Smedberg Bone Drill Brace. . . .3-123-500 
SMe CAN NGI x. Utes ow ne Teele cn 5 fe 9-522-675 Siqveland Matrix Retainer..... 5-523-750 Smillie Type Anaerobic Culture 
Sreelsne THoOtse:, 52.2 i. Ss oc 8-108-000 Sizer Set; Lienss25, )..x, cia ek 14-650-000 Glade: [aes Bre 1. iewiedeess 4-298-560 
Pe NOMEN so. iain 0 6 dyaiewy ca ais 4-393-500 Skein: Winder. . 2. 050). asiscte 11-895-175 Smith Bye Spatula iti .c8 sii 3-686-600 
OG. Page 59 


ALPHA- 


PRELIMINARY EDITION 


BETICAL 
INDEX JULY 1947 

Name S (Cont'd) Stock No. 
Smith Iris Knife..............3-441-600 
Smith-Kerrison Sphenoid 

OLCEDSe cits rh tate et no ties OO 200 
Smith-Peterson Bone Nail Extractor- 

Impactor-Driver..........3-116-200 
Smith-Peterson Bone Nail 

Ginde-Ping -0 oe vit eee 3-116-220 
Smith-Peterson Hip Bone 

INTIS oe. cetera es 3-116-240 to 280 
Smith-Peterson Hip Fracture 

Fixation Bone Set.........3-116-100 
Mima Cay or oe ca et 7-172-325 
PIMOS WWIILG. ss. oa ee ee 7-172-360 
Smoked Lens Spectacles. .... . .3-689-600 
SMOKING SLANG Aa ee aint ee este 7-082-300 
Snakebite Kit, Suction.........9-525-325 


Snap Cuff, Sphygmomanometer. 3-713-290 
Snap Fastener... .11-420-850, 11-420-870 


SAD OE LUOL ngs sho ins a atave ruts 11-472-350 
Snare Canula, Tonsil and Nasal, 
A oF | 3-676-440, 3-676-450 
Snares 
Boe AMINE visu, 1s g's 5 Shtest aieres 3-674-100 
Nasal Krause nine ieee 3-674-700 
Rectal, Frankfeldt..........3-675-600 
Tonsil, Tyding..............3-676-400 
Snare Wire, Ear..... 3-674-140, 3-674-142 
rare Wite, .Nagdal,.. 5 corr eleks 3-674-780 
Snare Wire, Tonsil. ..3-674-790, 3-676-500 
Snellen Vision Test Card...... 3-885-720, 
3-885-880, 3-885-920 
Snell Ventricular Bur.......... 8-007-000 
see § ET ve iam ae tae ai Mann 1-411-980 
“SOY 6 has 1 epee Nene ct ane ra 1-412-000 
Soap, Soft, Liniment..........1-412-125 


Soap Dispenser, Foot Operated .7-792-825 
Soap Liniment Powder, 


Campnorareg . 2. 2. ees 1-121-220 
Syosset gal 3) Uae reece aaa ere ran 13-010-110 
Soccer Ball Bladder.......... 13-080-020 
Soda (Anhydrous Sodium 

Carbonate) act. eee tt 1-426-000 
Sona Lanes. si. ho 1-425-000 to 020 


Sodium Acetate..... 1-413-595, 1-413-600 
Sodium Acid Sulfite. . 1-418-500, 1-418-510 


Sodium Alizarinsulfonate....... 1-413-675 
Sodium Alurate 

MPADIetSha tenes 1-413-705, 1-413-708 
Sodium Amytal Ampuls....... 1-413-720 
Sodium Amytal Capsules. ..... 1-413-725 
SodiumiuArsenité..s 8.4.8. eee 1-413-745 
Sodium Ascorbate 

Injecuionls. 00 = 1-413-860, 1-413-862 


Sodium Aurothiosulphate (Gold 
Sodium Thiosulphate) ..... 1-225-200 


SOCUMIAanDIitals:.).c cae tates, 1-092-350 
modi Ben Z0ate sis 60s ag.erns « 1-414-000 
Sodium Benzoate and Caffeine. . 1-109-000 
Sodium Benzoate and Caffeine 


PGCCHO aR OR ah 1-109-500 
Sodium Benzosulfimide Tablets 
(Saccharin Sodium) .......1-397-504 
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Sodium Bicarbonate .1-415-000, 1-416-000 
Sodium Bicarbonate and Peppermint 
MPapietsr we cae os wren 1-418-000 
Sodium Bicarbonate Tablets. ...1-417-020 
Sodium Bisulfite. ....1-418-500, 1-418-510 


SOM mOtate is sce et 1-419-000 
Sodium Bromide. . . .1-420-995, 1-421-000 
Sodium Bromide Tablets....... 1-422-000 


Sodium Calcium Hydrate. 1-425-000 to 020 
Sodium Carbonate, Anhydrous. . 1-426-000 
Sodium Carbonate, 

Monohydrated. . 1-427-000, 1-428-000 
SoaimCaseinates ~.c-6 »...1-428-125 
Sodium Chloride... .1-428-995, 1-429-000 
Sodium Chloride and Dextrose 


BHTCCHION «aso 1-165-000 
Sodium Chloride Isotonic 

OMAR IG, aces eh et eer 1-429-500 
Sodium Chloride 

Rablete.. ooo as 1-429-510,1-429-520 
Sodium ‘Citrate... ; 1-429-800, 1-430-000 
Sodium Citrate Anticoagulant Solution 

Ampuls....... .1-430-500, 1-430-600 
Sodium Gvanilesn setae s s 1-431-000 
Sodium Desoxycholate......... 1-431-550 
Sodium 2, 6-Dichlorophenol- 

Indopnenole...cc saan es 1-165-485 


Sodium Dichromate, Technical. . 1-432-000 
Sodium Diethylbarbiturate.....1-092-350 
Sodium Ethylmercuric Thiosalicylate 


(Niereniolate).c 5.0. oe 1-285-675 
Sodium Fluorescein............ 1-203-000 
Sodium Plnorides., sits cco se 1-433-000 
Sodium Formaldehyde é 

SUlOMylAte tT ss.c5 8 cmeastoaes 1-433-060 
Sodium-b-Glycerophosphate. . . .1-433-485 
SodiumHipputates .42" «socom 1-433-820 
Sodium Hydroxide............ 1-434-000 


Sodium Hyposulfite. . 1-449-000, 1-450-000 
Sodium Hyposulfite Ampuls. . . . 1-449-500 
Soamtitn Todide sa. oe ey cas .1-435-000 


Sodium Iodomethanesulfonate. . 1-435-010 
Sodium Iodomethanesulfonate 

PH IGCMLL re aS ae mak oe os 1-435-012 
Sodium Iodomethanesulfonate 

PADICUS eterosestciec shes cree dean 1-435-016 
Sodium r-Lactate Solution. ... . 1-435-350 
Sodium Molybdate............ 1-435-500 
Sodium’ Morrhuate. .. 0.2.20. 3: 1-435-700 
Sodium Morrhuate 

Ampuls....... .1-435-780, 1-435-790 
Sodium Nitrate. ....1-436-000, 1-437-000 
Sodium Nitroferricyanide...... 1-438-000 
SodinumiOxalatetce rise sce ses 1-439-000 
Sodium Penieidlin. <ccs so 1-606-810 


Sodium Pentobarbital Capsules .1-330-770 


Sodium Pentothal 
PARIpUls 5 sas 1-330-805, .1-330-810 


Sodium Perborateins)<..kcuses 1-439-300 
Sodium Phenobarbital Ampuls. . 1-339-610 
Sodium Phosphate. . .1-439-900, 1-439-955 
Sodium Phosphate, Dibasic . . . .1-439-968 


Name S (Cont'd) Stock No. 
Sodium Phosphate, 

Effervescent; 2353.4 ou ee 1-441-000 
Sodium Phosphate, 

Monobasic..... 1-439-975, 1-440-500 


Sodium Phosphate, Tribasic. .. .1-440-800 
Sodium Polyanethol Sulfonate. . 1-442-350 
Sodium Pyrophosphate........ 1-442-850 
Sodium Salicylate. . .1-443-995, 1-444-000 
Sodium Salicylate and 

Theobromine Capsules.... . 1-472-310 


Sodium Salicylate Tablets...... 1-445-000 
Sodium Silicate, Soluble... ... .1-445-400 
Sodilina Sulamya s.5:s-0s peo eee 1-445-600 


Sodium Sulfadiazine Injection . . 1-462-300 
Sodium Sulfate, Exsiccated .. . .1-446-000 
Sodium Sulfathiazole Injection. . 1-464-400 


Sodium Sulade 25... bene acre 1-446-600 
Sodium Sulfite, 
Anhydrous..... 1-448-200, 1-448-205 


Sodium Sulfobromophthalein . . . 1-464-450 
Sodium Sulfobromophthalein 


InjectiPa ti. Gace ee chains 1-464-455 
Sodium Tetraborate 
(Sodium Borate).......... 1-419-000 


Sodium Thiosulfate. .1-449-000, 1-450-000 
Sodium Thiosulfate Ampuls... .1-449-500 


Sodium Tungstate............1-451-000 
Sig. 3o ss. + vee See oe 7-054-000 
GGloddl: Sie ss eae cea 13-010-120 to 125 
Sortballease os tia ten hte 13-020-260 
Sofeballe bat vor. aie oe mentee 13-020-280 
SoltballeGlowe sey cee pss ste 13-340-025, 
13-505-000, 13-505-005 
SolteatAGgiae: 3.4 esq dene 13-355-020 
Softtall Mask: ofc bin os sce 13-500-150 
Soi Soap ner ocncn sean eee 1-412-000 
Soft Soap Liniment.......... .1-412-125 
Soiled, Linen: Bags 7i7eminse ass 7-151-000 
Soiled Linen 
Conveyor....... 7-760-325, 7-760-335 


Soiled Linen Conveyor Bag. . . .7-760-350 
Solder, 
Gold... .5-805-250 to 850, 14-660-000 


Solder Silvers cccee eonieas os 11-574-550, 
11-574-555, 14-662-000 
SOIGERED Jc Saia rice teat mors 14-665-000 
Soldering Block, Asbestos. ..... 5-017-750 
Soldering Block, Charcoal... ... 5-017-850 
Soldering Carbon Sticks... .. . 14-667-000 
Soldetiny Pik, 5 sc5ko ee cae 5-311-450, 
11-523-550, 14-669-900 
Soldering Frames + woes sak aie 5-327-000 
Soldering 
Investment..... 5-368-050, 5-368-550 
Solderiig Mane vs sie. ean 12-381-150 
Soldering Iron Tip. ci. 44. 05 « 12-381-160 
Soldering Machine............ 5-565-150 


Soldering Machine Electrode. . .5-566-150 
Soldering Tweezers. 5-652-250 to 5-653-000 
SOME Cutters fae sai ae ee 12-190-350 
Solid Green (Malachite Green). . 1-266-000 
Solidified Alcohol... .1-052-625, 1-052-630 


Soluble Ferric Phosphate....... 1-191-000 
Soluble Sodium Silicate........ 1-445-400 
OG-l 


ALPHA- 
BETICAL 
PRELIMINARY EDITION JULY 1947 InDEE 
Name S (Cont'd) Stock No. Name S (Cont’d) Stock No. Name S (Cont'd) Stock No. 
mnnsnne SUARE. Oi od See 1-454-000 Spatulas: Specula: 
Solution Basin: « . heise eceesc. 4-029-150, Brain; Cashing::... 3.2. 045% 3-684-400 Bary Brown... ¢ <6 2h eee 3-691-590 
7-710-105, 7-710-225 BRIG OU als Waetees ws are oe 3-686-100 Bar Eevhardteecis no ene 3-691-595 
Solution Insert, Developing Eye, Cyclodialysis, Elschnig. .3-685-500 Ear, Gruber................3-691-600 
JO AP aan ara 6-042-100 to 110 Bye, Smith ns Se Ante 3-686-600 Esophageal, Jackson-Forbes. . 3-693-500 
Solutions: Eaberstores ioc... 4-397-350 to 375 Eye, Veterinary. ii<.5<.c ti. 8-109-500 
Adhesive, Stencil. gerbe ks -11-796-350 Seatelaa, Denial: Eye, Weeks... 6.4.2 nee 3-694-200 
Alkaline Aromatic...........1-054-750 Cc t 5-568-000 Eye; Ziegler: 225206 0644450588 3-694-300 
Aluminum Acetate(Burow’s)..1-108-400 ari Sg a aia 5-5 oe Mouth, Veterinary.......... 8-110-000 
Ammonia, Strong. . 1-061-000, 1-061-005 ecore! DEE ree Er ssl Nasal, Bosworth............3-698-100 
Anesthetic (Cartridge)... ... .5-006-050 fo wacedbeeazegae tan ig | sdk eee Nasal, Ingal 3-698- 
r NasalsIngales 0o-Ficlcceieree 698-250 
Avertin with Amylene ES Pecinacs te be Nasal, Killi 3-698-290, 3-698-300 
Oe eae Terie Pana | ce eee ietisicn. co oss. 3-698-600 
eee ont ia Ertecesin, : 1-137-325 Spatulator Plaster Bowl... .... 5-419-550 coe Sa scape che ee xy 
Suan Spaying Ecraseur, Williams. . ..8-058-500 Nasal, Septal, Goldstein. . .. .3-698-900 
oS ae ee OP a ee 1-088-490 : j : Nasal, Veterinary........... 8-110-300 
RRROR RG Stet ras eg Bo oes i 1-108-400 Special Engineer Brigade Nasal. Wienna: 33> oes sie 3-699-100 
Chloroazodin.............-. 1-137-325 Peet Eeipmcite 2/02 ee Eantal: iinkerho. «047, 
Cleaning, Silk Screen....... 11-796-370 Specialists Cabinet, ENT. .....3-128-200 cial Cabieca: aoe 
A eee are 1-143-010 | Specialists Chair. . . .7-046-000, 7-046-010 Rectal, Pratt “.. .3-702-100 
Cresol, Specialists Splints. . .3-718-800, 3-728-100 iicrkeal Minahior. Mahe? Mi -3-704-200 
Saponated, . . . 1-159-000 to 1-160-000 | Specific Gravity Balance, Vaginal ‘Kivand ..:.. 2.5. Se 
2, 3-Dimercaptopropanol.... . 1-088-490 Westphal. .........--.... 4-018-600 Vaciied Giaied: aka 3-705-600 to 640 
Oa eS eee 1-168-800 | Specific Gravity Bottle. ...... .4-082-000 Vaginal, KnowleeAleterinsay @41G0e 
Disinfectant, Germicide and Specific Gravity Thermometer- Vaginal, Sims. .. . .3-705-940, 3-705-980 
Fungicide eke 1-169-358, 1-169-364 Plummet, Reimann...... .4-018-750 Panik. Tubular : 
Ferric Chloride. ............ 1-190-500 Specimen Bottle. 2a: 4-089-125 to 195 Berean Sh Sas : .3-707-300, 3-707-340 
Ferric Citrochloride......... 1-190-550 | Specimen Bottle, Urine........ POY Ged toicaton siete cath " 4-297-000 
Formaldehyde . . . .1-205-000, 1:207-000 | Specimen Bottle Cap.......... POT Specmeeals, <...-ceiepenes 1-452-320 
| Ee ne ee 1-356-000 | Specimen Collecting Cap, Sphenoid and Turbinate Knife 
te oe oe 1-454-485 Aspirating Tube.......... 3-845-740 edie. fo ae " 3-452-900 
Giemaa Stain. ..: ; .. 6c sce 1:214.510 | Spectmen Jar. ... ...4-306-000 to 4308-000 | ci oid Canula, Casselberry. .3-141-600 
Hydrogen Peroxide.......... 1-229-000 Specimen Mailing Case........ 4-124-090 Suhmnoid Foiceoa Ulesecal 
Indicator, Bromthymol Blue. . 4-298-130 Specimen Vial. . . .4-082-200 to 4-083-000, Faraci-Skillern WR Ks oe = . .3-386-700 
Indicator, Phenol Red....... 4-298-230 ; I 4-430-300 Sphenoid Forceps, Universal, 
Merthiolate................ 1-285-695 | Specimen Vial Cap............ 4-082-105 Ostrum....... Peni 3-386-800 
Neosynephrine Hydrochloride. 1-300-810 Gpeetacie Case. os is nk ve 14-095-000 Sphenoid Forceps, Up-Cutting, 
Poincsium-Arsenite.......... 1-356-000 | Spectacle Dispensing Set... .. . 14-285-000 Piecis Sontrc Weecieaii _. .3.366-200 
Silver Nitrate, Ammoniacal . .1-405-010 | Spectacle Front........14-420-020 to 626 | c.1 noid Punch, Faraci-Skillern. 3-386-700 
Silver Nitrate and Spectacle Lens, Single Vision, Sphenoid Punch, Ostrum....... 3-386-800 
Formaldehyde............ 1-407-000 Edged. ..... cette +1+++-14543-000 | cohere Introducer, Eye, Allen: .3-427-400 
Sodium Chloride, Isotonic. .. .1-429-500 Spectacle Lens, Single Vision, Spheres, Eye, Implantation 
Sodium Citrate, Uncut...... See Ot ee Beige aoe 3-709-600 to 680 
Anticoagulant. . .1-430-500, 1-430-600 | Spectacle Mailing Box........ 14-025-000 | sphygmomanometer, Aneroid...3-713-100 
giie Tortdis .: x... 1-435-350 Spectacles, Gas Mask Insert. . . 114-680-000 Sphygmomanometer, Mercurial 3 
Talbot’s, Diluted (Pyorrhea Spectacles, Smoked Lens....... 3-689-600 Desk Type..... etary, OP 3-713-200 
PIE) 0 Sis oreieund 265 1-235-185 Spectacle Temples. . . . . 14-705-600 to 700 Sphygmomanometer Parts: 
Tribromoethanol............ 1-488-725 | Spectrophotometer, Beckman Bulb: Rubbers oy 3) oo 3-713-260 
Zephiran Chloride........... 1-498-705 cc 4-398-100 Ghiotenite Bag 2 SP 3-713-220 
d-Sorbite Spectrophotometer, Electric. . . .4-398-350 Mercury Tube, Baum... .... .3-713-400 
(d-Sorbitol).... .1-451-975, 1-452-000 Spectrophotometer Accessories: SERV Erne Sie ens 3-713-360 
Sounds: Absorption Cell Holder... ... 4-398-140 Sieh sa ee tae 3-713-290 
Urethral, LeFort...... 3-679-100 to 180 Adapter, Test WalVe nese icin eae 3-713-440 
Urethral, Van Buren . .3-680-200 to 400 PEDO eos eee 4-398-355, 4-398-360 Sphygmo-Oscillometer, Collens. .3-712-300 
Uterine, Simpson...........3-682-200 Cell Goresc es pero te 4-398-120 Spies Antrum Universal 
CeO oes ee ces Se caste cs 7-216-000 Incandescent Lamp......... 7-974-390 POMEOS.C pee eee ae 3-386-100 
Soxmlegolxtractor.. i225 25 2G 4-229-600 Manual, Operation of Electric Spinal Anesthesia Needle, 
MAGEE a NV BC a. tc bdltiex <b cules 11-774-100 Spectrophotometer........ 4-398-380 Hingson-Edwards........... 3-505-200 
Spaces and Quads...... 11-774-120 to 200 Phototube, Caesium Oxide Spinal Anesthesia Needle 
Spacwio Marker. 5065.42.53. 11-448-550 SEMDE. castes erie eee icin 4-398-180 IRePORIERE So ia a eh ees 3-427-600 
peace Pork... .... 2.2220. 11-335-550 Phototube, Ultraviolet-Sensitive Spinal Anesthesia Set, Lemmon. 3-024-980 
Spare Part Kit, Radiographic SV0E. vcs in eat Oe 4-398-200 Spinal Anesthesia Set Components: 
pales Ciittnickec coos Sau 6-161-210 (Pést *Vubes toes. 4-398-420, 4-398-440 Needles, Spinal 
Spare Part Kit, Radiographic Tubes, Amplifier. . .4-398-250, 4-398-260 Puncturewnc aes ae 3-025-020 to 060 
Ti ea Sa ear 8 ana aa 6-125-334 Spectroscope, Direct Vision. . . .4-398-750 Stopcock Assembly.......... 3-025-080 
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Spinal Anesthesia Tubing, Splitter, Hoof, Merillat........ 8-111-000 Stader Fracture Reduction and 

LUE Se aR ea te gare eae 4-460-420 Silitter: Dans o-045 «3g 3-734-900 Fixation Bone Set........ .3-112-600 
Spinal Manometer............ 3-469-200 Sponge yi@ellulose. 00505 esa.eea 6-134-655 Stader Humeral Splint.........3-113-440 
Spinal Puncture Anesthesia Sponge, Lens Edger........... 3-735-400 Stader Jaw Solintiivic eee ce 3-113-480 

Ppedlegésiieit- sus 24 3-025-020 to 060 Sponge, Mortuary.............3-735-400 Stader Metacarpal and 
Pree HORUCK 5 635 .h a eas ssiein ds 5-390-250 Sponge, Surgical........ 2-038-420 to 485 Metatarsal Splint......... 3-113-510 
Spirit of Ethyl Sponge and Hemostatic Tonsil Stader Metacarpal Band....... 3-112-620 

INS GEUGE win: 6 Sayaka 1-181-995, 1-182-000 Forceps Wewiss ccs oes aie 3-382-700 Stader Os-Calcis Splint... .... :3-113-550 
Spirits of Ammonia, Sponge Bowl........ 7-720-326, 7-720-327 Stader Pin Bar... .3-112-920 to 3-113-130 

1 OSA ET & er 1-061-075 to 110 Sponge Carrier, Jackson....... 3-149-800 Stader: Pin Cutters io: Sessa 8 3-112-722 

MCRD HOCK Sooo cis cs gies ah eee 6-132-510 S F Stader Pin Handle............ 3-112-820 

ponge Forceps, : : 

Splint Accessories: Pi cancniatits a1 me 3-373-600, 3-373-900 Stader Radius and Ulna Splint. .3-113-590 
Attachment, Pearson........ 3-725-485 pein nies 12-692-150 Stader Tibial Splint........... 3-113-640 
Buckle, Splint pets AES ee RE apa 1.868.150 | S2Mord-Shevky and McNaught 

Webbing........... 3-126-500 to 540 Reid KG BeeiHE caihs Centrifuge Tube..........4-141-700 
Padding, Asbestos Felt . . .. .12-275-050 P Cc G 3-221-100 Stage, Microscope, Mechanical. .4-322-375 
Padding, Wool mace it aries cut aceon idea Be eo Stage, Micrometer, Microscope.4-317-650 

Felt...........3-300-100, 3-300-300 Spoons: Staining. Basin... dae cena 4-029-250 
Sheet, Aluminum. .........12-737-000 LT “Oa he he Marte cre rpc US Go) Staining Clock, Tissue 
Shoot tb eee 12-028-100 to 130 EAUaratpEyS. (fore whet a cs 4-400-000 Procpanat. oss assaneseat 4-382-208 
Eee IIS geen aoe a 3-745-800 ete, “Dawiels iy sso sances 3-661-100 Staining Dish....... 4-223-600, 4-223-815 
Strap, with Buckle. 3-745-900, 3-745-920 ER 28 Pb a ot ee 7-403-000, 7-403-300 Staining Dish, 

Support and Foot Rest...... 3-725-500 Table, Dessert... .7-403-500, 7-403-510 Complete....... 4-223-500, 4-223-810 
Webbing............. 3-892-200 to 400 f(a re 7-404-000, 7-404-500 Staining Dish Handle......... .4-223-650 
Splint and Litter Set.......... 9-265-175 | Spotlight, Diagnostic.......... SABO DO). | CENSOR iaieree apes 
Splint and Litter Set Case... .. 9-129-825 | Spotlight, Muscle Testing. ..... 3-736-700 | Staining Dish Tray............4-223-820 
Splint and Plaster Fixation Spotlight, Operating, Field, aaa Jar, Coplin.........., 4-301-000 
Outfit (Sets os OETA 9-527-125 cuinnsiad soe aE Ea oehD Res 7-066-325 Binal, Wai ee 1-496-000 to 010 
Splint and Plaster Fixation Spotlight Incandescent Lamp, Fecha. op 22 ea 1-214-500 
Sets, 2... 20:2 .9-541-875, 9-551-325 Dingnosticuvennon cis eeees 7-979-550 sede te ain bee 1-214-510 
ee ee oe, | Speeiblaee, Coo. ist.) usual 4-382-100 Mingidl).........cseeoe 5-574-150 

Spunter Forceps... 250....3... 3-372-400 Spratt Mastoid Curette. .3-225-400 to 750 fe oy fdas 11-275-520 to 540 


Splinter Forceps, Van Buren. . .8-066-500 
Splint Litter Bar, Leg Splint. . .3-725-450 


Splints: 

Aeroplane........ 3-716-400, 3-716-550 
Arm, blaster, O1-F ans... <:.. 3-718-800 
aN itu hy el 64 EXC] STOR aG See aera ieee eae 3-719-600 
Hemoral, Stadet ocines issu. 3-113-400 
Fliimerals otaders ack ngs oo 3-113-440 
BN MILB Gacy nie a mee ae 3-113-480 
Leg, Bohler-Braun.......... 3-723-400 
Leg, Plaster of Paris......... 3-728-100 
Pea FLO WGOU. ose ks eb 3-729-800 
Leg, Thomas... ... 3-724-600, 3-725-300 
Meee AAT TRMUA ss. c 5s 9s ge 0 3-723-100 
Leg pixaiion, Cabot... :.. 3-724-500 
Metacarpal and Metatarsal, 

SUVS cy 5. ua Oe er eer 3-013-510 
Ws-Galcise Stad@bacs wes 6 acs su: 3-113-550 
Radius and Ulna, Stader..... 3-113-590 
WMD IAls StACET.c scocispariuaatts sa 3-113-640 
Walking Heel...............3-731-100 
Wire Ladder. 2c ivaccss + sds cde€O29100 
Wire IMIG o's vic ss Ka Was he 3-732-800 
NV RAGES NUOGIAED '0S << «Ls -e koe | 3-733-800 

Splint Set Case...... 9-135-575, 9-135-650 


Splint Set Case, Folding Splints.9-135-625 
Splint Sets: 


Airplane: Graph a c8 tvs desi ws 9-526-700 
Combat Pack Type: dcehid. 9-526-775 
Polding Splints 22505... 24.4 9-526-850 
REM E SDN oe i Siesta tex 9-526-950 
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Spray, Epinephrine 


Hydrochloride............ 1-175-200 
Spray Orie. hes ee ee 3-070-640 
Spray Bottle, Dental Operating 

WE eon 53 5-421-580, 5-421-585 
Spray Bottle Atomizer Tips... .5-421-935 
Spray Bottle Sets neces 3-070-600 
Seraver, HANG. cry oss ss os 6 aes 3-737-400 
Spreader, Plaster Cast, 

PeRRARE 95k Ud pt okie pov 3-737-800 
Spreader Bar and Stirrups, 

Lite RRS 7-843-450, 7-843-525 
Spring, Tension, Clipper....... 8-038-000 
Sprimmer; Powder. 200. 6S recs 3-738-500 
Spud) Eye; Dixtssets estan 3-739-800 
SHucuin BOCtlel.s wewane Gem ee 4-083-000 
So eareta WOU a. es pod etek, eh cas 7-779-000 
Square, Carpenters. 11-275-010, 11-275-020 
Square, Combination......... 12-755-150 
DUUEEZER. stig wis eee Gio ee 11-797-350 
Squeeze Cloth, Amalgam...... .5-167-150 
Squibb Separatory 

ET 2) ae a 4-270-500 to 4-272-000 
Squibb Urinometer cs ene ae 4-470-000 
SS tame teas save sisianniaredcnenmetecuniass 1-452-800 
Stader-Allen Wrench. . . .3-113-860 to 960 
Stader Bone Drill Brace....... 3-112-660 
Stader Bone Pin........ 3-113-150 to 270 
Stader End Wrench..... 3-113-740 to 820 
Stader Femoral Splint......... 3- 113-400 


Stake, Hardwood. .11-575-105, 11-575-110 
Stake, Horseshoe Pitching..... 13-740-150 


Stall: Bars; word hayes abe 13-010-240 
Stamps: 
Anatomicalexun sis eee 7-914-110 
Audiometer Chart Making. . .3-074-140 
Leather Embossing.........11-474-150 
Meat Inspection...... 8-111-500 to 900 
Rubber, Laboratory 
Byaminations*:/;.....3 26203 38 4-400-950 
Standard, Goalhi.............13-740-250 
Stands: 
Apparatus Support... .4-401-200 to 300 
WWE ss 2 is eee 7-081-000 to 030 
SOMME. ce ses ciety ears 12-756-150 
Combination, Stand and 
Cape Le ia eee 7-082-715 
Instrument....... 7-081-590, 7-081-610 
irrigdter a ioc cus) ke 7-916-030 to 050 
Litter Support, Operating. . . .9-267-125 
Snibleiig. £ is i see. 7-082-300 
iregle.. dk e ee hoe 7-082-500 


Tube, and Chassis, 
Radiographic. . .6-169-400, 6-169-405 


Tube, Rail Mounted........ 6-169-200 
Stay fas ks. Ce. ees 7-082-615 
Stannois: Chloride ::..o. s...4 8 1-452-910 
LARCH. cod. |, Ae ee dead 1-453-000 
Starch; ‘Solublec <<. Saucedo. 1-454-000 
Stationery Cabinet, Chest 
MERI MEL Sci tae wise cee 9-113-925 
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Station Hospital Medical Steriieineg Seti oi ca aot 9-554-900 Stomach Tube, 
Equipment. . .9-551-800 to 9-552-145 Sterling Silver Sheet... .11-572-430 to 440 Veterinary..... .8-134-800, 8-135-000 
Station Hospital Medical Equipment, Sterling Silver Strip.......... 11-577-000 Stomach Tube Stylet, Horse... .8-112-135 


Veterinary......... 9-602-955 to 985 
Steel: Splints... 0k << 12-028-100 to 130 
Steel Bar. 4%. 12-025-000 to 12-028-130 
Steel Brazing Powder........ .12-629-150 
Steel Tubing...... 12-796-250, 12-796-255 
Steinmann Bone Extension and 

MEWAGRIME PE ik cc kk 3-107-800 
Steinmann Bone Pin Chuck 

Handle, Bohler Type...... 3-107-820 
Steinmann Bone Pin 

eee 3-107-840, 3-107-860 


Pine=........, 3-107-880 to 3-108-090 
Steinmann Pin and Wire Cutter. 3-235-380 
Stellite Plastic 

Instrument..... 5-365-250, 5-365-305 
Stencil Adhesive Solution. .... 11-796-350 
Stones Winifes: 202.22. bos ine 11-789-150 
Stencil Knife Blade.......... 11-789-155 
Ce oh a 11-794-150 
Stencils and Manual, Minnesota 

Personality Test Set....... 3-822-802 
Stender Dish........ 4-224-000, 4-225-000 
Stephan Articulator........... 5-013-150 
Stereographs, 

Telebinocular . 3-817-840 to 3-818-040 
Stereoscope....... 6-135-625 to 6-136-000 
Stereoscope Incandescent Lamp. 7-979-800 
Sterile Water....... 1-491-700, 1-491-720 
Sterilization Basket. .7-201-510, 7-201-600 
Sterilizer Alcohol Stove........ 7-085-565 
Sterilizer and Washer, Bedpan 

and Urinal..... .7-085-255, 7-085-257 
Sterilizer Control, Chemical... . 7-085-320 
Sterilizer Control, Paper 


MERA ois. Scrat 7-085-335 
Sterilizer Control Indicator 

PE iar ds OU ee Co tl 7-085-330 
Sterilizer Drum, 

Dressings....... 7-085-302, 7-085-305 
Stermizer Forceps... :.. )oos0es% 3-375-400 
Sterilizer Forceps Holder....... 3-415-200 
Sterilizer Gasoline Stove. 7-085-400 to 455 
Searmnser Heater. 5... a8 7-085-352 
Sterilizers: 

Combination, Hospital....... 7-083-545 
Dressing....... .7-083-850 to 7-084-450 
Dressing and 

NE eg e's 5, 09 7-084-485 to 500 

Instrument...........7-084-525 to 885 

Peete. icles. 7-084-945, 7-084-950 

Steam, Horizontal........... 7-084-495 

Wreneihs ots cu. 7-084-975 to 7-085-075 

WOR 45 ix 3K 7-085-125 to 220 
Sterilizer Shelf Insert.......... 7-085-382 
Sterilizer Wick, Needle 

RIMEREEZOR oo) a) sisic. us slats wih ore 7-085-710 
Sterilizing and Lighting 

Gnicht-(Sets 1-3)... 052.58. 9-552-575 
Sterilizing and Lighting Set... .9-553-850 
Sterilizing Box, Pipette........ 4-090-200 
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Sterling Silver Wire... .11-590-150 to 250 
Sternal Puncture Needle, 


SUPER cise Aaa va he Stee ees 3-506-800 
Stethoscope, Blood Pressure. . . .3-742-200 
Stethoscope, Ford............. 3-742-300 
Stethoscope, Obstetrical, 

DeLee-Hillis.::: .a.c0 0... 3-742-305 
Stethoscope Bell, Edward-Ford . 3-742-310 
Stethoscope Chest Piece....... 3-742-325 
Stethoscope Diaphragm........ 3-742-340 
Stethoscope Ear Tip, 

Ford-Edward............. 3-742-380 


Stethoscope Rubber Tubing. . . .4-460-480 
Stevenson Lachrymal Sac 


RRBtEAOLOR . 15). SS ee GR: 3-607-800 
Stevens Tenotomy 

SCISSORS i303 cs 3-656-200, 3-656-300 
Stibophen Ampuls............ 1-454. 485 
Stick, 


Carborundum. 14-075-000, 14-080-000 
Stick, Composing. .11-775-105, 11-775-110 


Stick, Orangewood............ 5-576-000 
PRIS WON enh hac hha taues 5-674-000 
Stilbestrol Tablets 
(Diethylstilbestrol)........ 1-165-505 
Sell Water et: oc): 4-404-832, 4-404-882, 
4-404-916, 4-405-500 to 750 
Still, Water, Disinfector.......7-791-100 
SEU Mea Mer a We fone ee teen 4-120-120 
Still Camera Flashtube........ 4-120-150 
Still Camera Rectifier 
Power Witches cs el ess 4-120-200 


Stille-Gigli Saw Wire. 3-632-500, 3-632-600 
Stille-Liston Bone Cutting 


IBOLOEDS s «5: = Sofa 9 a cidiehesalelosass 3-311-300 
Stille-Luer Rongeur Bone 

| fe) (3) 2, pC gaa en Re rt 3-315-400 
Stille Osteotome. . .3-537-100 to 3-538-400 
Stille Plaster Cast Shears...... 3-668-200 
Stille Rongeur Bone 

Forceps see; . 3-313-600, 3-314-800 


Stille, Sherman Bone Drill. .... 3-106-450 
Stille-Sherman Bone Drill Set. .3-106-600 


Still Heating 


Element....... .4-404-883, 4-405-025 
Still Picture Projector......... 4-382-350 
Stimulator, Neurosurgical, 

Hinsey-Geohegan......... 3-743-500 


Stirring Rod, Glass. .4-388-110, 4-388-120 
Stirrup and Spreader Bar, 


bitters OF NO: 7-843-450, 7-843-525 
Stitching Machine, Shoe...... 12-742-000 
Stock: Phe. Sievewied a 12-759-550 
Stock, Metal, Veterinary....... 8-112-000 
Stock and Equipment Binder. . .7-718-640 
Stéckisiet 2.00.6. 2-039-000 to 2-041-000 
Stoddard Test Tube Clamp. . . .4-181-000 
Steeea 2 itters oa SURI 7-837-810 
Stokes ‘Litter Straps 2.0.0.0... 7-844-315 
Stémach'! Tube. spouse.’ 0%. 3-865-800 


Stone, Artificial. .... 5-577-000, 5-577-015 
Stone Basket, Ureteral, 


SOIR 3. sins So o's CR 3-330-200 
Stone!Chuek.%. iiice. 5-390-350, 5-390-450 
Stone Dislodger, Ureteral, 

Howards. exch Peer elae 3-330-300 
Stone Removing Forceps, Ureteral, 

Cystoscopic, Councill.. . . . .3-330-400 


Stone Removing Forceps, Ureteral, 
Cystoscopic, Ferguson... .. 3-330-500 


Stone Tissue Forceps.......... 3-380-950 
Stool and Table Set........... 9-595-050 
Stools: 
SUREMIIE. oa aa nto es 2s ee 7-086-000 
Dental Operating........... 5-577-650 
| IN lela RS ay Be 7-086-975, 7-086-990 
Laboratory, Dental......... 5-577-500 
Surgeons, 
Revolving...... 7-088-000, 7-088-050 


Stopcock.,: : .; 3-744-600 to 800, 4-407-000 
Stopcock, Kipp Gas Generator. .4-274-002 
Stopcock Assembly, Anesthesia 


Wee o's aiken ok unre s pact 3-025-080 
Stopcock Extractors: 3... sins. au 4-230-250 
Seppper- Puller... oct ee ees 4-230-250 
Stoppers: 


Distilling Apparatus, Glass. . .4-226-520 
Filter Drip Apparatus, 


Rubber: cicatisnisws et seks 3-305-980 
One Hole, 

Rubbers... +. 4-407-500 to 4-411-000 
Serum: Vial; Rubber. ........ 4-069-110 


Solid, Rubber. . .4-412-000 to 4-419-500 
Two Hole, 


Rubber...... .4-420-000 to 4-422-000 
Vaccine Bottle, Rubber...... 4-422-214 
Stopping, Temporary.......... 5-577-850 
Step Warten... .. ween teams 3-889-200 
Storage Bracket-»..2.. ees awe 6-004-850 
Stout Osseous 
Chisel }se a csca: 5-148-700 to 5-150-500 
Stout Root Elevator........... 5-246-500 
Stovarsoel! Tabletsi;..4\.cs.cashen. 1-002-200 
Stovarsol. Fampons.. 2.2.0.2 1-002-300 
Stove, Gasoline......... 7-085-400 to 425 


Stove Accessories (Gasoline Stove): 
Packing, Valve 


Stem...........7-085-368, 7-085-370 
Plunger, Leather.:. «45>. saacu 7-085-375 
Vaporizer and Valve.........7-085-660 

Stove Solidified Alcohol........ 7-085-565 
Strabismus Forceps............ 3-340-600 
Strabismus Hook, 

Grace sc oct ay 3-423-800, 3-424-100 
Strabismus)Scissors....) so. 4 508 3-655-200 
Strabismus Suture Needle, 

AMMESON oy.) Hc Bae 3-515-600 
Straddle(Stand .\;...c0/ ences 7-082-500 
Strainer, Slotted, Whole Blood .3-745-550 


Strap Crimping Pliers........ 14-593-500 
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Name S (Cont'd) Stock No. | Name S (Cont'd) Stock No. Name S (Cont'd) Stock No. 
Straps: Submucous Nasal Dissector, Sulfur Ointment... ..1-467-040, 1-467-050 

Anklet, Restraint Apparatus .7-884-040 Pisrees cares cc) ata 3-262-400 Supplemental Set, Carbon 

|r clare ee pean Ep a a See 7-884-105 to 285 Submucous Nasal Elevator, Monoxide Indicator....... 4-295-505 

Ding W eve OF Vg Aah 0 dae aia ame 7-843-120 Peer nee eet eset ea ee 3-277-200 Supplemental Supply Set, 

Litter Carrying, Medical Submucous Nasal Knife, Medical, Melani caccikesd 9-313-500 

ASU IB sae sn ew guest ae NG 9-556-150 Preeti. sass 555 3-445-800, 3-445-900 Supply Sets, Surgical, 

DETERS Brag eetisttareices bie nlece eat 13-745-050 Substage Microscope Lamp. . . .4-287-065 Field...........9-592-400, 9-592-420 
Medical Field Kits.......... 9-556-100 Succinylsulfathiazole Tablets. . . 1-460-500 Support Ring...........4-401-315 to 340 
Perineal, Invalid Walker... .. 7-139-855 SuCrose ss techs 52 5 sD ea 1-460-585 Supports: 
Solitons ee. ge eh eres Pe 3-745-800 Suction and Drainage Apparatus, Anmmal: Cave: 35h Dee 4-118-250 
Splint, with Buckle......... 3-745-900, Wangensteen Type....... 3-268-840 Arch, Combination. .12-012-100 to 224 
3-745-920 Suction and Drainage Set, Arch, Metatarsal. . . .12-012-324 to 448 
‘UB uhoe} oy Wi veenenes tte pe Ronee te antar 13-745-050 Wangensteen............. 3-268-900 Arch, Plantar; 5a 12-012-548 to 560 
Web, Stokes Litter.......... 7-844-315 Suction and Pressure Color Comparison 
Wristlet, Restraint Appatatus, .6<.55.6.5952/4199193-100 MUDES Ga ss seats 4-422-700, 4-422-705 
Apparatus................7-884-055 Suction Apparatus ...... 3-752-500 to 950 Pelvic, Myerding............ 3-753-600 
Streak Retinoscope Suction-Discharge Assembly, Test Tube...... 4-424-500 to 4-425-600, 

Incandescent Lamp....... 7-973-500 Circulating Pump. «....05 2024 4-382-885 4-426-465, 4-426-475 
Streptococcus Antitoxin, Suction Snakebite Kit......... 9-525-325 Test Tube; Kahn. tee 4-424-100 

mOgtiel Fever. fc choses 5 1-608-100 Suction Tubes: Test Tube, 

Streptococcus Toxin, Scarlet Abdominal, Pool............ 3-866-600 Wassermann. . . .4-426-450, 4-426-457 

Fever. .......6-.00 se ese, 1-608-200 Bram; Wtleoa oo es 3-866-700 | Support Stand, 

Streptococcus Typing Brain, Frazier.............. 3-866-800 Apparatus...) 55.3 4-401-200 to 300 

oe Een 1-609-750 to 760 Bronchial, Clerf............ .3-845-700 Suppository Mold............. 4-355-690 
SAP OTINY CHIN ooo igic jal deot . ypereus 9-5 5 1-609-840 artes be a CO 3-867-600 Surfacing Block Centers...... 14-210-000 
SSUUe| ela syeay! Sek os eye ay ee ee 14-605-000 é : Surgeons Gloves, 

Stretcher, Wheeled... ... 7-924-605 to 705 gop ere Niatieting er PG ee Lae 3-397-800 to 920 
Striking Bage..0. 0 e+. ---13-010-090 | guggn Tenn nn. pago-gg0 | Surgeons Hand Brush... ...7-725-925 
putes Bae Bladder... ..---, on ee Sugar (Suctose) igen vise. 1-460-585 Surgeons Stool... ... 7-088-000, 7-088-050 
Striking Bag Glove........... 13-340-040 Superof lead (Lead Surgeons Suture Needles, 

Striking Bag Platform........ 13-600-500 Acetate)....... .1-248-995, 1-249-000 Piench i. irate 3-525-700 
Striking Bag Swivel.......... 13-755-550 Suvar Rest. Lablete: 32.520. ; 1-490-220 Surgeons Suture Needles, 

String, Quartz, Cardiograph. . . .3-145-440 Suit; GaseResistant., 3. tcc. sss 7-925-225 Regular. ..... 3-524-400 to 3-525-140 
BED, SDESUAS, oss ek vis ie 5-116-550 Giteease Hand Surgery Stand). 2.2 sicvega 7-082-615 
Sti oC elluioie 3 a:.).'.. 2s oS 5-578-000 Fiber cd seas 8 9-558-875. 9-558-975 Surgical Applicator............ 3-037-100 
ee ee ee Sere Sialacecmenn. sass cee ns : 1-445-600 Surgical Dressing Kit.......... 9-D0S-225 
Sy SR ae a oie ae fie 4+ Siliadiagne... 2s ee 1-462-100 | Surgical Dressing Set.......... 9-563-500 
Sie fe ee By alee: adv its Sulfadiazine Ointment......... 1-462-140 Surgical Dressinig Set; 

Stripper, and Elevator, Rib, Sulfadiazine Sodium Injection. . 1-462-300 Veterinary . Devae naar est a 9-602-995 

Matson: 5b eres e ee 3-746-900 | cilfadiazine Tablets. ....1-462-190 to 225 | Surgical Hospital Medical 
Stripper, Fascia, Wilson....... 3-747-400 Silteguahidine Tablets; 85 1-462-600 Equipment, Mobile....... 9-314-850 
ee oats Sotet Oe 1. Sitenilamides: eye. 1-463-290 to 500 | Surgical Hospital Medical 
Strong Ammonia Solution. .... 1-061-000, Silkandiamide Equipment, Portable...... 9-491-150 

ee Tablets.........1-463-700, 1-463-705 | Surgical Instrument 
ee eee Sulfanilie Acid! (cess 1-463-740 Kit.......... 9-575-225 to 9-577-650 
Silver)iisc sees 1-404-710, 1-404-712 Fea Surgical Instrument Kit, 
Strong Protargin Tablets (Protein Sulfasuxidine Tablets DOPESsing. ck ates CSE Re 9-565-825 
oe i 1-404-740, 1-404-742 (Succinylsulfathiazole). ....1-460-500 Surgical: Instrument Kit, 
Strong Protein Silver......... 1-404-710, Sulfathiazole..............+.. 1-463-975 Emergency, Flotilla 
1-404-712 Sulfathiazole Opthalmic Medical Officer........... 9-570-125. 
Strong Protein Silver Ointment 2342055 Sey Stews 1-464-000 Surgical Instrument Kit, 

Pabletss 0). 1-404-740, 1-404-742 | Sulfathiazole Sodium Injection. . 1-464-400 Veteriaaty 3... 50 Se 8-112-150 
Strop, Microtome Sulfathiazole Tablets.......... 1-464-100 Surgical Instrument Kit Case, 

Rife. Vial ae 4-344-000, 4-345-000 |» Sulfobromophthalein Sodium. . , 1-464-450 Ubtesshtig! PRA Ss sug neh 9-136-125 
UPOD, TRAZOL vha's sds oT aes 3-749-100 Sulfobromophthalein Sodium Surgical Instrument Kit Case, 
Strychnine Sulfate Hypodermic Injection..............4.. 1-464-455 Weterimaky: vss aaceesee 8-022-275 

Tablets.........1-458-000, 1-459-000 Sulfocarbolate Compound Surgical Instrument Set 
Strychnine Sulfate Tablets..... 1-457-003 MaADIELS TRAE ABT 1-464-500 Gases 9-115-010 to 9-131-325 
SEU Aten tate ts ony a ea 12-659-650 Sulfosalicylic Acid. . .1-464-873, 1-464-875 Surgical Instrument Set Case, 
stylet oGatheters tiie i) exutiexin 3-751-100 Sulfur, Precipitated: 0... 0... 1-465-975 WUC. Shi, Skah ace ata 9-139-150 
Stylet, Colt Catheter.......... 8-112-125 Sulfur, Sublimeds o2°) cies! 1-466-010 Surgical Instrument Sets: 

Stylet, Horse Catheter.........8-112-130 SulfiratedBotash. 3 G54 1-467-200 BaSIGeK?. Red cA Oak eaten 9-580-000 
Stylet, Horse Stomach Tube. .. .8-112-135 Sulfuric Acid, . ....:...:: 1-467-515, 1-467-520 Chest fnjuriessis get. elas 9-580-400 
Submucous Nasal Chisel, Freer. .3-196-600 Sulfuric Acid, Commercial... .. 1-467-530 EN an juries. 222k Rae 9-580-500 
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Surgical Instrument Sets: (Cont’d) Sutures: (Cont'd) Syringes: (Cont'd) 
Eye Injuries: 5.00000... 003, 9-580-600 Silk, Braided, Needle Hypodermic, Hog Cholera 
Fractures and Amputations. _9-580-700 Mined yo Le 8 3-767-800 to 940 Type. Sars ener sits .8-115-750, 8-115-755 
Genito-Urinary Injuries... . . .9-580-800 ie, Bivens oF ac tae 3-768-100 Hypodermic, Posner......... 5-596-150 
Maxillofacial Injuries........ 9-581-000 Silk, Eye, Needle Hypodermic, Quitman Type. . 8-116-000 
Neurosurgical...............9-581-200 Amixed 30 Sk hen 3-769-050 to 500 Teripatine. ose cee 3-794-200 to 400 
Operating, Field.......:.... 9-580-200 Silk, Twisted. .:...... 3-774-600 to 800 li¥tmating, Bares cues 3-795-600 
eR eh 8-581-400 Silk, Twisted, Needle Irrigating, Ear, Pomeroy..... 3-795-850 
Surgical Linen and Supply Kit. .9-590-225 MURR OO 355 ho cae os 3-775-300 to 340 Irrigating, . 
Surgical Operating Track) io: 5: 9-591-920 Silkworm Gut... . .3-776-300, 3-776-340 Wretnrals. <2... .3-796-600, 3-796-640 
Surgical Operating Truck, MHWEL? ok. os es eee 3-777-400, 3-777-700 Irrigating and Aspirating..... 3-796-820 
Armored Force........... 9-600-410 Silver, Formed Clip. ........ 3-777-380 Lacorymal, Anel. - 0005551, 3-799-200 
Surgical Operating Truck, Cees tele. SERS 3-755-200 to 320 Laryngeal, Lukens.......... 3-799-700 
Medical Equipment....... 9-591-900 Surgical Gut... . 23/2. 3-778-800 to 806, Local Anesthesia, and 
Surgical Supply Sets, 3-781-900 to 3-786-360, PROOHIES 6. ins-0 Gad chy Fees 3-808-205 
Field...........9-592-400, 9-592-420 8-112-200, 8-112-400 baer ea 3-803-800 to 3-804-500 
Surgical Team Medical Surgical Gut, Needle Doe, Insalinss 2 8. ee 3-802-100 
Equipment... .......-... 9-596-270 Affized: <. <=; 3-779-600 to 3-781-600, Luer, Mallein Type......... 8-122-000 
Surgical Utensil Set........... 9-593-125 3-787-100, 3-787-140 Luer, Tuberculin . .3-802-700, 3-802-800 
Surveyor, Clasp: i. ).2..:) 7: 5-582-700 MMM. Goof re Boece 3-789-600 Needle Lock......... 3-805-800 to 980 
Survey Set, Malaria .9-272-700, 9-272-710 Tantalum, Formed Clip...... 3-789-200 Needle Lock, Control........ 3-805-500 
Survey Unit, Malaria.......... 9-272-900 Tantalum, Needle Pediatrics, Kaufman........ 3-806-800 


Suspenders, Medical Field Kits .9-594-500 
Suspension Apparatus, Sayre. . .7-135-200 


9 ee oe ea ea 2-041-200 
Suture Clip Forceps: 
Applying, Hagenbarth....... 3-325-880 
Applying, Rainey........... 3-326-200 
Applying and Removing, 

GS ne aan er 3-325-900 
Forming, McKenzie......... 3-326-500 
Introducing, McKenzie. ..... 3-326-900 

Suture Clip Holding Rack, 

ING LC GrzIet 2 25 oy 5 Saas 3-586-000 
PRIGUNCRL At ss) . Ss rats dua 7-828-000 
Suture Needles: 

Abdominal, Ferguson........ 3-509-100 


Abdominal, Keith . 3-509-600, 3-509-680 
Catgut, Mayo... .3-510-700 to 3-511-300 
ete iG 2a, iba aceua 3-512-600 to 920 
Eye, Corneal, Kalt.. . .3-514-820 to 880 
Eye, Strabismus, Jameson. . .3-515-600 
Fascia, Gallie.........3-516-600 to 630 
BRteStiINaL se. a 3-518-200 to 260 
Intestinal, Mayo. .3-519-200, 3-519-220 
Intestinal, Murphy. ...3-519-620 to 660 


ISTOMIOY occ ccs ss 3-520-800, 3-520-900 
Postmortem...... 3-522-200, 3-522-300 
S11 [: Seen pee ape 3-523-300, 3-523-400 
Surgeons, French............3-525-700 
Surgeons 

Regular...... 3-524-400 to 3-525-140 


Uterine, Martin. . .3-526-500, 3-526-520 
Sutures: 


Cho, Michel 1... .:...:. 3-754-100 to 115 
Clip, Scalp, Rainey..........3-754-600 
gE ae ae 8-112-170 
Cotton: Thread... .... 3-756-100 to 400 
Brennighe stay 3-758-300 to 605 

Dermal, Needle 
PMRIKED oes cc 2 cet 3-760-200 to 400 
Silk, Braided. ..3-765-600 to 3-767-020, 
3-767-980 

OG-.I 


jC: ee Baa 3-790-100 to 300 
amnibined! ane 252 7850 i 3-792-100 

Suture Scissors, Littauer....... 3-655-600 
Bwal LodmMes 665s soe asses 1-235-060 
Sweeney Amalgam 

Plugger...... 5-440-150 to 5-443-150 
Sweet Eye Localizer........... 6-050-000 
Sweet Eye Localizer Charts. . . .6-051-000 
Sweet Oil (Olive Oil). .:....... 1-320-570 
Swimming Guide............. 13-355-030 
Series ‘Trunks. {2225.2 .. 7-179-030 to 038 
Swivel, Punching Bag........ 13-755-550 
Swivel, Striking Bag......... .13-755-550 
Synthetic Rests.) .50. 6. 1-392-935 
Syphilis Antigen.............. 1-610-025 
Syphon Cup, Extraction 

Wonaratos.:... 6 2725 he. ee 4-229-020 
Syrette, Morphine 

Tartrate..... .1-295-509 to 1-295-512 
Syringe and Needle Block...... 8-089-775 
Syringe Bulb, Moffat Water 

Mf | eG EN a 5-598-000 
Syringe Cartridge, Anesthetic 

BONNER air eos tease Pe 5-006-050 
Syringe Filler, Automatic. ..... 8-061-500 
Syringe Heating Element, 

Warm Air...... 5-421-695, 5-421-705 


Syringe Holder, Dental 
Operating Unit. .5-421-725, 5-421-730 
Syringe Nozzle, Cold 


BRE neat N se os 5-421-775, 5-421-780 
Syringe Nozzle, 
Warm Air...... 5-421-790, 5-421-795 
Syringe Nozzle, 
Warm Water....... 5-421-805 to 815 
Syringes: 
Aspirating and Irrigating..... 3-796-820 


Cold Air, Dental 

Operating Unit..... 5-421-840 to 855 
Dose, Veterinary . .8-114-000, 8-115-000 
Fountain, with Water Bag. . .7-706-000 
Hypodermic, Cartridge Type .5-593-000 


Warm Air, Dental 

Operating Unit..... 5-421-870 to 885 
Warm Water, Dental 

Operating Unit..... 5-421-895 to 910 


Water (Wonate. ans 5-597-000 
Syringe Set, Hypodermic, 
EME. si os eee cee 9-190-180 


Syringe Tubing, Cold Air. 5-421-955 to 965 
Syringe Tubing, Warm 


eS ene tg 5-421-995 to 5-422-020 
Syringe Tubing, Warm 

Wratere a et oe 5-422-025 to 045 

tj 

T-Connection, Air Compressor. . 5-175-650 
fe 1 ea Ceres 3-268-400 to 560 
IMIS 5 at tee 4 Cae ba 11-076-050 
TA TERCMCEN. Sole Ds. ort wees 13-760-000 
(Wabile'anG' Stool, Set. 2 oa. ves 9-595-050 
Toews aes 7-176-810 
iPablePelt.¢0%)- tac ee ee 7-176-825 


Table Lamp, Reception Room. . 7-069-000 
Table Pad, Operating... .7-099-250 to 285 
Tables: 


Anesthetist....... 7-088-425, 7-088-430 
FAULODSY. ho 8 shoceicinss a oaks etek 7-088-500 
7 ae al Re 7-089-025 to 092 
Dental Laboratory.......... 9-595-150 
1B TT a es al 7-415-000, 7-415-510 
EEE heat. ae ae ces 7-092-800 
Examining... .. .7-092-962 to 7-093-050 
Instrument. oc... ccs 7-093-915 to 975 
Instrument and 

Dressing i500. 3 7-094-010, 7-094-025 
Laboratory, Folding ........ 4-427-120 
Obstetrical and Delivery..... 7-098-850 
Office, Folding...........:..7-095-840 
Operating...... 7-098-000 to 7-099-035 
Operating, Equine, Kyle..... 8-123-000 
Orthopedic. ...... 7-099-300, 7-099-400 
OVET DER cans cacy ween oe 7-099-550 
Pig Pong....: 22..05025040% AS16050 
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Tables: (Cont’d) Tablets: (Cont’d) Tablets: (Cont’d) 
Proctoscopic, Buia... 30. <4... 7-099-700 Calomel (Mild Mercurous Pitpdbe es Genter nee aticn 1-380-150 
Radiographic, Urological... . .6-125-010 Chioride).:::....... 1-279-985, 1-280-000 POR OSE 55.6 b's cicapiennd > ten seetoa! 1-380-100 
Radiographic and ‘ Carbarsone....... 1-125-505, 1-125-515 Protargin, Mild (Protein 
PUIMOLORCOPIC s cuztscci tied Soo. 6-156-800 Cascara Sagrada... 1-129-000, 1-129-010 SUV ET) epi te re 1-404-675 
Radiographic and X-ray Chiniofoni. 30%: .seukiaee 1-136-000 Protargin, Strong (Protein 
PERO boos ccs pubes 6-156-900 Chloroquin Diphosphate..... 1-139-300 Byer ics 2 es cok 1-404-740, 1-404-742 
Reception Room............ 7-100-000 Codeine Sulfate. . .1-148-985, 1-149-000 Protein Silver, Mild......... 1-404-675 
Mable, Penns! tive sa enc. ‘.13-760-050 Solenieiie. tas oo ees 1-149-700 Protein Silver, : 
Typewriter, Folding......... 9-595-325 Crvetal Vieletiiot0 sucosaistes 1-289-485 oe ee ee 1-404-740, 1-404-742 
UES aves Pog a Ra ee a 7-100-105 Dehydrocholic Acid......... 1-161-635 Quinacrine 
TLE 5 a a ae ee ce NO 7-100-305 PPCMONO: 2% ci ee canbe st 1-269-375 Hydrochloride.. . 1-386-585, 1-386-600 
Gaslty, Folding... ta ce (as 7-100-205 Dicalcium Phosphate........ 1-165-480 Quinine Sulfate............. 1-391-000 
‘Tablespoon: i cisial sa 7-403-000 to 510 Diethylstilbestrol........... 1-165-505 RiboMavin. <>. oxewien sa Coes 1-395-000 
Tablet, Cement Mixing........ 5-562-000 Digitalis.......... 1-166-495, 1-166-500 Ringer’s Solution............1-396-000 
Tablet Box. iis'.ss. 4-090-650, 4-090-750 Digitoxin..63)):6.20. 005020 1-167-690 Saccharin Sodium........... 1-397-504 
Tablet Container. . .9-143-900, 9-144-030, Digoxin...............4050. 1-167-750 Saatonie. 5 adaware 1-401-000 
9-144-040, 9-144-150, 9-144-170 Dover’s Powder. . .1-240-995, 1-241-000 Skiodag. 2.2)... ees 1-435-016 
Table Tanne BAW. 2.597 13-010-135 Epinephrine. . .... 1-175-850, 1-176-000 Sodium Alurate. . .1-413-705, 1-413-708 
Table Tennis Bracket......... 13-090-000 Ergometrine (Ergonovine Sodium Benzosulfimide 
mame renmis Net ooo. 52 is 13-535-030 Maleate) i a ape als ia Ma es 1-177-550 (Saccharin Sodium)........ 1-397-504 
Table Tennis Paddle.......... 13-600-050 Ergonovine Maleate........-.... an eat Sodium Bicarbonate......... 1-417-020 
Table Tennis Table.......... 13-760-050 PRN gf STATE) ko doh apeltane eddiuds Biteadueuna 
Vale Top, Bedside Table. 2.01 7089-027 Estrogenic Substances....... 1-178-880 P. = 1-418-000 
’ BPPEIANGEl ite fle goes 
ie Pap, Brockit Pablerni/ saanioas | “yo Femons Palleters vv ors I yon7s0 | Sodium Bromide..........., 1-422-000 
Table Top Tray Sev. 0... 45.0 9-595-400 ee Faris eka te hie ere Sodium Chloride . . 1-429-510, 1-429-520 
Tablets: ae eae ae Dpiinis aa Sodium Iodomethanesulfonate1-435-016 
ME Bloc bata a nin looe wis Sh 1-435-016 gh EMER Fer EON DO ee Gee 1-223-000 Sodium Salicylate........... 1-445-000 
BAGO 5s fy sok sap dia 4 fn 1-002-200 Gynergen (Ergotamine Stilbestrol : 
Acetophenetidin. . . 1-005-985, 1-006-000 Porrate)). s.. cies Leche 1-178-110 (Diethylstilbestrol)........ 1-165-505 
Acetylsalicylic ER ie inet We eee 1-227-000 PUOVATAOL s-seb ote eee 1-002-200 
PRU sc tisha eae 1-009-985, 1-010-000 lodochlorohydroxyquinoline. . 1-236-535 Strychnine Sulfate...........1-457-003 
Acetysalicylic Acid, Ipecac and Opium. 1-240-995, 1-241-000 Succinylsulfathiazole........ 1-460-500 
Acetophenetidin and Lactoflavin (Riboflavin)...... 1-395-000 Sulfadiazine.......... 1-462-190 to 225 
SOUS SS See 1-006-245 Lead Acetate Compound..... 1-249-020 Sulfaguanidine.............. 1-462-600 
Adrenalin RS ELE Ee eae ete adocky 1-268-800 Sulfanilamide..... 1-463-700, 1-463-705 
(Epinephrine)... 1-175-850, 1-176-000 Meperidine Hydrochloride. .. .1-269-375 Sulfasuxidine 
Alkaline Aromatic Solution. . . 1-054-750 Mercuric Cyanide........... 1-272-500 (Succinylsulfathiazole). .. . . 1-460-500 
ee Oe tien Mercurous Chloride, Sulfathiazole............../.1-464-100 
(Burow’s)...... prettteees 1-108-400 Mild... cash dtenisd 1-279-985, 1-280-000 Sulfocarbolate Compound. . . .1-464-500 
Pa ey laird OF. oatceeaay Mercury © Tetracaine Hydrochloride. . . . 1-471-860 
pay Bichloride br oh 1-285-395, 1-285-400 Theophylline Heiylenbdiamine 
Phenobarbital............ 1-059-710 Nes iadals iil ant ccs 1-435-016 fea acetates 10604710 
Aminoquin Naphthoate 2-Methyl-Naphthoquinone bi ; ey segipeprs eer. cone 
(Pamaquine Naphthoate). . 1-325-275 tAlenadione)..:6. 0s cake 1-268-800 Thiamine 


Ammonium Chloride. ....... 1-065-300 
Amniotin (Estrogenic 
SUpstances) O.ace ene 1-178-880 


Amphetamine Sulfate, 
Racemic........1-068-590, 1-068-605 


DNS Bet Cpt i ee eral oS 1-006-245 
Arsenic Trioxide............ 1-078-110 
PNBCOLDIGANCIG « c:ityebiaeuenenteeerd 1-083-505 
PAS DIEM ist ar eutiale wie 1-009-985, 1-010-000 
Atrabrine 


di-Hydrochloride 1-386-585, 1-386-600 
Benzedrine Sulfate.1-068-590, 1-068-605 
Bismuth Subcarbonate....... 1-104-075 


Brown Mixture (Opium and 
Glycyrrhiza Compound). . . 1-223-000 


Burow. S(Solwtion. 65..+. 20 sata 1-108-400 
Sancti Lactate. parc weal 1-118-330 
Calcium Mandelate......... 1-118-400 
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Methylrosaniline Chloride. .. . 1-289-485 
Motion Sickness Preventive. . 1-296-000 


Multiple Vitamins........... 1-227-000 
PIRCIIOMNIGE SS itil. cede 1-301-500 
NiGGEEMIGES-4)).2i< 42.0.8 bids 1-301-500 
Opium and Glycyrrhiza 

Compoundee sk: «fol sdisits 1-223-000 
O LGNGNE! Sos ee ene 1-487-670 
Pamaquine Naphthoate...... 1-325-275 
Papaverine Hydrochloride. ...1-325-455 
Phenacetin....... 1-005-985, 1-006-000 
Bhenobarbitalercaicaciex ae 1-339-600 
PISNGWOCHM cides eC 1-325-275 
Pontocaine Hydrochloride. .. . 1-471-860 
Potassium Arsenite.......... 1-356-500 
Potassium Permanganate..... 1-373-000 
Pregneninolone.............. 1-380-100 
Premiers 5 Se are sag 1-178-880 


Hydrochloride... 1-472-500, 1-472-600 
Thyloquinone (Menadione).. . 1-268-800 


fon tees Ce Mime) wre 1-475-900, 1-476-000 
O-Lolidingnys saci to caion ee 1-487-670 
Stiaeyn Bis icae Cece 1-488-700 
Taberculin es. skank cs 1-613-910 to 980 
Urine Sugar Test:200. 04 1-490-220 
WIGEOPAL Ts ety OAb we wees 1-236-535 


Vitamin B, (Thiamine 
Hydrochloride). . 1-472-500, 1-472-600 
Vitamin B, (Riboflavin)...... 1-395-000 


Vitsenlie So 5s Soe ons eee 1-083-505 
Vitamin G (Riboflavin)...... 1-395-000 
Vitamin K (Menadione) .. . .1-268-800 
Wound (Packet)... «coves 1-495-275 
Y AGP sc anke CRR NCAR 5 cee 1-136-000 
Yeast DEG: se aces 1-498-500 
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Name T (Cont'd) Stock No. Sbaieaiai T (Cont'd) Stock No. Name y (Cont'd) Stock No, 
Tablets, Hypodermic: Tap, Frame, Telebinocular 
Arecoline Stereographs. .3-817-840 to 3-818-040 


Hydrobromide. . 1-075-000, 1-075-200 
Atropine Sulfate... 1-086-000, 1-087-000 


Codeine Sulfate............. 1-148-950 
Dihydromorphinone 
Hydrochloride............ 1-167-905 
Dilaudid Hydrochloride... . . . 1-167-905 
Emetine Hydrochloride. ..... 1-173-025 
Eserine Salicylate........... 1-348-000 
Glyceryl Trinitrate.......... 1-221-000 


Hyoscine Hydrobromide..... 1-403-000 
Morphine and Atropine 


0, Mure ie eee 1-295-525 
Morphine Sulfate. . 1-295-000, 1-295-500 
PRPOIVOOPIN oe ac ce eee 1-221-000 
LTE OUST ig eee ee 1-325-300 


Physostigmine Salicylate... . . 1-348-000 
Pilocarpine Hydrochloride. . . . 1-352-000 
Procaine 

Hydrochloride. 1-382-000 to 1-383-000 
Procaine Hydrochloride and 

Epinephrine. . . .1-384-000, 1-384-005 
Scopolamine Hydrobromide. . 1-403-000 
Strychnine Sulfate. 1-458-000, 1-459-000 

Tablet Set, Hypodermic, 


WOREPIIAEW cet 2 uic's es ss a sie 8-082-720 
Table Set, Milk Testing, 

Pasteurization............ 4-355-400 
Tablet Set Case, Hypodermic 

Tablets, Veterinary........ 8-022-200 
Table Unit, Radiographic...... 6-161-110 
Table Unit Radiographic and 

more Fart Kit... 5... 6-161-210 
Tableware Set, Field........... 9-596-000 
Tableware Set Chest........... 9-143-825 
Tachometer Tip, Centrifuge. . . .4-130-088 
Tack, Double Pointed........ 12-760-150 
Seek, ane... 12-760-350, 12-760-370 
Tack and Pin Bronchoscopic 

Forceps, Tucker...........3-319-500 
SEIN cee spina ore kes 8-123-500 
I UMM ow sifidge es s'est xs 12-635-150 
Tailpieces, Clasp 

SE 5-803-750 


Talbot’s Solution, Diluted 

(Pyorrhea Astringent)..... 1-235-185 
ae ee eis.e oak a a we 3 1-470-000 
Tallquist Hemoglobin Scale. . . .4-281-180 
‘Tampons, Acetarsone 

SPINOR cs oe ie kd kn 1-002-300 
Tangent Curtain. . . .3-810-690, 3-810-700 
Tank, Developing, 


Radiographic....... 6-167-285 to 650 
Tank, Developing, Radiographic, 

[| ap 6-167-000, 6-167-250 
Tank, Wash, Darkroom 

Processing Assembly....... 6-167-680 
‘Bannie,Acid . >... <2. 1-470-132, 1-470-134 
MMR at): 7) Gig We 1-470-132, 1-470-134 
Tantalum Foil...... 3-309-500, 3-309-510 


Tantalum Sheet, 
Cranial Plate. . .3-669-930, 3-669-940 
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Spectacles... .14-690-000, 14-692-000 
Tap, Machine 

SOFOMEs . ciciais-s 12-760-550, 12-760-570 
Tap, Rimless 

Spectacles. . . .14-696-000, 14-698-000 


WOO PESOIGEE = oo oo: cate sreainiev sts 14-702-000 
Tape: . 
Te ee ares Serer 12-760-750 
Cellgings: Osco ea 11-078-050 
Te Ss ER ANSP EO 3-815-100 
Measuring........ 7-929-000, 7-929-425 
Lo: | pai aa Gee tape Rice eed 3-792-100 
RMS POs el hoi os ds keto 
Tape Suture, Cotton........... 8-112-170 
TRAD ARE a Gtk. oS oar co eS 1-470-230 
Par SUGOIPOE A. oA) i khyaicids cota cule 1-470-245 
Bl ES SEY Toppa oe a an 1-470-255 
Tar Compound Ointment...... 1-470-300 
Be es ea 13-760-420 
WORE AINE inc ia 5 ee On ek 13-760-430 
Tarnier Obstetrical Forceps... . .3-367-200 
Far, Rectified... 05105 1-407-375 
Rarer eee. 2... et 1-071-000 
Para Meise. so oe oe 1-470-580 
Taylor Percussion Hammer..... 3-406-700 
We Te eat Co eae 7-256-500 
Teale Lithotomy Gorget....... 3-402-400 


Team Medical Equipment: 
Blood Transfusion. 9-596-200, 9-596-210 


Dental Prosthetic........... 9-596-240 
Gas Treatment. ...........- 9-596-260 
OPERAS SERCO ic. 5c a2 2s 9-596-270 
Maxillofacial................9-596-290 
Neurosurgical...............9-596-310 
MUMOI. o.o'c'ae sc aver ole 9-596-330 
Mase al sc att ways eel 9-596-350 
Thoracic Surgery............9-596-370 
PAY cles jact tay her eaten cere Us 9-596-390 
Tease ok fas 7-404-000, 7-404-500 


Technical Hydrochloric Acid. . . 1-228-464 
Teeth: 


Moryhie “Aetenets «<.025 2255s 5-600-250 
eryue, Assorted... eave 5-600-150 
Acrylic, Posterior........... 5-600-350 
PMA i556 8chos os CS 5-605-150 
RN 20 UR es TS 5-605-250 
Facings and Backings, Porcelain, 
Assorted ati ic 5-604-150, 5-604-175 
Loe | ane aI are Pr 5-606-160 
Porcelain, Anterior.......... 5-606-400 
Porcelain, Assorted. . .5-606-150 to 175, 
5-611-500 
Porcelain, Posterior..........5-606-500 
Vulcanite, Anterior.......... 5-612-050 
Teeth Cabinet, 
Compartmented........... 5-110-010 
Telebinocular, Ophthalmic, 
Keystone....... 3-817-600, 3-817-800 
Telebinocular Incandescent 
| 2." 1 1 Tap EN a a ROR 7-981-050 


Telescope, Cystoscopic, 

FOreDlGue. J. ..-.a) ose eee 3-819-100 
Telescope Incandescent Lamp. .7-973-000 
Telesilhouette Adaptometer.... .3-000-810 
Tenrlites .00.2 5 eens 5-613-700 
Temples, Spectacle... .. 14-705..600 to 700 
Temple Screw, 

Spectacles. . 14-636-000 to 14-640-000 
Temple Tubing, Spectacle... .. 14-730-000 
Temporary Cement, Antiseptic. 5-142-200 
Temporary Stopping...........5-577-850 
Tenaculum Forceps, Skene. .... 3-376-400 
Ten Broeck Tissue 


ee 4-275-810, 4-275-830 
Sennen Halls. hk 13-010-140 
Penne Guide..c oe.5 sh Re ae 13-355-050 
ING a5 Sa iA eo 13-535-040 
ART Ve yok co Pt 2 Ro a Re Ba 13-660-080 
Tenotomy. Kaife.:. 255 ok Se: 3-453-710 
Tenotomy Scissors, 

Stevens 033.:4.. 3-656-200, 3-656-300 
Tent, Darkroom, Radiographic . 9-596-600 
Tent, Oxygen, Motorless....... 3-820-100 
Tent, Oxygen, Portable........ 3-820-200 


Tent, Oxygen, Refrigerated..... 3-820-220 
Tent Blanket and Bedding Kit .9-108-975 


Tent Brame... cont eee 9-596-850 
Tent Frame Covering..........9-596-820 
Tent Furniture Set............ 9-244-125 
Tent Set, Darkroom, Radiographic, 

PIG ios cos hed Cee 9-596-800 
Tent Set Repair Kit........... 9-596-860 
Terminal Cock, Air Compressor.5-175-450 
Teroini Hydrate +0865. 2005 RG 1-471-000 


Test Bottle, Cream, Babcock. . .4-046-600 
Test Bottle, Milk, Babcock..... 4-048-800 
Test Card, Prince Refracting 


Pa Acasa Me Ce 3-628-240 
Test Drum, Eye Instruments. . .3-269-700 
Test Dum Membrane.......... 3-269-740 
Tester Hoots). .:2:2, 8-124-000, 8-125-000 
‘Fester; Sediment: 7).0nie es 8-125-400 
Tester Filter Disks, Sediment 

Mestercite Pia Sera tas eet 8-125-600 
Test; Lens, Diplopias))iii arc 3-462-800 


Test Set Record 3-822-767, 3-822-772, 
Forms, Psycho- 3-822-782, 3-822-803, 


diagnostic 3-822-809, 3-822-812, 
3-822-818 
Test Sets: 
Bimanual, Pennsylvania..... 3-822-100 
Dexterity, Tweezer.......... 3-822-300 
Job Preference Record, 
Kudet ): PR ae 3-822-500 
Peg Board, Purdue.......... 3-822-740 
Rate of Manipulation, 
Minnesota oo. 344545 6 see 3-822-840 


Test Sets, Psychodiagnostic: 
Goldstein-Scheerer3-822-765, 3-822-770, 


3-822-780 

FAdEPOW SR a ut 8 oe 3-822-790 
Minnesota Personality Scale. .3-822-800 
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Name T (Cont'd) Stock No. Name i (Cont'd) Stock No. Name T (Cont'd) Stock No. 
Test Sets, Psychodiagnostic: (Cont'd) Thermometers: Tibia Splint, Stader © ...;5:50/5.37% 3-113-640 
Matar ca Gia lied... cdcianwe 3-822-805 LET WRN ge ck ie cae or pee en 7-931-000 Tier, Knot, Adson.............3-823-900 
ROnSCHACIb s.cts unserer teers bs, 3-822-808 BLrecdetsiicei 3 pacts Ms ostdeee 8-126-000 Tilderquist Eye Needle Holder.. 3-418-100 
Wechsler-Bellevue...........3-822-810 Chemirtalico ss, 10a See 4-357-360, Tile Pals cases §, 4-365-250, 4-365-252 
Weigl-Goldstein-Scheerer..... 3-822-817 4-443-000 to 4-446-000 Timer, Interval. 0 s5.6.843ae9 4-182-000 
Test Tube Adapter . .4-398-355, 4-398-360 GIT VC: BR 1 DOR a ca te ba 7-932-000 Timer, Photofluorographic...... 6-121-550 
Test Tube Adapter, (Chimscal, Keen.) jks vss: 7-932-075 Teo caned 
Spectrophoto- Clinical, Veterinary..........8-127-000 Te eer 1-098-175 
MMELEr nee woe 4-398-355, 4-398-360 [Cot Rte Meet Beane ene adi tata 8-128-000 ania Comptia: biel he 1-099-082 
Test Tube Basket............. 4-030-000 Film, Processing...) 227+ 6-167-900 ee eee Comppad re 1-127-250 
Test Tube Brush... .4-095-500, 4-095-550 Impression Compound Bere Chloride NP ee 1-190-515 
Test Tube Clamp, Standard... .4-181-000 eatet esi Aue vets tech 5-357-006 Gass Soap te 1-412-125 
Test Tube Filling Shield. ...... 4-393-460 lanpabationrics 2655.9 von ssa 4-447-000 inline: is tees 1-235-110 to 125 
Test Tubes: Nica tite tscice epee Rae 8-128-300 Maccieatie: ; See Scie 1-269-500 
Antigen Dilution, Kahn...... 4-430-300 Paraffin Arm Bath.......... 7-102-855 Resthintabien wt 4 1-285-705. 1-285-710 
Re Nlruee Amer Ca tic ale pk 4-434-950 Up Vi: DSpace pap er seer ear 7-933-000 RMictodhanssu30 5; 1-301-918 
Generali... . 4-430-300 to 4-435-850 | Thiamine Hydrochloride bAeeiiots aie saeer ee 1-297-500 
RR ce x steel 4-435-550 Injection....... 1-472-405, 1-472-410 Niketdiereal 202 Soe See 1-301-918 
OE Te ea a Ree aie men 4-433-450 Thiamine Hydrochloride Gulkie 4 oe Sees 1-323-020 
ees... s,s. 4-433-850, 4-434-350 Tablets.........1-472-500, 1-472-600 plans: Cainmuaahels oc 8 1-323-030 
POW AAD... 42-2 shiney 4-434-650 | Thiele-Dennis Melting Point Zephiran Chloride. 1-498-707, 1-498-710 
Spectrophoto- ft) si eee re a ee ae 4-456-525 Tin Foil : 5-312-050 
rato tel gh Ruri teen a 4-398-420, 4-398-440 Thigh and Leg Splint.......... 3-723-100 Tin Foil Gulsettidte hy «ant 5-000-520 
PV Aree PMID 6.2350: b enolic ate 4-433-750 Thigh Splint, Stader.......... .3-113-400 ‘Tipet Cars are ome 12-785-650 
Test Tube Thimble, Extraction... . 22.4... 4-447-350 : CMW ee eae tT Se 
Support:'. .;..; 4-424-500 to 4-425-600, Thioglycollate Fluid Medium. . . 1-472-690 Tips: : 
4-426-465, 4-426-475 -| Thioglycollate Supplement... .. 1-472-700 Loa Spray Bottle...... preted 
Piles PU psc ity Rote aetna -777- 
Test Tube Support, Kahn...... 4-424-100 SIMONI takes ce cee tae ioe aces 1-472-805 Cyatpacene, Rudbek ee. 4 aaalbis 


Test Tube Support, 

Wassermann.. . .4-426-450, 4-426-457 
Tetanus Antitoxin. ..1-611-000, 1-612-000 
Tetanus Toxoid......... 1-612-500 to 750 
Tetanus Toxoid, Alum 

Preciptated..... 1-612-450, 1-612-460 
Tetracaine 

Hydrochloride... . 1-471-820, 1-471-840 
Tetracaine Hydrochloride 


Oinument sac ntertk ale ins 1-471-720 
Tetracaine Hydrochloride 

Es, ihe shen dB eae es 1-471-860 
Tetracaine Ointment.......... 1-471-755 
Tetrachlorethylene 

Capsules....... 1-471-995, 1-472-000 
Tetrachloromethane (Carbon 

Petrachloride) cheek) ax 1-127-000 


Tetrasodium Pyrophosphate 
(Sodium Pyrophosphate). . . 1-442-850 


Tetrathionate Broth Base...... 1-472-070 
Thematic Apperception Test Set, 

IVETE AV arom nate tees 5 tietegoate 3-822-805 
Theobald Lachrymal Probe..... 3-573-500 
A COUTONIA OE ie sess So0 1-472-275 
Theobromine with Sodium 

Salicylate Capsules........ 1-472-310° 
Dheolin Injectiony: «weve ase 1-178-900 
Theophylline and Mersalyl 

PSECHION GN So Gated. ete 1-285-600 
Theophylline Ethylenediamine 

PHIGCUOR 4s: Clive Sens, ahGas 1-059-500 


Theophylline Ethylenediamine with 
Phenobarbital Tablets. .... 1-059-710 

Therapy Unit, X-ray. . . .6-167-800 to 810 

Thermometer-Plummet, Reimann, 
Specific Gravity Balance. . .4-018-750 
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Thomas Leg Splint. .3-724-600, 3-725-300 
Thomas Uterine 


SP ee ea an 3-230-680 to 720 
Thomas Uterine Curette, 

Irrigating...... .3-231-200, 3-231-300 
Thomas Vision Test Card...... 3-884-800 
Thoma Tissue ° 

Retractor....... 5-524-400, 5-524-500 
Thompson Frontal Sinus 

BASD Ts Shee ee 3-590-500, 3-590-600 
Thoracic Surgery Team 

Medical Equipment....... 9-596-370 
Thorington Retinoscope...... . .3-601-650 
Sree. CoG es 2 7-934-010 to 040, 


12-775-350 to 950 
Thread, Cotton, Carpet 


Warp... 00s. .s.-.11-8476005:t0,065 
Thread, Cotton, 

Mercerized........ 11-877-205 to 285 
ahreatedsinene ts ae 11-477-150 
Thread, Suture, Cotton. .3-756-100 to 400 
anroat Ite Bags. jis tick. fccn 7-707-500 
Thrombin and Fibrin Foam, 

PUMA tis tS Ratton 1-604-785 
Thyloquinone Tablets 

(Menadione)..............1-268-800 
WG bts Lo) IR A 1-473-000 
THyMOl ies Oc cit eae ee 1-474-210 
PhyMoL WOGIGE; «6824 AS ee ee 1-474-000 
Thymolsulfonephthalein....... .1-474-210 
Thyroid Retractor, Beckman. . .3-611-600 
Thyroid Retractor, Lahey...... 3-611-500 


Thyroid Tablets... .. 1-475-900, 1-476-000 
Tibia Bone Screw (Tibia Belt). .3-105-000 
Tibia Retractor, Bennett.......3-618-200 


Duodenal Tube, Buckstein. . .3-824-100 
Ear, Stethoscope, Ford- 


Oe Ts 6 AP balan foe a RR ao ys 3-742-380 
Irrigating, Rectal... . co. 65. 7-706-035 
Irrigating, Urethral....-.... 3-824-510 
Irrigating, Urethral, Young. . .3-824-500 
irrigating, Vagifial:: | o.oo. 7-706-055 
De ce oh eek vice hee 12-785-550 
Soldering (ron! oceans 12-381-160 
Tachometer, Centrifuge... .. .4-130-088 
Nau CADE =. ets cree 7-740-010 

Tips and Heating Unit, Wood 
Burming Penne cess emg 11-061-885 


Tire, Food Cart Chassis Wheel. . 7-230-120 
Tires, Bed Caster. ...7-007-518, 7-007-520 
Tirrill Bunsen Burner......... 4-107-000 
Tissue, Cellulose. . . .7-935-400, 7-935-425 
Tissue Forceps: 


PGS. : ic.5..5 Shoe otis 3-377-800 
PAB og 54" < ope mea eee eae 3-380-300 
CISDING sec ees a eae 3-380-600 . 
General. 3-379-800, 3-379-900, 3-381-200 
Harrington-Mayo........... 3-377-900 
LUE ide pte GAN et cy ele ge a 3-379-700 
SOONG. ss aa ee es ee eee 3-380-950 


Tissue Grinder, 

TenBroeck..... 4-275-810, 4-275-830 
Tissue Processor, Automatic. .. .4-382-200 
Tissue Processor Accessories: 


Beaker oe eldest 4-382-205 
Beaker Govetiasiictiacis 3 4-382-210 
Clock, One Hour, Staining. . ..4-382-208 
Fuse, One Ampere.......... 4-382-220 
Incandescent Lamp......... 7-978-600 
Receptacle, Tissue.......... 4-382-230 
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Tissue Rectractor, Tooth Extracting Forceps, Training Equipment, 

Thoma: a... <% 5-524-400, 5-524-500 OE ean ys ou 5-317-500 Medical 3.05: <eca vs 9-598-600 to 680 

Tissue Specimen Bronchoscopic Tooth Shade Guide. .5-348-150, 5-348-160 Training Set, Medical, 

Forceps, Jackson 3-319-800, 3-319-900 TanpiPetri. Dishz nessa + 4-221-000 Air Forces. ..... 9-009-600, 9-009-650 

Tissue Specimen Laryngeal Topler'siReagent }. 6. bee 1-168-000 Training Tube, Hypodermic 

Forceps, Jackson 3-357-400, 3-358-800 iFopsPiate Chippers. aac eies: : 8-039-750 Medicationces sateen eon 1-230-600 

Tivnen Tonsil Seizing Forceps. .3-383-400 Top Section, X-ray Film Train Medical Equipment, 

RUPNMIG tae ho eS os ts 1-487-650 Filing Cabinet . .6-006-230, 6-006-245 PGemstel ss) s5a05 Kya 9-257-700 to 960 

o-Tolidine Fablets.:........... 1-487-670 Perel MICHOOL. cicaiks ola cues 5-617-150 Transfer Pipettes. .4-377-960 to 4-380-500 

Ons maleate. cet. otis ak: 1-488-000 Toughened Silver Nitrate...... 1-406-000 Transformer, Cautery. . .3-186-800 to 850 

Toluene (Toluol). . . .1-488-300, 1-488-304 Tourniquet Anchor, Kirk...... 3-829-300 Transformer and Control Unit, 

Monmdine Blue s.c 3 i. es 1-488-325 Tourniquets: X-ray 6-126-030, 6-126-050, 6-127-980 

Tomac Shutoff Clamp......... 4-180-680 VOUS S eR ae er ere 3-829-400 Transformer Unit, Radiographic 6-168-200 

Tongs, Blacksmiths. . . . 112-793-550 to 590 Lobectomy, Bethune........ 3-829-900 Transfusion Bottle, Vacuum, with 

CRANeNy CTUPIOIOL Fo cS 5 ik 0s 4-448-000 PeGnINGti As, oe a8 Sse es 3-830-400 Anticoagulant...... 3-119-750 to 765 

Tongs, Skull Traction, Tourniquet-Scissors-Forceps Set 9-597-500 Transfusion Filter Drip 

os): RR ea 3-118-300 Towel Clamp, ROTM Sha ech ny 5 ak oo 3-305-900 

Tongue Depressor, Weder..... . 3-245-205 Backhaus....... 3-204-590, 3-204-600 Transfusion Rubber Tubing. . . .4-463-200 

Tongue Depressor, Wood... . . .3-245-500 Fowemne, Crashes Jaca) ace 65% 7-178-175 Transfusion Set, Indirect 

Tongue Depressor Incandescent Towels: : TP PANStUSION 3°56 05 3-103-000 to 600 

[21 [a Oa er 7-972-650 AbD eo ko) Mad eae or ota 7-177-000 Transfusion Team Medical 
Tongue Holding Forceps, PSI Gifs tas steiesit nce base es 7-177-510 . Equipment..... 9-596-200, 9-596-210 
DrGiietis a5 82. Se de ie 3-381-900 IAN oe see 7-178-000, 7-178-075 Pransilluminatotinc..5..... dear 3-833-400 

Tonometer, Schioetz...........3-826-100 Towel Set, Bath Towel........ 9-597-800 Transilluminator Incandescent 

Tonsil Dissector, Hurd........ 3-262-900 Towel Set, Hand Towel........ 9-597-850 Wan fis «5s 8s aoe 7-973-750, 7-974-000 

Tonsil Forceps, Hemostatic, Toxin, Diphtheria, Diagnostic. . 1-603-050 Transport Medical 

MNNEEM NI sta icin dhe gtgs soos x <n a 3-382-900 Toxin, Scarlet Fever Equipment..... 9-598-900, 9-598-980 

Tonsil Forceps, Hemostatic and Srrentumsecta...6 2:8 n a 1-608-200 (raveline Rings... 5 o5 005653 13-670-130 

sponge, Lewis. ........ 6. 3-382-700 Toxoids: Trays: 

Tonsil Knives: EMOMEMOTIE . Soo oi clit wet 1-604-100 DIE 5, io: wicket nai 5-375-015 
PREMIUM a 8c oes vial ww Wisk wigs 3-453-800 Diphtheria, Alum Precipitated 1-604-000 PROB is. deine ties 2 os ta anal ashe. Saabs Aa 7-937-950 
oS RS are emer 3-454-100 2 OT RS a ad, iol ee 1-612-500 to 750 [CEE ae eae Rat oar Poh gor 7-422-500 
DMMB sie co Spek dS Gibte. <tct 3-454-300 Tetanus, Alum Catheter. 2, .\s srs: sane. 7-938-210 to 221 

Tonsillectome, Precipitated. . . .1-612-450, 1-612-460 Develasing <5. x<::. <20cGase os 6-169-000 

Pash orees io. 3-827-100, 3-827-140 Toynbee Diagnostic Ear Tube. . 3-855-100 Bield- Chest ac. ao «ane 9-599-200 to 218 

Tonsil Needle, Needle Tracer, Gothic Arch, Hight... .5-619-150 Food, Compartmented...... .7-423-100 

Bock Type.:...:..: 3-485-300, 3-485-310 Trachea Bougie, Impression, Crown and Bridge 5-622-000 

Tonsil Retractor, Davis........3-618-600 Jaekson.. hes 3 3-121-990 to 3-122-030 Impression, 

Tonsil Scissors, Bottcher....... 3-657-050 Trachea Dilator, Trousseau. . . .3-254-400 Edentulous. . .5-624-150 to 5-629-650 

Tonsil Scissors, Metzenbaum. . .3-657-100 Trachea Retractor, Impression, 

Tonsil Seizing Forceps: oP err 3-618-950, 3-618-980 Hydrocolloid. .5-630-150 to 5-633-650 
Sratetie Ae Sk Fe. gi 3-383-400 Trachea Retractor, Jackson... .3-619-010 Impression, 

DI 5 208 OSS or Sols os 3-383-500 Trachea Tubes: Orthodontic. . .5-634-150 to 5-640-000 
Ga 3a, Giak ea hia, 6.0 3-383-800 AEB. <a 52 S5ihucs 3-869-500 to 700 Impression, 

Tonsil Snare, Tyding.......... 3-676-400 Laryngostomy, Jackson...... 3-870-400 POG UAN is 5% 5-641-150 to 5-642-150 

Tonsil Snare Canula, Tyding (Tonsil Life Saving, Mosher......... 3-870-900 Instrument..... 7-939-945 to 7-940-150 

aright Snare)... ¢o% 3-676-440, 3-676-450 Veterinary........ 8-136-200, 8-138-000 Instrument, Litter Support 

Tonsil Snare Wire. . .3-674-790, 3-676-500 Tracheotomic Bistoury, Jackson 3-098-200 PAM aoc Ss Success cab ee 9-267-675 

NN i, ts oh a(vil oa Si vin 12-034-000 Trachoma Forceps, Knapp..... 3-384-900 Instrument Cabinet. . .5-111-016 to 020 

Tool Holder... ......... 12-361-150 to 190 DOCS GIGE 555i heigikie'd-s 13-355-060 TOMO al «as oe ve ee 14-720-000 

Tool Kit, Bookbinding........ 11-149-850 Traction Adherent, Skin....... 2-000-160 NENW Sh. elk te eae dk 7-425-000 

Tool Kit, Maintenance and Traction and Extension Bone Stamino SNe nec. ear 4-223-820 

| ee ee wee pe eae 9-597-050 Set, Mirathner £550 2 2.2%. 3-109-100 Teel, Piela Chest 0506 ss 9-599-240 

Tools: Traction and Extension Bone Tray Set, Field 
Carving, Woodworking. .... 11-277-750 Set, StemmMant, .c.s akon ce 3-107-800 (Chester cee 9-599-700 to 9-600-310 
Chip Carving, Woodworking 11-277-850 Traction Bow, Kirschner. 3-109-120 to 160 Tray Set Table Top... 225% 9-595-400 
Clay Modeling............. 11-319-750 Traction: Cord; Blastic...2 4.5 5. 3-210-100 Tray CHUCK2.ce ee: 7-427-500, 7-427-510 
Leather Modeling... .11-478-150 to 220 Traction Tong Drill Points, Skull 3-118-340 Treatment Cabinet, EENT. . . .3-128-200 
Parting, Woodworkers...... 11-277-950 Traction Tongs, Skull, Treatment Chair, 

Tool Sharpening Slip. . .11-274-650 to 665 reece s 2c. Feet ss 3-118-300 RENEW tah pti2 7-046-000, 7-046-010 

Tool Tray, Field Chest........ 9-599-240 Tractor, Prostatic, Young...... 3-832-100 ‘Trehalose.. 20038 sae ee OOO 

Toomey Cystoscopic Evacuator. 3-288-100 Tractor, Wire, Kirschner. 3-109-120 to 160 Trelat Mastoid and Sinus 

Tooth Extracting Wravdcanth ost at eee 1-488-575 RASpAatOGy,..x tilted cele 3-593-400 

Forceps...... 5-317-750 to 5-326-420 Prainer, Bicycle xs's2a-kce is oak 13-780-050 Trephine, Cranial, Galt........ 3-835-200 


OG-l 
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Name T (Cont'd) Stock No. Name T (Cont'd) Stock No. Name T (Cont'd) Stock No. 
Trephine Set, Corneal, Elliott. .3-835-900 Trucks: Tubes: (Cont'd) 
Trialiizenses, Polarized . .. 0:2. 22 3-463-400 IM GE a Pans cea 7-426-325 Centrifuge, Shevkey-Stafford 
Trial Lens Frame... .3-462-238, 3-462-240 Dental Laboratory.......... 9-149-060 and McNaught .% . .4.240¢ 4-141-700 
Trial Lens Set...... 3-461-550, 3-461-600 Dental Operating........... 9-146-940 Chlorine and Toxic Gas 
Triangles. i. 6205 32s 4-449-000, 4-450-000 CaeCylinder.. 8s ss MH 7-940-800 Colorimeter..... 4-183-560, 4 183-580 
Triangular Bandage, Medical Laboratory......... 9-261-550 Collar, Kipp Gas Generator . .4-274-005 
Miushini cack elite 2-011-750, 2-011-755 Surgical, Armored Force..... 9-600-410 Colon:::...: ck Aaie eee 3-853-100 
A Pingwular Piles 6. es eas a bole 4-230-720 Surgical Operating.......... 9-591-920 Color 
Trasya BD Tablets. doo 2ssiaes 1-488-700 Mirae Services... 35 5 7427-510 Comparison. . .4-452-000 to 4-453-500 
Tribasic Sodium Phosphate. . . . 1-440-800 Utilit Ve eee “7940-880 Comparison, Food Testing 
Tribromoethanol Solution... ... 1-488-725 Util; a; Ki ak Reena hota sarang 7-427-615 CR ZS Sena ssh 2s 8-066-120 
Trichloracetic Acid... 065.5... 1-488-750 t ks ate ee piace: 7.479 aah ae Comparison, Indicator Kits. .4-298-140 
Tiere Tranaio: Care Ceametige, a tobai2 | eee ees a ee 
Cheese, Lard and Butter... .. 8-129-000 eee Cen iiide Connecting, 
ies ON 8-129-510, 8-129-520 a os "4-430-015 Y-Shaped...... .4-454-100, 4-454-120 
Latd ands Butterio3s a sss. 8-131-000 ee ge: tape ee a Constriction (Needle Protector), 
Rey ever wicuiee ote 8-133-000 Citrate : 4-130-025 Blood Transfusion 
Triodomethane (Iodoform) . . . 1-238-000 teens st bine : Contatiee SENG 4-130-065 Apparatus. ifestlb ee tne sable 3-864-100 
Trimmer, Gingival Margin, reece Gast aie paren Digestion, Folin-Wu. Ses eae 4-454-500 
5 ene 5-363-705 to 850 Won eee 1-489. 200 Distilled Water, Indicator 
Trimmer, Model.............. 5-644-050 Pease: Clie tee Kits... 6.0... esses 4-298-150 
Trimmer, Vulcanite Milk Agar 1489-295 Drainage, Arterial, Mortuary . 3-856-600 
(Chisels). ..... .5-147-550, 5-148-050 Re 1489-300 Drainage, Axillary, Mortuary .3-856-900 
Trabitrapnenol. | 666.8 8G 1-488-782 Trvptose Pinaphate Broth BIE 1-489-325 Drainage, Nephrostomy, 
Tripod, Bunsen Burner........ 4-109-000 Tub. Foot 7942-975 “7943-000 Cummings tee eee etree es 3-266-800 
Tripod, Dental Laboratory..... 5-646-150 Tube Brush Post cad : Drinking tte ee eee eee eee 7-943-225 
Wiapod, (rama) o 5. Ka 4-451-000 et 4095-500. 4-095-550 Drip... 11... sees ee ee eee ees 3-858-200 
PE ig vrei ak ts GNes POA aching : Drip, Murphy.............. 3-858-500 
Trocars: Centrifuge... ... .4-130-030, 4-130-035 net pet ceed case age pee 
Antrum, Coakley........... Bey 100 |) Pine Poresne, Inieateachoal ile Picasa ae 7 
Antrum, Lichtwiez.......... 3-837-600 Lo 33-300: | cue GiLckc eee 
Antrum, Rasp, Weiner-Pierce.3-587-000 | Tuberculin, “O”............-. 1-614-010 a Sa eee 
PASCIECS Re heey mamn caaicen f oiieie 3-838-500 Bisa ili ancivicnaae 1-613-880 Duodenal, Rehfuss.......... 3-860-450 
. SVAN SP TD ES UCT Rie vt ne hee tr a ae mesh rar ene gaa irate on in geE peee a Dust and Fume Sampler..... 4-390-560 
Bleeding, Veterinary Siar sae te tiv 8-133-500 Tuberculin Syringe. .3-802-700, 3-802-800 E Dj  T b 3-855-100 
Drainage, Ocshner.......... 3-838-900 Pieiaiha Tabla 1-613-910 to 980 at, VIBEROSHC,' OV AREE Sera eee: 
Gall Bladder, uberculin lablets...... 0 Electron, Halfwave Rectifier. .4-456-015 
Ochsner........ 3-839-500, 3-839-600 | Tubes: Empyema, Brewer. . . 3265-800 to 880 
THOLCER Ue ye iar oh ee ee 8-134-000 Abdominal, Suction, Pool. . . .3-866-600 Ether Vapor, Hastings....... 3-861-500 
Perforated, Mortuary........ 3-840-200 Aeration, Urea Fat Extraction, Rohrig- 
iPeoehies Amimonitin Chloride. 12006-000 Apparatus fe asinneke 4-451-500, 4-451-600 Biesterfeld eee ens aren 4-456-025 
Troop Transport Medical Amplifier, Spectro- Funnel, Kipp Gas Generator. .4-274-010 
photometer..... 4-398-250, 4-398-260 Hematocrit, Wintrobe....... 4-456-100 


Equipment. .. . .9-598-900, 9-598-980 
Tropollin D (Methyl Orange). . . 1-288-800 
Trousers: 

Convalescent Suit .7-175-005, 7-175-010 
Convalescent Suit, 

Orthopedic. .... 7-175-314, 7-175-324 
Operating Suit... .7-176-205, 7-176-210 
Pajama, Cotton. . .7-165-005, 7-165-010 


Pajama, Cotton (Set)........ 9-390-300 
Pajama, Cotton 
BISHNel oie. 27. 7-166-005, 7-166-010 


Pajama, Cotton Flannel (Set) 9-390-400 
Pajama, Orthopedic, 


@ottOneeaice sks 7-165-305, 7-165-310 
Trousseau Tracheal Dilator. .. .3-254-400 
EWN CAPM 55st ss seins © 5-015-000 
WENGE, AaRY Service, 25 Sones. 7-427-500 


Truck Bracket, Litter Securing. .7-840-450 
Truck Medical Equipment: 


Dental Laboratory.......... 9-149-050 
MANMIEACOLY sc CON in acl ee hw 9-261-540 
Surgi¢al Operating.......... 9-591-900 
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Antigen Dilution, Kahn...... 4-430-300 
Arterial, Mortuary... 4... 3-844-100 
Aspirating, Bronchial, Clerf . .3-845-700 
Aspirating, Bronchial, 


Jackson...... 3-846-850 to 3-847-500 
Aspirating, Bronchial, 
TOCKETis ociste es 3-846-300, 3-846-400, 


3-848-600, 3-848-700 
Aspirating, Bronchial and 


Esophageal, 

JACKROR 5.4 550 3-845-100, 3-845-200 
Aspirating, Cystoscopic, 

BUTSG one ere cl benne eke recs ois 3-850-200 


Aspirating,_Laryngeal, Jackson. 3-851-100 
Blood Collecting. . .4-451-630, 4-451-655 
Blood Sedimentation, 

Cutler..........4-451-700, 4-451-705 
Blood Sugar, 

Rothberg-Evans. 4-451-800, 4-451-810 
Centrifuge. ..... 4-132-120 to 4-144-175 
Centrifuge, Babcock......... 4.132-120 


Hydrogen Sulfide Detector. . .4-209-655 
Hypodermic Medication, 


DPORMIOG .) 5 5.0. ROERE tae 1-230-600 
Infusion, Webster............ 3-139-900 
Intratracheal, Magill. .3-162-100 to 150 
Mailing Ce Seek oaks 4-124-020, 4-124-050, 

4-124-410 
Manometer Mercury Gage. . .4-273-905 
Measuring, Hemometer...... 4-281-600 


Melting Point, Thiele- Dennis. 4-456-525 
Mercury, Sphygmomanometer, 


BAUM 6c .); cs cho Cae 3-713-400 
Nasal, Mortuary......5..... 3-863-700 
Nasal Feeding. 4.555, 805 is 3-863-400 
Needle Protecting, Blood 

Transfusion Apparatus. .... 3-864-100 
Pharyngeal..... 3-002-900 to 3-003-910 
Radiographics «cin. aoaeee 6-169-140 
Receiving, Folin-Wu........ .4456-950 
ReGials 312k hE 3-853-100 
Saline). Murpliy..i 0 AGS 3-858-500 
Soottinetiss. Set i054 hee ee 3-865-800 
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Name T (Cont'd) Stock No. 
Tubes: (Cont'd) 
Stomach, 

Veterinary... . . .8-134-800, 8-135-000 
Suction, Abdominal, Pool. . . .3-866-600 
Suction, Brain, Adson....... 3-866-700 
Suction, Brain, Frazier...... 3-866-800 
Suction, Yankauer.......... 3-867-600 
=| eg a 4-430-300 to 4-435-850 


Test, Spectro- 

photometer..... 4-398-420, 4-398-440 
Trachea, Jackson..... 3-869-500 to 700 
Trachea, Laryngostomy, 

Tee SGC eee Riek 3-870-400 
Trachea, Life Saving, Mosher. 3-870-900 
Trachea, 


Veterinary...... 8-136-200, 8-138-000 
MG Vila eave ve weld y 38 6-169-140 
, Oe 4-454-100, 4-454-120 


Tube Stand, Rail Mounted..... 6-169-200 
Tube Stand and Chassis, 
Radiographic. . .6-169-400, 6-169-405 


Tube Unit, Radiographic....... 6-171-000 
Tubing: 
Acetylene, Brass............ 5-022-800 
Far Comepeentor. oo. ss 5-176-000 
Air Compressor, Pressure. . . .3-208-200 
RNEI ca gg kas o's o's 'v'o sss 5-421-945 
Cold Air Syringe...... 5-421-955 to 965 
Dialyzing, Cellophane....... 4-457-525 
Dramage.. 5.2... 4-460-450, 4-460-720, 
4-461-470 
Drainage, Penrose. . . .3-874-100 to 180 
Duodenal Tube............. 3-860-470 
Glass...........4-457-750 to 4-459-250 
Impression Tray. .;.......:. 4-464-000 
Inhaler, Anesthesia 

Apparatus...... 3-021-500, 3-021-600 
Intravenous, Rubber........ 4-463-100 
Irrigator, Rubber........... 3-875-200 
Rubber... . 4-460-420 to 4-464-000 
Saliva Ejector........ 5-421-980 to 990 
Silver Alloy, 

Squere ::...>- 5-649-000 to 5-651-000 
Spinal Anesthesia, Rubber. . .4-460-420 
tn. furs 12-796-250, 12-796-255 
Stethoscope, Rubber........ 4-460-480 
Temple, Spectacle.......... 14-730-000 
Warm Air 

Syringe....... 5-421-995 to 5-422-020 
Warm Water Syringe. .5-422-025 to 045 

Tubing Shutoff 
Crampisccisi.: 4-180-000, 4-180-800 


Tucker Bronchial As- 
pirating Tubes. . 3-846-300, 3-846-400, 
3-848-600, 3-848-700 
Tucker Bronchoscopic Forceps. .3-317-200 
Tucker Tack and Pin Bronchoscopic 


Se ae 3-319-500 
Tuffier Rib Retractor......... 3-617-600 
WRMREEG SUVAR 6 a 5s. 5 66 <5 13-745-050 
Tumor Forceps, Segond........ 3-387-900 
Tuning Fork........ 3-389-100, 3-389-200 
PRR, So hn os es os 4-465-000 
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Name T (Cont'd) Stock No. 
Turbinate and Sphenoid Knife, 

SIUC AR SU ee en Minis whan 3-452-900 
Turbinate Scissors 

Forceps, Universal, 

Holmes........ .3-386-450, 3-386-550 
Turkel Sternal Puncture Needle . 3-506-800 
Turnbuckle....... 12-797-550, 12-797-560 
‘Turpentine Ollie. ncn oa oe eee 1-489-620 
Turrell Rectal Specimen 

POCO besa i SUT 3-371-500 
Tweezers, Dressing............ 3-332-200 
‘Tweezers; Optica! iis). Se 14-745-000 
Tweezers, 

Soldering. .... 5-652-250 to 5-653-000 
Tweezers Dexterity Set........ 3-822-300 
Twist Drills, High 

So? BEM aah aes 11-514-550 to 565, 


12-225-250 to 570 

Tyding Tonsil and Nasal 
Snare Canula. . .3-676-440, 3-676-450 
Tyding Tonsil Seizing Forceps. .3-383-500 


Tyding Tonsil Snare.......... .3-676-400 
Pymberw Papers: vsvsirgeee: 3 11-760-980 
Type: 
Art Lettering........ 11-778-510 to 580 
Dasani ios Fin ORB 11-778-650 


Century Old Style. . .11-778-750 to 790 
Century Schoolbook. . 111-778-850 to 970 
Heavy Copperplate 


Gothic..........11-779-100 to 126 
Parentheses and Brackets. . .11-778-650 
1244 Se Ry ie ee eae ea erie 11-771-250 
POS, bes ae 11-773-250 
Wehr’. 6. vias ekeeee ss. TIA 
Spaces and Quads... .11-774-120 to 200 
Wedding Text....... 11-779-200 to 206 

Pret Capes oO ik es 11-708-170 
SVD ASEMEY. a2 INU een ts 11-724-350 
fi Ys RS he ga 11-745-105 
Pype Planessesis ) LE 11-762-770 
Type Oatin .. <hisd ils eV ves8 11-765-850 
Type Quoin Key............. 11-765-855 
Typewriter Table, Folding..... 9-595-325 
Typhoid Vaccine, Triple....... 1-616-560 
Vypltus Vacciie: 502.554 29 1-617-650 


Typing Kit, Shigella... .1-608-710 to 735 
Typing Sera: 


PT MEADE a TUR Aas 1-598-610 
Streptococcus......... 1-609-750 to 760 
Tyrell Iris Hook..... 3-423-100, 3-423-300 
"DIONE iiss cr ees 1-489-700, 1-489-702 
U 
Uebe Nasal 
Applicator...... 3-033-600, 3-033-700 
Ulna Splint; Staderonscs.. 6. 22 3-113-590 
Ultraviolet Element........... 7-137-100 
Ultraviolet Lamp, Kromayer 
DOGS ied ed SOR OLE I 7-128-500 
Ultraviolet Lamp, Mercury 
Arc Burner..... 7-129-305, 7-129-600 
Ultzman-Keyes Urethral 
CHOW 5 oi SA EE EEE: 3-142-200 
Umbilical Tape Suture......... 3-792-100 
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Undershirt, Infant............ 7-185-000 
Unit Section, X-ray Film 

Filing Cabinet... ... 6-006-460 to 500 
Unit Section, X-ray Record 

Filing Cabinets.25 00.0.0. 6-006-575 
Universal Forceps: 

Antrum, Boies. 25.00.6065 FS 3-386-100 


Antrum, Wagner. .3-385-700, 3-385-800 
Antrum, Yankauer.......... 3-385-900 
Ethmoid: Freer. occ 2 3-386-200 
Nasal Cutting, Gruenwald. . .3-386-300 
Scissors, Turbinate, 


Holmes... 3005 Gh 3-386-450, 3-386-550 
Sphenoid, Faraci-Skillern. . . .3-386-700 
Sphenoid, Ostrom........... 3-386-800 

Universal Forceps Handle... ... 3-386-900 
Uranium Acetate... ..00.)03. 2 1-489-840 
Uraniam: Nitrates: 66. i oecd.5 1-489-800 
Urano Acetate 0.2... RK: 1-489-840 
Uranyl Nitrate. 

(Uranium Nitrate)........ 1-489-800 
WM oi bs i'd wrach.dts oc EERIE 1-490-000 
Urea Apparatus Aeration 

Twbes. 2 ve 4-451-500, 4-451-600 
WN Ars ein 5 sie hua Ree 1-490-200 
Ureteral Catheter, 

EEG vn occnica nts 3-165-200 to 3-166-850 
Ureteral Catheter Adapter, 

Bignards 2. 430. esanute 3-000-600 


Ureteral Stone Basket, Johnson .3-330-200 
Ureteral Stone Dislodger, 


FIOWOMG oii). Z0% s/o. caicewie 3-330-300 
Ureteral Stone Removing Forceps, 
Cystoscopic, Councill...... 3-330-400 


Ureteral Stone Removing Forceps, 
Cystoscopic, Ferguson..... 3-330-500 

Urethral Bougie........ 3-122-400 to 460 

Urethral Bougie, Philips .3-122-700 to 720 

Urethral Canula, Modified 
Keyes-Ultzman........... 3-142-200 

Urethral Catheters: 

Hemostatic, Foley. 3-175-500, 3-175-510 


Males... 56 acinus. tee eee 3-171-200 
Male; Gouleys 255 piiieaiyek 3-170-100 
Male; Lebort.....21 52: 3-170-600 to 690 


Rubber, Nelaton......3-176-500 to 580 
Rubber, Robinson. . . .3-174-200 to 300 
Rubber, Soft......... 3-179-020 to 080 
Self-Retaining, Foley. .3-177-600 to 640 
Self-Retaining, 


Malecot = 34 3-177-900, 3-177-980 
Self-Retaining, Pezzer .3-178-500 to 570 
WV GOV GBS: 5 9 oesc ars anette wa Ale 3-180-700, 


3-180-740 to 790, 

3-181-700, 3-181-710 

Woven, Mercier............ 3-180-100, 

3-180-130 to 180 

Woven, Philips... 3-181-300, 3-181-310 

Urethral Clamp, Zipser........ 3-205-200 
Urethral Irrigating 

Syringe....45.-... 3-796-600, 3-796-640 

Urethral Irrigating Tip, Young .3-824-500 

Urethral Irrigating Tips....... 3-824-510 

Urethral Sound, LeFort. .3-679-100 to 180 
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Urethral Sound, 
Ven Boren... yk 3-680-200 to 400 


Urethral Speculum, Mosher. . . .3-704-200 
Urethroscope 


(Cysto-Urethroscope)...... 3-242-200 
CY So, er RR a ERS Bry rE Seo 1-490-215 
Urinal, Male....05..... 7-944-090 to 094 
Urinal and Bedpan Rack....... 7-071-975 
Urinal and Bedpan Set......... 9-090-100 
Urinal Sterilizer and 

Washer.........7-085-255, 7-085-257 
Urinalysis Set, Field........... 9-600-800 
Urine Observation Glass....... 3-396-400 
Urine Specimen Bottle......... 4-082-100 
Urine Specimen Bottle Cap..... 4-082-105 
Urine Sugar Test Tablets...... 1-490-220 
Urinometer, Squibb. .......... 4-470-000 
Urography Agent (Diodone)... . 1-168-800 
Urological Table. : . ..'j 6.44504 7-100-105 
Urological Table, Radiographic . 6-126-010 
Utensil and Dish Mess Set..... 9-313-900 
Utensil and Dressing 

Sterdizer..:). evak 7-084-485 to 500 
Utensil Rack (Bedpan and 

PEGA oes ook alts wen oon pre 7-071-975 
Wtensil Set; Cooking: 2; '26¢20n 9-144-360 
Ucansil Set; Surgicals..5.c......5. 9-593-125 
Utensil Sets Ward eh. eens 9-601-125 


Utensil Sterilizer... 7-084-975 to 7-085-075 
Uterine Curettes: 


Biopsy, Randalhey!...0c5).04. 3-230-100 
Irrigating, 

Mi nGMAS oiis!. weil 3-231-200, 3-231-300 
Simiseetei saa 3-232-200 to 400 
MhOomAseii cd aL 3-230-680 to 720 

Uterine Dilator, Goodell....... 3-256-500 
Uterine Dilator, Hank......... 3-255-500 
Uterine Dilator, Palmer........ 3-256-900 
Uterine Dressing Forceps, 

BOZEMAN casinos seeks 3-334-200 
Uterine Gauze Packer......... 3-546-200 
Uterine Probe, Sims........... 3-577-400 
Uterine Scissors, Sims......... 3-658-200 
Uterine Sound, Simpson....... 3-682-200 
Uterine Suture Needle, 

a EcV esha ee 3-526-500, 3-526-520 
Weiity Gabinet «7, .... ckixaniinel. 7-029-345 
guity Case, Cahvas...\... .cina) 9-137-525 
ASR y? SEAN. 5:35 kaw. gicciabn 7-082-615 
Utility Dabler: 3.6. 7-100-205, 7-100-305 
Utility Unit, X-ray 

Darkrooml.s.. i 6-014-310, 6-014-315 
Usricle:Ganula, Young.v a0: <2. 3-142-400 

V 
Vaccine Bottles. ...4-084-000 to 4-087-000 
Vaccine Bottle Stopper........ 4-422-214 
Vaccines: 
SHORE. 5's 5» ss Sees ....1-601-500 
Encephalitis, Japanese ‘‘B’’...1-604-310 
Encephalomyelitis........... 1-604-402 
Infectious Abortion......... 1-572-250 
Thifienta Vitus. ii:6 0.38 ios 1-605-810 
OS a. Sone eee pee 1-607-000 


Name V (Cont'd) Stock No. 
Vaccines: (Cont’d) 
RADICS ahs toe Fic ae 1-607-875 to 895 
meta 5's 5 shina 1-609-000 
Typhoid, Triple.............1-616-560 
WOON UAB SALS acs on Gaga 1-617-650 
Mellow Heveris sop ssticeliacws 1-621-520 
LET ye gee So a aan a 3-858-300 
Wacuam Bottle... 34 okie toe 4-087-650 


Vacuum Bottle, Blood. . .3-119-700 to 790 
Vacuum Bottle, Blood, 

with Anticoagulant. .3-119-750 to 765 
Vacuum Cylinder, Drying Oven. 4-357-345 
Vacuum Gage, McLeod, 


Lyophile Apparatus....... 4-273-840 
Vacuum Pitcher, Bedside Service 7-880-005 
Vacuum Pitcher Filler......... 7-880-010 
Vacuum Pump...... 4-384-020, 4-384-100 

. Vaginal Irrigating Set......... 7-706-000 
Vaginal Irrigating Tip......... 7-706-055 
Vaginal Retractor, Sims....... 3-619-800 
Vaginal Specula: 

PUNE ph ieisceais ton cent ba eid 3-707-900 
RMR io Se ocinia as 3-705-600 to 640 
PO ee ten rcs ao wien 8-110-500 
Beal eee se 3-705-940, 3-705-980 
Tubular, Ferguson. 3-707-300, 3-707-340 
Vaginal Tampons’. ...... 62¢..{3- 1-002-300 
Valve, Bench, 3-Way.......... 5-023-000 


Valve, Sphygmomanometer. . . .3-713-440 
Valve Adapter, Gas Cylinder. . .7-701-352 
Valve and Vaporizer, Gasoline 

MVE Rc cates Ck wah eho 7-085-660 
Valve Assembly, with Puncturing 

1s ( =, | | OSU Ge ene MERE ae a 3-103-100 
Valve Disc, Inhalator.......... 3-881-000 
Valve Stem Packing, Gasoline 

BUIVE Sy ee orrt 7-085-368, 7-085-370 
Van Alyea Frontal Sinus 

Canilas Yann 3-139-550, 3-139-590 
Van Buren Sequestrum Forceps. 3-316-200 
Van Buren Splinter Forceps. . . .8-066-500 
Van Buren Urethral 


Sand) 03. .aed sels 3-680-200 to 400 
Vedas. Mew iiaeiers > Meda 1-490-232 
Van Slyke-Ostwald Pipette... . .4-370-100 
VapOnees iesianc uses 3 7-945-500 


Vaporizer, Hard Rubber, Dench 3-882-200 
Vaporizer and Valve, Gasoline 


ABRET CUA SS Ue ead 7-085-660 
Veenish, Casity ois ig.s4 titensh 5-658-150 
Vietniph) Seer eins vec 44S 11-284-550 
Warnisienasiipns » cate Genes 11-206-850 
Veal, Desiccateds ).. aha ssn . .1-490-250 
Veeder Counter............... 4-188-450 
Vegetable Dish... ...7-274-000, 7-276-000 
Vein Retractor, Cushing....... 3-620-200 
Vein Stripper, Mayo.......... 3-747-900 
Velometer,.. sacuiiiass Caie 2. 4-470-800 
Venereal Prophylactic Set...... 9-602-510 
Venereal Prophylaxis and 

“‘Teentment Rat, 5 46: caixiss 9-602-475 
Venereal Prophylaxis Syringe. . .3-796-640 
Venereal Prophylaxis Tube..... 1-384-108 


Ventilator, Exhaust, Darkroom. 6-289-000 
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Name V (Cont'd) Stock No. 
Ventilator, Intake, Darkroom. ..6-289-300 
Ventricular Bur, Snell......... 8-007-000 
Vernier Gages OE aces YORE 5-328-050 
Vertometer.... 8802. Ie, 14-555-000 


Vertometer Incandescent Lamp. 7-981-025 
Vessel Clamp, Guyon-Pean..... 3-355-800 
Vesuvine Brown (Bismark 


POW) 5 ioc) cn Oe eee 1-103-300 
Veterinary Convalescent Hospital 

Medical Equipment....... 9-602-560 
Veterinary Corps Brassard..... 7-729-325 


Veterinary Dental Kit, Field. . .9-602-580 
Veterinary Dental Kit Case... .9-138-125 
Veterinary Detachment Medical 


Equipment : i454. :00005, wah 9-602-670 
Veterinary Dispensary Medical 

Patient, 2 SA. ay s5 55 9-602-600 
Veterinary Dispensing Set..... .8-057-600 


Veterinary Dispensing Set Chest 8-032-035 
Veterinary Evacuation Hospital 

Medical Equipment....... 9-602-620 
Veterinary Field Set .9-602-640, 9-602-660 
Veterinary Gas Casualty Chest.9-602-700 
Veterinary Gas Casualty Outfit. 9-602-680 
Veterinary Gas Casualty 


es ccmnthaats 9-602-690, 9-602-695 
Veterinary General Hospital 
Medical Equipment....... 9-602-740 


Veterinary Hoof Treatment Kit. 9-602-750 
Veterinary Hoof Treatment 


a Oe peepee Eee ae 9-138-325 
Veterinary Infirmary Medical 

Equipmiente: iss5i vee oe 9-602-760 
Veterinary Injection and Suction 

Pump Setic. 932 boys 9-602-920 
Veterinary Injection and Suction 

Pump Set Cases sss. sss 9-131-625 
Veterinary Instrument 

SS Ee eS 9-259-380, 9-259-400 
Veterinary Instrument Set, 

Hemostatic Forceps....... 9-602-800 
Veterinary Instrument Set 

Cases........9-124-525 to 9-125-450, 


9-138-525, 9-138-575  . 
Veterinary Noncommissioned 


Diioere Hak ou ii 2stccgeeaie 9-602-845 
Veterinary Officers Kit........ 9-602-865 
Veterinary Operating 

Instrument Set........... 9-602-780 
Veterinary Pack Equipment... .9-602-900 
Veterinary Privates Kit........ 9-602-875 
Veterinary Restraint 

SL Gis mugy ae kiOe g 9-602-935, 9-602-940 


Veterinary Set, 

Pack Type: .'.%.. 9-602-946, 9-602-948 
Veterinary Station Hospital 

Medical Equipment .9-602-955 to 985 
Veterinary Surgical Dressing Set 9-602-995 
Vin Cor a) Seaccuamcane 4-187-300 
Vial Rubber Stopper, Serum Vial 4-069-110 
Vials: 


Glass Stoppered........5... 4-048-350 
| ec ea ame ine E YN. S 4-069-100 
OG.1 
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Name Vv (Cont’d) Stock No. 
Vials: (Cont'd) 
Specimen. ..... 4-082-200 to 4-083-000, 
4-430-300 
ONE SS IR a one eee 9-144-170 
RRO ro ea c o  e 5-661-300 
Vienna Nasal Speculum........ 3-699-100 
Viewing Box...... 6-039-800 to 6-040-250 
Viewing Box, Dental.......... 6-039-525 
Viewing Box Glass...........: 6-040-375 
Viewing Box Glass, Dental..... 6-039-545 
gOS RITE RAE ares aT ea 1-236-520 
(ee Ee Ee eee ea 1-236-535 
1 a 1-160-900 
Violet, Gentian..... .1-289-470, 1-289-485 
Violet, Lauths (Thionin)....... 1-472-805 
Violet, Methyl 2B............. 1-290-500 
Violet Red Bile Agar.......... 1-490-310 
Virchow Brain Knife, 
eC 3-436-400 
Vises: 
Artificial Limb.............12-857-550 
SENS REE 5S rar 5-661-500 
Drill Press, Bench..........12-857-750 
Machinists, 
a, ae 12-857-770, 12-857-780 


Vision Test Apparatus. . .3-883-400 to 800 
Vision Test Cards: 


Astigmatic, Thomas......... 3-884 800 
Astigmatic Dial, Green...... 3-885-680 
Distance Letters, Grow...... 3-885-760 
Distant Vision, 
PGMEEE. oo. oc 3-885-720, 3-885-800, 
3-885-880, 3-885-920 
LLLP CSPI SS age eS Mie ea 3-885-800 
MMRNIENS ela a y « 5 A 3-885-840 
Near Vision, Jaeger......... 3-885-830 
Vision Test Projector 
Incandescent Lamp....... 7-979-250 
Vision Test Set..... .3-885-945, 3-886-750 


Vision Test Set, 
Color Sense. . .3-885-965 to 3-886-750 
Vision Test Set Instruction 


rns 3-885-930 
Visual Cystoscopic Hemostatic 
Forceps, McCarthy....... 3-331-400 
Vitamins: 
12 8 SESS ey an 1-318-650 
A and D Capsules........... 1-318-660 


B, Injection (Thiamine 

Hydrochloride). .1-472-405, 1-472-410 
B, Tablets (Thiamine 

Hydrochloride). . 1-472-500, 1-472-600 


B, Tablets (Riboflavin)...... 1-395-000 
ig ares 1-083-505 
G Tablets (Riboflavin)...... 1-395-000 
DO MMMOMEIIINE 5 a en 1-268-815 
K Tablets (Menadione)...... 1-268-800 
Multiple Vitamin Tablets... .1-227-000 
Volkmann Bone Curette....... 3-218-750 
Volkmann Retractor. . . .3-610-250 to 450 
IMR es 5% a aes ot 13-010-150 
Volleyball Guide............. 13-355-080 
ES (ee 13-535-060 


Volumetric Flask. .4-254-000 to 4-260-000 


OG-I 


Name Vv (Cont'd) Stock No. 
Vulcanite Trimmer. .5-147-550, 5-148-050 
Vulsellum Forceps, Goiter, 


IRN Ce ee Tr Ren pepe 3-387-700 
Vulsellum Forceps, Schroeder. . .3-387-800 
Vulsellum Forceps, Skene...... 3-387-600 
Vulsellum Forceps, Tumor, 

CONGR as used Rag ever cieiighe bans 3-387-900 

WwW 
PACER DECES So eelgrass 2-042-000 
Wagner Antrum Universal 

Forceps. 5 voc. 3-385-700, 3-385-800 
Wagner Retainer Matrix Bands. 5-523-950 
Walker Invalid. ovo ee 7-139-850 


Walker Retinal Detachment High 
Frequency Ophthalmic 


Oe a. eee ee 3-533-100 
Walter @ ane 2 c6.e0 cc. ox years 7-740-000 
Wiareme Cane Tip. cs. cae 7-740-010 
Walking Heel Splint........... 3-731-100 
Wall Mirror: (3... : 7-070-000, 7-070-020 
Walter Crucible Holder........ 4-282-120 


Wangensteen Drainage and 

SCENT SOE. 5. wo oss wie vc, Oo OU 
Wangensteen Type Drainage 

and Suction Apparatus. . . .3-268-840 
Wangensteen Type Drainage 

and Suction Apparatus 


portless. es. 3-268-845, 3-268-850 
WU AEG Cltate oo ky iene ans Sian 7-036-915 
Ward Chair, Folding. ......... 7-046-825 
Ward Officers Coat......7-159-005 to 020 
Wardrobe Bag........... ecg 7-152-500 
Ward Set, Miscellaneous 

Supplies, Field............ 9-603-075 


Ward Surgical Instrument Set. .9-581-400 
Ward Surgical Instrument Set 


[BEET a et a 9-139-150 
Ward Thermometer........... 7-933-000 
Ward Utensil Set. i 5. kee. 9-601-125 
Warm Air Syringe...... 5-421-870 to 885 
Warm Air Syringe Heating 

Element........ 5-421-695, 5-421-705 
Warm Air Syringe 

bf Aa ce ge 5-421-790 to 815 
Warm Air Syringe 

Pie 0. 5-421-995 to 5-422-020 


Warm Water Syringe... .5-421-895 to 910 
Warm Water Syringe Nozzle. ..5-421-815 
Warm Water Syringe 


REMPIMNREE «cx. shah s ace ae 5-422-025 to 045 
WARDS REEL 855635508 each 11-869-150 
Wash Basin.........7-710-945, 7-711-000 
Wash Bottle, Eye, Ziegler...... 3-119-450 
Wash Clota ees Slee cay 7-188-325 
Washer; Bolton. Pacel i. ck 11-288-550 
Washer Hdger. pest ck cs ass 14-328-000 
Wiasher Onset 6 siice srcewts ks 14-750-000 


Washer, Pipette, Automatic. .. .4-473-600 
Washer and Screw Assembly, 


Saettacles:tec ahs oc 14-642-000 
Wash Tank, Dark Room 

Processing Assembly...... 6-167-680 
Wassermann Needle........... 3-492-900 
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JULY 1947 INDEX 

Name W (Cont'd) Stock No. 

Wassermann Test Tube 
Swonert.: |... 4-426-450, 4-426-457 
Wassermann Tube............ 4-433-750 
Waste, Cotton, Surgical....... .2-045-000 
Waste Receptacle. . .5-513-150, 7-883-950, 
7-883-965 


Waste Receptacle Bag, Paper. . .5-513-250 


Waste Receptacle Pail. ........ 7-883-957 
WEEEN, DOORS. His hn bic oe ae 3-889-200 
Watel Glass ....5 3 4-474-000 to 600 
Water Bath, Inflammable 

1, Ee ie rage oa 4-030-300 
Water Bath, Inoculating....... 4-030-340 


Water Bath, Pharmaceutical. . .4-030-380 
Water Bath, 
Serological... .. 4-030-420, 4-030-450, 
4-030-460, 4-030-475 
4-030-485, 4-030-545 
Water Bath-Alcohol Lamp 


Combination’... /5.)-4u1.2. 3 9-603-850 
Water Bath Heating 

Element....... 4-030-425, 4-030-465, 

4-030-490 

Water Bath Incandescent Lamp. 7-978-600 

Water Color Crayon..........11-010-580 

Water Colorimeter.......... . .4-465-000 


Water Colors, Artists... 11-009-900 to 980 
Water for Injection. . 1-491-700, 1-491-720 


Waterproof Cement........... 4-128-720 
Water Sterilizer.........7-085-125 to 220 
Water 


Still. .4-404-832, 4-404-882, 4-404-916, 
4-405-500 to 750 


Water Still, Disinfector........ 7-791-100 
Water Still Heating 

Blemeérnt.ss. 22: 4-404-883, 4-405-025 
Water Syringe, Moffat......... 5-597-000 


Water Syringe Bulb, Moffat... .5-598-000 
Water Testing and Screening 


Belen ten oid o Butieinees ees 9-610-325 
Water Testing Kit (Chlorine 
PESTS esc c 2 Ne eee 4-170-000 
Water Testing Kit, Poisons..... 9-603-125 
Water Testing Kit Case....... .9-603-750 
Water Testing Kit Reagent 
Replacement Set.......... 9-604-225 
Wax: ; 
Baseplate......... 5-670-150, 5-671-000 
Bone..... Sige Eat ae ee ee 3-889-900 
WOME. OF LRGs eae 5-672-000 
Casting. 5-672-150, 5-672-400, 5-673-000- 
Bales. 4. one eS 5-673-750 
SOG |S 2 ios kines 12-870-550, 12-870-570 
CWNEMEY Fades ered eRe 5-674-000 
811 a mA Wie Ne Cali 5 5-674-750 
PRM a tne x scores ec gruean 1-493-004 
Wax and Amalgan Carver, 
Hollenhack:........ 5-115-400 to 450 
Wax: Carver Roach. f25.4. 1-7 5-115-550 
We POR sarsin tates 4-365-210, 4-365-220 
Wax Retention Mesh.......... 5-672-250 
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Name WwW (Cont’d) Stock No. 
Wax Spatula....... .5-571-000, 5-572-000 
pro Up tdy Gc ai agi a eae 11-808-500 
Weaving Frame: :s.5..005.%.: 11-822-850 
Webbing, Elastic...... 12-875-550 to 690 
Webbing, Nonelastic......... 12-875-750 
Webbing, Splint........ 3-892-200 to 400 
Weber Canaliculus Knife...... .3-439-700 
Webster Infusion Needle....... 3-499-010 
Webster Intravenous Canula 
(Infusion Tube).......... .3-139-900 
Wechsler-Bellevue Psycho- 
diagnostic Test Set........ 3-822-810 
Wedelstaedt Chisel. .5-151-050, 5-151-550 
Weder Tongue Depressor...... 3-245-205 
BN edGE. MALERE oic5,, ce a o's Fae 5-676-150 
Weeks Eye Speculum.......... 3-694-200 
Weighitig Bottle. oo... 03 4-089-000 
Weights: 
Analytical Balance. os... .. 4-018-800 
Harvard Trip 
Invik hove ol eee oe 4-018-320, 4-018-330 
Prescription Balance......... 4-018-850 
GEG dice pists Boke Bhs 13-850-150 
MOY ssa bas west mip etews esas 35 5-015-000 
Weigl-Goldstein-Scheerer Psycho- 
diagnostic Test Set........ 3-822-817 
Weiner-Pierce Antrum Rasp 
Baha 0 rOGar: P55 iG cae 3-587-000 


Weitlaner Brain Retractor..... 3-606-600 
Welding Outfit, Acetylene... . .12-878-000 


Weeldite BOG... fs sais sce oes 12-685-350 
Westphal Specific Gravity 
AATCC Re sy ee pas ayes 4-018-600 
Wet Dressing Bag, Arm........3-089-100 
Wet Dressing Bag, Leg........ 3-089-200 
Wet Dressing Paraffined 
IPADEL recedes as: 2-032-485, 2-032-500 
Wheel Assembly, Cutting, Lens 
COUUUO Le ie ire un sim tae de ate ee 14-244-000 
Wheel: Chair... ..... .. 7-043-000, 7-043-025 
Wheeler Discission Knife...... .3-440-700 
Wheels 
Be eed ts ce erei et 12-740-180 
Bema. 52S. 35 11-589-550, 12-883-150 
Chassis, (Pood i Carte, ..kee. 2: 7-230-130 
Cringe Se bne eh. 5 12-883-250 to 450 
HeeliSanding.:. ca day cee 12-740-200 
BUGECRID 5.55 ficiniseie-s «acd o> 12-740-220 
Shoulder cad ctu eyecare ccs 13-870-150 
Wheels, Dental: 
Brus. wie eae 5-677-000 to 5-680-150 
Buttin gars iciccte ets 5-683-150, 5-684-150 
IGHATNOIS ie cae Uae ae Sere ATE 5-682-150 
Grinding, Model Trimmer... .5-644-055 
Impregnated 
Rubber oie. os 5-685-150, 5-686-150 


Polishing, Rubber (Disk). . . .5-231-150 
Silicon Carbide. .5-688-150 to 5-691-650 
Whipple Disc Micrometer...... 4-317-525 
Whirlpool Arm Bath. 7-103-005, 7-103-015 
Whirlpool Leg Bath. .7-104-005, 7-104-015 


WUMIEEOY (cua he sa ee eee 1-494-000 
White Corpuscle Hemacytometer 
Pipette ssc T es 4-276-935 
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Name W (Cont'd) Stock No. 
White Emasculator............8-059-000 
White Petrolatum. . .1-338-025, 1-338-060 
White Precipitate Ointment 


(Ammoniated 
Mercury)....... 1-284-990, 1-285-000 
Wihttevsand nics eke ee 4-390-800 


White Tonsil Seizing Forceps. . .3-383-800 
White Vitriol (Zinc Sulfate)... . 1-504-000 


OTT ET elena oannaan Reeonenes iags eae 1-493-004 
Whiting (Prepared Chalk)... .. 1-133-000 
Whiting Mastoid 

GE RE 8-057-050 to 070 
Whole Blood Pipette, 

Folin- Wize... o. 4-380-755, 4-380-760 

Whole Blood Shipping 

Conte: 55 cous ee pare Gees 4-186-120 


Whole Blood Strainer, Slotted. .3-745-550 
Wick, Alcohol Lamp. 5-375-020, 7-833-000 


Wickes amps paicceie ie cee 12-887-350 
Wick, Needle Sterilizer........ 7-085-710 
Wide Mouth 

BOblersesnrs 4-089-055 to 4-089-135, 


4-089-185, 4-089-195 
Wide Mouth Bottle, Screw Cap . 4-089-150 


Wilde Bar Borcepsi:.. 2.54... 3-335-900 
Wilder Blunt Hook............3-420-800 
Wilder-Nettleship Lachrymal 

Wat ore it aot ceants 3-253-400 
Wilkinite (Bentonite).......... 1-098-400 


Williams Laryngeal Retractor. .8-106-000 
Williams Spaying Ecraseur..... 8-058-500 


Wilson Fascia Stripper......... 3-747-400 
Winder, Bobbiiiew 3.0 nc: 11-895-150 
Wander, ;OkeIn fa sig ese eco 11-895-175 
WV iNE SOER Va sre elie oa 4 eos 1-494-500 


Wing Top, Bunsen Burner..... 4-110-000 
Winter Elevator. . .5-249-700 to 5-252-000 
Wintergreen Oil..... 1-290-000, 1-290-005 
Winter Tooth Extracting 

OL CEDS igus icn) > states ok ai 5-317-500 
Wintrobe Hematocrit Tube..... 4-456-100 
Wire: 


AtCh hrachurersnccs veces 5-693-150 
Arch, Fracture Attachment. . .5-326-555 
Cleaning, Bronchoscope.... . -. 3-893-700 
CODDER Eh tata sancti uk ck ¥ 4-488-000 
Eustachian Applicator, 

VAD MAUCH ce cronies caterers ee 3-039-120 
Ge fi gate ti Ce) ae ree a ee 5-806-450 to 777 
Hypodermic Needle. . .3-896-150 to 250 
Tron} Dentimeterncss. > sale 5-207-000 
EGG SINE 6 ote esgic ees 3-732-100 
Lipature, vcs: 3555 5-694-150, 5-696-000 
WES: cepa: & 5.0 t cata Fue oes 3-732-800 
Music (Piano)....... 12-887-550 to 610 
PLATAUDN GT ta ok rsccutecsuee iene 4-489-000 
Platimtinn Avy sis.s.ctam occas 4 5-806-950 
Piotisuin LriGiin <i.) 05°. 666s « 4-489-100 


Saw, Stille-Gigli. . .3-632-500, 3-632-600 
Silver Alloy..... 5-696-700 to 5-703-000 


Share aatescc es 3-674-140, 3-674-142 
Snare, sNasalos 5.0 3-674-780, 3-674-790 
Snare, Tonsil...... 3-674-790, 3-676-500 
Sterling Silver....... 11-590-150 to 250 
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Name W (Cont'd) Stock No. 
Wire: (Cont’d) 


Suture, Silver..... 3-777-400, 3-777-700 


Suturer reel. Gok eee 3-755-200 to 320 

Siuttire, lantaligm :) 00252 3-789-600 
Wire ‘and Pin Cutter. 02 3-235-380 
Wire Bending Pliers........... 5-435-350 
Wire Cutter, Berbecker........ 3 235-400 
Wire Cutter, Ralk.............3-235-450 
Wire Gaze nese eee 4-273-960 


Wire Nippers sce ie ee g. .5-421-350 
Wire Saw Conductor, Adson. . ..3-632-200 
Wire Saw Conductor, Bailey... .3-632-300 
Wire Saw Handle, Gigli Saw... .3-632-400 


Wire Screen Cloth............11-209-550 
Wire Suture, Silver. .3-777-400, 3-777-700 
Wire Suture, Steel...... 3-755-200 to 320 
Wire Suture, Tantalum........ 3-789-600 
Wire Suture, Tantalum, Needle 

pith cote ee mappa re 3-790-100 to 300 
Wolffhuegel Counting 

Apparatus................4-188-550 
Wolffhuegel Counting Plate... .4-188-205 
Wolf Tooth Forceps........... 8-067-000 
Wood, Alcohols 5)... 5 2c spebine 1-285-900 
Wood Boring Drill Points. .... 11-514-255 
Wood Burning Pen........... 11-061-880 
Wood Burning Pen Heating 

Unit.andWios..Ge)- 3.3 11-061-885 
Wood Gouge sc fae a. 12-327-150 to 190 
Wood Screws......... 11-273-510 to 580, 


12-715-150 to 670 
Woodson Plastic 
Instrument.........5-365-350 to 450 
Woodward Apical Fragment 
Root Elevator. ..5-248-050, 5-248-150 
Woodworkers Chisel... . 11-208-850 to 890 
Woodworkers Gouge. . .11-226-550 to 570 


Wool Bandage.car ts see 2-003-000 
Wool Fat, Anhydrous......... 1-494-990 
Wool. Felt:33 “295% 3-300-100, 3-300-300, 

12-275-150 
Wool Welass Sor os oe ee 4-493-000 
Work Bench, Bookbinders. . . .11-131-250 
WorkiBoxice iss Riek Sosa ee 5-026-550 
Wound Tablet Packet......... 1-495-275 


Wrapper, Glove, Sterile Supply .7-190-000 
Wrapper, Sterile Supply . 7-190-030 to 045 


Wrapping Paper........ 4-365-100 to 110 
Wrapping Paper Dispenser..... 4-225-550 
Wratten Filter, Gelatin........ 4-185-245 
Wratten Safelight Filter. ...... 6-127-785 
Wrecling Bat <2 iss acdwcivad 11-204-450 
Wrenches: 

BOR Reha eee Pe aes ee 11-291-010 

Pd’ Stawders. cs seen 3-113-740 to 820 


Ether Cautery Apparatus. . . .8-030-450 
Regular, Stader- 
Palen ee a ees 3-113-860, 3-113-900 
Universal, Stader- 
Allen. ..........3-113-940, 3-113-960 
Wrestling Matis jcc s ai isa 13-500-250 
Wrestling Mat Cover........ 13-500-275 
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Name W (Cont'd) Stock No. 
Wright’s Stain.......... 1-496-000 to 010 
Wrist Circumductor.......... 13-170-000 
bg re 13-280-080 
Wrist Joint and Slip Joint...... 5-705-150 
Wristlet Strap, Restraint 
. fo ee 7-884-055 

Wristlet Strap Buckle Lock 

De reser one Se, 7-884-025 
Wrist Machine............... 13-890-000 
NIE I sg sce k oS cciin cc 13-280-080 
Wrist Splint, Cockup......... 3-733 -800 
Wu-Folin Digestion Tube...... 4-454-500 
Wu-Folin Receiving Tube...... 4-456-950 
Wu-Folin Whole Blood 

Pipettes........ 4-380-755, 4-480-760 

X 

X-ray Accessory Unit 6-121-600, 6-121-615 
UNION So 55. cise cca oe oes 6-002-000 
X-ray Biplane Marker and 

Reorientation Device...... 6-080-520 
28 8” A a ge a 6-007-710 
2 oS ae ae 6-007-900 


X-ray Control Panel Incan- 

descent Lamp.. .7-974-420, 7-978-600 
a-ray-Control Unit ........... 6-013-655 
X-ray Control Unit and Trans- 

former 6-126-030, 6-126-050, 6-167-980 
X-ray Developing 

OWES. 663o swine s 6-121-710 to 800 
X-ray Developing Tank, 

ICMEA Et ale.) s 4 6-167-000, 6-167-250 
X-ray Developing Tank, 

Radiographic. ..... 6-167-285 to 310, 

6-167-400, 6-167-650 

X-ray Developing Tank 

Cooling Unit... .6-013-750, 6-013-770 
X-ray Developing Tank 

eS a ae 6-042-100 to 110 
X-ray Dryer and Loading Bin 

Combination. .. .6-014-310, 6-014-315 
X-ray Dryer and Loading Bin 

Combination Exhaust Duct 6-014-600 
X-ray Filing 

Envelopes...... 6-123-950, 6-124-000 
X-ray Film, Dental. .6-015-010, 6-015-070 


X-ray Film, 

Radiographic. . 6-016-075 to 6-019-010 
X-ray Film Chest. . .6-012-120, 6-012-130 
mere Dil Dryer...) . 6... es 6-014-500 
X-ray Film Dryer and Loading 

Bin Combination......... 6-014-280 
X-ray Film Exposure 

BIOIGES 250 oi0/.< 6-032-500 to 6-034-300 
X-ray Film Filing Cabinet 

Base Section. . . .6-006-000, 6-006-010 
X-ray Film Filing Cabinet 

Top Section. . . .6-006-230, 6-006-245 
X-ray Film Filing Cabinet 

Unit Section... .... 6-006-460 to 500 
X-ray Film Hanger..... 6-031-750 to 775 
X-ray Film Hanger, Dental. . . .6-031-795 
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Name X (Cont'd) Stock No. 
X-ray Film Hanger Rack...... .6-124-700 
X-ray Film Holder, Bitewing 

RE sees vat cce Ga: 6-032-425 
X-ray Film 


Illuminator . . .6-039-800 to 6-040-250 
X-ray Film Illuminator, Dental. 6-039-525 
X-ray Film Illuminator 

Fluorescent Lamp.........7-966-250 
X-ray Film Illuminator Glass. ..6-040-375 
X-ray Film Illuminator Glass, 


TRE ass veiw ahaa en 6-039-545 
X-ray Film Illuminator 
Incandescent Lamp....... 7-979-800 


X-ray Film Illuminator Incan- 

descent Lamp, Dental..... 7-979-100 
X-ray Film Label............. 6-042-750 
X-ray Film Marker. .6-080-595, 6-080-610 
X-ray Film Marking 

Letters: .....: 6-047-825 to 6-048-000 
X-ray Film Marking 

Numerals... . . 6-110-200 to 6-111-225 


Deeeay Pum Sale o's. sdk anes 6-127-650 
X-ray Fixing Powder. 6-121-880, 6-121-885 
eee MON e.g c's bu ch Koes 6-030-000 
X-ray Intensifying 

Screens....... 6-128-100 to 6-130-300 
X-ray Oil, Insulating.......... 6-112-000 
X-ray Outfit, Field (Outfit and 

Supply Sets 1-2).......... 9-521-125 
X-ray Processing Assembly.... . 6-124-300 
X-ray Protective Screen....... 6-128-025 
X-ray Radiation Meter........ 6-126-500 
X-ray Record Filing Cabinet 

Rimtt Section. <0 + Sagoo ea 6-006-575 
Pe MN eK foe ns eas 6-127-500 


X-ray Supply Sets. . .9-521-375, 9-521-450 
X-ray Table, Radiographic, 


Wrologicabis 2 ie Soe 6-126-010 
X-ray Table, Radiographic and 

FNMOGEODIC. 3-65.40 & 3 6-156-800 
X-ray Table, Radiographic and 

SE MNGEIN 5c o.in igh, aoe eae ale 6-156-900 
X-ray Table Unit............. 6-161-110 


X-ray Team Medical Equipment 9-596-390 
X-ray Transformer and Control, 
Unit. .6-126-030, 6-126-050, 6-167-980 


X-ray Transformer Unit....... 6-168-200 
CAR ELIO cis its crckas soak stew wae 6-169-140 
X-ray Tube Adapter.......... 6-001-000 
X-ray Tube Stand and 

BYES? CRE higee ee 6-169-400, 6-169-405 
ata ORS OMI os 8 ice eke 6-171-000 
X-ray Unit Generator......... 6-028-750 


X-ray Units: 
Photofluorographic and 


Roentgenographic......... 6-121-010 
Radiographic, Dental........6-124-920 
Radiographic, 

Mobile. .-.0 606%. 6-124-885, 6-125-080 
Radiographic, 

fs ei painted 6-125-300 to 700 
Radiographic and 

Fluoroscopic. . . .6-124-840, 6-124-845 
herd py sco ute oon e 6-167-800 to 810 
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X-ray Ureteral 

Catheter. .... 3-165-200 to 3-166-850 
Xylene (Xylol)......1-497-000, 1-497-005 
PION isis va vais KE cee 1-498-000 


Yankauer Anesthesia Inhaler. . .3-424-700 
Yankauer Antrum Universal 


Roreens.c ocr aes 3-385-900 
Yankauer Eustachian Applicator 

ORR ha cde ved ieee 3-039-100 
Yankauer Eustachian Applicator 

WO ita Pon uu koe 3-039-120 
Yankauer Eustachian Curette 

hos lags Hepa aig Gy ec He Ne 3-222-400 
Yankauer Suction Tube...... . .3-867-600 
Yarn, Cotton, Rug 

Pes ri ea 3 os 11-897-000 to 150 
Yarn, Worsted Wool. . .11-898-200 to 410 
Matron: Tavlete. 3s ees! 1-136-000 
Yeast Tablets. : 3... 7.0... .:.2-1-408500 
Yellow Fever Vaccine......... 1-621-520 
Yellowish oem. ¥-5: 2. 2-:: : 1-174-105 
Yellow Mercuric Oxide. ...... . 1-273-900 
Yellow Precipitate. ........... 1-273-900 
Yellow Prusstate.<:.. 5/0: ¢. 2 ~aut 1-365-000 
Young Cystescope. . 2.5 2.25.4. 3-238-900 
Younger-Good Scaler.......... 5-546-150 
Young Prostatic Lobe Holding 

BOnRROe: a. cad Cates 3-370-300 
Young Prostatic 

Retractor.......... 3-615-650 to 950 
Young Prostatic Tractor....... 3-832-100 
Young Urethral Irrigating Tip. .3-824-500 
Young Utricle Canula......... 3-142-400 
WOOO ee ated os 4-454-100, 4-454-120 

Z 
Zephiran Chloride Solution..... 1-498-705 
Zephiran Chloride 
Tincture..........1-498-707, 1-498-710 
Zerfing Sealers. itis us ssa bs 5-547-150 
Ziegler Eye Irrigating Bottle. . .3-119-450 
Ziegler Eye Needle Knife...... 3-442-900 
Ziegler Eye Speculum......... 3-694-300 
Ziegler Lachrymal Dilator...... 3-253-430 
Zinc, Low in Arsenic...........1-500-500 
Zine CRONAE 5 a ae 1-500-625 
Zinc Chloride 
Creatinine: 222 1-156-000, 1-156-001 

Zee Oras so eae ae ee 1-501-000 
Zinc Oxide 

Ointment.......1-501-990, 1-502-000 
Zing athe Pasha sis oss oe a 1-502-500 


Zinc Peroxide, Medicinal. .:... .1-502-700 
Zinc Phosphate Cement. .5-142-325 to 450 
PAG CROAPALC So Pe hc AL ees 1-503-000 
PA AE Sh Pais So utae's ca oe 1-504-000 


Zipser Penis Clamp............3-205-200 
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NUMERICAL CROSS INDEX 


This index lists the Army-Navy stock number, the former Army stock number and the 
former Navy stock number. The Army stock number is that published in Med 3, War 
Department Medical Supply Catalog, 1 March 1944, including changes. The Navy stock number 
is that published in the Catalog of Navy Material, BuMed Section, July 1946 Edition. 


Former Army | Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 1 Class 1 (Cont’d) Class 1 (Cont’d) 

1-001-000 1001000 1-001-000 1-068-500 1068500 1-068-500 1-099-082 1478000 1-099-082 
1-002-200 1002200 1-002-200 1-068-590 9102925 1-068-590 1-100-100 1100100 1-100-100 
1-002-300 1002300 1-002-300 1-068-605 g 1-068-605 1-102-000 1102000 1-102-000 
1-002-470 1007000 1-002-470 1-068-925 1049700 1-068-925 1-102-720 1102720 A 
1-002-500 1002500 1-002-500 1-069-000 1069000 1-069-000 1-103-300 1103300 1-103-300 
1-003-000 1003000 1-003-000 1-069-745 - 1-069-745 1-104-000 1104000 1-104-000 
1-005-000 1005000 1-005-000 1-070-000 1070000 1-070-000 1-104-075 9103000 1-104-075 
1-005-985 * 1-005-985 1-070-300 1070300 1-070-300 1-106-300 1106300 1-106-300 
1-006-000 1006000 A 1-070-325 1305000 1-070-325 1-106-340 1106340 1-106-340 
1-006-245 1009200 1-006-245 1-071-000 1071000 1-071-000 1-106-550 1106550 1-106-550 
1-008-710 9901010 A 1-071-100 1071100 1-071-100 1-106-598 ¥ 1-106-598 
1-008-711 9901510 A 1-074-000 1074000 1-074-000 1-106-600 1106600 A 
1-009-000 1009000 1-009-000 1-075-000 1075000 A 1-106-620 : 1-106-620 
1-009-985 2 1-009-985 1-075-200 1075200 A 1-106-640 1011000 1-106-640 
1-010-000 1010000 1-010-000 1-076-000 1076000 1-076-000 1-106-644 9103800 1-106-644 
1-015-525 1208300 1-015-525 1-078-080 1010400 1-078-080 1-106-646 1012200 A 
1-044-000 1044000 1-044-000 *  1-078-110 1078000 A 1-106-647 a 1-106-647 
1-045-200 1045200 1-045-200 1-082-000 1082000 1-082-000 1-106-652 1012500 1-106-652 
1-046-000 1046000 1-046-000 1-083-505 ig 1-083-505 1-106-700 1106700 1-106-700 
1-048-000 1048000 1-084-000 1084000 1-084-000 1-106-712 N 1-106-712 
1-049-000 1049000 1-049-000 1-085-000 1085000 1-085-000 1-106-800 1106800 1-106-800 
1-049-500 1049500 A 1-086-000 1086000 1-086-000 1-106-900 1106900 1-106-900 
1-050-000 1050000 1-050-000 1-087-000 - 1087000 A 1-107-100 1107100 1-107-100 
1-051-000 1051000 A 1-087-500 1087500 1-087-500 1-108-000 1108000 1-108-000 
1-052-000 1052000 A 1-087-900 1087900 A 1-108-240 1107490 = 
1-052-500 1052500 A 1-087-905 * 1-087-905 1-108-255 1107500 1-108-255 
1-052-625 N 1-052-625 1-088-120 1088120 1-088-120 1-108-300 1108300 1-108-300 
1-052-630 N 1-052-630 1-088-490 9109525 A 1-108-400 1108400 1-108-400 
1-054-750 1054750 1-054-750 1-088-500 1088500 1-088-500 1-108-485 1285815 1-108-485 
1-056-000 1056000 A 1-088-535 * 1-088-535 1-108-560 1108560 1-108-560 
1-058-900 1058900 1-058-900 1-088-545 9102800 A 1-108-620 1013000 A 
1-058-905 1058905 1-058-905 1-092-325 1092325 1-092-325 1-108-700 1108700 1-108-700 
1-059-000 1059000 1-059-000 1-092-350 1413800 1-092-350 1-109-000 1109000 1-109-000 
1-059-400 1059400 1-059-400 1-093-000 1093000 1-093-000 1-109-500 1110500 1-109-500 
1-059-460 1059460 1-059-460 1-093-400 1093400 1-093-400 1-111-000 1111000 1-111-000 
1-059-500 1059500 1-059-500 1-094-000 1094000 1-094-000 1-111-100 9104800 A 
1-059-710 “ 1-059-710 1-096-000 1096000 A 1-111-200 9105000 A 
1-060-875 9102500 ° 1-060-875 1-096-004 = 1-096-004 1-113-750 a 1-113-750 
1-061-000 1061000 1-061-000 1-097-000 1097000 1-097-000 1-113-850 1115000 1-113-850 
1-061-005 1066300 st 1-097-150 1208405 1-097-150 1-114-000 1114000 1-114-000 
1-061-075 N 1-061-075 1-097-990 1098100 1-097-990 1-116-000 1116000 A 
1-061-100 * 1-061-100 1-098-000 1098000 1-098-000 1-116-040 1117000 1-116-040 
1-061-110 1060000 A 1-098-165 1185000 1-098-165 1-116-200 1116200 1-116-200 
1-062-000 1062000 1-062-000 1-098-175 1477500 1-098-175 1-117-700 1117700 1-117-700 
1-063-000 1063000 1-063-000 1-098-300 1098300 1-098-300 1-117-735 1117500 1-117-735 
1-063-995 “2 1-063-995 1-098-305 1098200 1-098-305 1-117-995 2 1-117-995 
1-064-000 1064000 A 1-098-400 1098400 1-098-400 1-118-000 1118000 A 
1-065-000 1065000 1-065-000 1-098-502 9102910 1-098-502 1-118-100 9105300 A 
1-065-300 1065300 1-065-300 1-098-600 1098600 A 1-118-330 N 1-118-330 
1-066-000 1066000 A 1-098-601 = 1-098-601 1-118-400 1118400 1-118-400 
1-066-500 1066500 “ 1-099-000 1099000 A 1-118-996 ~ 1-118-996 
1-067-000 1067000 1-067-000 1-099-010 = 1-099-010 1-119-000 1119000 A 
1-067-485 a 1-067-485 1-099-020 1179300 1-099-020 1-121-000 1121000 A 
1-067-500 1067500 A 1-099-050 s 1-099-050 1-121-220 * 1-121-220 
1-068-000 1068000 1-068-000 1-099-052 1010500 A 1-122-100 1090000 1-122-100 


*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N_ Single service item (Navy). 
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Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 1 (Cont’d) Class 1 (Cont’d) Class 1 (Cont’d) 
1-123-000 1123000 A 1-157-000 1157000 A 1-178-010 1198000 1-178-010 
1-124-000 1049900 1-124-000 1-158-500 1158500 1-158-500 1-178-100 1178100 1-178-100 
1-124-509 7741000 1-124-509 1-159-000 1159000 A 1-178-110 1178110 1-178-110 
1-124-510 7742000 1-124-510 1-159-010 9108000 A 1-178-880 1178880 1-178-880 
1-124-511 7743000 1-124-511 1-160-000 1160000 A 1-178-900 1178900 1-178-900 
1-124-512 7744000 1-124-512 1-160-100 1160100 1-160-100 1-178-985 1178985 1-178-985 
1-124-515 7745000 * 1-160-900 1160900 1-160-900 1-179-000 1179000 1-179-000 
1-124-540 8009500 A 1-161-480 1153000 1-161-480 1-180-000 1180000 1-180-000 
1-124-545 8009300 A 1-161-500 1161500 1-161-500 1-180-585 bi = 
1-125-505 1125505 1-125-505 1-161-525 1153050 1-161-525 1-181-000 1181000 - 1-181-000 
1-125-515 1125515 * 1-161-575 1161575 1-161-575 1-181-995 * 1-181-995 
1-125-930 4122000 A 1-161-635 * 1-161-635 1-182-000 1182000 A 
1-125-931 4122100 A 1-161-685 1161685 1-161-685 1-183-000 1183000 1-183-000 
1-126-000 1126000 1-126-000 1-161-695 * 1-161-695 1-184-000 1184000 1-184-000 
1-127-000 1127000 1-127-000 1-161-700 1161700 A 1-186-150 9109100 1-186-150 
1-127-250 1479000 1-127-250 1-162-000 1162000 1-162-000 1-186-152 9109000 A 
1-128-000 1128000 1-128-000 1-163-000 1163000 1-163-000 1-188-300 1188300 1-188-300 
1-128-975 1196000 1-128-975 1-164-000 1164000 1-164-000 1-188-500 1188500 A 
1-129-000 1129000 A 1-164-100 1163500 A 1-189-000 1189000 1-189-000 
1-129-010 = 1-129-010 1-164-600 1164600 1-164-600 1-190-000 1190000 1-190-000 
1-129-124 * 1-129-124 1-164-800 1165050 1-164-800 1-190-500 1190500 1-190-500 
1-129-130 1307000 A 1-165-000 1165000 _—_1-165-000 1-190-515 N 1-190-515 
1-130-000 1130000 1-130-000 1-165-480 1165480 1-165-480 1-190-550 N 1-190-550 
1-131-000 1131000 1-131-000 1-165-485 1165485 1-165-485 1-190-730 1190730 1-190-730 
1-133-000 1133000 1-133-000 1-165-505 1165505 1-165-505 1-191-000 1191000 A 
1-135-000 1135000 —_1-135-000 1-166-400 1167500 _—_1-166-400 1-193-000 1193000 A 
1-135-495 1308500 1-135-495 1-166-495 1166000 A 1-193-300 1193300 1-193-300 
1-135-500 1308000 1-135-500 1-166-500 1166500 1-166-500 1-193-500 1193500 1-193-500 
1-136-000 1136000 1-136-000 1-167-650 1167650 1-167-650 1-203-000 1203000 1-203-000 
1-136-995 * 1-136-995 1-167-690 * * 1-203-750 * * 
1-137-000 1137000 A 1-167-750 3 . 1-203-990 1203990 A 
1-137-325 1088000 1-137-325 1-167-905 1167905 1-167-905 1-204-005 N 1-204-005 
1-137-550 1137550 = 1-168-000 1168000 1-168-000 1-204-050 © 1-204-050 
1-138-000 1138000 1-138-000 1-168-250 1325700 1-168-250 1-204-895 ~ 1-204-895 
1-139-000 1139000 1-139-000 1-168-350 * - 1-205-000 1205000 = 
1-139-150 1139150 1-139-150 1-168-500 1168500 A 1-207-000 1207000 A 
1-139-300 2 * 1-168-510 1325500 1-168-510 1-207-050 1015500 1-207-050 
1-139-500 1139500 1-139-500 1-168-800 1168800 1-168-800 1-209-180 1322050 1-209-180 
1-139-950 1139950 1-139-950 1-169-000 1169000 1-169-000 1-210-000 1210000 1-210-000 
1-140-000 1140000 1-140-000 1-169-300 1169300 1-169-300 1-212-000 1212000 1-212-000 
1-142-000 1142000 1-142-000 1-169-325 1169325 1-169-325 1-213-000 1213000 A 
1-142-330 1309000 1-142-330 1-169-358 * 1-169-358 1-213-005 1199000 A 
1-142-400 1142400 1-142-400 1-169-364 - A 1-214-500 1214500 1-214-500 
1-142-510 1015000 1-142-510 1-169-400 4 1-169-400 1-214-510 i: 1-214-510 
1-143-010 1252700 1-143-010 1-170-000 1170000 1-170-000 1-214-840 1200000 1-214-840 
1-143-995 1143995 1-143-995 1-173-000 1173000 1-173-000 1-218-000 1218000 1-218-000 
1-144-010 1144010 1-144-010 1-173-025 1172000 1-173-025 1-219-000 1219000 1-219-000 
1-144-300 1144300 1-144-300 1-173-925 1173925 1-173-925 1-221-000 1221000 1-221-900 
1-144-995 N 1-144-995 1-173-960 1173960 1-173-960 1-222-985. 1200500 1-222-985 
1-145-000 1145000 A 1-174-000 1174000 A 1-223-000 1223000 1-223-000 
1-145-025 ss * 1-174-010 1174010 1-174-010 1-225-000 1225000 1-225-000 
1-148-000 1148000 1-148-000 1-174-105 1174105 1-174-105 1-225-200 N 1-225-200 
1-148-950 1149500 1-148-950 1-174-900 1174900 1-174-900 1-225-700 1225700 = 
1-148-985 > 1-148-985 1-174-904 ” 3 1-226-025 * A 
1-149-000 1149000 A 1-174-906 1174700 1-174-906 1-226-026 = A 
1-149-250 1310000 1-149-250 1-174-912 1174905 1-174-912 1-226-200 1226200 1-226-200 
1-149-700 N 1-149-700 1-175-200 1175200 1-175-200 1-226-295 * 1-226-295 
1-150-000 1150000 1-150-000 1-175-300 1175300 1-175-300 1-226-300 1226300 A 
1-150-500 1150500 1-150-500 »1-175-330 1175000 1-175-330 1-226-500 1226500 1-226-500 
1-151-200 1151200 1-151-200 1-175-350 = * 1-227-000 1490500 1-227-000 
1-152-000 1152000 1-152-000 1-175-400 1175400 1-175-400 1-227-600 1227600 1-227-600 
1-153-185 1311000 1-153-185 1-175-850 - = 1-227-800 1227800 1-227-800 
1-153-360 5 1-153-360 1-176-000 1176000 1-176-000 1-228-000 = 1-228-000 - 
1-156-000 1156000 A 1-177-500 1177500 1-177-500 1-228-025 = 1-228-025 
1-156-001 i 1-156-001 1-177-550 1177000 1-177-550 1-228-375 1228375 1-228-375 


*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N_ Single service item (Navy). 
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Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No, Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 1 (Cont’d) Class 1 (Cont’d) Class 1 (Cont’d) 
1-228-450 1015700 1-228-450 1-263-020 _ 1-263-020 1-295-525 bg 1-295-525 
1-228-460 1016000 1-228-460 1-264-000 1264000 A 1-296-000 1296000 A 
1-228-464 1017000 1-228-464 1-265-000 1265000 A 1-297-500 1483000 A 
1-228-500 1228500 1-228-500 1-266-000 1266000 1-266-000 1-298-500 1298500 1-298-500 
1-229-000 1229000 1-229-000 1-266-250 1266250 A 1-298-695 4 1-298-695 
1-229-675 ¥ 1-316-360 1-266-300 1266300 1-266-300 1-298-700 1298700 A 
1-229-995 4 1-229-995 1-267-000 1267000 1-267-000 1-300-700 1300700 1-300-700 
1-230-000 1230000 A 1-267-520 sd 1-267-520 1-300-722 % 1-300-722 
1-230-500 1188000 A 1-268-770 * 1-268-770 1-300-723 1384135 A 
1-230-600 9122250 A 1-268-800 1490410 1-268-800 1-300-724 i 1-300-724 
1-231-000 1231000 1-231-000 1-268-815 1490405 1-268-815 1-300-726 1384130 A 
1-231-500 1231500 - 1-269-000 1269000 1-269-000 1-300-800 1300800 1-300-800 
1-232-000 1232000 A 1-269-360 . ¥ 1-300-805 1300805 1-300-805 
1-232-005 * 1-232-005 1-269-375 33 . 1-300-810 1300810 1-300-810 
1-234-000 1234000 1-234-000 1-269-405 1276000 A 1-300-900 1300900 1-300-900 
1-235-000 1235000 1-235-000 1-269-500 1269500 A 1-301-485 - 1-301-485 
1-235-060 9112000 A 1-272-100 = 5 1-301-500 1301500 1-301-500 
1-235-110 9111800 A 1-272-300 1272300 1-272-300 1-301-700 1301700 1-301-700 
1-235-120 N 1-235-120 1-272-500 1272500 1-272-500 1-301-805 N 1-301-805 
1-235-125 N 1-235-125 1-273-000 1273000 A 1-301-900 — 1301900 A 
1-235-185 ~ 1-235-185 1-273-500 1273500 A 1-301-912 1020000 1-301-912 
1-235-200 9111000 A 1-273-800 1274000 1-273-800 1-301-914 1021000 1-301-914 
1-235-250 3 1-235-250 1-273-900 1273900 1-273-900 1-301-916 N 1-301-925 
1-235-255 ig 1-235-255 1-275-400 1275400 1-275-400 1-301-918 1285810 A 
1-236-000 1236000 A 1-278-000 1278000 1-278-000 1-301-920 7784000 A 
1-236-520 - 1-236-520 1-278-610 1282000 A 1-301-921 7784100 A 
1-236-535 ‘s 1-490-280 1-279-985 is 1-279-985 1-301-940 7785020 A 
1-238-000 1238000 A 1-280-000 1280000 A 1-301-941 7785120 A 
1-238-500 1238500 A 1-283-000 1283000 A 1-302-800 1302800 1-302-800 
1-239-100 1201000 1-239-100 1-283-005 x 1-283-005 1-302-900 1302900 1-302-900 
1-240-995 i 1-240-995 1-284-000 1284000 A 1-304-008 1201500 A 
1-241-000 1241000 A 1-284-990 9114500 1-284-990 1-316-420 1173800 1-316-420 
1-241-700 1241700 1-241-700 1-285-000 1285000 1-285-000 1-317-560 1022000 1-317-560 
1-243-400 1243400 1-243-400 1-285-200 1285200 1-285-200 1-318-650 3 1-318-650 
1-243-530 a a. 1-285-395 x 1-285-395 1-318-660 1490300 1-318-660 
1-243-540 ig “3 1-285-400 1285400 A 1-320-570 1315000 1-320-570 
1-243-560 4 A 1-285-415 * 1-285-415 1-323-000 1323000 1-323-000 
1-243-600 1243600 1-243-600 1-285-420 1285420 A 1-323-020 1485000 1-323-020 
1-245-100 1245100 1-245-100 1-285-500 1285500 A 1-323-030 1486000 1-323-030 
1-245-200 1245200 1-245-200 1-285-600 1285600 1-285-600 1-323-500 1323500 1-323-500 
1-245-600 1245600 1-245-600 1-285-675 > 1-285-675 1-323-600 1316000 1-323-600 
1-246-950 1018000 1-246-950 1-285-680 1285715 1-285-680 1-323-710 1323710 1-323-710 
1-246-990 1248000 1-246-990 1-285-695 a 1-285-695 1-324-020 1024000 1-324-020 
1-247-000 1247000 1-247-000 1-285-705 1285705 - 1-285-705 1-324-460 1268010 1-324-460 
1-248-200 1248200 1-248-200 1-285-710 1285710 1-285-710 1-325-155 1268015 A 
1-248-420 * A 1-285-825 1285825 1-285-825 1-325-181 7785500 A 
1-248-500 1248500 1-248-500 1-285-900 1285900 1-285-900 1-325-182 7785600 A 
1-248-995 = 1-248-995 1-288-400 1288400 1-288-400 1-325-199 7787000 A 
1-249-000 1249000 A 1-288-800 1288800 .  1-288-800 1-325-200 7787100 A 
1-249-020 9112500 A 1-289-000 1289000 1-289-000 1-325-275 * 1-325-275 
1-250-765 1313000 1-250-765 . 1-289-470 1213500 1-289-470 1-325-300 1325300 1-325-300 
1-252-000 1252000 1-252-000 1-289-485 1213515 1-289-485 1-325-450 1325450 1-325-450 
1-252-290 1118700 1-252-290 1-290-000 1290000 A 1-325-455 1325455 1-325-455 
1-252-370 1314000 A 1-290-005 - 1-290-005 1-327-000 1327000 1-327-000 
1-252-400 1252400 A 1-290-500 1290500 1-290-500 1-327-500 1327500 A 
1-252-500 1252500 A 1-290-700 1290700 1-290-700 1-328-000 1328000 1-328-000 
1-253-300 1253300 1-253-300 1-291-400 1291400 A 1-330-000 1330000 1-330-000 
1-253-700 1253700 1-253-700 1-291-600 1291600 1-291-600 1-330-320 - * 
1-253-900 1253900 A 1-293-750 1019000 1-293-750 1-330-660 4 1-330-660 
1-256-500 1256500 1-256-500 1-294-000 1294000 A : 1-330-770 1330700 1-330-770 
1-257-005 1257005 1-257-005 1-295-000 1295000 1-295-000 1-330-805 1330805 1-330-805 
1-258-750 1258750 1-258-750 1-295-500 1295500 1-295-500 1-330-810 1330810 1-330-810 
1-261-000 1261000 1-261-000 1-295-509 9115700 A 1-330-870 1317000 1-330-870 
1-262-000 1262000 1-262-000 1-295-510 9115500 1-295-510 1-332-000 1332000 1-332-000 
1-263-000 1263000 A 1-295-512 N 1-295-512 1-332-010 1330900 A 
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*Newly standardized item not published in catalog change or revision. 
A. Single service item (Army). N_ Single service item (Navy). 
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Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED of Navy Material Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 1 (Cont’d) Class 1 (Cont’d) Class 1 (Cont’d) 
1-332-025 1331000 1-332-025 1-372-000 1372000 1-372-000 1-404-675 9119000 1-404-675 
1-332-710 1025600 1-332-710 1-372-200 1372200 A 1-404-710 y? 1-404-710 
1-333-495 . 1-333-495 1-373-000 1373000 1-373-000 1-404-712 1384500 A 
1-333-500 1333500 A 1-373-300 1373300 1-373-300 1-404-740 . 1-404-740 
1-334-700 1333000 1-334-700 1-374-000 1374000 1-374-000 1-404-742 9120000 A 
1-335-800 9116500 6 1-375-000 1375000 1-375-000 1-404-910 1404910 A 
1-336-000 1336000 1-336-000 1-376-000 1376000 1-376-000 1-405-000 1405000 1-405-000 
1-337-000 1337000 1-337-000 1-376-600 1376600 1-376-600 1-405-010 1405010 1-450-010 
1-338-000 1338000 1-338-000 1-376-800 1376800 1-376-800 1-406-000 1406000 1-406-000 
1-338-025 1334000 1-338-025 1-376-820 1376820 A 1-407-000 1407000 A 
1-338-060 1335000 1-338-060 1-377-000 1377000 1-377-000 1-410-000 1410000 1-410-000 
1-339-400 1339400 1-339-400 1-380-100 1380100 1-380-100 1-411-980 N 1-411-980 
1-339-600 1339600 1-339-600 1-380-150 1380150 1-380-150 1-412-000 1412000 1-412-000 
1-339-610 1339610 1-339-610 1-380-200 1380200 1-380-200 1-412-125 N 1-412-125 
1-339-905 N 1-339-905 1-380-400 1380400 A 1-413-595 = 1-413-595 
1-339-920 1339000 1-339-920 1-380-600 1380600 1-380-600 1-413-600 1413600 A 
1-340-000 1340000 1-340-000 1-380-680 ‘ “- 1-413-675 1053500 1-413-675 
1-341-210 1341210 1-341-210 1-380-900 . * 1-413-705 1413705 1-413-705 
1-341-250 1339900 1-341-250 1-381-000 1381000 1-381-000 1-413-708 1413708 A 
1-341-995 1339800 1-341-995 1-382-000 1382000 A 1-413-720 1413720 1-413-720 
1-342-000 1342000 1-342-000 1-382-500 N 1-382-500 1-413-725 1413715 1-413-725 
1-343-000 1343000 A 1-383-000 1383000 A 1-413-745 1413745 1-413-745 
1-344-380 ki 1-344-380 1-384-000 1384000 A 1-413-860 * 1-413-860 
1-345-000 1345000 1-345-000 1-384-005 - 1-384-005 1-413-862 1413400 A 
1-345-500 1345500 1-345-500 1-384-055 1384055 1-384-055 1-414-000 1414000 1-414-000 
1-345-900 1025700 1-345-900 1-384-108 “d 1-278-700 1-415-000 1415000 1-415-000 
1-346-000 1346000 A 1-384-112 9118000 A 1-416-000 1416000 A 
1-346-220 1026000 1-346-220 1-384-114 9118100 A 1-417-020 . 1-417-020 
1-346-540 1027000 1-346-540 1-384-450 N 1-384-500 1-418-000 1418000 i 
1-347-950 N 1-347-950 1-384-520 9112400 A 1-418-500 1418500 1-418-500 
1-347-975 1350000 1-347-975 1-384-700 1384700 1-384-700 1-418-510 1418510 A 
1-348-000 1348000 1-348-000 1-384-800 1384800 1-384-800 1-419-000 1419000 1-419-000 
1-349-500 1178800 1-349-500 1-385-008 1028500 A 1-420-995 . 1-420-995 
1-352-000 1352000 A 1-385-012 . 1-385-012 1-421-000 1421000 A 
1-352-050 1352050 1-352-050 1-386-570 1084400 1-386-570 1-422-000 1422000 1-422-000 
1-352-350 * ~ 1-386-585 1084500 1-386-585 1-425-000 1425000 A 
1-352-510 1352510 1-352-510 1-386-600 1084600 1-386-600 1-425-010 . 3-820-500 
1-353-000 N 1-353-000 1-387-000 1387000 1-387-000 1-425-020 1425500 A 
1-354-000 1354000 1-354-000 1-389-000 1389000 1-389-000 1-426-000 1426000 1-426-000 
1-354-328 1354328 1-354-328 1-390-000 1390000 1-390-000 1-427-000 1427000 1-427-000 
1-355-000 1355000 1-355-000 1-391-000 1391000 1-391-000 1-428-000 1428000 A 
1-356-000 1356000 1-356-000 1-392-000 1392000 1-392-000 1-428-125 1303000 1-428-125 
1-356-500 1356500 A 1-392-700 1317500 A 1-428-995 w 1-428-995 
1-356-995 Ms 1-356-995 1-392-935 1142800 1-392-935 1-429-000 1429000 A 
1-357-000 1357000 A 1-393-000 1393000 1-393-000 1-429-500 1429500 1-429-500 
1-357-100 1028200 1-357-100 1-394-000 1394000 1-394-000 1-429-510 9120200 A: 
1-357-200 1357200 A 1-395-000 1395000 1-395-000 1-429-520 1302000 1-429-520 
1-357-500 1357500 A 1-395-020 1395020 1-395-020 1-429-800 1429800 '1-429-800 
1-357-510 N 1-357-510 1-396-000 1396000 A 1-430-000 1430000 A 
1-358-000 1358000 1-358-000 1-396-600 1169600 A 1-430-500 1430500 1-430-500 
1-359-000 1359000 1-359-000 1-397-504 2 1-397-504 1-430-600 1430600 sD &! 
1-359-995 iy 1-359-995 1-398-300 1398300 1-398-300 1-431-000 1431000 1-431-000 
1-360-000 1360000 A 1-398-550 1398550 1-398-550 1-431-550 1431550 1-431-550 
1-361-000 1361000 A 1-400-200 1030000 1-400-200 1-432-000 1432000 1-432-000 
1-361-004 . 1-361-004 1-400-220 9101500 A 1-433-000 1433000 A 
1-362-000 1362000 1-362-000 1-401-000 1401000 1-401-000 1-433-060 if 1-433-060 
1-363-000 1363000 1-363-000 1-402-000 1402000 1-402-000 1-433-485 7 1-433-485 
1-364-000 1364000 1-364-000 1-402-990 1402990 1-402-990 1-433-820 1433820 “ 
1-365-000 1365000 1-365-000 1-403-000 1403000 1-403-000 1-434-000 1434000 1-434-000 
1-366-000 1366000 1-366-000 1-403-100 1403100 1-403-100 1-435-000 1435000 1-435-000 
1-366-700 1366700 1-366-700 1-403-200 1403200 1-403-200 1-435-010 ~ 1-435-010 
1-367-000 1367000 1-367-000 1-403-300 1403300 1-403-300 1-435-012 1410500 1-435-012 
1-370-995 . 1-370-995 1-403-500 1403500 A 1-435-016 1410600 A 
1-371-000 1371000 A 1-404-650 , 1-404-650 1-435-350 1435350 1-435-350 
1-371-500 1371500 1-371-500 1-404-652 1384200 A 1-435-500 1435500 1-435-500 
*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N Single service item (Navy). 
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Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 1 (Cont’d) Class 1 (Cont’d) Class 1 (Cont'd) 

1-435-700 1435700 A 1-464-500 1464500 A 1-490-000 1490000 1-490-000 
1-435-780 ie 1-435-800 1-464-873 1033000 A 1-490-200 1490200 1-490-200 
1-435-790 1435800 A 1-464-875 1032800 1-464-875 1-490-215 1043000 1-490-215 
1-436-000 1436000 1-436-000 1-465-975 1467000 1-465-975 1-490-220 . A 
1-437-000 1437000 1-437-000 1-466-010 1466010 A 1-490-232 1490232 1-490-232 
1-438-000 1438000 1-438-000 1-467-040 9121500 A 1-490-250 1490250 1-490-250 
1-439-000 1439000 1-439-000 1-467-050 “ 1-467-050 1-490-310 1490310 1-490-310 
1-439-300 1439300 1-439-300 1-467-200 1467200 1-467-200 1-491-700 1491700 1-491-700 
1-439-900 1442000 A 1-467-515 1034000 1-467-515 1-491-720 1491720 1-491-720 
1-439-955 x 1-439-955 1-467-520 . A 1-493-004 is 1-493-004 
1-439-968 1440000 1-440-000 1-467-530 1036000 A 1-494-000 1494000 1494-000 
1-439-975 “a 1-439-975 1-470-000 1470000 1-470-000 1-494-500 1494500 1-494-500 
1-440-500 1440500 _ A 1-470-132 1040000 1-470-132 1-494-990 1494990 1-494-990 
1-440-800 1440800 1-440-800 1-470-134 1039800 A 1-495-275 9122500 A 
1-441-000 1441000 1-441-000 1-470-230 1143000 1-470-230 1-496-000 1496000 A 
1-442-350 1442350 A 1-470-245 1306000 ~—_1-470-245 1-496-001 . 1-496-001 
1-442-850 1442850 —-1-442-850 1-470-255 9122000 A 1-496-010 . 1-496-010 
1-443-995 ms 1-443-995 1-470-300 1470300 1-470-300 1-497-000 1497000 1-497-000 
1-444-000 1444000 A 1-470-375 1319000 A 1-497-005 “fi 1-497-005 
1-445-000 1445000 1-445-000 1-470-580 1041000 1-470-580 1-498-000 1498000 1-498-000 
1-445-000 1445400 A 1-471-000 1471000 1-471-000 1-498-500 1498500 1-498-500 
1-445-600 9120300 A 1-471-720 = . 1-498-705 1498705 1-498-705 
1-446-000 1446000 1-446-000 1-471-755 1354400 1-471-755 1-498-707 4 1-498-707 
1-446-600 1446600 1-446-600 1-471-820 4 1-471-820 1-498-710 1498710 ae « \ 
1-448-200 1448200 1-448-200 1-471-840 + * 1-500-500 1500500 1-500-500 
1-448-205 N 1-448-205 1-471-860 1354600 1-471-860 1-500-625 1500000 1-500-625 
1-449-000 1449000 1-449-000 1-471-995 - 1-471-995 1-501-000 1501000 1-501-000 
1-449-500 1449500 A 1-472-000 1472000 A 1-501-990 9123000 1-501-990 
1-450-000 1450000 A 1-472-070 N 1-472-070 1-502-000 1502000 1-502-000 
1-451-000 1451000 1-451-000 1-472-275 . 1-472-275 1-502-500 1502500 1-502-500 
1-451-975 “ 1-451-975 1-472-310 1472310 1-472-310 1-502-700 1502700 1-502-700 
1-452-000 1452000 A 1-472-405 1472405 A 1-503-000 1503000 1-503-000 
1-452-320 1452320 1-452-320 1-472-410 1472410 1-472-410 1-504-000 1504000 1-504-000 
1-452-800 1452800 1-452-800 1-472-500 1472500 A 1-572-120 1732500 A 
1-452-910 1452910 1-452-910 1-472-600 1472600 1-472-600 1-572-130 1732300 A 
1-453-000 1453000 1-453-000 1-472-690 ¥ 1-472-690 1-572-150 1734000 A 
1-454-000 1454000 1-454-000 1-472-700 1472700 1-472-700 1-572-250 1739500 A 
1-454-485 1208000 1-454-485 1-472-805 1472805 1-472-805 1-582-010 1606500 1-582-010 
1-457-003 1457003 A 1-473-000 1473000 1-473-000 1-582-045 a 1-582-045 
1-458-000 1458000 A 1-474-000 1474000 1-474-000 1-583-000 1583000 A 
1-459-000 1459000 A 1-474-210 1473200 1-474-210 1-583-035 1583035 A 
1-460-500 1460500 1-460-500 1-475-900 og 1-475-900 1-583-045 1583045 A 
1-460-585 1398000 1-460-585 1-476-000 1476000 1-476-000 1-583-065 1583065 A 
1-460-650 1101000 1-460-650 1-487-650 1325000 1-487-650 1-583-075 1583075 A 
1-462-100 1462100 1-462-100 1-487-670 1487670 1-487-670 1-583-085 1583085 A 
1-462-140 1462000 1-462-140 1-488-000 1488000 1-488-000 1-584-100 1613600 A 
1-462-190 9120400 i 1-488-300 1488300 1-488-300 1-592-010 4 1-592-010 
1-462-200 1462200 1-462-200 1-488-304 uf A 1-592-050 * 1-592-050 
1-462-210 N 1-462-210 1-488-325 1488325 A 1-596-015 nd 1-596-015 
1-462-225 N 1-462-225 1-488-575 1488575 1-488-575 1-596-260 N 1-596-260 
1-462-300 1462300 1-462-300 1-488-600 1488600 1-488-600 1-596-275 N 1-596-275 
1-462-600 1462600 A 1-488-700 1488700 1-488-700 1-597-180 x A 
1-463-290 9121100 A 1-488-725 1087800 1-488-725 1-597-380 * A 
1-463-300 1463300 1-463-300 1-488-750 1042000 1-488-750 1-597-460 - A 
1-463-490 7, 1-463-490 1-488-782 1028000 1-488-782 1-597-480 - A 
1-463-500 1463500 A 1-489-100 1489100 1-489-100 1-598-380 1608700 1-598-380 
1-463-700 1463700 1-463-700 1-489-200 1489200 1-489-200 1-598-410 1608500 1-598-410 
1-463-705 1463675 A 1-489-225 3 A 1-598-610 1607950 1-607-950 
1-463-740 1032000 1-463-740 1-489-300 1489300 1-489-300 1-600-220 1600220 1-600-220 
1-463-975 1464300 1-463-975 1-489-325 i 1-489-325 1-601-500 1601500 1-601-500 
1-464-000 1464000 1-464-000 1-489-620 1322000 A 1-601-750 1703400 - 
1-464-100 1464100 1-464-100 1489-700 1489700 A 1-601-850 1731000 A 
1-464-400 1464400 A 1489-702 og 1-489-702 1-602-000 1602000 1-602-000 
1-464-450 1464450 A 1-489-800 1489800 1-489-800 1-603-050 B 1-603-050 
1-464-455 1464455 1-464-455 1+489-840 1489840 1-489-840 1-604-000 1604000 1-604-000 


*Newly standardized item not published in catalog change or revision. 
A_ Single service item (Army). N_ Single service item (Navy). 
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OG-I 


Stock No. 


1-604-100 
1-604-310 
1-604-402 
1-604-552 
1-604-775 


1-604-785 
1-605-050 
1-605-400 
1-605-505 
1-605-550 


1-605-710 
1-605-810 
1-605-825 
1-605-835 
1-605-845 


1-605-875 
1-606-105 
1-606-110 
1-606-112 
1-606-120 


1-606-125 
1-606-275 
1-606-350 
1-606-755 
1-606-785 


1-606-790 
1-606-795 
1-606-810 
1-607-000 
1-607-104 


1-607-108 
1-607-875 
1-607-885 
1-607-895 
1-608-100 


1-608-200 
1-608-602 
1-608-610 
1-608-612 
1-608-614 


1-608-616 
1-608-618 
1-608-620 
1-608-622 
1-608-624 


1-608-626 
1-608-628 
1-608-632 
1-608-634 
1-608-636 


1-608-638 
1-608-649 
1-608-€42 
1-608-644 
1-608-648 
1-608-650 


1-608-651 
1-608-652 
1-608-654 
1-608-656 
1-608-658 
1-608-660 
1-608-710 


Former Army 
MED 3 


Stock No. 


1604100 

1606050 

1739300 
N 


* 
1 194000 


1733000 
1605505 


1700000 
1605900 
1233000 
1233500 


1232500 
N 


N 
1703000 
N 


N 
1703300 
1735000 


N 
1606785 
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1607895 
1608100 


1608200 


*ZZZ4Z42Z2Z 2222242 22222 2Z2ZZZZ ZZLZZ 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 1 (Cont’d) 


1-604-100 
1-604-310 
A 
1-604-552 
1-604-775 


1-604-785 
1-605-050 


A 
1-605-505 


* 


A 
1-605-825 
1-605-835 

* 


1-605-875 

1-606-105 

1-606-110 
A 


1-606-120 


1-606-125 
1-606-275 


A 
1-606-755 


A 
1-608-100 


1-608-200 
1-608-602 
1-608-610 
1-608-612 
1-608-614 


1-608-616 
1-608-618 
1-608-620 
1-608-622 
1-608-624 


1-608-626 
1-608-628 
1-608-632 
1-608-634 
1-608-636 


1-608-638 
608-640 
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2-003-075 
2-003-080 


2-003-175 
2-003-180 
2-003-185 
2-003-190 
2-003-985 


2-004-000 
2-005-000 
2-006-000 
2-006-204 
2-006-206 


2-008-000 
2-009-000 
2-011-750 
2-011-755 
2-012-175 


2-012-180 
2-012-300 
2-012-305 
2-012-600 
2-012-800 


2-013-000 
2-013-500 
2-014-000 
2-014-100 
2-014-200 


Former Army 
MED 3 
Stock No. 


1702000 
1611000 


1612000 
N 


N 
1612500 
1612700 


1615000 

1737000 

1489500 

1489600 
N 


1730000 
1612800 
1613000 


Class 2 


1045000 

2001000 

2002000 
N 


* 


2002200 

2002400 

2002500 
N 


N 


2003000 
9200400 
9200200 
9200500 
9200300 


N 


N 
2003185 
9201510 
: * 
2004000 
2005000 
2006000 

N 

N 
2008000 
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BuMed Stock No. 


Class 1 (Cont’d) 


1-611-000 
1-612-000 


1-612-450 
1-612-460 
A 


A 

A 

A 
1-613-910 


1-613-950 
1-614-010 


1-616-560 
1-617-650 
1-621-520 


S38 
35 


2-000 
2-001 
2-185 


2-200 
2-500 
2-805 
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3-050 
3-060 
3-075 
3-080 


3-175 
3-180 
2- -003- 185 
2-006-350 
2-003-985 


2-004-000 
2-005-000 
2-006-000 
2-006-204 
2-006-206 
2-008-000 
2-009-000 
2-011-750 
2-011-755 
2-012-175 
2-012-180 

* 

* 


2-01 2-600 
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2-013-500 
2-014-000 
2-014-100 
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Former Army 
MED 3 
Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 2 (Cont'd) 


2-015-000 
2-016-000 
2-016-250 
2-016-500 
2-017-425 


2-017-430 
2-017-435 
2-017-450 
2-017-455 
2-017-460 


2-017-550 
2-017-575 
2-017-585 
2-017-680 
2-020-750 


2-021-000 
2-022-000 
2-023-000 
2-024-000 
2-025-400 


2-027-000 
2-028-000 
2-028-525 
2-028-550 
2-031-175 


2-031-300 
2-031-900 
2-032-250 
2-032-270 
2-032-485 


2-032-500 
2-034-510 
2-035-000 
2-035-500 
2-035-600 


2-036-010 
2-037-000 
2-037-205 
2-037-225 
2-037-235 


2-038-420 
2-038-450 
2-038-485 
2-039-000 
2-040-000 


2-041-000 
2-041-200 
2-042-000 
2-045-000 


3-001-960 
3-001-980 


3-002-900 
3-002-910 
3-003-900 
3-003-910 
3-008-390 


*Newly standardized item not published in catalog change or revision. 


A Single service item (Army). 


N_ Single service item (Navy). 


2015000 
2016000 
N 


2016500 
* 


9205100 
9206100 
2030000 
9208200 
2031000 


* 


9200100 


N 
9207500 


2021000 
2022000 
2023000 
2024000 
2025400 


2027000 
2028000 
9211500 
9211700 
9116450 


9211800 
2031900 
9211900 
9212100 


2032500 


2035000 
2035500 
9209000 


2025800 
203 7000 


2037200 
* 


9212300 
9212500 
9212700 
2039000 
2040000 


2041000 
2011000 
2042000 
2045000 


Class 3 


3602000 
3603000 
9363600 


3001200 


* 
* 


3551000 
3551500 
3603200 


2-015-000 
2-016-000 
2-016-250 
2-016-500 
2-017-425 


2-017-430 
2-017-435 


A 
2-017-455 
A 


2-017-550 
* 


2-017-585 
2-017-680 
* 


2-021-000 
2-022-000 
2-023-000 
2-024-000 
2-025-400 


2-027-000 
2-028-000 
2-028-525 
2-028-550 
2-031-175 


2-031-300 
2-03 1-900 
2-032-250 
2-032-270 
2-032-485 


2-032-500 
2-034-5 10 


2-035-500 
2-035-600 


— 
2-037-205 
A 


2-037-235 


2-038-420 
2-038-450 
2-038-485 
2-039-000 
2-040-000 


2-041-000 
2-041-200 
2-042-000 


3-000-600 
3-000- 700 


3-000-790 
3-000-810 


3-000-820 
3-000-860 
3-001-940 
3-001-960 
3-001-980 


3-002-900 
3-002-910 
3-003-900 
3-003-9 10 
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Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 


Class 3 (Cont’d) Class 3 (Cont’d) Class 3 (Cont’d) 


3-008-400 N 3-008-400 3-096-500 N 3-096-500 3-112-600 N 3-112-600 
3-010-400 * 3-010-400 3-097-800 3621500 3-097-800 3-112-620 N 3-112-620 
3-010-420 3604000 A 3-097-900 * 3-097-900 3-112-660 N 3-112-660 
Sere 2350 P Pr oe 3-098-150 3007000 * 3-112-820 N 3-112-820 

-010- -010- 3-112-920 N 3-112-920 
3-010-600 3605015 —-3-010-600 pias ; ainsi 
3-010-900 3607016 —-3-010-900 Saeeee pre vane eae v cai eee 
3-010-980 3607015 —-3-010-980 3-102-300 3011000 3.102.300 3-112- 3-112-960 
-020- -020- 3-112-980 N 3-112-980 
3 020 300 3606005 3-020-300 3-103-000 * 3-103-000 see 7 ae 
3-020-400 3606015 3-020-400 3-103-100 * * 3-113-030 N 3-113-030 
3-020-500 3606010 3-020-500 
3-020-600 3606020 3-020-600 3-103-120 N 3-103-120 3-113-050 N 3-113-050 
3-020-700 3607021 3-020-700 3-103-400 3103400 3-103-400 3-113-070 N 3-113-070 
3-020-800 3607022 3-020-800 3-103-550 3609300 A 3-113-110 N 3-113-110 
3-021-500 3608505 3-021-500 3-103-560 3103440 3-103-440 3-113-130 N 3-113-130 
3-113-150 N 3-113-150 
3-021-600 3608510 3-021-600 3-103-600 3609700 A 
3-024-980 * 3-024-980 3-103-610 3103460 3-103-460 3-113-170 N 3-113-170 
3-025-020 * 3-025-020 3-104-100 * 3-104-100 3-113-190 N 3-113-190 
3-025-040 * 3-025-040 Perens , N ' 3-104-400 3 is <1 aeae 
-025- * -025- 3-105-000 3011525 3-664-200 -113- I -113- 
oh eee 3-106-450 3180005 —3-106-640 pi i . erie 
3-025-080 * 3-025-080 -106- -106- 
3-026-020 3001500 —3-026-020 3-106-600 3179000 —3-106-600 3-1155270 = 3-115-270 
3-113-400 N 3-113-400 
3-026-040 3-026-040 3-106-720 N 3-106-720 Sts ap N 3.113.440 
3-032-990 3001800 A 3-107-800 3196010 3-107-800 3.113480 N 3113-480 
3-033-000 3-033-000 3-107-820 3196300 3-107-820 3-113-510 N 3-113-510 
3-033-100 i 3-033-100 3-107-840 3196100 3-107-840 3-113-550 N 3-113-550 
3-033-595 3003000 A 3-107-860 3196200 3-107-860 3-113-590 N 3-113-590 
3-033-600 «: 3-033-600 3-107-880 a 3-107-880 3-113-640 N 3-113-640 
3-033-700 N 3-033-700 3-107-900 3196504 3-107-900 3-113-740 N 3-113-740 
3-035-100 3004000 3-035-100 3-107-920 3196506 3-107-920 3-113-780 N 3-113-780 
3-037-100 3005000 3-037-100 3-107-940 3196508 3-107-940 3-113-820 N 3-113-820 
3-038-100 3611000 3-038-100 3-107-960 * 3-107-960 3-113-860 N 3-113-860 
3-038-200 . 3-038-200 3-107-980 N 3-107-980 3-113-900 N 3-113-900 
3-039-100 N 3-039-100 3-108-010 N 3-108-010 3-113-940 N 3-113-940 
3-039-120 N 3-039-120 3-108-030 N 3-108-030 3-113-960 N 3-113-960 
3-041-500 N 3-041-500 3-108-050 N 3-108-050 3-116-100 3294500 3-116-100 
3-070-100 7702000 3-070-100 3-108-070 N 3-108-070. 3-116-200 - 3294800 3-116-200 
3-070-140 7702500 3-070-140 3-108-090 N 3-108-090 3-116-220 3294700 3-116-220 
3-070-400 3712900 3-070-400 3-109-100 * 3-109-100 3-116-240 3295000 3-116-240 
3-070-600 3612000 3-070-600 3-109-120 3195909 3-109-120 3-116-250 3295100 3-116-250 
3-070-640 3612200 3-070-640 3-109-140 3195906 3-109-140 3-116-260 3295200 3-116-260 
3-070-900 ROC 380702000 3-109-160 3195905 3-109-160 3-116-270 3295300 3-116-270 
3-074-100 3613008 3-074-100 3-109-220 * 3-109-220 3-116-280 3295400 3-116-280 
3-074-140 3613100 * 3-109-240 : 3-109-240 3-117-280 N 3-117-280 
3-084-100 3617500 3-084-100 3-109-260 3-109-260 
; ° : 3-117-300 3073008 3-117-300 
3-084-200 3617700 3-084-200 3-109-280 3195809 3-109-280 3-118-300 3539505 3-118-300 
3-084-400 3617900 — 3-084-400 3-109-300 3195807. — 3-109-300 3-118-340 3539610 3-118-340 
3-085-400 3616000 3-085-400 3-109-320 3195805 3-109-320 3-119-350 4048500 3-119-350 
3-087-200 3006100 3-087-200 3-109-340 siete 3-109-340 3-119-450 * 3-119-450 
-088-2 6 -088-2 3-109-360 3 3 3-109-360 
3-088-200 3006500 3-088-200 hemes 2 erro 
3-088-500 9R104-26  3-425-240 3-109-380 3195811 3-109-380 3-119-730 * 3-119-730 
3-089-100 3616300 3-089-100 3-110-600 N 3-110-600 3-119-750 * * 
3-089-200 3616500 3-089-200 3-110-700 N 3-110-700 3-119-760 1430700 3-119-760 
3-095-100 4020008 3-095-100 3110-720 N 3-110-720 3-119-765 3103420 3-103-420 
-095-120 4021005 -095-120 3-110-740 3-110-740 
$ 2 3-119-790 3-119-790 
3-095-140 4021008 3-095-140 3-110-760 N 3-110-760 3-120-700 3032000 3-120-700 
3-095-160 4021010 3-095-160 3-110-950 N 3-110-950 3-120-710 3034000 3-120-710 
3-095-170 4021012 3-095-170 3-110-970 N 3-110-970 3-120-720 3036000 3-120-720 
3-095-190 4021013 3-095-190 3-110-990 N 3-110-990 3-120-730 3038000 3-120-730 
3-111-010 3-111-010 
3-095-210 4021015 3-095-210 3-120-740 3039000 3-120-740 
3-095-230 4021017 3-095-230 3-111-030 N 3-111-030 3-120-750 3039200 3-120-750 
3-095-250 4021020 3-095-250 3-111-050: N 3-111-050 3-120-760 3039400 3-120-760 
3-095-270 4021023 3-095-270 |, 3-111-070 N 3-111-070 3-120-770 3039600 3-120-770 
3-095-290 4021030 3-095-290 3-111-090 N 3-111-090 3-120-780 3039800 3-120-780 
*Newly standardized item not published in catalog change or revision. 
A. Single service item (Army). N_ Single service item (Navy). 
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3-120-790 
3-120-890 
3-121-990 
3-122-010 
3-122-020 


3-122-030 
3-122-400 
3-122-410 
3-122-420 
3-122-430 


3-122-440 
3-122-450 
3-122-460 
3-122-700 
3-122-710 


3-122-720 
3-123-500 
3-123-510 
3-123-530 
3-124-100 


3-124-120 
3-124-130 
3-124-140 
3-124-210 
3-124-260 


3-125-300 
3-125-320 
3-125-340 
3-125-380 
3-125-420 


3-125-460 
3-125-520 
3-126-500 
3-126-520 
3-126-540 


3-126-640 
3-128-200 
3-138-200 
3-138-300 
3-138-800 


3-138-840 
3-138-910 
3-139-510 
3-139-550 
3-139-590 


3-139-900 
140-400 


41- -600 
42-200 


42-400 
45-400 
45-440 
45-600 
45-615 


45-620 
45-630 
45-640 
45-660 
45-680 


45-690 
145-700 
3-146-200 
3-146-300 
3-146-400 
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3040000 
3041000 
3042000 
3043000 
3044000 


3045000 
3047000 
3048000 
3049000 
3050000 


3051000 
3052000 
N 
N 
N 


N 
3179500 
3179505 
3179510 
3182000 


3182200 
* 
3182600 
* 


* 


3054000 
3054500 
3053500 
3056200 
3053000 


3056500 
3056000 
HOS6150 
HOS6170 
HO56190 


3618100 
3624508 
* 


3060500 
* 


3061000 
N 


3064000 
3064300 
3064400 


3065000 
3860600 
3860500 
3066000 
3067000 


N 
3625008 
3627000 
3626000 
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ZZ 


3626705 
3626725 
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3-120-790 
3-120-890 
3-121-990 
3-122-010 
3-122-020 


3-122-030 
3-122-400 
3-122-410 
3-122-420 
3-122-430 


3-122-440 
3-122-450 
3-122-460 
3-122-700 
3-122-710 


3-122-720 
3-109-180 
3-109-200 
3-109-400 
3-124-100 


3-124-120 
3-124-130 
3-124-140 
3-124-210 
3-124-260 


3-125-300 
3-125-320 
3-125-340 
3-125-380 
3-125-420 


3-125-460 
3-125-520 
3-126-500 
3-126-520 
3-126-540 


3-126-640 
3-128-200 
3-138-200 
3-138-300 
3-138-800 


3-138-840 
3-138-910 
3-139-510 
3-139-550 
3-139-590 


3-139-900 
3-140-400 
3-140-600 
3-141-600 
3-142-200 


3-142-400 
3-145-400 
3-145-440 
3-145-600 
+S4-2000 


3-145-620 
3-145-630 
3-145-640 
3-145-660 
3-145-680 


3-145-690 
3-145-700 
3-146-200 
3-146-300 
3-146-400 


Army-Navy 
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3-146-500 
3-146-600 
3-146-700 
3-146-800 
3-149-500 


3-149-520 
3-149-800 
3-152-200 
3-160-100 
3-160-110 


3-160-120 
3-162-100 
3-162-130 
3-162-150 
3-165-200 


3-165-210 
3-165-220 
3-165-230 
3-165-240 
3-165-250 


3-166-200 
3-166-210 
3-166-220 
3-166-800 
3-166-810 


3-166-820 
3-166-830 
3-166-840 
3-166-850 
3-170-100 


3-170-600 
3-170-610 
3-170-620 
3-170-630 
3-170-650 


3-170-690 
3-171-200 
3-174-200 
3-174-210 
3-174-220 


3-174-230 
3-174-240 
3-174-250 
3-174-260 
3-174-270 


3-174-290 
3-174-300 
3-175-500 
3-175-510 
3-176-500 


3-176-520 
3-176-530 
3-176-540 
3-176-560 
3-176-580 


3-177-600 
3-177-620 
3-177-640 
3-177-900 
3-177-980 


3-178-500 
3-178-550 
3-178-570 
3-179-020 
3-179-040 


Former Army 
MED 


Stock No. 


3626745 
3626715 
N 
N 
N 


N 
3070500 
3076000 
3092000 
3093000 


3094000 
3603400 
3603700 
3603600 
3098990 


3099000 
3100000 
3165230 
3100010 
3100015 


3166200 
3166210 
3166220 
3100990 
3101000 


3102000 
3166830 
3102010 
3102015 
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3112800 
3112850 
OK 


3107000 
3108000 
3109000 
3110000 
3111000 


3113085 

3113090 

3113100 
* 


3113300 
* 


31 13000 


N 
N 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 3 (Cont’d) 


3-146-500 
3-146-600 
3-146-700 
3-146-800 
3-149-500 


3-149-520 
3-149-800 
3-152-200 
3-160-100 
3-160-110 


3-160-120 
3-008-600 
3-008-700 
3-008-800 
3-165-200 


3-165-210 
3-165-220 
3-165-230 
3-165-240 
3-165-250 


3-166-200 
3-166-210 
3-166-220 
3-166-800 
3-166-810 


3-166-820 
3-166-830 
3-166-840 
3-166-850 
3-170-100 


3-170-600 
3-170-610 
3-170-620 
3-170-630 
3-170-650 


3-170-690 
3-171-200 
3-174-200 
3-174-210 
3-174-220 


3-174-230 
3-174-240 
3-174-250 
3-174-260 
3-174-270 


3-174-290 
3-174-300 
3-175-500 
3-175-510 
3-176-500 


3-176-520 
3-176-530 
3-176-540 
3-176-560 
3-176-580 


3-177-600 
3-177-620 
3-177-640 
3-177-900 
3-177-980 


3-178-500 
3-178-550 
3-178-570 
3-179-020 
3-179-040 
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BuMed Stock No. 


Class 3 (Cont’d) 


3-179-060 
3-179-080 
3-180-100 
3-180-130 
3-180-140 


3-180-150 
3-180-160 
3-180-180 
3-180-700 
3-180-740 


3-180-750 
3-180-790 
3-181-300 
3-181-310 
3-181-700 


3-181-710 
3-184-100 
3-184-300 
3-184-500 
3-184-510 


3-184-520 
3-184-620 
3-184-640 
3-184-800 
3-184-850 


3-184-855 
3-184-900 
3-184-910 
3-184-920 
3-184-950 


3-185-100 
3-185-120 
3-185-800 
3-185-900 
3-186-100 


3-186-800 
3-186-840 
3-186-850 
3-190-100 
3-190-600 


3-191-100 
3-191-200 
3-191-300 
3-191-400 
3-191-420 


3-191-800 
3-191-820 
3-193-200 
3-195-200 
3-196-600 


3-198-800 
3-198-820 
3-199-100 
3-199-200 
3-199-300 


3-200-100 
3-201-750 
3-201-800 
3-201-810 
3-202-800 


3-203-100 
3-203-800 
3-203-840 
3-204-590 
3-204-600 


A Single service item (Army). 


3635000 


3643208 
3643230 
N 
3644000 
7038000 


3119000 

3120000 

3121000 
* 


* 


ZZZ * 


3126000 


3618300 
3618500 
3127400 
3127200 
3127000 


N 
3127700 
* 
3128000 
* 


3128700 
3129500 
3129000 
3275000 
3276000 


3-179-060 
3-179-080 
3-180-100 
3-180-130 
3-180-140 


3-180-150 
3-180-160 
3-180-180 
3-180-700 
3-180-740 


3-180-750 
3-180-790 
3-181-300 
3-181-310 
3-181-700 


3-181-710 
3-184-100 
3-184-300 
3-184-500 
3-184-510 


3-184-520 
3-184-620 
3-184-640 
3-184-800 


* 
3-184-900 
3-184-910 
3-184-920 
3-184-950 


3-185-100 
3-185-120 
3-185-800 
3-185-900 
3-186-100 


3-186-800 
3-186-840 
3-186-850 
3-190-100 
3-190-600 


3-191-100 
3-191-200 
3-191-300 
3-191-400 
3-191-420 


3-191-800 
3-191-820 
3-193-200 
3-195-200 
3-196-600 


A 

A 
3-199-100 
3-199-200 
3-199-300 


3-200-100 
A 
3-201-800 
A 
3-202-800 
3-203-100 
3-203-800 
3-203-840 


3-204-590 
3-204-600 


N_ Single service item (Navy). 


*  tFormer Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cataloged 
in Preliminary Edition of Catalog of Navy Material, BuMed Section, subsequently published in BuMed Newsletter. 
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CROSS 


INDEX 
JULY 1947 PRELIMINARY EDITION 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 3 (Cont’d) Class 3 (Cont’d) Class 3 (Cont’d) 

3-205-200 Ms 3-205-200 3-252-800 * 3-252-800 3-303-980 3199000 3-303-980 
3-206-205 3864700 3-206-205 3-253-400 7 3-253-400 3-305-100 5 3-305-100 
3-207-100 3652000 3-207-100 3-253-430 3162000 A 3-305-900 3609900 3-305-900 
3-208-100 N 3-208-100 3-254-400 3163000 3-254-400 3-305-920 3610000 3-305-920 
3-208-200 N 3-208-200 3-255-500 3172000 3-255-500 3-305-940 3610100 3-305-940 
3-210-100 3661400 3-210-100 3-256-500 3171000 3-256-500 3-305-960 3610200 3-305-960 
3-210-600 3661715 3-210-600 3-256-900 * 3-256-900 3-305-980 3610300 3-305-980 
3-210-640 3661740 3-210-640 3-259-400 3173000 3-259-400 3-307-200 N 3-307-200 
3-210-680 3661710 3-210-680 3-259-600 3173500 3-259-600 3-309-500 3862800 3-812-600 
3-210-720 3661745 3-210-720 3-259-900 : 3-259-900 3-309-510 3862805 3-812-700 
3-210-760 3661735 3-210-760 3-262-400 _ 3-262-400 3-310-100 3200000 3-310-100 
3-212-800 4 3-212-800 3-262-900 3176000 3-262-900 3-311-300 3200700 3-311-300 
3-212-900 ‘i 3-212-900 3-265-800 “4 3-265-800 3-311-800 3201000 3-311-800 
3-217-500 3131000 3-217-500 3-265-840 . 3-265-840 3-312-500 3203600 3-312-500 
3-217-600 3132000 3-217-600 3-265-880 N 3-265-880 3-312-700 3312700 3-312-700 
3-218-750 N 3-218-750 3-266-800 ‘ 3-266-800 3-312-900 3203500 3-312-900 
3-219-850 3133000 3-219-850 3-268-400 3 3-268-400 3-313-600 3204500 3-313-600 
3-219-880 3133010 3-219-880 3-268-440 3178000 3-268-440 3-313-900 3207000 3-313-900 
3-220-770 *: tS3-985 3-268-480 . 3-268-480 3-313-920 3207500 3-313-920 
3-220-800 3136000 3-220-800 3-268-520 3178005 3-268-520 3-313-940 3207600 3-313-940 
3-221-100 3134000 3-221-100 3-268-560 . 3-268-560 3-314-200 3208000 3-314-200 
3-221-600 : 3-221-600 3-268-840 4 33 3-314-600 : 3-314-600 
3-221-800 3138000 3-221-800 3-268-845 ig 56 3-314-800 3205000 3-314-800 
3-222-400 3139000 3-222-400 3-268-850 “ . 3-315-050 3250000 3-315-050 
3-225-400 3145500 3-225-400 3-268-900 3610600 A 3-315-100 . 3-315-100 
3-225-500 3141000 3-225-500 3-269-700 3669000 3-269-700 3-315-150 3252000 3-315-150 
3-225-550 . 3-225-550 3-269-740 3669100 3-269-740 3-315-160 “4 3-315-160 
3-225-600 3142000 3-225-600 3-272-600 3183100 3-272-600 3-315-170 3253000 3-315-170 
3-225-700 . 3-225-700 3-273-200 3183000 3-273-200 3-315-400 4 3-315-400 
3-225-750 * 3-225-750 3-273-400 3182700 3-273-400 3-315-800 3264800 3-315-800 
3-226-600 3143000 3-226-600 3-273-600 3182800 3-273-600 3-316-200 N 3-316-200 
3-226-700 3144000 3-226-700 3-273-800 1330500 3-548-200 3-317-200 3200500 3-317-200 
3-226-800 3145000 3-226-800 3-274-600 N 3-274-600 3-317-400 3228200 3-317-400 
3-229-200 3148300 3-229-200 3-274-800 5 3-274-800 3-317-600 3228400 3-317-600 
3-230-100 N 3-230-100 3-274-840 3670005 3-274-840 3-317-900 3253500 3-317-900 
3-230-680 N 3-230-680 3-274-880 3670010 3-274-880 3-318-400 3264700 3-318-400 
3-230-700 3149000 3-230-700 3-275-590 * * 3-318-600 3264400 3-318-600 
3-230-720 N 3-230-720 3-275-600 3670300 3-275-600 3-318-700 3264500 3-318-700 
3-231-200 N 3-231-200 3-276-600 sf 3-276-600 3-318-900 3265500 3-318-900 
3-231-300 4 3-231-300 3-277-200 3185000 3-277-200 3-319-100 3265700 3-319-100 
3-232-200 3151000 3-232-200 3-277-900 3186000 3-277-900 3-319-500 3267800 3-319-500 
3-232-300 3151500 3-232-300 3-278-400 3187000 3-278-400 3-319-800 3269300 3-319-800 
3-232-400 N 3-232-400 3-279-200 N 3-279-200 3-319-900 3269400 3-319-900 
3-233-600 3667500 3-233-600 3-279-400 si 3-279-400 3-321-100 3216000 3-321-100 
3-234-200 3610500 3-234-200 3-280-200 * 3-280-200 3-322-200 3217200 3-322-200 
3-234-600 3667700 3-234-600 3-280-700 3188000 3-280-700 3-322-700 3217250 3-322-700 
3-235-380 b? 3-112-720 3-281-200 &: 3-281-200 3-323-300 3217400 3-323-300 
3-235-400 3667900 3-235-400 3-284-800 3191000 3-284-800 3-323-900 3217990 3-323-900 
3-235-450 N 3-235-450. © 3-284-900 3190500 3-284-900 3-324-100 3218000 3-324-100 
3-237-400 a 3-237-400 3-285-600 3191500 3-285-600 3-324-900 3218300 3-324-900 
3-237-800 3156000 3-237-800 3-285-700 3191700 3-285-700 3-325-500 N 3-325-500 
3-238-800 3153000 3-238-800 3-285-800 3192000 3-285-800 3-325-880 N 3-325-880 
3-238-900 N 3-238-900 3-285-900 3192500 3-285-900 3-325-900 ‘3 3-325-900 
3-238-940 3157200 3-237-900 3-287-500 3193000 3-287-500 3-326-200 ‘! 3-326-200 
3-239-900 3158000 3-239-900 3-288-100 3193300 3-288-100 3-326-500 N 3-326-500 
3-242-200 3157500 3-242-200 3-288-900 3193500 3-288-900 3-326-900 3218500 3-326-900 
3-245-205 3159000 3-244-200 3-300-100 3761000 3-300-100 3-327-800 3218600 A 
3-245-500 3668000 3-245-500 3-300-300 3760000 3-300-300 3-327-900 3218700 3-327-900 
3-247-500 3668500 3-247-500 3-301-300 ig 3-301-300 3-328-100 . 3-328-100 
3-249-500 3160000 3-249-500 3-302-800 ¥ 3-302-800 3-328-600 3219800 3-328-600 
3-249-600 3160200 3-249-600 3-302-840 3197000 3-302-840 3-328-700 3219900 3-328-700 
3-249-700 3160400 3-249-700 3-302-880 3198000 3-302-880 3-328-800 3219600 3-328-800 
3-249-800 ‘ 3-249-800 3-302-920 . 3-302-920 3-328-900 3219700 3-328-900 
3-249-810 3160600 A 3-303-900 N 3-303-900 3-329-100 % 3-329-100 
3-251-905 3161720 A 3-303-940 * 3-303-940 3-329-600 3219400 3-329-600 
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*Newly standardized item not published in catalog change or revision. 


A Single service item (Army). 


{Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cataloged in * 
Preliminary Edition of Catalog of Navy Material, BuMed Section; subsequently published in BuMed Newsletter. 


N_ Single service item (Navy) 


OG-I 


PRELIMINARY EDITION 


Army-Navy 


ae 


OG.l 


Stock No. 


3-330-200 
3-330-300 
3-330-400 
3-330-500 
3-330-900 


3-331-400 
3-332-200 
3-332-400 
3-332-900 
3-333-100 


3-333-600 
3-333-700 
3-334-200 
3-335-200 
3-335-400 


3-335-700 
3-335-900 
3-336-600 
3-337-400 
3-337-600 


3-338-600 
3-338-800 
3-339-700 
3-339-900 
3-340-600 


3-341-400 
3-341-800 
3-342-800 
3-343-800 
3-344-100 


3-344-300 
3-344-900 
3-345-600 
3-346-800 
3-347-100 


3-347-300 
3-347-400 
3-347-500 
3-349-500 
3-349-900 


3-351-900 
3-352-800 
3-352-900 
3-353-200 
3-353-500 


3-354-400 
3-354-500 
3-354-600 
3-354-800 
3-354-900 


3-355-800 
3-355-900 
3-356-100 
3-356-200 
3-356-300 


3-357-300 
3-357-400 
3-357-600 
3-357-700 
3-357-900 


3-358-300 
3-358-500 
3-358-800 
3-359-600 
3-362-900 


Former Army 
ED 3 
Stock No. 


3006550 


* 


3218900 
3219100 


3219300 
9362600 
* 


3227000 
3228000 


* 


3228600 


* 
* 


323 1000 
3229000 
* 


3230000 
N 


* 


3234000 
3235000 
3236000 


3237000 


* 


3238000 
3238500 


3240000 
* 
3354600 
3354800 
3242000 


3243000 
* 


3269100 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 3 (Cont’d) 


3-330-200 
3-330-300 
3-330-400 
3-330-500 
3-330-900 


3-331-400 
A 


3-332-400 
3-332-900 
3-333-100 


3-333-600 
3-333-700 
3-334-200 
3-335-200 
3-335-400 


3-335-700 
3-335-900 
3-336-600 
3-337-400 
3-337-600 


3-338-600 
3-338-800 
3-339-700 
3-339-900 
3-340-600 


3-341-400 
3-341-800 
3-342-800 
3-343-800 
3-344-100 


3-344-300 
3-344-900 
3-345-600 
3-346-800 
3-347-100 


3-347-300 
3-347-400 
3-347-500 
3-349-500 
3-349-900 


3-351-900 
3-352-800 
3-352-900 
3-353-200 
3-353-500 


A 
3-354-500 
3-354-600 
3-354-800 
3-354-900 


3-355-800 
3-355-900 
3-356-100 
3-356-200 
3-356-300 


3-357-300 
3-357-400 
3-357-600 
3-357-700 
3-357-900 


3-358-300 
3-358-500 
3-358-800 
3-359-600 
3-362-900 


Army-Navy 
Stock No. 


3-363-200 
3-363-300 


3-363-400 
3-363-600 


3-363-800 
3-363-810 
3-364-400 
3-365-600 
3-365-800 


3-366-200 
3-367-200 
3-367-500 
3-367-600 
3-368-600 


3-368-800 
3-369-600 
3-370-300 
3-371-500 
3-372-400 


3-373-600 
3-373-900 
3-375-400 
3-376-400 
3-377-800 


3-377-900 
3-379-700 
3-379-800 
3-379-900 
3-380-300 


3-380-600 
3-380-950 
3-381-200 
3-381-900 
3-382-700 


3-382-900 
3-383-400 
3-383-500 
3-383-800 
3-384-900 


3-385-700 
3-385-800 
3-385-900 
3-386-100 
3-386-200 


3-386-300 
3-386-450 
3-386-550 
3-386-700 
3-386-800 


3-386-900 
3-387-600 
3-387-700 
3-387-800 
3-387-900 


3-389-100 
3-389-200 
3-390-100 
3-390-200 
3-393-200 


3-393-400 
3-393-450 
3-396-400 
3-397-400 
3-397-800 


standardized item not published in catalog change or revision. 
Former Army stock number published in War Dept., Medical Supply Catalog, 1 June 1943; not published in MED 3 


Former Army 
MED 


Stock No. 


3258000 
3259000 


3255000 
3256000 


* 


N 
N 


* 
3254000 


* 


3262000 
* 


3261000 
3262500 


* 


3263000 
#32640 
3263500 
* 


* 


3267000 
3268000 


7 

N 

. 
3270000 
3271000 


N 
3270200 
3271200 

* 


* 
3272500 
3274000 


3281000 
« 


N 
3283000 


3285020 
3285000 
3617000 
3623000 
3286000 


3287000 
3288000 
4429000 
3674000 
3680000 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 3 (Cont’d) 


63-200 
63-300 
64-900 
63-400 
63-600 


3-3 

3-3 

3-3 

3-3 

3-3 

3-363-800 
3-363-810 
3-364-400 
3-365-600 
3-365-800 
3-366-200 
3-367-200 
3-367-500 
3-367-600 
3-368-600 
3-3 
3-3 
3-3 


68-800 
69-600 
70-300 
3-371-500 
3-372-400 


3-373-600 
3-373-900 
3-375-400 
3-376-400 
3-377-800 


3-377-900 
3-379-700 
3-379-800 
3-379-900 
3-380-300 


3-380-600 
3-380-950 
3-381-200 
3-381-900 
3-382-700 


3-382-900 
3-383-400 
3-383-500 
3-383-800 
3-384-900 


3-385-700 
3-385-800 
3-385-900 
3-386-100 
3-386-200 


3-386-300 
3-386-450 
3-386-550 
3-386-700 
3-386-800 


3-386-900 
3-387-600 
3-387-700 
3-387-800 
3-387-900 


3-389-100 
3-389-200 
A 
3-390-200 
3-393-200 


3-393-400 
3-393-450 
3-396-400 
3-397-400 
3-397-800 


JULY 1947 


Army-Navy 
Stock No. 


3-397-820 
3-397-840 
3-397-860 
3-397-880 
3-397-900 


3-397-920 


ae ter ean 
ao 
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3-419-200 


3-419-800 
3-419-900 
3-420-800 
3-421-400 
3-421-700 


3-422-300 
3-422-500 
3-423-100 
3-423-300 
3-423-800 


3-424-100 
3-424-700 
3-425-140 
3-425-160 
3-425-200 


3-426-400 
3-426-800 
3-427-400 
3-427-600 
3-428-600 


3-428-610 
3-431-200 
3-431-240 
3-431-280 
3-435-800 


3-436-400 
3-437-100 
3-438-100 
3-438-600 
3-439-600 


War Dept., Medical Supply Catalog, 1 March 1944, including changes. 


Former Army 
MED 


Stock No. 


3681000 
3682000 
3683000 
3684000 
3685000 


N 
3685350 
3685510 

N 


3289000 


3290000 

3291000 

3292200 
* 


3687000 
3618700 
3618900 


* 


3689000 
3694000 


* 


3296500 
3297500 
N 
3296800 
3296700 


* 


3716500 
* 
3301000 
N 


* 


3302000 


3303000 
3305000 


3306000 
3696000 
9364300 
9364200 
3712600 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 3 (Cont’d) 


3-397-820 
3-397-840 
3-397-860 
3-397-880 
3-397-900 


3-397-920 


Be 
ss 


& 5558 
8 


7 
© 
to 
So 


be bb 


3-415-200 


3-417-200 
3-417-800 
3-418-100 
3-419-100 
3-419-200 


3-419-800 
3-563-050 
3-420-800 
3-421-400 
3-421-700 


3-422-300 
3-422-500 
3-423-100 
3-423-300 
3-423-800 


3-424-100 
3-424-700 
A 


A 
3-425-200 


3-426-400 
3-426-800 
3-427-400 
3-427-600 
3-428-600 


A 
3-431-200 
3-43 1-240 
3-431-280 
3-435-800 


3-436-400 
3-437-100 
3-438-100 
3-438-600 
3-439-600 


A Single service item (Army). N Single service item (Navy). 


re 11 


CROSS 
INDEX 


JULY 1947 PRELIMINARY EDITION 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 3 (Cont’d) Class 3 (Cont’d) Class 3 (Cont’d) 

3-439-700 N 3-439-700 3-471-600 3712450 3-471-600 3-511-300 3364100 3-511-300 
3-439-900 3320000 3-439-900 3-472-000 3712700 3-425-300 3-512-600 3376500 3-512-600 
3-439-920 3321000 3-439-920 3-472-100 3712800 3-425-350 3-512-640 3377500 3-512-640 
3-439-940 3322000 3-439-940 3-472-200 3726700 3-599-960 3-512-740 3372500 3-512-740 
3-440-700 ig 3-440-700 3-472-300 * 3-599-980 3-512-780 3373500 3-512-780 
3-441-600 » N 3-441-600 3-475-200 3691000 3-475-200 3-512-880 3374100 3-512-880 
3-442-500 3329000 3-442-500 3-475-320 9370500 * 3-512-920 3375100 3-512-920 
3-442-900 3330000 3-442-900 3-478-400 - 3-478-400 3-514-820 N 3-514-820 
3-444-600 . 3-444-600 3-478-500 3353000 3-478-500 3-514-860 N 3-514-860 
3-445-400 3333000 3-445-400 3-478-600 3354000 3-478-600 3-514-880 3-514-880 
3-445-800 3334000 3-445-800 3-478-700 3355000 3-478-700 3-515-600 N 3-515-600 
3-445-900 3335000 3-445-900 3-482-500 * 3-482-500 3-516-600 * 3-516-600 
3-447-100 3336900 3-447-100 3-482-505 3355600 3-482-505 3-516-620 2! 3-516-620 
3-447-120 3337000 3-447-120 3-484-100 * 3-484-100 3-516-630 * 3-516-630 
3-447-140 3337100 3-447-140 3-484-400 * 3-484-400 3-518-200 3380500 3-518-200 
3-447-200 3337300 3-447-200 3-484-700 3355700 3-484-200 3-518-220 3380700 3-518-220 
3-447-300 3338100 3-447-300 3-484-800 * 3-484-800 3-518-260 3380900 3-518-260 
3-447-320 3338500 3-447-320 3-484-900 * 3-484-900 3-519-200 3382100 3-519-200 
3-447-340 N 3-447-340 3-484-990 * 3-484-990 3-519-220 3381100 3-519-220 
3-447-800 3336500 3-447-800 3-485-100 = 3-485-100 3-519-620 3379100 3-519-620 
3-447-820 3337700 3-447-820 3-485-300 3860400 3-528-200 3-519-640 3379600 3-519-640 
3-447-880 3339000 3-447-880 3-485-310 3860300 3-528-240 3-519-660 3380200 3-519-660 
3-447-920 3447920 3-447-920 3-486-100 3356000 3-486-100 3-520-800 % 3-520-800 
3-449-900 3340000 3-449-900 3-486-900 - 3-486-900 3-520-900 = 3-520-900 
3-452-310 3340700 if 3-487-100 “ 3-487-100 3-522-200 N 3-522-200 
3-452-312 3340800 - 3-487-350 3716600 3-563-100 3-522-300 3360000 3-522-300 
3-452-900 N 3-452-900 3-487-500 i A 3-523-300 3386500 3-523-300 
3-453-710 3341000 - 3-488-500 x) 3-488-500 3-523-400 3384500 3-523-400 
3-453-800 3343000 3-453-800 3-491-305 ie A 3-524-400 3392500 3-524-400 
3-454-100 x! 3-454-100 3-491-400 3491400 3-491-400 3-524-420 3393100 3-524-420 
3-454-300 3342000 £3-454-300 3-491-700 3609400 s 3-524-440 3393500 3-524-440 
3-456-100 N 3-456-100 3-491-900 3852000 3-491-900 3-524-460 3394100 3-524-460 
3-456-600 3646000 3-456-600 3-492-400 x 3-492-400 3-524-480 3394500 3-524-480 
3-456-900 N 3-456-900 3-492-900 3851000 3-492-900 3-524-500 3395000 3-524-500 
3-457-400 #37070 3-457-400 3-493-400 3850500 3-493-400 3-524-540 3396100 3-524-540 
3-458-190 3707700 "4 3-493-900 * 3-493-900 3-524-560 3396500 3-524-560 
3-458-200 = NY 3-458-200 3-494-400 3850000 3-494-400 3-524-580 3397100 3-524-580 
3-459-200 3708005 3-459-200 3-494-900 3850300 A 3-524-620 N 3-524-620 
3-459-205 3708010 * 3-495-400 3849000 3-495-400 3-525-100 “2 3-525-100 
3-460-100 3345500 3-460-100 3-495-900 3847000 3-495-900 3-525-120 %: 3-525-120 
3-460-340 3345725 ” 3-495-950 cs 3-484-500 3-525-140 2: 3-525-140 
3-460-400 3345000 3-460-400 3-496-400 3848000 3-496-400 3-525-700 3392200 3-525-700 
3-460-440 3345700 3-460-440 3-496-900 = 3-496-900 3-526-500 3401100 3-526-500 
3-460-460 3346000 3-460-460 3-499-010 3358000 sf 3-526-520 3402100 3-526-520 
3-461-400 3347000 3-461-400 3-500-010 3716700 3-563-200 3-529-030 3086000 3-527-200 
3-461-550 “ 3-462-200 3-502-100 3359000 3-502-100 3-529-600 = 3-529-600 
3-461-600 3090000 3-461-600 3-502-600 3384000 3-502-600 3-533-100 of 3-533-100 
3-462-220 3N230-50 » 3-503-300 3716800 3-563-300 3-533-900 3402900 3-533-900 
3-462-225 3N230-60 a 3-505-200 3361900 3-505-200 3-533-905 3403550 A 
3-462-238 3091000 3-462-238 3-505-700 N 3-505-700 3-533-920 3403560 3-533-920 
3-462-240 >) 3-462-240 3-505-800 3362000 3-505-800 3-537-100 3122000 3-537-100 
3-462-800 3347050 3-462-800 3-505-900 3362200 3-505-900 3-537-200 3123000 3-537-200 
3-463-400 3090500 3-463-400 3-506-800 - 3-506-800 3-538-200 3124000 3-538-200 
3-464-100 : 3-464-100 3-509-100 E 3-509-100 3-538-300 3124200 3-538-300 
3-465-100 N 3-465-100 3-509-600 3362300 3-509-600 3-538-400 3124400 3-538-400 
3-465-900 ” 3-465-900 3-509-680 3362400 3-509-680 3-540-200 3404000 3-540-200 
3-465-910 3709000 A 3-510-700 3366100 3-510-700 3-540-800 3404200 3-540-800 
3-467-200 3711000 3-467-200 3-510-740 = 3-510-740 3-543-200 3610800 3-543-200 
3-468-300 N 3-468-300 3-511-200 3362500 3-511-200 3-543-240 3610900 3-543-240 
3-468-400 3352500 3-468-400 3-511-240 3363100 3-511-240 3-546-200 = 3-546-200 
3-469-200 3712090 3-469-200 3-511-280 3363500 3-511-280 3-547-200 3667000 3-547-200 


*Newly standardized item not published in catalog change or revision. A Single service item (Army). N _ Single service item (Navy). 
#Former Army stock number published in War Dept., Medical Supply Catalog, 1 June 1943; not published in MED 3, 
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War Dept., Medical Supply Catalog, 1 March 1944, including changes. 


OG-I 


CROSS 
INDEX 


PRELIMINARY EDITION 


JULY 1947 


Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No, Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 3 (Cont’d) Class 3 (Cont'd) Class 3 (Cont’d) 
3-549-800 3405000 3-549-800 3-596-000 3723000 3-596-000 3-623-100 4 3-623-100 
3-550-650 3713000 3-550-650 3-596-300 = 3-307-900 3-624-100 3619500 3-624-100 
3-550-660 3713700 3-550-720 ao7 3-425-600 3-625-100 4 . 
3-550-670 3713300 3-550-670 3-597-000 3439000 3-597-000 3-625-300 3733000 3-625-300 
3-550-680 3713500 3-550-680 3-598-000 3725000 3-598-000 3-626-200 3734000 3-626-200 
3-550-690 3714000 A 3-598-020 3183200 3-598-020 3-628-200 3735000 3-628-200 
3-550-692 3714100 A 3-598-040 3725200 3-598-040 3-628-240 3735100 3-628-240 
3-551-200 3714500 3-551-200 3-599-100 3699000 3-426-480 3-631-100 3459000 3-631-100 
3-551-220 3714700 A 3-599-600 3725800 3-599-600 3-632-200 N 3-632-200 
3-551-240 3714800 A 3-599-700 3726505 * 3-632-300 3462300 3-632-300 
3-553-300 * 3-553-300 3-599-800 3726850 3-599-800 3-632-400 3463000 3-632-400 
3-554-780 3715200 A 3-599-820 3726860 3-599-820 3-632-500 3460000 3-632-500 
3-554-800 3715000 3-554-800 3-599-940 * 3-599-940 3-632-600 3461000 3-632-600 
3-559-100 3411000 3-559-100 3-601-450 3440500 3-601-450 3-635-100 3464000 3-635-100 
3-559-120 3412000 3-559-120 3-601-550 N 3-601-550 3-636-100 3464700 3-636-100 
3-559-180 3415000 3-559-180 3-601-650 344.0000 3-601-650 3-636-120 3464800 3-636-120 
3-559-200 3416000 3-559-200 3-603-450 N 3-603-450 3-637-200 3465000 3-637-200 
3-559-260 3418000 3-559-260 3-603-470 N 3-603-470 3-638-400 9369050 A 
3-559-280 3419000 3-559-280 3-603-490 3443500 3-603-490 3-638-800 * 3-638-800 
3-559-310 N 3-559-310 3-603-510 3443400 3-603-510 3-638-840 3468000 3-638-840 
3-559-315 N 3-559-315 3-603-530 3443600 3-603-530 3-639-500 * 3-639-500 
3-559-325 N 3-559-325 3-603-850 3441000 3-603-850 3-640-500 3469000 3-640-500 
3-559-330 N 3-559-330 3-604-100 * 3-604-100 3-640-520 3469500 3-640-520 
3-559-340 N 3-559-340 3-604-400 3443700 3-604-400 3-640-560 3469700 3-640-560 
3-559-345 N 3-559-345 3-604-900 3443000 3-604-900 3-640-900 3470000 3-640-900 
3-561-000 3422000 3-561-000 3-605-500 3444000 3-605-500 3-640-920 3470500 3-640-920 
3-563-000 3716200 3-563-000 3-605-900 3445000 3-605-900 3-642-100 3475500 3-642-100 
3-564-800 3619100 A 3-606-100 3445500 3-606-100 3-642-800 3476000 3-642-800 
3-567-100 3426000 3-567-100 3-606-600 3445700 3-606-600 3-644-200 3478000 3-644-200 
3-567-400 h 3-567-400 3-607-400 3446000 3-607-400 3-644-400 * 3-644-400 
3-568-100 * 3-568-100 3-607-700 9365200 A 3-644-600 3479000 3-644-600 
3-569-100 9364500 3-569-100 3-607-800 * 3-607-800 3-644-800 * 3-644-800 
3-569-300 3424000 3-569-300 3-607-900 3447000 3-607-900 3-647-100 3480000 3-647-100 
3-569-500 * 3-569-500 3-607-990 3448000 3-607-990 3-649-100 N 3-649-100 
3-573-500 3427000 3-573-500 3-608-800 3441200 3-608-800 3-649-600 N 3-649-600 
3-576-000 3428000 3-576-000 3-608-900 * 3-608-900 3-650-100 * 3-650-100 
3-576-800 * 3-576-800 3-609-200 3454000 3-609-200 3-650-640 3473000 3-650-640 
3-577-400 3430000 A 3-609-450 N 3-609-450 3-651-200 3474000 3-651-200 
3-579-500 * 3-579-500 3-609-750 * 3-609-750 3-651-810 3474500 A 
3-579-600 3432000 3-579-600 3-610-250 N 3-610-250 3-651-820 3475000 3-651-820 
-582- 1930 -582-000 3-610-350 3450500 3-610-350 3-655-200 3481000 3-655-200 
eo af N Secrest 3-610-450 3453000 3-610-450 3-655-400 9369000 A 
3-586-000 3717500 3-586-000 3-611-500 * 3-611-500 3-655-480 9369200 A 
3-587-000 3436200 3-587-000 3-611-600 3448500 3-611-600 3-655-600 3481500 3-655-600 
3-587-500 3434200 3-587-500 3-613-200 3449000 3-613-200 3-656-200 3482000 3-656-200 
3-613-950 3450000 3-613-950 3-656-300 * 3-656-300 
3-588-500 N 3-588-500 3-614-850 3450550 —_3-614-850 3-657-050 3483000 A 
3-590-500 3-590-500 3-615-650 * 3-615-650 3-657-100 : 3-657-100 
~ 3-590-600 * 3-590-600 ee. end Baek tee 
3.501.200 3436300 3591-200 3-615-750 bi, 3-615-750 3-658-200 3484000 3-658-200 
3.591.600 3434500 3501-600 3-615-850 3451000 3-615-850 3-660-100 3484985 3-660-100 
3-615-950 3452000 3-615-950 3-660-600 * 3-660-600 
3-591-700 = 3434700 = 3-591-700 3-617-100 + 3-617-100 3-660-700 3485000 A 
3-593-400 3437000 3-593-400 3-617-200 , 3-617-200 3-661-100 3535000 3-735-900 
3-593-610 3437200 A 3-617-600 3535000 3-617-600 3-661-200 + 3-661-200 
3-593-615 3437400 A 3-618-200 3452500 3-618-200 3-661-300 * 3-661-300 
3-594-000 3-594-000 3-618-600 3455000 3-618-600 3-661-350 3534000 A 
3-594-010 * 3-594-010 3-618-950 3456000 3-618-950 3-663-100 3486000 3-663-100 
3-594-020 * 3-594-020 3-618-980 3457000 3-618-980 3-663-110 3486200 3-663-110 
3-594-030 * 3-594-030 3-619-010 N 3-619-010 3-663-120 3486400 3-663-120 
3-594-040 * 3-594-040 3-619-800 * 3-619-800 3-663-130 3486600 3-663-130 
3-594-800 * 3-594-800 3-620-200 3458000 3-620-200 3-663-140 3486800 3-663-140 
3-594-810 * 3-594-810 3-622-200 3727508 3-622-200 3-663-150 3487000 3-663-150 


a 


OG-I 


*Newly standardized item not published in catalog change or revision. 


A Single service item (Army). 


N_ Single service item (Navy). 


Page 13 


CROSS 
INDEX 


JULY 1947 


PRELIMINARY EDITION 


Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material Army-Navy ME of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 3 (Cont’d) Class 3 (Cont’d) Class 3 (Cont’d) 
3-663-160 3487200 3-663-160 3-698-300 “4 3-698-300 3-744-600 3774700 3-744-600 
3-663-170 3487400 3-663-170 3-698-600 3525000 3-698-600 3-744-700 3774702 3-744-700 
3-663-180 3487600 3-663-180 3-698-900 3526000 3-698-900 3-744-800 3774710 3-744-800 
3-663-190 3487800 3-663-190 3-699-100 sf 3-699-100 3-745-550 é * 
3-663-200 3488000 3-663-200 3-702-100 * 3-702-100 3-745-800 3745500 3-745-800 
3-663-210 3487900 3-663-210 3-702-300 id 3-702-300 3-745-900 7923000 3-745-900 
3-663-220 3488200 3-663-220 3-702-500 N 3-702-500 3-745-920 7924000 A 
3-664-310 N 3-664-310 3-704-200 kg 3-704-200 3-746-900 - 3-746-900 
3-664-315 N 3-664-315 3-705-600 3527995 3-705-600 3-747-400 = 3-747-400 
3-664-320 N 3-664-320 3-705-620 3528000 3-705-620 3-747-900 id 3-747-900 
3-664-325 N 3-664-325 3-705-640 3528005 3-705-640 3-749-100 * 3-749-100 
3-664-330 N 3-664-330 3-705-940 3529000 3-705-940 3-751-100 3112000 3-751-100 
3-664-335 N 3-664-335 3-705-980 3529010 3-705-980 3-752-500 =f 3-752-500 
3-665-200 3489000 3-665-200 3-707-300 bd 3-707-300 3-752-750 3775008 3-752-750 
3-665-300 3490000 3-665-300 3-707-340 * 3-707-340 3-752-950 N 3-752-950 
3-666-400 * 3-666-400 3-707-900 3532000 3-707-900 3-753-100 3609008 3-753-100 
3-667-400 3735508 3-667-400 3-709-600 N 3-709-600 3-753-600 3776000 3-753-600 
3-668-200 3492000 3-668-200 3-709-620 N 3-709-620 3-754-100 2 3-754-100 
3-669-200 3493200 3-669-200 3-709-640 3672195 3-709-640 3-754-105 sf A 
3-669-300 N 3-669-300 3-709-660 3672200 3-709-660 3-754-110 ze 3-754-110 
3-669-930 3862850 3-812-800 3-709-680 3672205 3-709-680 3-754-115 . A 
3-669-940 3862855 3-812-900 3-712-300 3738450 3-712-300 3-754-600 ts 3-754-600 
3-670-400 3671000 3-670-400 3-713-100 3737000 3-713-100 3-755-200 3889000 3-755-200 
3-670-420 3672000 3-670-420 3-713-200 3738000 3-713-200 3-755-240 3890000 3-755-240 
3-672-100 3493500 3-672-100 3-713-220 3738200 3-713-220 3-755-280 3890500 3-755-280 
3-674-100 3493700 3-674-100 3-713-260 3738100 3-713-260 3-755-320 3891000 3-755-320 
3-674-140 3496000 3-674-140 3-713-290 3737500 3-713-290 3-756-100 2 3-756-100 
3-674-142 3495990 id 3-713-360 3738300 3-713-360 3-756-140 d 3-756-140 
3-674-700 3494000 3-674-700 3-713-400 3738250 3-713-400 3-756-180 3662600 3-756-180 
3-674-780 3497000 3-674-780 3-713-440 3738400 3-713-440 3-756-220 3662400 3-756-220 
3-674-790 N 3-674-790 3-716-400 * 3-716-400 3-756-260 3662200 ~—S_ 3-756-260 
3-675-600 3494500 —3-675-600 3-716-550 * 3-716-550 3-756-400 3662700 ~—-: 3-756-400 
3-676-400 3495500  —- 3-676-400 3-718-800 * 3-718-800 3-758-300 N 3-758-300 
3-676-440 * 3-676-440 3-719-600 N 3-719-600 3-758-380 * 3-758-380 
3-676-450 * 3-676-450 3-721-200 3721200 = 3-721-200 3-758-460 N 3-758-460 
3-676-500 3498000 3-676-500 3-721-310 3738800 A 3-758-600 3799500 A 
3-679-100 3164000 3-679-100 3-723-100 9371200 A 3-758-605 3799600 A 
3-679-120 3165000 3-679-120 3-723-400 N 3-723-400 3-760-200 s 3-760-200 
3-679-140 3166000 3-679-140 3-724-500 3739000 * 3-760-300 - 3-760-300 
3-679-160 3167000 3-679-160 3-724-600 N 3-724-600 3-760-400 * 3-760-400 
3-679-180 3168000 3-679-180 3-725-300 3750000 3-725-300 3-765-600 > 3-765-600 
3-680-200 * 3-680-200 3-725-450 3743900 A 3-765-680 “4 3-765-680 
3-680-260 ig 13-780 3-725-485 3750500 3-725-400 3-765-720 6 3-765-720 
3-680-280 3499000 3-680-280 3-725-500 3751700 3-725-500 3-766-700 3789000 3-766-700 
3-680-300 3500000 3-680-300 3-728-100 - 3-728-100 3-766-780 3789100 3-766-780 
3-680-320 3501000 3-680-320 3-729-800 N 3-729-800 3-766-820 3796900 3-766-820 
3-680-340 3502000 3-680-340 3-731-100 i 3-731-100 3-766-860 3797100 3-766-860 
3-680-360 3503000 3-680-360 3-732-100 3754000 3-732-100 3-766-900 3797300 3-766-900 
3-680-380 3504000 3-680-380 3-732-800 9375000 3-732-800 3-766-940 3797500 3-766-940 
3-680-400 3505000 3-680-400 3-733-800 3754500 3-733-800 3-766-980 3797800 3-766-980 
3-682-200 3509000 3-682-200 3-734-900 N 3-734-900 3-767-020 3798800 3-767-020 
3-684-400 3511000 3-684-400 3-735-400 = 3-735-400 3-767-800 3-767-800 
3-685-500 “4 3-685-500 3-736-700 N 3-736-700 3-767-900 3 3-767-900 
3-686-100 3438000 3-686-100 3-737-400 3771500 A 3-767-940 < 3-767-940 
3-686-600 3513000 3-686-600 3-737-800 3535200 3-737-800 3-767-980 9377000 A 
3-689-600 7904510 3-689-600 3-738-500 3772000 3-738-500 3-768-100 N 3-768-100 
3-691-590 3515000 A 3-739-800 3536000 3-739-800 3-769-050 nd 3-769-200 
3-691-595 N 3-691-595 3-742-200 3773500 3-742-200 3-769-100 3788800 3-769-100 
3-691-600 ‘ 3-691-600 3-742-300 3773000 3-742-300 3-769-400 3788700 3-769-400 
3-693-500 3516500 3-693-500 3-742-305 ’ 3-742-500 3-769-500 3788600 3-769-500 
3-694-200 3518000 3-694-200 3-742-310 3774100 ~f 3-774-600 - 3-774-600 
3-694-300 3520000 3-694-300 3-742-325 3773525 = 3-774-680 % 3-774-680 
3-698-100 3524000 3-698-100 3-742-340 4 3-742-340 3-774-720 3 3-774-720 
3-698-250 3521000 3-698-250 3-742-380 3774200 3-742-380 3-774-760 - 3-774-760 
3-698-290 3523000 A 3-743-500 3774500 3-743-500 3-774-800 N 3-774-800 


*Newly standardized item not published in catalog change or revision. A Single service item (Army). N Single service item (Navy). 
{Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not published in 
Preliminary Edition of Catalog of Navy Material, BuMed Section; subsequently published in BuMed Newsletter. 
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BuMed Stock No. 


PRELIMINARY EDITION 
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Former Army Former Catalog 
MED 3 of Navy Material 
Stock No. | BuMed Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Former Army 
MED 3 
Stock No. 


Former Army 
Army-Navy MED 


Army-Navy 
Stock No. 


Army-Navy 
Stock No. 


Stock No. Stock No. 


Class 3 (Cont’d) Class 3 (Cont'd) Class 3 (Cont’d) 


*Newly standardized item not published in catalog change or revision. 
tFormer Navy stock number published in Supply Catalog, 
Preliminary Edition of Catalog of Navy Material, BuMed 


OG.I 


3-775-300 . 


3-775-300 


3-805-980 


N 3-805-980 3-840-200 N 3-840-200 
3-775-320 ° 3-775-320 3-806-800 ‘ 3-806-800 3-844-100 N 3-844-100 
3-775-340 . 3-775-340 3-808-205 . 3-808-205 3-845-100 3548500 —-3-845-100 
3-776-300 3805000 += 3-776-300 3-810-690 3862600 ° 3-845-200 3550000 —-3-845-200 
3-776-340 3805700 ~—-3-776-340 3-810-700 3862400 —3-810-700 3-845-700 3553500 3845-700 
3-777-380 3893000 3-777-380 3-815-100 3815100 —3-815-100 3-845-740 3553700 = 3-845-740 
3-777-400 N 3-777-400 3-817-600 N 3-817-600 3-846-300 3550200 —-3-846-300 
3-777-700 N 3-777-700 3-817-800 N 3-817-800 3-846-400 3550400 —-3-846-400 
3-778-800 3784000 A 3-817-840 N 3-817-840 3-846-850 3550700 —-3-846-850 
3-778-802 3785000 A 3-817-880 N 3-817-880 3-846-950 3550800 —-3-846-950 
3-778-804 3786000 A 3-817-920 N 3-817-920 3-847-500 3550600 —-3-847-500 
3-778-806 3787000 A 3-817-960 N 3-817-960 3-848-600 3550300 —-3-848-600 
3-779-600 3788400 —-3-779-600 3-818-000 N 3-818-000 3-848-700 3550500 —-3-848-700 
3-779-800 3788100 —«3-779-800 3-818-040 N 3-818-040 3-850-200 N 3-850-200 
3-779-900 3788200 ~—-3-779-900 3-819-100 3538500 —-3-819-100 3-851-100 3548000 —-3-851-100 
3-780-100 . 3-780-100 3-820-100 3864216 —3-820-100 3-853-100 3868500 —-3-853-100 
3-781-100 3788500 —-3-781-100 3-820-200 3864208 —3-820-200 3-853-900 * 3-853-900 
3-781-300 3788300 ~—3-781-300 3-820-220 . 3-820-220 3-855-100 3869000 3855-100 
3-781-500 * 3-781-500 3-820-240 3864405 3-820-240 3-856-600 N 3-856-600 
3-781-600 . 3-781-600 3-820-280 3864410 3-820-280 3-856-900 N 3-856-900 
3-781-900 3777000 A 3-820-320 3864415 3-820-320 3-858-200 3869800 A 
3-781-902 3778000 A 3-822-100 N 3-822-100 3-858-300 3869810 * -3-858-300 
3781-904 3779000 A 3-822-300 N 3-822-300 3.858.500 N [3-858-500 
3-781-906 3780000 A 3-822-500 N 3-822-500 bie ik \3-862-700 
3-782-900 * 3-782-900 3-822-540 N 3-822-540 3-859-400 3552000 ~—-°3-859-400 
3-782-920 . 3-782-920 3-822-740 N 3-822-740 3-859-410 . {S2-2454 
3-782-940 . 3-782-940 3-822-765 + A 3-859-800 3870505 —-3-859-800 
3-782-960 . 3-782-960 3-822-767 . A 3-859-840 3870507 —-3-859-840 
3-784-100 . 3-784-100 3-822-770 * A 3-859-880 3870509 + 3-859-880 
3-784-140 . 3-784-140 3-822-772 * A 3-860-450 3871000 —3-860-450 
3-784-160 . 3-784-160 3-822-780 . A 3-860-470 N 3-860-470 
3-784-180 . 3-784-180 3-822-782 . A 3-861-500 . 3-861-500 
3-784-200 ‘ 3-784-200 3-822-790 + A 3-863-400 3873000 —-3-863-400 
3-786-300 . 3-786-300 3-822-800 ‘ A 3-863-700 N 3-863-700 
3-786-320 . 3-786-320 3-822-802 * A 3-864-100 3610400 —-3-103-040 
3-786-340 ¢ 3-786-340 3-822-803 . A 3-865-800 3875000 —3-865-800 
3-786-360 . 3-786-360 3-822-805 . A 3-866-600 3547700 —3-866-600 
3-787-100 3776200 ~—3-787-100 3-822-808 . A 3-866-700 3553800 A 
3-787-140 3776400 —3-787-140 3-822-809 * A 3-866-800 . 3-866-800 
3-789-200 3894000 —3-789-200 3-822-810 . A 3-867-600 . 3-867-600 
3-789-600 3893950 3-789-600 3-822-812 * A 3-869-500 . 3-869-500 
3-790-100 3808200 —3-790-100 3-822-817 ‘ A 3-869-540 3556000 —3-869-540 
3-790-200 3808201 + —3-790-200 3-822-818 ‘ A 3-869-580 3557000 —-3-869-580 
3-790-300 N 3-790-300 3-822-840 N 3-822-840 3-869-620 3558000 —-3-869-620 
3-792-100 3792100 —3-792-100 3-823-900 * 3-823-900 3-869-660 3558500 —-3-869-660 
3-794-200 3816000 —3-794-200 3-824-100 3870000 —3-859-920 3-869-700 ‘ 3-869-700 
3-794-300 3817000 3-794-300 3-824-500 ‘ 3-824-500 3-870-400 3559000 —«3-870-400 
3-794-400 . 3-794-400 3-824-510 3704000 A 3-870-900 N 3-870-900 
3-795-600 3815500 —-3-795-600 3-826-100 3540000 —3-826-100 3-874-100 3875300 —-3-874-100 
3-795-850 3813000 —3-795-850 3-827-100 N 3-827-100 3-874-140 3875500 3-874-140 
3-796-600 N 3-796-600 3-827-140 N 3-827-140 3-874-180 3875700 —-3-874-180 
3-796-640 3861000 —-3-796-640 3-829-300 9379500 A 3-875-200 3705000 —-3-875-200 
3-796-820 . 3-796-820 3-829-400 9377900 —-3-829-400 3-881-000 9104-20 3-425-700 
3-799-200 N 3-799-200 3-829-900 3540500 ——-3-829-900 3-882-200 N 3-882-200 
3-799-700 . 3-799-700 3-830-400 3865050 —-3-830-400 3-883-400 N 3-883-400 
3-802-100 3843020 —3-802-100 3-832-100 . 3-832-100 3-883-600 3879800 —3-883-600 
3-802-700 . 3-802-700 3-833-400 3867000 —-3-833-400 3-883-800 N 3-883-800 
3-802-800 3843000 —3-802-800 3-835-200 3543000 —«3-835-200 3-884-800 9377500 A 
3-803-800 3844000 —3-803-800 3-835-900 3543600 —-3-835-900 3-885-680 3881000 —3-885-680 
3-804-100 3845000 —3-804-100 3-837-100 . 3-837-100 3-885-720 . 3-885-720 
3-804-300 ‘ 3-804-300 3-837-600 3357550 —-3-837-600 3-885-760 N 3-885-760 
3-804-500 3846000 —3-804-500 3-838-500 3546500 —3-838-500 3-885-800 3885300 —-3-885-800 
3-805-500 * 3-805-500 3-838-900 3546600 —-3-838-900 3-885-830 3883000 —3-884-900 
3-805-800 3846500 —3-805-800 3-839-500 N 3-839-500 3-885-840 3879900 = 3-885-840 
3-805-900 3846550 _—_3-805-900 3-839-600 3547000 _—_3-839-600 3-885-880 ___ 3885400 _-3-885-880 


A__ Single service item (Army). 
M.D., USN, 1940 (reprinted 1943); item not published in 
Section; subsequently published in BuMed Newsletter. 
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3-885-920 3884000 3-885-920 4-044-420 7521000 A 4-090-000 4090000 4-090-000 
3-885-930 3882000 3-885-640 4-044-800 2 A 4-090-200 4381000 4-090-200 
3-885-945 3880000 A 4-044-820 3 A 4-090-300 7726000 4-090-300 
3-885-960 N 3-885-960 4-045-000 4045000 4-045-000 4-090-650 7728000 4-090-650 
3-886-605 3652505 A 4-046-000 4046000 4-046-000 4-090-750 7725000 . 
3-886-750 3885000 A 4-046-400 4056000 4-046-400 4-091-000 4091000 4-091-000 
3-889-200 3886000 3-889-200 4-046-600 4348000 4-046-600 4-092-000 4092000 4-092-000 
3-889-900 3889900 3-889-900 4-048-001 if 4-048-001 4-093-000 4093000 4-093-000 
3-892-200 3769000 3-892-200 4-048-005 4048000 A 4-094-000 4094000 4-094-000 
3-892-300 3770000 3-892-300 4-048-200 N 4-048-200 4-094-500 4094500 4-094-500 
3-892-400 3771000 3-892-400 4-048-350 9961000 A 4-095-500 4095500 4-095-500 
3-893-700 3888000 3-893-700 4-048-80% 4349000 4-048-800 4-095-550 4095000 4-095-550 
3-896-150 3855010 3-497-900 4-049-000 4049000 4-049-000 4-097-000 4097000 4-097-000 
3-896-200 3855020 3-497-940 4-049-200 4049200 4-049-200 4-098-000 4098000 4-098-000 
3-896-250 3855015 3-497-980 4-050-000 4050000 4-050-000 4-098-500 mi 4-098-500 
4-051-000 4051000 4-051-000 4-099-000 4099000 4-099-000 
4-051-500 4051500 4-051-500 4-100-000 4100000 4-100-000 
4-053-000 4053000 4-053-000 4-100-050 4100050 A 
4-054-000 4054000 4-054-000 4-101-000 4101000 4-101-000 
Class 4 4-054-010 4055000 A 4-101-200 4101200 4-101-200 
4-001-000 4001000 4-001-000 4-054-200 4049400 4-054-200 4-102-820 4102820 4-102-820 
4-003-000 N 4-003-000 4-054-225 9960500 A 4-102-840 9406000 A 
4-013-000 4013000 4-013-000 4-054-250 4050200 4-054-250 4-105-000 4105000 4-105-000 
4-014-010 4014010 4-014-010 4-055-025 4047000 4-055-025 4-106-000 4106000 4-106-000 
4-017-100 4017100 4-017-100 4-056-400 4056400 4-056-400 4-107-000 4107000 4-107-000 
4-017-195 48 4-017-195 4-056-500 4056500 4-056-500 4-108-000 4108000 4-108-000 
4-017-275 4017200 A 4-058-100 - N 4-058-100 4-108-025 4108025 4-108-025 
4-018-400 7708000 4-018-400 4-058-125 N 4-058-125 4-109-000 4109000 4-109-000 
4-018-600 4018600 4-018-600 4-058-150 N 4-058-150 4-110-000 4110000 4-110-000 
4-018-700 4017500 4-015-500 4-058-175 N 4-058-175 4-111-000 4111000 4-111-000 
4-018-725 4016000 4-016-000 4-060-120 7946000 4-060-120 4-112-250 9407000 A 
4-018-750 : 4-018-625 4-060-150 7947000 4-060-150 4-114-000 4114000 4-114-000 
4-018-800 4017000 4-017-000 4-060-180 7948000 4-060-180 4-114-500 4114500 4-114-500 
4-018-820 4017300 A 4-060-210 7949000 4-060-210 4-114-975 i 4-114-975 
4-018-830 2 4-017-210 4-060-240 7950000 4-060-240 4-114-980 sf 4-114-980 
4-018-850 7709000 4-018-410 4-060-270 7951000 4-060-270 4-117-650 ¢ 4-117-650 
4-029-150 7715000 7-710-275 4-069-100 4471700 4-471-700 4-117-655 ¥ 4-117-655 
4-029-250 9402000 A 4-069-110 4473200 4-473-200 4-117-675 4117625 A 
4-030-000 4030000 4-030-000 4-082-000 4082000 4-082-000 4-118-275 4117600 A 
4-030-300 4476000 4-030-300 4-082-100 4082100 4-082-100 4-120-120 N 4-120-120 
4-030-340 4477000 4-030-340 4-082-105 4082105 4-082-105 4-120-150 N 4-120-150 
4-030-380 N 4-030-380 4-082-200 4056200 4-082-200 4-120-200 N 4-120-200 
4-030-420 * 4-030-420 4-082-300 4056300 4-082-300 4-122-160 4350000 4-122-160 
4-030-425 4-030-425 4-083-000 4083000 4-083-000 4-124-020 4124000 4-124-020 
4-030-450 4479500 A 4-084-000 4084000 4-084-000 4-124-050 4125000 4-124-050 
4-030-460 : 4-030-460 42085-000 4085000 4-085-000 4-124-060 4127000 4-124-060 
4-030-465 © ‘i 4-030-465 4-086-000 4086000 4-086-000 4-124-090 4124480 3 
4-030-475 4479008 4-030-475 4-087-000 4087000 4-807-000 4-124-250 4399000 4-124-250 
4-030-485 ¢ 4-030-485 4-087-650 1815500 4-087-650 4-124-410 4126000 4-124-410 
4-030-490 * 4-030-490 4-089-000 4089000 4-089-000 4-128-300 4128300 4-128-300 
4-030-545 4480008 A 4-089-055 4058400 A 4-128-400 4128400 4-128-400 
4-031-000 4031000 4-031-000 4-089-075 4060000 A 4-128-500 xf 4-128-500 
4-031-500 4031500 4-031-500 - 4-089-095 4060500 A 4-128-600 4128600 A 
4-032-000 4032000 4-032-000 4-089-125 4058000 4-089-125 4-128-655 4128800 A 
4-033-000 4033000 4-033-000 4-089-135 4059000 A 4-128-720 “s 4-128-720 
4-033-500 4033500 4-033-500 4-089-150 4089150 4-089-150 4-128-906 N 4-128-906 
4-034-000 4034000 4-034-000 4-089-185 . 4-089-185 4-128-960 4140000 4-128-960 
4-035-000 4035000 4-035-000 4-089-195 4056700 ns 4-129-008 4129008 4-129-008 
4-036-000 4036000 4-036-000 4-089-820 9404050 4-089-820 4-129-108 N 4-129-108 
4-042-000 404.2000 4-042-000 4-089-950 4398000 4-089-950 4-129-300 4129300 4-129-300 
4-042-100 9403050 4-042-100 4-089-955 ~ 4-089-955 4-129-315 N 4-129-315 
4-042-500 4121200 4-042-500 4-089-962 7721000 4-089-962 4-129-450 4139008 4-129-450 
4-042-525 x 4-042-525 4-089-964 7722000 x 4-130-005 4130005 4-130-005 
4-042-550 ¢ 4-042-550 4-089-970 7723000 ai 4-130-010 4130010 4-130-010 
4-044-250 4044250 4-044-250 4-089-980 7724000 A 4-130-012 * 4-130-012 
*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N_ Single service item (Navy). 
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4-130-015 4130015 4-130-015 4-187-300 7771000 4-187-300 4-225-000 4225000  4-225-000 
4-130-020 4130020 4-130-020 4-187-500 7772000 —-4-187-500 4-225-550 7653000 A 
4-130-025 4130025 4-130-025 4-187-525 7776000 A 4-226-500 4226500 4-226-500 
4-130-030 4130030 4-130-030 4-187-530 9920000 A 4-226-505 4226505 4-226-505 
4-130-035 4130035 4-130-035 4-188-010 * 4-188-010 4-226-510 4226510 4-226-510 
4-130-050 4130050  — 4130-050 4-188-200 4188200 = 4-188-200 4:226-520 4226520  4-226-520 
4-130-055 4130055 4-130-055 4-188-205 4188205 4-188-205 4-226-700 4310000 A 
4-130-058 * 4-130-058 4-188-450 4187400 4-188-450 4-226-705 4311000 A 
4-130-060 * 4-130-060 4-188-550 4188000 A 4-228-120 7795000 4-228-120 
4-130-065 4130065 4-130-065 4-188-800 4128805 A 4-228-250 N 4-228-250 
4-130-088 . 4-130-088 4-189-000 4189000 4-189-000 4-229-000 4229000 A 
4-132-120 4355000 4-132-120 4-190-000 4190000 4-190-000 4-229-010 N 4-229-010 
4-133-160 * 4-133-160 4-192-000 4192000 4-192-000 4-229-020 N 4-229-020 
4-133-560 * 4-133-560 4-192-200 4192200 4-192-200 4-229-030 N 4-229-030 
4-141-700 4141700 4-141-700 4-193-050 4193050 4-193-050 4-229-400 4229400 4-229-400 
4-142-000 4142000 —4-142-000 4-193-375 4193375 4-193-375 4-229-600 4229600  —4-229-600 
4-143-000 4143000 4-143-000 4-193-500 4193500 4-193-500 4-229-800 4229800 4-229-800 
4-144-000 4144000 4-144-000 4-194-000 4194000 4-194-000 4-230-120 7774000 —-4-230-120 
4-144-100 4130075 4-144-100 4-194-200 4194200 4-194-200 4-230-250 N 4-230-250 
4-144-150 4130080  4-144-150 4-196-050 N 4-196-050 4-230-720 7799000 4-230-720 
4-144-175 4141000 4-144-175 4-197-000 4197000 4-197-000 4-237-500 4237500 — 4-237-500 
4-170-000 9429500 4-170-000 4-198-000 4198000 4-198-000 4-237-700 4237700 4-237-700 
4-174-920 4174920 4-174-920 4-199-000 4199000 4-199-000 4-238-000 4238000 4-238-000 
4-175-000 4175000 4-175-000 4-200-000 4200000 4-200-000 4-238-500 4238500 4-238-500 
4-176-000 4176000 4-176-000 4-201-000 4201000 4-201-000 4-239-000 4239000 4-239-000 
4-177-000 4177000 _—4-177-000 4-202-000 4202000 = 4-202-000 4-240-000 4240000 _—-4-240-000 
4-180-000 4180000 4-180-000 4-203-000 4203000 4-203-000 4-241-000 4241000 4-241-000 
4-180-680 3204400 * 4-203-500 4203500 4-203-500 4-242-000 4242000 4-242-000 
4-180-700 3651000 3-201-100 4-203-750 -N * 4-243-000 4243000 4-243-000 
4-180-800 4180800 4-180-800 4-204-000 4204000 4-204-000 4-244-000 4244000 4-244-000 
4-181-000 4181000 —4-181-000 4-205-000 4205000 4-205-000 4-245-000 4245000  — 4-245-000 
4-182-000 4182000 4-182-000 4-206-000 4206000 4-206-000 4-246-000 4246000 4-246-000 
4-182-500 4008500 4-182-500 4-207-000 4207000 4-207-000 4-247-000 4247000 4247-000 
4-183-500 9429650 4-183-500 4-208-000 4208000 A 4-247-100 4247100 4-247-100 
4-183-510 9429651 4-183-510 4-209-000 4209000 A 4-247-225 * A 
-209- * 4-209- 
4-183-520 9429652 4-183-520 (igi ; erie 4-247-250 * A 
4-183-540 9429654 4-183-540 4-209-160 s 4-209-160 4-248-000 4248000  — 4-248-000 
4-183-560 9429656 4-183-560 4-209-170 4-209-170 4-249-000 4249000 4-249-000 
4-183-580 9429658 4-183-580 rye eee rea - 4-250-000 4250000 rece 
4-184-000 4184000 A -209- 4-251-000 4251000 4-251- 
85-00 4185005 —4-185-005 ce ey a 4-252-000 4252000  4-252-000 
4-185-005 -185- 9592 Lye 
4-185-105 4184200 A aeereets tite Fe Fyn 4-253-000 4253000 A 
4-185-205 4185205 A nie ohn v 1510-360 4-254-000 4254000 4-254-000 
4-185-225 * 4-185-225 iat 4300000 - 4-255-000 4255000 4-255-000 
* . ‘ ‘42. — - 
4-185-245 4237350 4-237-350 4-210-500 4210500 4-210-500 4-257-000 4257000 4-257-000 
4-185-250 * 4-185-250 4-213-100 4213100 4213-100 4-258-000 4258000  — 4-258-000 
4-185-500 4185500 4-185-500 4-213-900 4213900 4-213-900 4-259-000 4259000 ~4-259-000 
4-185-525 4187000 A 4-214-000 4214000 A 4-260-000 4260000 4-260-000 
4-186-120 2 4-186-120 4-214-010 * 4-214-010 4-260-250 9431050 -4-260-250 
4-187-105 9919500 A 4-214-500 * 4-214-500 4-260-300 4260300 _ 4-260-300 
4-187-110 7759000 4-187-110 4-215-000 4215000 — 4-215-000 4-260-315 ‘4260315 4-260-315 
4-187-120 7760000 4-187-120 4-215-500 4215500 4-215-500 4-260-525 7805000 —--4-260-525 
4-187-130 7761000 4-187-130 4-220-000 4220000 —- 4-220-000 4260-600 4260600  —_4-260-600 
4-187-140 7762000  4-187-140 4-221-000 4221000  4-221-000 4260-650 4260610 “4-260-650 
4-187-150 7763000 4-187-150 4-222-000 4222000 4-222-000 ' 4.260-700 4260700  _4-260-700 
4-187-160 7764000 4-187-160 4-222-200 4222200 * 4-260-800 4260800  °4-260-800 
4-187-170 7765000 4-187-170 4-223-500 4223500 A 4260-850 4260630 4-260-850 
4-187-180 7766000  4-187-180 4-223-600 4223600 A 4:260-900 4260640  4-260-900 
4-187-190 7767000 4-187-190 4-223-650 4223800 A 4-261-025 4268500 4261-025 
4-187-205 7767500 4-187-200 4-223-700 4223700 A 4-261-125 4268600  *4-261-125 
4-187-210 7768000 4-187-210 4-223-810 + _ 4-223-810 4-261-225 4268700 —-4-261-225 
4-187-220 7768200 4-187-220 4-223-815 * 4-223-815 4-267-100,. | ic #3! “4-267-100 
4-187-230 7769000 4-187-230 4-223-820 + 4-223-820 4-268-000 4268000 42268000 
4-187-240 7770000 = 4-187-240 4-224-000 4224000 —4-224-000 © 
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4-268-060 4262000 4-268-060 4-296-005 ° 4296005 A 4-317-250 4327005 4-317-250 
4-268-070 4263000 4-368-070 4-296-010 4296010 A 4-317-275 4327010 4-317-275 
4.-269-000 4.269000 4-269-000 4-297-000 4297000 A 4-317-500 * 4-317-500 
4-270-500 “ 4-270-500 4-298-100 1751000 4-298-100 4-317-525 4334000 4-317-525 
4-271-000 4271000 4-271-000 | 4-298-120 1751400 A 4-317-650 4335000 4-317-650 
4-272-000 4272000 4-272-000 4-298-130 1751200 A 4-317-720 ¢ 4-317-720 
4-273-840 N 4-273-840 4-298-140 1750600 A 4-317-750 se 4-317-750 
4-273-900 4470500 4-273-900 4-298-150 1750800 A 4-318-100 4332015 4-318-100 
4-273-905 4470600 4-273-905 4-298-200 1750000 4-298-200 4-318-200 4332005 4-318-200 
4-273-960 4491000 4-273-960 4-298-220 1750400 A 4-318-300 4332023 4-318-300 
4-274-000 4274000 4-274-000 4-298-230 1750200 A 4-321-100 4318005 A 
4-274-002 4274015 * 4-298-500 = 4-298-500 4-321-110 4318010 A 
4-274-005 4274005 * 4-298-510 4-298-510 4-322-150 4334500 4-322-150 
4-274-010 4274010 sd 4-298-560 4007800 A 4-322-375 4331010 4-322-375 
4-274-580 * 4-274-580 4-301-000 4301000 4-301-000 4-336-000 4336000 4-336-000 
4-275-055 9927000 A 4-301-200 4301200 A 4-337-000 4337000 4-337-000 
4-275-065 9927500 A 4-301-210 4299000 4-301-210 4-337-500 > 4-337-500 
4-275-070 N 4-275-070 4-301-212 4300500 4-301-212 4-338-000 4338000 4-338-000 
4-275-085 > 4-275-085 4-301-230 - 4-301-230 4-338-500 : 4-338-500 
A207 5115 * 4-275-115 4-301-240 4301240 4-301-240 4-338-650 4338030 f 
4-275-120 7811000 4-275-120 4-302-000 4302000 4-302-000 4-338-660 4338035 4-338-750 
4-275-165 7812000 4-275-165 4-303-000 4303000 4-303-000 4-339-000 4339000 A 
4-275-210 7813000 4-275-210 4-304-000 4304000 4-304-000 4-339-500 4338990 4-339-500 
4-275-250 7815000 4-275-250 4-305-000 4305000 4-305-000 4-341-000 4341000 A 
4-275-520 N 4-275-520 4-305-380 N 4-305-380 4-344-000 4344000 4-344-000 
4-275-810 y/ 4-275-810 4-305-390 “ 4-305-390 4-345-000 4345000 4-345-000 
4-275-830 * 4275-830 4-305-400 3 4-305-400 4-355-200 4355200 4-355-200 
4-276-850 4278000 4-278-000 4-305-410 4305410 4-305-410 4-355-400 4355400 4-355-400 
4-276-875 4279000 4-279-000 4-305-420 4305420 4-305-420 4-355-645 “3 4-355-650 
4-276-925 4280000 4-280-000 4-305-436 4305436 4-305-436 4-355-650 4355650 A 
4-276-935 4281000 4-281-000 4-306-000 4306000 4-306-000 4-355-654 * 4-355-655 
4-277-000 4277000 - 4-277-000 4-307-000 4307000 4-307-000 4-355-655 4355655 A 
4-281-180 4284000 4-281-180 4-308-000 4308000 4-308-000 4-355-664 = 4-355-655 
4-281-200 4281200 4-281-200 4-311-750 7579005 4-311-750 4-355-690 7925000 4-355-690 
4-281-400 4281400 4-281-400 4-311-765 7579015 4-311-765 4-355-705 9940000 A 
4-281-600 4281600 = 4-281-600 4-312-000 4312000  — 4-312-000 4-355-710 7858000  4-355-710 
4-282-120 4193000 4-282-120 4-312-100 7578005 = 4-312-100 4-355-715 7859000 — 4-355-715 
4-282-460 4178000 4-282-460 4-312-120 7578015 4-312-120 4-355-720 7860000  4-355-720 
4-285-000 4285000  — 4-285-000 4-312-150 4351100 4-312-150 4356-100 9435010  4-356-100 
4-286-000 4286000  — 4-286-000 4-312-850 4043000 4.312-850 4-356-105 9435015 4-356-105 
4-286-050 4223000 4-286-050 4-313-975 4392000 4-313-975 4-356-180 4402005 A 
4-286-600 * A 4-314-087 * * 4-357-120 a 4-357-120 
4-287-000 4287000 A 4-314-175 N 4-314-175 4-357-180 4403005 A 
4-287-005 4288000 A 4-314-360 4313000 4-314-360 4-357-220 * 4-357-220 
4-287-030 4327500 A 4-314-375 9433000 4-314-375 4-357-310 4357000 A 
4-287-035 * A 4-314-420 4009000 4-314-420 4-357-320 =f 4-357-320 
4-287-040 * 74-287-040 4-314-485 4352000 4-314-485 4-357-345 sg 4-357-345 
4-287-042 N 4-287-042 4-314-520 N 7-323-000 4-357-360 = 4-357-360 
4-287-043 N 4-287-043 4-314-525 N §S4-241 4-357-570 7594000 A 
4-287-050 * 4-312-480 4-314-750 4313500 4-314-750 4-357-600 4357600 A 
4-287-055 * 4-312-495 4-314-760 * 4-314-760 4-357-650 4362000  4-357-650 
4-287-065 4328000  4-312-620 4-314-770 * 4-314-770 4-357-800 4364500  4-357-800 
4-287-180 4292308 A 4-315-000 4315000  4-315-000 4-357-825 4360500 * 
4-288-120 * 4-288-120 4-316-000 4316000  4-316-000 4-358-000 4358000 4-358-000 
4288-580 4292008 — 4-288-580 4-316-250 N 4-316-250 4-359-000 4359000 4-359-000 
4-288-620 ba 4-288-620 4-316-500 4327300 4-316-500 4-360-000 4360000 4-360-000 
4-289-120 ig 4-289-120 4-317-005 N 4-317-005 4-361-000 4361000 4-361-000 
4-289-125 N 4-289-125 4-317-010 * 4-317-010 4-361-500 4361500 4-361-500 
4-292-004 - 4-292-004 4-317-020 4317000 A 4-363-000 4363000 4-363-000 
4-295-000 4295000 A 4-317-050 4333004 4-317-050 4-364-000 4364000 4-364-000 
4-295-006 4295010 A 4-317-060 4333010 4-317-060 4-364-620 N 4-364-620 
4-295-011 4295005 A 4-317-080 ig 4-317-080 4-365-000 4365000 4-365-000 
4-295-500 4295500 A 4-317-160 > 4-317-160 4-365-030 1326000 4-365-030 
4-295-505 4295505 A 4-317-210 N 4-317-210 4-365-100 7612000 4-365-100 
4-296-000 4296000 A 4-317-220 4-317-220 4-365-105 4-365-105 
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*Newly standardized item not published in catalog change or revision. 


A_ Single service item (Army). 


N_ Single service item (Navy). 
{Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cataloged in 
Preliminary Edition of Catalog of Navy Material, BuMed Section; subsequently published in BuMed Newsletter. 
§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cata- 
loged in Preliminary Edition of Catalog of Navy Material, BuMed Section. 


OG-1 


CROSS 


_—- INDEX 
JULY 1947 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 4 (Cont’d) Class 4 (Cont’d) Class 4 (Cont’d) 
4-365-110 7614000 A 4-390-550 4390550 A 4-421-000 4421000 4-421-000 
4-365-210 4365210 4-365-210 4-390-555 4390555 A 4-422-000 4422000 4-422-000 
4-365-220 4365220 4-365-220 4-390-560 4390560 A 4-422-214 4088000 4-422-214 
4-365-250 7875000 4-365-250 4-390-800 4390800 4-390-800 4-422-700 4454005 A 
4-365-252 9944500 A 4-391-100 7888600 7-888-600 4-422-705 4454010 A 
4-365-285 9435060 4-365-285 4-392-500 a 4-392-500 4-424-100 4440500 4-4.24-100 
4-365-288 9435050 4-365-288 4-392-525 - 4-392-525 4-424-500 4440000 4-4.24-500 
4-365-300 4365300 4-365-300 4-392-720 4392705 4-392-720 4-425-100 7 4-425-100 
4-365-325 4354000 4-365-325 4-393-450 * 4-393-450 4-425-600 * 4-425-600 
4-365-350 4353500 4-365-350 4-393-460 4434500 4-393-460 4-426-450 4441000 4-426-450 
4-365-850 4353000 4-365-850 4-393-500 4393500 4-393-500 4-426-457 4426457 4-426-457 
4-365-860 4354500 4-365-860 4-395-000 4395000 4-395-000 4-426-465 4426465 4-426-465 
4-365-890 o A 4-395-885 - 4-395-885 4-426-475 4442000 A 
4-366-000 4366000 4-366-000 4-396-000 4396000 4-396-000 4-427-120 N 4-427-120 
4-367-000 4367000 4-367-000 4-396-575 4390000 4-396-575 4-430-300 4430300 4-430-300 
4-368-000 4368000 4-368-000 4-397-350 7902000 4-397-350 4-433-150 4433150 . 4-433-150 
4-369-000 4369000 4-369-000 4-397-365 7903000 4-397-365 4-433-450 4433450 4-433-450 
4-370-000 4370000 4-370-000 4-397-375 7904000 = 4-433-750 4433750 4-433-750 
4-370-050 4370050 4-370-050 4-398-100 N 4-398-100 4-433-775 4435500 A 
4-370-100 4370100 4-370-100 4-398-120 N 4-398-120 4-433-850 4437000 A 
4-371-000 4371000 4-371-000 4-398-140 N 4-398-140 4-434-350 - 4-434-350 
4-372-000 4372000 4-372-000 4-398-180 N 4-398-180 4-434-650 4434650 4-434-650 
4-372-100 4365600 4-372-100 4-398-200 N 4-398-200 4-434-950 4434950 4-434-950 
4-372-300 4365700 4-372-300 4-398-250 N 4-398-250 4-435-250 - 4-435-250 
4-373-000 4373000 4-373-000 4-398-260 N 4-398-260 4-435-550 4435550 4-435-550 
4-374-000 4374000 4-374-000 4-398-350 4381500 A 4-435-850 4435850 4-435-850 
4-375-000 4375000 4-375-000 4-398-355 4381510 A 4-443-000 4443000 4-443-000 
4-377-960 4377960 4-377-960 4-398-360 4381520 A 4-444-000 4444000 4-444-000 
4-377-980 4377980 4-377-980 4-398-380 4381740 A 4-445-000 4445000 4-445-000 
4-378-000 4378000 4-378-000 4-398-420 4381785 A 4-446-000 4446000 4-446-000 
4-379-000 4379000 4-379-000 4-398-440 4381800 A 4-447-000 4447000 4-447-000 
4-380-000 4380000 4-380-000 4-398-750 4398750 4-398-750 4-447-350 4230000 4-44.7-350 
4-380-250 4380250 4-380-250 4-400-000 4400000 4-400-000 4-448-000 4448000 4-448-000 
4-380-500 4380500 4-380-500 4-400-950 N 4-400-950 4-449-000 4449000 4-449-000 
4-380-755 = 4-380-755 4-401-200 4423000 4-401-200 4-450-000 4450000 4-450-000 
4-380-760 4 4-380-760 4-401-250 4424000 se 4-451-000 4451000 4-451-000 
4-382-100 4382100 4-382-100 4-401-300 24 4-401-300 4-451-500 4451500 4-451-500 
4-382-150 7775000 4-382-150 4-401-315 a 4-401-315 4-451-600 4451600 4-451-600 
4-382-200 4382200 4-382-200 4-401-325 4425000 4-401-325 4-451-630 4457000 A- 
4-382-205 4382205 4-382-205 4-401-340 4426000 4-401-340 4-451-655 1825700 A 
4-382-208 N 4-382-208 4-404-832 si 4-404-832 4-451-700 4451700 4-451-700 
4-382-210 4382210 4-382-210 4-404-882 ? 4-404-882 4-451-705 N 4-451-705 
4-382-220 4382220 4-382-220 4-404-883 . 4-405-050 4-451-800 4435000 4-451-800 
4-382-230 4382230 4-382-230 4-404-916 i 4-404-916 4-451-810 N 4-451-810 
4-382-350 N 4-382-350 4-405-025 - 4-405-025 4-452-000 4452000 A 
4-382-400 4382400 4-382-400 4-405-500 4227000 4-405-500 4-452-500 4452500 A 
4-382-875 N 4-382-875 4-405-600 4226020 4-405-600 4-453-000 4453000 A 
4-382-885 N 4-382-885 4-405-750 4226022 4-405-750 4-453-500 4453500 A 
4-383-000 4383000 4-383-000 4-407-000 4407000 4-407-000 4-454-085 bg 3-853-800 
4-383-100 4383100 4-383-100 4-407-500 4407500 4-407-500 4-454-100 4002000 4-454-100 
4-383-175 x 4-383-175 4-408-000 4408000 4-408-000 4-454-120 2 4-002-100 
4-384-020 N 4-384-020 4-409-000 4-409-000 4-454-500 4454500 4-454-500 
4-384-100 4384100 4-384-100 4-410-000 4410000 4-410-000 4-455-000 4455000 4-455-000 
4-385-000 4385000 4-385-000 4-411-000 4411000 4-411-000 4-456-000 4456000 4-456-000 
4-385-950 4389000 4-385-950 4-412-000 4412000 4-412-000 4-456-015 4456050 A 
4-386-000 4386000 4-386-000 4-413-000 4413000 4-413-000 4-456-025 4456025 4-456-025 
4-387-000 4387000 4-387-000 4-414-000 4414000 4-414-000 4-456-100 4281100 4-456-100 
4-388-000 4388000 4-388-000 4-415-000 4415000 4-415-000 4-456-525 ¥ 4-456-525 
4-388-110 N 4-388-110 4-415-500 6 4-415-500 4-456-950 . 4-456-950 
4-388-120 N 4-388-120 4-416-000 4416000 4-416-000 4-457-525 = 4-457-525 
4-389-500 4389500 A 4-416-500 = 4-416-500 4-457-750 - 4-457-750 
4-389-505 4389505 A 4-417-000 4417000 4-417-000 4-457-775 ¥ 4-457-775 
4-390-400 4390400 4-390-400 4-419-000 4419000 4-419-000 4-458-000 4458000 A 
4-390-500 4390500 A 4-419-500 4419500 4-419-500 4-459-000 4459000 A 
4-390-505 4390505 A 4-420-000 4420000 4-420-000 4-459-250 = 4-459-250 
*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N_ Single service item (Navy). 
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JULY 1947 


PRELIMINARY EDITION 


sneer anne 


Army-Navy Former Army Former Catalog 
Stock No. Sock Ne. | BuMed sreck Ne, 
Class 4 (Cont'd) 
4-460-420 3875900 3-876-400 
4-460-450 3876000 3-876-500 
4-460-480 3774000 4-460-480 
4-460-520 4463000 4-460-520 
4-460-720 3878000 3-876-715 
4-461-000 4461000 4-461-000 
4-461-420 3879100 3-877-315 
4-461-470 3879000 3-877-635 
4-461-530 4459500 4-461-530 
4-463-100 3879200 3-878-525 
4-463-200 3879300 3-878-815 
4-464-000 4464000 4-464-000 
4-465-000 4465000 A 
4-470-000 4470000 4-470-000 
4-470-800 4470800 A 
4-473-600 4473600 4-473-600 
4473-625 4473625 4-473-625 
4-474-000 4474000 4-474-000 
4-474-200 4474200 4-474-200 
4-474-400 4474400 4-474-400 
4-474-600 4474600 4-474-600 
4-488-000 4488000 4-488-000 
4-489-000 4489000 4-489-000 
4-489-100 4489100 4-489-100 
4-493-000 4493000 4-493-000 
Class 5 

5-000-300 5423000 5-423-550 
5-000-520 5502500 5-168-150 
5-001-005 = 5-001-005 
5-002-000 5002000 5-002-000 
5-002-050 4 5-002-050 
5-005-010 ‘? 5-005-010 
5-005-050 x 5-005-050 
5-005-055 id 5-005-055 
5-005-150 . 5-005-150 
5-005-350 : 5-005-350 
5-005-550 * 5-005-550 
5-006-050 1383500 2 
5-007-050 N 5-007-050 
5-009-500 5009500 5-009-500 
5-010-050 . 5-010-050 
5-010-060 = 5-010-060 
5-011-000 5011000 5-011-000 
5-013-000 5013000 5-013-000 
5-013-150 * 5-013-150 
5-013-510 5653300 5-013-510 
5-014-000 5014000 5-014-000 
5-015-000 5015000 5-015-000 
5-015-150 5009000 5-015-150 
5-015-250 ig 5-015-250 
5-015-285° 5015305 A 
5-015-286 5015306 A 
5-015-287 5015307 A 
5-015-323 ee 5-015-315 
5-015-325 4 5-015-325 
5-016-000 5016000 a 
5-016-050 * 5-016-050 
5-016-150 = 5-016-150 
5-017-050 N 5-017-050 
5-017-750 N §-017-750 
5-017-850 5146000 5-017-850 


*Newly standardized item not published in catalog change or revision. A Single service item (Army) 
§Former Navy stock number published in Supply Catalog, 
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Army-Navy 
Stock No. 


5-018-000 
5-019-000 
5-020-000 
5-022-000 


— 5-022-200 


5-022-400 
5-022-600 
5-022-800 
5-023-000 
5-023-550 


5-024-000 
5-024-500 
5-024-750 
5-025-050 
5-026-550 


5-027-750 
5-027-850 
5-027-950 
5-029-050 
5-030-000 


5-030-550 
5-03 1-000 
5-033-000 
5-035-000 
5-036-000 


5-036-250 
5-037-000 
5-039-000 
5-041-000 
5-043-000 


5-043-250 
5-044-000 
5-045-000 
5-052-000 
5-053-000 


5-053-250 
5-054-000 
5-055-000 
5-057-000 
5-059-000 


5-061-000 
5-063-000 
5-064-000 
5-065-000 
5-066-000 


5-069-000 
5-071-000 
5-072-000 
5-082-000 
5-083-000 


5-084-000 
5-087-000 
5-088-000 
5-089-000 
5-095-050 


5-096-050 
5-098-980 
5-098-990 
5-100-650 
5-101-050 


5-101-550 
5-102-550 
5-103-650 
5-105-050 
5-106-050 


Former Army 
MED 3 
Stock No. 


5018000 
5019000 
5020000 
5022000 
5022200 


5022400 
5022600 
5022800 
5023000 


5024000 

5024500 

5026000 
* 


N 


* 
* 


5168000 
9J05500 
5030000 


* 


5031000 
5033000 
5035000 
5036000 


* 


5037000 
5039000 
5041000 
5043000 


* 


5044000 
5045000 
5052000 
5053000 


* 


5054000 


* $055000 


5057000 
5059000 


5061000 
5063000 
5064000 
5065000 
5066000 


5069000 
5071000 
5072000 
5082000 
5083000 


5084000 
5087000 
5088000 
5089000 


* 


5098980 
N 
5047000 


5050000 


5077000 
5080000 
5100000 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 5 (Cont’d) 


5-018-000 
5-019-000 
5-020-000 


5-022-000 © 


5-022-200 


5-022-400 
5-022-600 
5-022-800 
5-023-000 
5-023-550 


A 

A 
5-024-750 
5-025-050 
5-026-550 


5-027-750 
5-027-850 
5-027-950 
5-029-050 
5-030-000 


5-030-550 
5-031-000 
5-033-000 
5-035-000 
5-036-000 


5-036-250 
5-037-000 
5-039-000 
5-041-000 
5-043-000 


5-043-250 
5-044-000 
5-045-000 
5-052-000 
5-053-000 


5-053-250 
5-054-000 
5-055-000 
5-057-000 
5-059-000 


5-061-000 
5-063-000 
5-064-000 
5-065-000 
5-066-000 


5-069-000 
5-071-000 
5-072-000 
5-082-000 
5-083-000 


5-084-000 
5-087-000 
5-088-000 
5-089-000 
5-095-050 


5-096-050 
5-098-980 
5-098-990 
5-100-650 
5-101-050 


5-101-550 
5-102-550 
5-103-650 
5-105-050 
5-106-050 


Army-Navy 
Stock No. 


5-107-150 
5-107-550 
5-108-150 
5-109-050 
5-110-010 


5-110-500 
5-111-005 
5-111-016 
5-111-017 
5-111-018 


5-111-019 
5-111-020 
5-111-070 
5-112-050 
5-112-700 


5-113-000 
5-114-000 
5-115-000 
5-115-250 
5-115-400 


5-115-425 
5-115-450 
5-115-550 
5-115-750 
5-115-775 


5-115-850 
5-116-050 
5-116-350 
5-116-450 
5-116-550 


5-116-650 
5-116-750 
5-116-850 
5-116-950 
5-117-150 


5-117-250 
5-117-650 
5-117-850 
5-117-950 
5-118-050 


5-118-500 
5-120-050 
5-130-050 
5-132-500 
5-133-050 


5-133-055 
5-134-050 
5-134-055 
5-135-050 
5-135-055 


5-136-050 
5-136-055 
5-137-050 
5-137-055 
5-138-050 


5-138-055 
5-139-150 
5-140-050 
5-140-075 
5-142-200 


5-142-325 
5-142-350 
5-142-450 
5-143-000 
5-143-250 


in Preliminary Edition of Catalog of Navy Material, BuMed Section. 


Former Army 
MED 


Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 5 (Cont’d) 


N 


* 
* 
* 


5104500 
* 


N 

* 
5111016 
5111017 
5111018 


& 


5111020 
5108000 


5112700 


5113000 
5114000 
5115000 
5103500 


bd 
* 
* 


5117000 
5117500 


5124000 


5116350 
5116450 


5116650 
5116750 
5116850 
5116950 
5117150 


5117250 
5117650 


* 


5116545 
5118500 
* 


5135500 
5132500 


5126500 
5127500 
* 
5131500 


* 


5130500 
5128500 


5129500 
5133500 
5134500 
5125000 
5142200 


5121000 
5122000 
5123000 
5143000 
9502100 


§12-085 
§12-090 
§12-095 
5-109-050 
5-606-250 


5-110-050 
5-111-005 
5-111-016 
5-111-017 
5-111-018 


5-111-019 
5-111-020 
A 


5-112-050 
A 


5-113-000 
5-114-000 
5-115-000 
5-1 15-250 


* 
* 


5-115-550 
AX 


A 


A 
5-116-050 
5-116-350 
5-116-450 
5-116-550 


5-116-650 
5-116-750 
5-116-850 
5-116-950 
5-117-150 


5-117-250 
5-117-650 
5-117-850 
5-117-950 

A 
5-118-500 
5-120-050 

A 

A 
5-133-050 


A 
5-134-050 
A 
5-135-050 
A 


5-136-050 
A 
5-137-050 
A 
5-138-050 


PPPS pry 


A 
5-142-350 
5-142-450 
5-143-000 

A 


Single service item (Navy)- 


M.D., USN, 1940 (reprinted 1943); item not cataloged 


OG.-1 


CROSS 
INDEX 


PRELIMINARY EDITION 


JULY 1947 
Former Army Former Catalog | Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. | Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 


Class 5 (Cont’d) Class 5 (Cont’d) Class 5 (Cont’d) 


5-145-050 - 5-145-050 5-232-650 5217400 A 5-320-020 5319000 A 
5-147-050 5158000 5-147-050 5-234-550 5002500 A 5-320-150 : 5-320-150 
5-147-550 5645000 5-147-550 5-235-050 5235050 5-235-050 5-321-050 a 5-321-050 
5-148-050 5646000 5-148-050 5-236-050 * 5-236-050 5-322-000 5322000 5-322-000 
5-148-700 5148700 5-148-700 5-240-050 5247000 5-240-050 5-323-000 5323000 5-323-000 
5-149-500 5149500 5-149-500 5-241-050 ™ 5-241-050 5-324-000 5324000 5-324-000 
5-150-500 5150500 5-150-500 5-241-550 ps 5-241-550 5-325-000 5325000 5-325-000 
5-151-050 5158500 5-151-050 5-242-550 3 5-242-550 5-325-550 “ 5-325-550 
5-151-550 5158700 5-151-550 5-243-050 . 5-243-050 5-326-000 5326000 5-326-000 
5-153-150 q 5-153-150 5-243-550 N 5-243-550 5-326-400 5326400 5-326-400 
5-155-150 5664000 5-155-150 5-244-050 N 5-244-050 5-326-410 i 5-326-410 
5-155-750 * 5-155-750 5-244-550 : 5-244-550 5-326-420 by 5-326-420 
5-156-050 . 5-156-050 5-245-050 sy 5-245-050 5-326-480 : 5-326-480 
5-156-550 i 5-156-550 5-246-500 5246500 5-246-500 5-326-510 . 5-326-510 
5-157-050 ? 5-157-050 5-247-550 * 5-247-550 5-326-550 N 5-326-550 
5-157-550 by 5-157-550 5-248-050 . §12-220 5-326-555 N 5-326-555 
5-158-050 * 5-158-050 5-248-150 be $12-225 5-326-600 3711500 A 
5-158-550 . 5-158-550 5-249-700 5249700 5-249-700 5-326-605 3711700 5-326-605 
5-159-000 5159000 5-159-000 5-249-800 5249800 5-249-800 5-326-630 3711712 A 
5-160-000 5160000 5-160-000 5-250-000 5250000 5-250-000 5-326-650 3711710 A 
5-161-050 i 5-161-050 5-251-000 5251000 5-251-000 5-326-750 3711714 A 
5-162-050 7 5-162-050 5-252-000 5252000 5-252-000 5-326-805 3711716 A 
5-163-050 m 5-163-050 5-252-500 5252500 5-252-500 5-326-810 3711718 A 
5-163-550 z 5-163-550 5-253-008 5253008 5-253-008 5-326-820 3711720 A 
5-164-000 5164000 5-164-000 5-253-750 5257000 A 5-326-830 3711722 A 
5-165-050 5g 5-165-050 5-254-050 5259005 A 5-326-840 3711724 A 
5-166-150 - 5-166-150 5-254-150 5259010 5-254-150 5-327-000 5327000 5-327-000 
5-167-150 * 5-167-150 5-254-175 5259035 9-314-975 5-327-325 5327805 5-327-325 
5-174-015 , 5-174-015 5-260-050 * 5-260-050 5-327-350 5327900 5-327-350 
5-175-008 5175008 5-175-008 5-261-050 . 5-261-050 5-327-500 5327500 5-327-500 
5-175-125 : 5-175-125 5-266-050 2 5-266-050 5-327-550 4273300 5-327-550 
5-175-150 . 5-175-150 5-267-050 e 5-267-050 5-327-650 5-327-650 
5-175-225 ys 5-175-225 5-280-000 5280000 5-280-000 5-328-050 is 5-328-050 
5-175-250 - 5-175-250 5-280-005 5280005 5-280-005 5-330-050 i 5-330-050 
. §-175-450 5178000 5-175-450 5-281-000 5281000 5-281-000 5-332-150 * 5-332-150 
5-175-650 5177000 5-175-650 5-285-025 5287600 A 5-335-150 N 5-335-150 
5-176-000 5176000 5-176-000 5-285-050 . 5-285-050 5-340-150 5262700 5-340-150 
5-179-000 5179000 5-179-000 5-286-050 ss 5-286-050 5-345-150 5612500 A 
5-179-550 N 5-179-550 5-287-050 - 5-287-050 5-345-500 N ° 
5-181-550 N 5-181-550 5-288-000 5288000 A 5-346-150 N 5-346-150 
5-182-000 5182000 5-182-000 5-289-000 5289000 5-289-000 5-347-150 5139000 5-347-150 
5-182-250 N 5-182-250 5-300-150 : 5-300-150 5-347-155 . §11-680 
5-183-000 5183000 5-183-000 5-300-650 . 5-300-650 5-348-150 5613000 5-348-150 
5-184-050 id 5-184-050 5-301-150 - 5-301-150 5-348-160 5613000 A 
5-188-050 Ms 5-188-050 5-301-650 . 5-301-650 5-352-125 5261005 A 
5-189-000 5189000 5-189-000 5-302-650 bi 5-302-650 5-352-150 N 5-352-150 
5-190-050 5500000 5-190-050 5-303-150 . 5-303-150 5-353-025 5263005 A 
5-196-550 bs §12-175 5-310-150 N 5-310-150 5-353-050 N 5-353-050 
5-196-600 5196600 5-196-600 5-310-500 5310500 A 5-355-000 5355000 5-355-000 
5-196-700 5196700 5-196-700 5-310-600 5310600 A 5-356-006 5356006 5-356-006 
5-196-740 ? §12-185 5-310-725 5394200 mig 5-357-006 5357006 5-357-006 
5-196-770 . §12-190° 5-310-750 ig 5-310-750 5-357-725 . 5-357-725 
5-196-800 5196800 5-196-800 5-310-850 5394300 A 5-358-050 5361000 5-358-050 
5-196-900 5196900 5-196-900 5-311-000 5311000 5-311-000 5-358-075 5358000 A 
5-200-050 N 5-200-050 5-311-350 5313000 5-311-350 5-358-150 N 5-358-150 
5-206-000 5206000 5-206-000 5-311-450 5400310 5-311-450 5-358-250 5358250 5-358-250 
5-207-000 5207000 5-207-000 5-312-050 5614500 5-312-050 5-358-750 . 5-358-750 
5-223-050 - 5-223-050 5-313-150 - 5-313-150 5-359-000 5359000 A 
5-229-700 5229700 5-229-700 5-313-250 5313600 5-313-250 5-360-000 5360000 5-360-000 
5-230-000 5230000 5-230-000 5-316-000 5316000 5-316-000 5-362-000 5362000 5-362-000 
5-230-150 5220000 5-230-150 5-317-500 ie 5-317-500 5-362-150 . 5-362-150 
5-231-150 5695700 5-231-150 5-317-750 N 5-317-750 5-362-450 “* 5-362-450 
' §-232-150 id 5-232-150 5-318-050 5326200 5-318-050 5-362-500 5362500 5-362-500 
5-232-350 5217000 A 5-318-450 . 5-318-450 5-362-700 7 5-170-550 
5-232-550 - 5-232-550 5-320-000 5320000 A 5-362-710 5171000 5-171-000 © 


*Newly standardized item not published in catalog change or revision. 


OG.i 


A Single service item (Army). 


N_ Single service item (Navy). 


§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cataloged 
‘in Preliminary Edition of Catalog of Navy Material, BuMed Section. 
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Army-Navy 
Stock No. 


5-362-730 
5-362-740 
5-362-770 
5-363-005 
5-363-050 


5-363-105 
5-363-150 
5-363-175 
5-363-250 
5-363-305 


5-363-350 
5-363-405 
5-363-450 
5-363-505 
5-363-550 


5-363-605 
5-363-650 
5-363-705 
5-363-750 
5-363-805 


5-363-850 
5-363-905 
5-363-950 
5-364-025 
5-364-050 


5-364-125 
5-364-150 
5-364-225 
5-364-250 
5-364-350 


5-364-425 
5-364-450 
5-364-750 
5-365-050 
5-365-150 


5-365-205 
5-365-250 
5-365-305 
5-365-350 
5-365-405 


5-365-450 
5-366-500 
5-367-550 
5-368-050 
5-368-550 


5-371-050 
5-372-000 
5-372-350 
5-372-450 
5-372-550 


5-373-000 
5-374-050 
5-375-010 
5-375-015 
5-375-020 


5-384-050 
5-385-050 
5-386-050 
5-387-050 
5-388-005 


5-389-150 
5-389-195 
5-389-250 
5-390-050 
5-390-150 


CROSS 
INDEX 


Former Army 
MED 3 


Stock No. 


* 
* 


5423200 


5265000 
5266000 


5267000 
N 
5268000 
* 


* 
* 
* 


5272000 
5273000 


* 
* 


5277200 
5277300 
5277400 


5277500 
* 


* 


5278300 


5278500 


*« *# #Z'e 


5440000 
5107000 
5105500 
5450000 
5451000 


5452000 
5366500 
5365500 
5368050 


* 


5372000 
N 


N 
N 


5373000 
51 18300 


* 


5381000 


5393700 
5388012 


9506750 
5388005 


5392009 
5392500 
5393300 
5008000 


JULY 1947 


Former Catalog 
of Navy Material 
BuMed Stock No, 


Class 5 (Cont’d) 


5-171-550 
5-172-050 
5-423-750 
5-363-005 
5-363-050 


5-363-105 
5-363-150 
5-363-175 
5-363-250 
5-363-305 


5-363-350 
5-363-405 
5-363-450 
5-363-505 
5-363-550 


5-363-605 
5-363-650 
5-363-705 
5-363-750 
5-363-805 


5-363-850 
5-363-905 
5-363-950 
5-364-025 
§12-650 


5-364-125 
5-364-150 
5-364-225 
5-364-250 
5-364-350 


5-364-425 
5-364-450 
5-364-750 
5-365-050 
5-365-150 


5-365-205 
5-365-250 
5-365-305 
5-365-350 
5-365-405 


5-365-450 
5-366-500 
5-367-550 


A 
5-368-550 


5-371-050 
5-372-000 
5-372-350 
5-372-450 
5-372-550 


5-373-000 
5-374-050 
5-375-010 
5-375-015 
5-375-020 


5-384-050 
5-385-050 
5-386-050 
5-387-050 
5-388-005 


5-389-150 
A 
5-389-250 


5-390-050 
5-390-150 


Army-Navy 
Stock No. 


5-390-250 
5-390-350 
5-390-450 
5-390-750 
5-391-050 


5-391-075 
5-392-150 
5-396-150 
5-396-450 
5-397-150 


5-397-250 
5-397-350 
5-397-450 
5-397-550 
5-397-650 


5-398-050 
5-399-150 
5-399-250 
5-399-350 
5-399-450 


5-399-550 
5-399-650 
5-401-000 
5-402-050 
5-407-000 


5-407-250 
5-408-000 
5-408-250 
5-409-050 
5-409-550 


5-411-000 
5-412-150 
5-413-050 
5-418-005 
5-419-005 


5-419-350 
5-419-400 
5-419-550 
5-420-500 
5-420-700 


5-421-110 
5-421-125 
5-421-150 
5-421-350 
5-421-425 


5-421-430 
5-421-475 
5-421-490 
5-421-550 
5-421-555 


5-421-560 
5-421-567 
5-421-580 
5-421-585 
5-421-605 


5-421-610 
5-421-615 
5-421-620 
5-421-640 
5-421-695 


5-421-705 
5-421-725 
5-421-730 
5-421-750 
5-421-775 


Former Army 
MED 3 
Stock No. 


* 
* 
* 
* 


5393000 


N 
1320500 
* 


5401000 
5400500 
5407000 


5407250 

5408000 

5408250 
N 


N 


5411000 
5142500 
5138500 
5418005 
5419005 


* 


5419400 


5420500 
5420700 


5594400 
5594500 


5435700 
5256000 


* 


5653512 
5653512 
5255027 
5255020 


5255025 
5255032 
N 


* 
5254025 
5254015 

N 
5254010 
* 


N 


* 


N 
542 1 750 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 5 (Cont’d) 


5-390-250 
5-390-350 
5-390-450 
5-390-750 
5-391-050 


5-391-075 
5-392-150 
5-396-150 
5-396-450 
5-397-150 


5-397-250 
5-397-350 
5-397-450 
5-397-550 
5-397-650 


5-398-050 
5-399-150 
5-399-250 
5-399-350 
5-399-450 


5-399-550 
5-399-650 
5-401-000 
5-402-050 
5-407-000 


5-407-250 
5-408-000 
5-408-250 
5-409-050 
5-409-550 


5-411-000 
5-412-150 
5-413-050 
5-418-005 
5-419-005 


5-419-350 
5-419-400 
5-419-550 
5-420-500 
5-420-700 


5-421-110 

5-421-125 

5-421-150 

5-421-350 
A 


7-863-512 
5-421-475 
§S12-190 

5-421-550 
5-421-555 


A 

A 
5-421-580 
5-421-585 
5-421-605 


5-421-610 
5-421-615 
A 
5-421-640 
5-421-695 


5-421-705 
5-421-725 
5-421-730 
5-421-750 
5-421-775 


Army-Navy 
Stock No. 


5-421-780 
5-421-790 
5-421-795 
5-421-805 
5-421-810 


5-421-815 
5-421-840 
5-421-845 
5-421-850 
5-421-855 


5-421-870 
5-421-880 
5-421-885 
5-421-895 
5-421-905 


5-421-910 
5-421-928 
5-421-935 
5-421-945 
5-421-955 


5-421-960 
5-421-965 
5-421-980 
5-421-985 
5-421-990 


5-421-995 
5-422-005 
5-422-015 
5-422-020 
5-422-025 


5-422-035 
5-422-037 
5-422-040 
5-422-045 
5-422-550 


5-422-750 
5-423-005 
5-423-125 
5-423-150 
5-424-350 


5-425-150 
5-426-000 
5-426-150 
5-427-000 
5-427-480 


5-427-500 
5-428-000 
5430-150 
5-430-550 
5-431-150 


5-431-650 
5-433-000 
5-433-350 
5-433-750 
5-434-150 


5-434-550 
5-434-750 
5-435-000 
5-435-150 
5-435-350 


5-436-000 
5-436-550 
5-437-000 
5-438-000 
5-439-000 


_*Newly standardized item not published in catalog change or revision. A Single service item (Army). 


PRELIMINARY EDITION 


Former Army 
MED 3 
Stock No. 


*##ZxiZ 


*#*Z2Zx ZZZ#*Z 


N 
5602025 
* 

* 


5659030 


N 
5659015 
5654125 
5654115 
5654112 


5659528 
5659530 
5659515 
5659512 
5654227 


5654225 
5654230 
5654215 
56542 12 


* 


5421000 
5422000 
* 


* 


5424150 
5426000 
* 


5427000 
* 


5427500 
5428000 
5435500 
5429000 


5430000 

5431000 

5432000 
* 


5432500 
5433500 
5435000 


* 
5436000 
N 
5437000 


5438000 
5439000 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 5 (Cont'd) 


5-421-780 
5-421-790 
5-421-795 
5-421-805 
5-421-810 


5-421-815 
5-421-840 
5-421-845 
5-421-850 
5-421-855 


5-421-870 
5-421-880 
5-421-885 
5-421-895 
5-421-905 


5-421-910 
A 


5-421-935 
5-013-520 
5-421-955 


5-421-960 

5-421-965 

5-421-980 

5-421-985 
A 


A 
5-422-005 
5-422-015 

A 

A 


5-422-035 
7S12-203 
5-422-040 


A 
5-422-550 
5-422-750 © 

A 


A 
5-423-150 
5-424-350 


5-425-150 
A 


5-426-150 
5-427-000 
§12-805 


A 

A 
5-430-150 

A 
5-431-150 


A 
5-433-000 
5-433-350 © 
5-433-750 
5-434-150 


5-434-550 
A 


5-435-000 
5-435-150 
5-435-350 


5-436-000 
5-436-550 
5-437-000 
5-438-000 
5-439-000 


N_ Single service item (Navy). 


{Former Navy stock number published in Supply Catalog, M. D., USN, 1940 (reprinted 1943); item not cataloged 

in Preliminary Edition of Catalog of Navy Material, BuMed Section; subsequently published in BuMed Newsletter. 

§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); 
item not cataloged in Preliminary Edition of Catalog of Navy Material, BuMed Section. 
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OG. 


CROSS 
INDEX 


PRELIMINARY EDITION JULY 1947 


Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 5 (Cont’d) Class 5 (Cont’d) Class 5 (Cont’d) 
5-440-150 - 5-440-150 §-517-050 5207100 5-517-050 §-577-015 5577015 §-577-015 
5-440-650 * 5-440-650 5-517-550 5207200 5-517-550 5-577-500 5577500 §-577-500 
5-441-150 . 5-441-150 5-518-062 4 5-518-062 5-577-650 ba 5-577-650 
5-441-650 bs 5-441-650 5-518-063 _ 5-518-063 5-577-850 5349000 5-577-850 
5-442-150 ¥ 5-442-150 5-518-064 % 5-518-064 5-578-000 5578000 5-578-000 
5-442-650 sa 5-442-650 5-518-065 ng 5-518-065 5-580-000 5580000 5-580-000 
5-443-150 5-443-150 5-518-066 = 5-518-066 5-581-000 5581000 5-581-000 
5-444-000 5444000 5-444-000 5-518-067 * 5-518-067 5-582-000 5582000 5-582-000 
5-445-000 5445000 5-445-000 5-518-069 * 5-518-069 5-582-500 5582500 5-582-500 
5-446-000 5446000 5-446-000 5-518-073 % 5-518-073 5-582-700 5582700 5-582-700 
5-447-000 * 5-447-000 5-518-077 - 5-518-077 5-593-000 5593000 5-593-000 
5-448-000 * 5-448-000 5-518-079 bs 5-518-079 5-593-800 5593800 5-593-800 
5-449-000 = 5-449-000 5-518-081 yi 5-518-081 5-594-000 5594000 5-594-000 
5-450-650 5644020 5-450-650 5-518-085 . 5-518-085 5-596-150 3860200 5-596-150 
5-451-150 5453500 5-451-150 ° 5-518-550 : §-518-550 5-597-000 5597000 5-597-000 
5-452-150 * 5-452-150 5-519-000 5519000 5-519-000 5-598-000 5598000 5-598-000 
5-452-750 5453400 A 5-520-150 * 5-520-150 5-600-150 * 5-600-150 
5-453-300 5453300 5-453-300 5-520-550 5520000 A 5-600-250 * A 
5-453-350 5453700 5-453-350 5-521-000 5521000 A 5-600-350 bs A 
5-453-600 5453600 5-453-600 5-522-000 5522000 A 5-604-150 * 5-604-150 
5453-650 by 5-453-650 5-523-000 5523000 - A > 5-604-175 N 5-604-175 
5-453-750 be ’ §-453-750 5-523-200 5523200 5-523-200 5-605-150 * A 
5-453-800 5453800 5-453-800 5-523-350 . 5-523-350 3-605-250 f A 
5-453-950 = 5-453-950 5-523-400 5523400 A 5-606-150 rf 5-606-150 
5-454-150 ss 5-454-150 5-523-600 5523600 A 5-606-160 N 5-606-160 
5-454-250 5494000 A 5-523-750 * 5-523-750 5-606-175 9509500 A 
5-454-350 5495000 A §-523-950 5-523-950 5-606-400 * A 
5-454-450 5496000 A 5-524-400 = 5-524-400 5-606-500 5612055 A 
5-454-650 5453000 5-454-650 5-524-500 * 5-524-500 5-611-500 5611500 A 
5-454-950 3 5-454-950 5-528-000 5528000 5-528-000 Seren 5612050 A 
5-613-700 ais ace . 

5-455-000 5455000 5-455-000 5-529-000 5529000 A 
5-456-150 5456150 5-456-150 5-530-150 . 5-530-150 5-617-150 5019910 5-617-150 
5-457-150 5457150 5-457-150 5-538-150 5327210 5-538-150 5-619-150 - 5-619-150 
5-460-000 5460000 5-460-000 5-538-250 5017710 §-538-250 ° 5-622-000 5622000 5-622-000 
5-465-150 * 5-465-150 5-541-010 5366800 5-366-800 5-624-150 5631000 5-624-150 
5-470-150 = 5-470-150 5-541-150 = 5-541-150 fies Tact see eee 
5-475-000 5475000 —_5-475-000 5-542-000 5542000 5-542-000 5-625-150 : 5-625-150 
5-476-150 5476150 5-476-150 5-544-000 5544000 5-544-000 5-626-150 5-626-150 
5-477-150 5477150 5-477-150 5-545-000 5545000 5-545-000 5-627-650 5641000 5-627-650 
5-478-000 5478000 5-478-000 5-545-150 + 5-545-150 5-628-150 5642000 5-628-150 

000 5480000 _—5-480-000 5-545-250 * 5-545-250 ee nk ot ae 
5-480- -480- -545- -545- * 
5-483-000 5483000 —_—5-483-000 5-545-450 . 5-545-450 pee et 3 a ee 
5-484-150 * 5-484-150 5-545-550 * 5-545-550 5-631-150 * 5-631-150 
5-490-050 N 5-490-050 5-546-150 5552500 5-546-150 5. 63 ion 50 * 5-63 1-6 50 
5-502-000 5502000 5-502-000 5-547-150 4 5-547-150 5-632-1 50 5-632-1 50 
5-502-200 5366700 5-366-700 5-548-150 5559300 5-548-150 56292 * -632- 
5-503-000 5503000 5-503-000 5-549-150 = 5-549-150 eta * Peeper 
5-503-050 * 5-503-050 §-551-150 3481300 5-551-150 5-633-650 * 5-633-650 
5-503-060 - 5-503-060 5-555-150 N 5-555-150 5-634-150 5627000 5-634-150 
5-503-065 * 5-503-065 5-556-150 N 5-556-150 5-635-150 5628000 5-635-150 
5-503-075 bs 5-503-075 5-557-000 5557000 5-557-000 5-635-650 5630000 5-635-650 
5-504-000 5504000 5-504-000 5-558-650 * 5-558-650 5-636-000 5636000 5-636-000 
5-506-150 1386000 5-506-150 5-559-500 5559500 5-559-500 5-638-000 5638000 5-638-000 
5-506-650 1385000 5-506-650 5-562-000 5562000 5-562-000 5-639-000 5639000 5-639-000 
5-508-150 5317000 5-508-150 5-563-150 N 5-563-150 5-640-000 5640000 5-640-000 
5-509-750 5511000 A 5-565-150 5400300 5-565-150 5-641-150 - 5-641-150 
5-510-000 5510000 A 5-566-150 5400305 5-566-150 5-641-650 * 5-641-650 
5-510-150 2 5-510-150 5-568-000 5568000 5-568-000 5-642-150 * 5-642-150 
5-510-250 5508000 A 5-569-000 5569000 5-569-000 5-644-050 5644050 5-644-050 
5-510-350 5509000 A 5-570-000 5570000 5-570-000 5-644-055 5644055 5-644-055 
5-510-450 5507000 A 5-571-000 5571000 5-571-000 5-646-150 5-646-150 
5-510-550 5506000 A 5-572-000 5572000 5-572-000 5-647-150 = 5-647-150 
§-513-150 N 5-513-150 5-574-150 N 5-574-150 5-649-000 5649000 A 
5-513-250 N §-513-250 5-576-000 5576000 5-576-000 5-650-000 5650000 A 
§-516-150 5188500 5-516-150 5-577-000 5577000 A 5-651-000 5651000 A 


*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N_ Single service item (Navy). 
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Army-Navy 
Stock No. 


5-652-250 
5-652-500 
~ 5-653-000 
5-658-150 
5-661-300 


5-661-500 
5-670-150 
5-671-000 
5-672-000 
5-672-150 


5-672-250 
5-672-400 
5-673-000 
5-673-750 
5-674-000 


5-674-750 
5-676-150 
5-677-000 
5-677-250 
5-677-450 


5-679-650 
5-680-150 
5-682-150 
5-683-150 
5-684-150 


5-685-150 
5-686-150 
5-688-150 
5-689-000 
5-690-000 


5-691-150 
5-691-250 
5-691-350 
5-691-450 
5-691-550 


5-691-650 
5-693-150 
5-694-150 
5-696-000 


5-696-700 


5-698-000 
5-700-000 
5-701-000 
5-702-000 
5-703-000 


5-705-150 
5-800-250 
5-800-350 
5-800-450 
5-801-250 


5-801-450 
5-801-650 
5-802-350 
5-802-550 
5-803-750 


5-804-350 
5-804-450 
5-805-250 
5-805-450 
5-805-650 


5-805-850 
5-806-450 
5-806-550 
5-806-650 
5-806-750 
5-806-950 


Page 24 


JULY 1947 


Former Army 
MED 3 
Stock No. 


Class 5 (Cont’d) 


* 


5652500 
5653000 
5141000 
5661300 


5661500 
* 


5671000 
5672000 
5673600 


* 


5672400 
5673000 
5676000 
5674000 


* 
* 


5677000 
* 


* 


5678000 


5691000 
5692000 
5692050 


cd 
* 
* 


5689000 
5690000 


5683000 
5684000 
5685000 
5686000 
5687000 


5688000 


* 


5696000 
5696700 


5698000 
5700000 
5701000 
5702000 
5703000 


N 
5331000 
5332000 
5333000 
5335000 


5336000 


5334000 
5313300 
5165500 


5338000 
5337000 
5339000 
5340000 
5341000 


5342000 

5343000 

5344000 

5345000 

5346000 
* 


Former Catalog 


of Navy Material 
BuMed Stock No. 


5-652-250 
5-652-500 
5-653-000 
5-658-150 
5-661-300 


5-661-500 
5-670-150 
5-671-000 
5-672-000 
5-672-150 


5-672-250 
5-672-400 
5-673-000 
5-673-750 
5-674-000 


5-674-750 
5-676-150 
5-677-000 
5-677-250 
5-677-450 


5-679-650 
5-680-150 
5-682-150 


A 
5-684-150 


5-685-150 
5-686-150 
5-688-150 
5-689-000 
5-690-000 


aa 
on 
So 


PPP >> PPESD> D>>>> 
on 
Oo 


5-705-150 
5-800-250 
5-800-350 
5-800-450 
5-801-250 


5-801-450 
5-801-650 
5-802-350 
5-802-550 
5-803-750 


5-804-350 
5-804-450 
5-805-250 
5-805-450 
5-805-650 


5-805-850 
5-806-450 
5-806-550 
5-806-650 
5-806-750 
5-806-950 


Army-Navy 
Stock No. 


1-000 
2-000 


4-000 


PADRDAD 


5-000 
6-000 


sss sssss sssss 


6-460 


6-500 
6-575 


DANNDD DDDDBD 


Dp > 


8-000 


S S$$ss8s SS 


8-040 


6-010-500 


6-011-000 
6-011-700 
6-012-120 
6-012-130 
6-013-655 


6-013-750 
6-013-770 
6-014-280 
6-014-310 
6-014-315 


6-014-500 
6-014-600 
6-015-010 
6-015-070 
6-015-600 


6-015-625 
6-015-645 
6-015-665 
6-016-075 
6-016-080 


6-017-008 
6-017-010 
6-018-008 
6-018-010 
6-018-525 


6-018-535 
6-019-008 
6-019-010 
6-022-988 
6-023-000 
6-023-125 
6-028-750 
6-028-970 
6-028-975 
6-030-000 
6-031-000 


6-03 1-300 
6-031-500 
6-031-750 
6-031-755 
6-031-760 
6-031-765 


Former Army 
MED 3 
Stock No. 


Class 6 


9620800 
6002000 
6003000 
6004000 


6005000 
6006000 


6007700 


600 7500 
6006500 


9620500 
6007900 
N 


N 
N 
N 


6121000 
6008075 
6009000 
60 10000 


6011000 
6011700 
6004500 
9602500 
9608810 


6167200 

6013800 

9605500 
* 


* 


6014500 

9605600 

6015010 
He 


6019500 


N 

N 

N 
6016081 
6016080 


6017011 
6017010 
6018011 
6018010 


* 


6019011 
6019010 
N 


6023000 


9621500 
9606000 
5329500 


6030000 
6031000 


9607000 
6031500 
6036500 
6036700 
6037000 
6038000 


Former Catalog 
of Navy Material 
BuMed Stock No. 


* 
6-002-000 
6-003-000 
6-004-000 
6-004-850 


6-005-000 
A 
6-006-010 
* 
6-006-245 


* 


6-006-475 
A 
6-006-575 
A 


6-007-900 
6-008-000 
6-008-015 
6-008-025 


6-167-315 
* 


6-014-310 
6-014-315 


6-014-500 

6-014-340 

6-015-010 

6-015-070 
A 


6-015-625 
6-015-645 
6-015-665 
6-016-075 
6-016-080 
6-017-008 
6-017-010 
6-018-008 
6-018-010 
6-018-525 


6-018-535 
6-019-008 
6-019-010 
6-022-988 
6-023-000 

A 

A 

A 
6-028-975 
6-030-000 
6-031-000 
6-031-300 

A. 


A 
6-031-755 
6-031-760 
6-031-765 


Army-Navy 
Stock No. 


6-031-770 
6-031-775 
6-031-795 
6-032-425 
6-032-500 


6-032-990 
6-033-000 
6-034-000 
6-034-100 
6-034-200 


6-034-300 
6-039-525 
6-039-545 
6-039-800 
6-040-000 


6-040-125 
6-040-250 
6-040-375 
6-042-100 
6-042-105 


6-042-108 
6-042-110 
6-042-750 
6-046-000 
6-046-605 


6-046-630 
6-047-000 
6-047-825 
6-047-925 
6-048-000 


6-050-000 
6-051-000 
6-080-520 
6-080-595 
6-080-610 


6-109-800 
6-109-995 
6-110-000 
6-110-200 
6-110-300 


6-110-400 
6-110-500 
6-110-600 
6-110-700 
6-110-800 


6-110-900 
6-111-100 
6-111-200 
6-111-225 
6-112-000 


6-115-000 
6-120-000 
6-121-010 
6-121-325 
6-121-550 


6-121-600 
6-121-605 
6-121-710 
6-121-725 
6-121-775 
6-121-800 


6-121-880 
6-121-885 
6-123-950 
6-124-000 
6-124-300 
6-124-700 


*Newly standardized item not published in catalog change or revision. 


A_ Single service item (Army). 


N Single service item (Navy). 


PRELIMINARY 


Former Army 
MED 3 
Stock No. 


Class 6 (Cont’d) 


* 


6039000 
6008000 


6032500 


6032990 

6033000 

6034000 
* 


* 


* 


5027500 
* 


N 
6040000 
6040125 

N 


* 


6166000 
9R20018 


* 
* 


6113500 
6046000 
* 


* 


6047000 
* 


* 


6048000 


6050000 

6051000 

9619100 
* 


N 
6109800 
N 


6110000 
6110200 
6110300 


6110400 
6110500 
6110600 
6110700 
6110800 


6110900 

6111100 

6111200 
* 


6112000 


* 


6120000 
N 


N 
N 


N 
| 
1379305 
1379005 
1379300 
1379000 


1379900 
1380000 
6123950 
6124000 
9611500 
6124700 


EDITION 


Former Catalog 


6-031-770 

6-031-775 

6-031-795 

6-032-425 
A 


6-032-990 
6-033-000 
6-034-000 
6-034-100 
6-034-200 


6-034-300 

6-039-525 

6-039-545 
* 


6-040-000 
6-040-125 
6-040-250 
6-040-375 
6-167-320 
6-167-325 
* 
6-167-330 
A 
6-046-000 
6-046-605 
6-046-630 


6-080-610 
6-109-800 
6-109-995 
6-110-000 


Per PrP Prr PP 


6-111-225 
6-112-000 
A 
6-120-000 
6-121-010 
6-128-000 
6-121-550 

* 

* 
6-121-710 
6-121-725 
6-121-775 
6-121-800 
6-121-880 
6-121-885 


A 
6-124-000 
A 
6-124-700 


of Navy Material 
BuMed Stock No. 


OG-l 


JULY 1947 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy ED3 of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 6 (Cont’d) Class 7 Class 7 (Cont’d) 

6-124-840 6090400 6-124-840 7-001-000 7001000 A 7-066-430 7833200 A 
6-124-845 6091500 6-124-845 7-001-020 9904150 * 7-066-475 7833800 7-066-475 
6-124-885 6067000 6-124-885 7-001-022 9904155 = 7-069-000 7069000 A 
6-124-920 * 6-124-920 7-002-000 7002000 7-002-000 7-070-000 7070000 A 
6-125-080 6088005 A 7-002-010 7002000 = 7-070-020 7070020 A 
6-125-300 N 6-125-300 7-002-040 * % 7-071-550 7071550 A 
6-125-325 9608510 A 7-004-600 7 7-051-655 7-071-875 * * 
6-125-334 9624500 A 7-004-705 N 7-004-705 7-071-975 * 7-071-975 
6-125-600 6090000 A 7-006-000 7006000 7-006-000 7-072-410 9948300 A 
6-125-700 i 6-125-700 7-006-080 9907500 - 7-072-415 N 5-514-150 
6-126-010 6158000 * 7-006-175 7005000 7-006-175 7-072-425 9960110 A 
6-126-030 6159000 A 7-006-505 7006505 -7-006-505 7-072-445 N 7-072-445 
6-126-050 * * 7-006-510 7006510 7-006-510 7-072-485 N 7-072-485 
6-126-500 6126500 6-126-500 7-007-012 9908000 7-007-012 7-072-645 9948350 A 
6-127-500 6127500 6-127-500 7-007-355 7005200 7-007-355 7-077-975 7078000 * 
6-127-650 7 6-127-650 7-007-510 7009007 A 7-077-990 7078000 7-077-990 
6-127-750 : 6-127-750 7-007-514 7009009 A 7-08 1-000 7081000 7-081-000 
6-127-775 6049000 6-127-775 7-007-516 7009005 A 7-081-010 7081000 7-081-010 
6-127-785 oe 6-127-785 7-007-518 7006705 A 7-081-025 - 7-081-025 
6-127-790 ” 6-127-790 7-007-520 7006710 A 7-081-030 N 7-081-030 
6-127-800 i 6-127-800 7-008-000 7008000 A 7-081-590 7095000 7-081-590 
6-127-825 6048500 6-127-825 7-026-845 N 7-026-850 7-081-610 7095000 7-081-610 
6-128-025 N = 7-026-850 7028000 7-026-850 7-082-300 7082300 A 
6-128-100 6128100 6-128-100 7-026-875 7028000 A 7-082-500 7082500 A 
6-128-150 e §5-285 7-026-980 9915000 A 7-082-615 - - 
6-128-300 6128300 6-128-300 7-027-000 7027000 7-027-000 7-082-715 * * 
6-128-350 si §5-290 7-027-150 7027000 7-027-150 7-083-545 7910030 A 
6-129-300 6129300 6-129-300 7-028-980 9915500 A 7-083-850 N 7-083-850 
6-129-350 bs ia 7-029-000 7029000 = 7-083-875 7910128 7-083-875 
6-129-500 = 6-129-500 7-029-150 7029000 A 7-084-150 7910132 7-084-150 
6-130-300 6130300 6-130-300 7-029-235 . 7-029-235 7-084-250 9950015 7-084-250 
6-132-310 6032000 6-132-310 7-029-236 N 7-029-236 7-084-275 9903500 7-084-275 
6-132-510 N 6-132-510 7-029-345 * 7-029-345 7-084-425 7910103 A 
6-134-655 * 6-134-655 7-036-915 N . 7-084-450 7910107 A 
6-135-625 6136300 A 7-037-000 7037000 A 7-084-485 9950000 A 
6-135-675_ . N 6-135-675 7-042-000 7042000 A 7-084-490 9950050 A 
6-136-000 6136000 6-136-000 7-043-000 7043000 7-043-000 7-084-495 9401200 A 
6-156-800 6156800 A 7-043-025 7043025 7-043-025 7-084-500 9950300 A 
6-156-900 6156900 6-156-900 7-045-000 7045000 A 7-084-525 7917005 7-084-525 
6-161-110 9614500 A 7-046-000 7046000 A 7-084-625 7918005 7-084-625 
6-161-210 9624600 A 7-046-010 = 7-046-000 7-084-650 7918020 7-084-650 
6-167-000 6167000 A 7-046-825 N 7-046-825 7-084-710 9954028 A 
6-167-250 N 6-167-250 7-053-075 * 7-053-075 7-084-712 9954040 A 
6-167-285 N 6-167-285 7-054-000 7054000 A 7-084-720 9953520 A 
6-167-300 ° 6-167-300 7-054-950 N e 7-084-722 9953528 A 
6-167-310 * 6-167-310 7-054-975 i 7-054-975 7-084-730 9953000 vA 
6-167-400 "3 6-167-400 7-054-995 7055000 7-054-995 7-084-735 9952300 A 
6-167-650 6167500 A 7-055-000 7055000 A 7-084-750 N 7-084-750 
6-167-680 9611700 A 7-058-000 7058000 A 7-084-875 7910417 A 
6-167-800 6109520 6-167-800 7-059-300 9931600 A 7-084-885 7910427 A 
6-167-805 6109500 6-167-805 7-059-995 7060000 A 7-084-945 9951500 A 
6-167-810 6109500 6-167-810 7-060-000 7060000 A 7-084-950 N 7-084-950 
6-167-900 6167900 6-167-900 7-060-160 9960105 A 7-084-975 7910307 7-084-975 
6-167-980 6089000 A 7-060-500 7060500 A 7-084-995 7910332 7-084-995 
6-168-200 9608600 A 7-060-515 N 7-060-500 7-085-072 7910335 A 
6-169-000 6169000 A 7-060-525 6 7-060-525 7-085-075 7910305 7-085-075 
6-169-140 9620900 6-125-400 7-060-550 * 7-060-550 7-085-125 N 7-085-125 
6-169-200 6169200 A 7-060-575 “ * 7-085-135 7-085-135 
6-169-400 9609010 A 7-065-100 7833300 z 7-085-145 7910232 4 
6-169-405 9609005 A 7-066-205 7833705 7-006-205 7-085-215 7910220 A 
6-171-000 9608700 A 7-066-275 43 7-006-275 7-085-220 7910240 A 
6-289-000 = 6-289-000 7-066-325 9931500 7-006-325 . 7-085-255 7908810 A 
6-289-300 N 6-289-300 7-066-335 N 7-066-335 7-085-257 7908805 A 

7-066-385 7833503 7-066-385 7-085-285 9910000 A 

7-066-425 N 7-066-425 7-085-302 7913000 . 


PRELIMINARY EDITION 


CROSS 
INDEX 


eee Ge pn rn es 


*Newly standardized item not published in catalog change or revision. A Single service item (Army). N Single service item (Navy). 
§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted . 1943); 
item not cataloged in Preliminary Edition of Catalog of Navy Material, BuMed Section. 
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PRELIMINARY EDITION 


Ss pee a eg ec ee erinUEnaar ee EAEED NESE IEE cn TSE EL Se 
Former Catalog 


Army-Navy 
Stock No. 


7-085-305 
7-085-320 
7-085-330 
7-085-335 
7-085-340 


7-085-352 
7-085-360 
7-085-368 
7-085-370 
7-085-375 


7-085-382 
7-085-400 
7-085-450 
7-085-455 
7-085-565 


7-085-660 
7-085-710 
7-086-000 
7-086-975 
7-086-990 


7-088-000 
7-088-050 
7-088-425 
7-088-430 
7-088-500 


7-089-025 
7-089-027 
7-089-060 
7-089-085 
7-089-092 


7-092-800 
7-092-962 
7-093-000 
7-093-050 
7-093-915 


7-093-960 
7-093-965 
7-093-975 
7-094-010 
7-094-025 


7-095-840 
7-098-000 
7-098-150 
7-098-175 
7-098-850 


7-099-005 
7-099-035 
7-099-200 
7-099-240 
7-099-250 


7-099-285 
7-099-300 
7-099-400 
7-099-550 
7-099-700 


7-100-000 
7-100-105 
7-100-205 
7-100-305 
7-102-000 


7-102-850 
7-102-855 
7-103-005 
7-103-015 
7-104-005 


Former Army 
MED 3 
Stock No. 


Class 7 (Cont’d) 


7914000 
7911000 


* 


N 
9928100 
N 


N 
N 
N 


9950060 
9955000 


N 
9955500 
N 


N 
9952000 
7086000 
7087000 
7087000 


7088000 
7088000 


N 
7088500 


* 


9956500 
7089090 
7089092 


7092800 
N 


7093000 
7093000 
N 


* 


N 
9957500 
7094000 
7094000 


N 
7098000 
9958000 
9958010 


7099000 


7099200 
7 162800 


7160900 
7099300 
7099400 


7099700 
7100000 
N 


9958050 


7102000 


7102850 
7102855 
7103005 
7103005 
7104005 


Former Catalog 


7-085-305 
A 


7-085-330 
7-085-325 
7-085-570 


A 
7-085-575 
7-085-475 
7-085-485 
7-085-500 


A 
7-085-400 
7-085-450 

A 
7-085-565 
7-085-530 

A 
7-086-000 


7-086-975 
A 


7-088-000 
7-088-000 
7-088-425 
7-088-425 
7-088-500 


7-089-090 
* 


* 


7-089-030 
7-089-035 


A 


* 


7-093-000 


A 
7-093-915 


7-093-960 
7-093-965 


A 
7-094-010 
7-094-025 


7-095-840 
A 
7-098-150 
: 


7-099-005 
7-099-035 
A 


A 
7-099-250 
7-099-285 
7-099-300 
7-099-400 
7-099-550 


A 
7-100-105 
> 


7-102-000 
A 
A 
7-103-005 
A 
7-104-005 


of Navy Material Army-Navy 
BuMed Stock No. Stock No. 


7-104-015 
7-105-505 
7-110-555 
7-121-100 
7-121-150 


7-121-200 
7-123-090 
7-124-100 
7-124-600 
7-128-500 


7-129-305 
7-129-600 
7-132-002 
7-132-005 
7-135-200 


7-137-100 
7-139-850 
7-139-855 
7-150-415 
7-150-425 


7-150-485 
7-150-915 
7-151-000 
7-152-500 
7-152-810 


7-153-060 
7-153-065 
7-153-070 
7-153-075 
7-153-100 


7-153-110 
7-153-160 
7-153-165 
7-157-750 
7-157-810 


7-157-895 
7-157-925 
7-157-985 
7-158-000 
7-158-305 


7-158-325 
7-158-330 
7-158-750 
7-159-005 
7-159-010 


7-159-015 
7-159-020 
7-159-125 
7-159-130 
7-159-185 


7-159-300 
7-159-310 
7-160-005 
7-160-010 
7-160-015 


7-160-480 
7-160-500 
7-160-535 
7-160-705 
7-162-105 


7-163-005 
7-163-010 
7-163-174 
7-163-184 
7-164-005 


Former Army 
MED 3 
Stock No. 


Class 7 (Cont’d) 


7104005 

7105505 

7139000 
N 


7123200 
7121200 
* 


* 
* 


7128500 


7126005 
7129600 
7132002 
7132005 
7135200 


N 
7139850 
7139855 
7201000 

N 


7701000 

9904500 

7151000 

7152500 
N 


7171005 

7171010 

7171015 
N 


N 


N 
7170805 
7170810 

N 


7157810 


N 
9909500 
9909000 
7158000 
7224000 


9916005 

9916010 

7158750 
co 


* 


* 
* 


7162000 
7162505 


7159300 
7159310 
7160005 
7160010 
7160015 


9939500 
7160500 
9938900 
7160705 
7330000 


7163005 
7163010 


* 


7164005 


Former Catalog 


of Navy Material 
BuMed Stock No. 


A 
7-105-505 
7-110-555 
§6-135 


* *# p> D> 


7-128-500 


7-129-305 

7-129-600 

7-132-002 

7-132-005 
A 


7-129-865 
* 


* 


A 
7-150-425 
7-150-485 

A 


A 


A 
7-152-810 


7-153-060 
7-153-065 
7-153-070 
7-153-075 
7-153-100 


7-153-110 
7-153-160 
7-153-165 
7-157-750 
7-157-810 


7-157-895 
A 


7-157-985 
7-158-000 
A 


7-158-325 
7-158-330 
7-158-750 


* 


* 

* 

A 
7-159-130 
7-159-185 


7-159-300 
7-159-310 
7-160-005 
7-160-010 
7-160-015 
A 
7-160-500 
A 
7-160-705 
A 


7-163-005 
7-163-010 
A 


A 
7-164-005 


Army-Navy 
Stock No. 


7-164-010 
7-165-005 
7-165-010 
7-165-305 
7-165-310 


7-166-005 
7-166-010 
7-167-000 
7-169-000 
7-169-400 


7-172-000 
7-172-325 
7-172-360 
7-174-005 
7-174-010 


7-174-314 
7-174-324 
7-175-005 
7-175-010 
7-175-314 


7-175-324 
7-176-005 
7-176-010 
7-176-205 
7-176-210 


7-176-810 
7-176-825 
7-177-000 
7-177-510 
7-178-000 


7-178-075 
7-178-175 
7-179-030 
7-179-032 
7-179-034 


7-179-036 
7-179-038 
7-185-000 
7-188-325 
7-190-000 


7-190-030 
7-190-035 
7-190-040 
7-190-045 
7-201-510 


7-201-600 
7-216-000 
7-224-440 
7-224-550 
7-225-000 


7-226-000 
7-227-000 
7-228-000 
7-229-000 
7-230-005 


7-230-015 
7-230-030 
7-230-040 
7-230-050 
7-230-060 


7-230-070 
7-230-080 
7-230-090 
7-230-110 
7-230-120 


Former Army 
MED 


Stock No, 


Class 7 (Cont’d) 


7164010 
7165005 
7165010 
7164505 
7164510 


7166005 
7166010 
7167000 
7169000 


7172000 
* 


* 


7174005 
7174010 


* 
* 


7175005 
7175010 


* 


7176005 
7176010 
7176205 
7176210 


7421000 
7422000 
7177000 
7424000 
7178000 


N 

* 
7179030 
7179032 
7179034 


7179036 
7179038 
7185000 
7159000 
7190000 


7190030 
7190035 
7190040 
7190045 
9907300 


7201600 
7216000 
9918000 
7224550 
7225000 


7226000 
7227000 
7228000 
7229000 
7230005 


7230010 
7231000 
7232000 
7237000 
7233000 


7234000 
7235000 
7236000 
7239000 
7239500 


7-164-010 
7-165-005 
7-165-010 
7-165-305 
7-165-310 


7-166-005 
7-166-010 
7-167-000 
7-169-000 
7-874-120 
7-172-000 
7-172-325 
7-172-360 


ee HED PPP PP Pp 


b> pb PS 


7-178-000 


7-178-075 
7-178-175 


PrPrPPr PLP PS SEPT YS PEPPY Pex xe 


of Navy Material 
BuMed Stock No. 


*Newly standardized item not published in catalog change or revisio 
number published in Supp 
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§Former Navy stock 


item not cataloged in 


n. A Single service item (Army). N_ Single service item (Navy). 
ly Catalog, M.D., USN, 1940 (reprinted 1943); 
Preliminary Edition of Catalog of Navy Material, BuMed Section. 


OG-l 


CROSS 


PRELIMINARY EDITION JULY 1947 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 7 (Cont’d) Class 7 (Cont’d) Class 7 (Cont’d) 
7-230-130 7238000 A 7-717-025 7717000 7-717-025 7-800-075 7544005 A 
7-239-700 7239700 7-239-700 7-717-030 7717000 7-717-030 7-800-080 7544010 A 
7-239-900 * A 7-717-055 ¥ 7-717-055 7-802-000 9911500 A 
7-249-515 7249515 A 7-718-000 7718000 * 7-804-100 9925000 A 
7-254-000 7254000 A 7-718-610 N 14-341-100 7-804-110 9926000 A 
7-254-510 9921500 A 7-718-620 N 14-342-200 7-804-120 9925500 A 
7-254-910 9922000 A 7-718-630 N 14-343-300 7-805-100 7562700 A 
7-256-500 7256500 A 7-718-635 9911000 A 7-807-000 7807000 7-807-000 
7-272-000 7272000 A 7-718-640 N 14-344-400 7-818-475 7060300 7-818-475 
7-274-000 7274000 A 7-720-050 * 7-720-050 7-818-535 7060400 7-818-535 
7-276-000 7276000 A 7-720-055 * 7-720-055 7-818-580 N §S6-580 
7-289-000 7289000 A 7-720-065 ‘i 7-720-065 7-819-000 7819000 7-819-000 
7-289-500 7289000 A 7-720-107 7720107 A 7-819-200 7819200 A 
7-299-000 7299000 A 7-720-110 7720110 A 7-820-005 N 7-820-005 
7-316-000 7316000 A 7-720-326 * 7-720-326 7-820-505 N 7-820-505 
7-316-500 7316000 A 7-720-327 N 717-720-327 7-821-550 7821550 7-821-550 
7-329-500 7329500 A 7-725-325 9913700 A 7-821-553 7821553 7-821-553 
7-344-000 N 7-344-000 7-725-345 9913500 7-725-345 7-821-556 7821556 7-821-556 
7-344-005 N # 7-725-800 7454000 A 7-821-558 7821558 7-821-558 
7-349-000 7349000 A 7-725-925 7456000 7-725-925 7-821-740 9938700 A 
7-350-000 7350000 A 7-730-975 7731000 7-730-975 7-821-745 9938800 A 
7-350-500 7352000 A 7-730-985 * * 7-821-805 3695650 a 
7-352-465 t 7-352-465 7-731-150 7731000 7-731-150 7-821-815 3695658 x 
7-352-466 N 7-352-466 7.924.495 N 72931-1456 7-822-075 7822000 7-822-075 
7-356-000 7356000 A 7-731-450 7731500 7-731-450 7-822-080 7822000 7-822-080 
7-358-000 7358000 A 7-827-075 7827000 7-827-075 
7-359-000 7359000 A a lm Le i 7-827-080 7827000 —7-827-080 
7-366-000 7366000 A 7-734-200 7734200 k 7-828-000 7828000 7-828-000 
7-379-000 7379000 A 7.734.210 7734210 - 7-829-510 N 7-829-510 
rae bane A A 7.734.300 7734010 ry ied a A 
-384-000 384000 -384-000 -833-000 833000 A 
7-403-000 7403000 A 7-734-320 7734015 A 7-835-710 9933650 A 
7-403-300 7403000 A 7-734-500 7734500 A 7-837-105 9934700 A 
7-403-500 7403500 A 7-734-510 7734510 A 7-837-205 9938000 7-837-205 
7-403-510 7403500 A 7-740-000 7740000 = 7-740-000 7-837-405 9938550 A 
7-740-010 * 7-740-010 
7-404-000 7404000 A 7-837-510 N 7-837-510 
7-404-500 7404000 A 7-741-025 7031000 7-741-025 7-837-600 9936000 A 
7-415-000 7415000 A 7-741-050 7031000 7-741-050 7-837-705 N 7-837-705 
7-415-510 9957000 A 7-741-075 9916500 A 7-837-810 9938500 7-837-810 
7-422-500 7426000 A 7-741-315 - 7-741-315 7-837-905 9935000 7-837-905 
7-749-000 7749000 ng 
7-423-100 9958600 A 7-838-010 9937600 A 
7-423-120 9934550 A 7-754-700 “i 7-754-700 7-839-105 9901600 A 
7-425-000 7425000 A 7-756-000 7756000 A 7-839-205 9901675 A 
7-426-325 N * 7-760-325 7049000 7-760-325 7-839-225 9901700 A 
7-427-500 7427500 7-427-500 7-760-335 7049000 A 7-839-510 9934800 A 
7-760-350 7050000 7-760-350 
7-427-510 N = 7-840-450 9918305 A 
7-427-615 be 2 72717-325 3663000 7-777-325 7-841-035 9938200 7-841-035 
7-701-352 7789000 A 7-777-340 3666900 7-777-340 7-841-125 9936300 A 
7-705-000 7705000 A 717-777-355 3664000 717-777-355 7-841-185 9918310 A 
7-705-975 N §2-040 7-778-350 Ta iebee A 7-841-250 9935200 7-841-250 
7-706-000 7706000 7-706-000 cat ma tee Mile a 7-841-345 9937800 A 
7-706-035 - 7-706-035 7-783-000 7783000 7-783-000 7-842-010 9935300 A 
7-706-055 * 7-706-055  ~° 7-791-000 9924650 A 7-842-020 9937900 A 
7-706-425 - 7-706-425 7-791-100 9954600 A 7-84.2-120 9934900 A 
7-707-000 7707000 7-707-000 ag Se gered Withee 7-792-825 7-842-170 9935310 A 
-794- 
7-707-025 N §2-045 aoe 7-843-120 N 7-843-120 
7-707-500 7707500 7-707-500 7-800-000 7541015 A 7-843-450 9935315 A 
7-709-220 7713000 7-709-220 7-800-005 7541020 A 7-843-525 9937700 A 
7-709-225 7713000 7-709-225 7-800-020 7541010 A 7-844-105 9936405 A 
7-710-105 7712000 7-710-105 7-800-030 7540005 A 7-844-200 9938600 A 
7-710-225 7715000 7=710-225 7-800-035 7540010 A 7-844-205 9938605 A 
7-710-945 7711000 7-710-945 7-800-045 7542005 A 7-844-315 N 7-844-315 
7-711-000 7711000 7-711-000 7-800-050 7542010 A 7-844-335 9935320 A 
7-715-405 N 7-715-405 7-800-060 7543005 A 7-857-000 7857000 > 
7-715-415 N 7-715-415 7-800-065 7543010 A 7-860-500 7860500 A 


*Newly standardized item not published in catalog change or revision. A Singleserviceitem(Army). N  Singleserviceitem (Navy). 
§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cataloged in 
Preliminary Edition of Catalog of Navy Material, BuMed Section. 
#New Army-Navy stock number added to cover segregation of stocks of item manufactured from different materials. 
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Army-Navy 
Stock No. 


7-864-635 
7-864-640 
7-877-000 
7-878-000 
7-879-000 


7-879-110 
7-879-945 
7-879-950 
7-879-972 
7-880-005 


7-880-010 
7-883-800 
7-883-950 
7-883-955 
7-883-957 


7-883-965 
7-883-990 
7-883-995 
7-884-010 
7-884-025 


7-884-040 
7-884-055 
7-884-135 
7-884-235 
7-885-475 


7-888-650 
7-888-700 
7-889-000 
7-896-850 
7-896-855 


7-900-000 
7-900-800 
7-900-900 
7-901-005 
7-901-010 


7-901-015 
7-901-020 
7-914-110 
7-916-030 
7-916-035 


7-916-050 
7-924-605 
7-924-625 
7-924-705 
7-925-225 


7-929-000 
7-929-425 
7-931-000 
7-932-000 
7-932-075 


7-933-000 
7-934-010 
7-934-025 
7-934-030 
7-934-035 


7-934-040 
7-935-400 
7-935-425 
7-937-950 
7-938-210 


7-938-211 
7-938-220 
7-938-221 
7-939-945 
7-939-975 


CROSS 
INDEX 


Former Army 
M 


ED3 
Stock No. 


9941000 
9941500 
7877000 
7878000 
7879000 


7876000 
7354000 
7354000 


* 


* 


7883800 


* 


7738000 


* 


* 


* 


7884000 
9924700 


7890500 
7888700 
7889000 
7851500 
7851700 


7900000 
7900800 


7901005 


‘7901010 


7901015 
7901020 
7646000 
7823000 


7823000 


9930500 
7033000 
7033000 
99 eee 


7929000 
3864000 
7931000 
7932000 


7933000 
7934010 
7934025 
7934030 
7934015 


7934040 
7935400 
* 


* 


7938210 
N 


* 


N 
9958500 
9958500 


JULY 1947 


Former Catalog 


Former Army 
ME 


Former Catalog 


Class 7 (Cont’d) 


*Newly standardized item not published in catalog change or revision. 


of Navy Material Army-Navy of Navy Materia! 
BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 7 (Cont’d) 
7-864-635 7-940-000 7940000 7-940-000 
7-864-640 7-940-140 7940000 7-940-150 
7-887-000 7-940-800 3864600 3-842-100 
7-878-000 7-940-880 * i 
7-879-000 7-942-975 7943000 7-942-975 
7-879-110 7-943-000 7943000 7-943-000 
7-943-225 7427800 7-943-225 
7-879-950 7-944-090 7944090 7-944-090 

sa 7-944-092 N 7-944-092 

sa 7-944-094 7944094 A 

* 7-945-500 7945500 7-945-500 
7-883-800 7-966-250 6040500 A 
7-883-950 | 7-968-800 * , 

4 7-968-900 is * 

if 7-970-300 9429660 si 

“3 7-970-420 3345730 * 

* 7-970-450 N 7-970-450 
7-883-995 7-970-505 3355610 7-970-505 
7-884-010 7-970-560 3433005 7-970-560 
7-884-025 7-970-570 3433010 7-970-570 
7-884-040 7-970-600 3433002 7-970-600 
7-884-055 7-972-550 3344000 7-972-550 
7-884-135 7-972-600 3626605 7-972-600 

A 7-972-650 3868017 A 
7-885-475 7-972-700 3403322 7-972-700 
7-888-650 7-972-800 3157010 7-972-800 
7-888-700 7-972-850 3157011 7-972-850 
7-889-000 7-973-000 3157700 7-973-000 

A 7-973-050 3403328 A 

A 7-973-100 3403315 7-973-100 
7-900-000 7-973-500 N 7-973-500 
7-900-800 7-973-750 3695025 7-973-750 

A 7-973-850 5656010 A 
7-901-005 7-973-855 5656012 A 
7-901-010 7-973-900 5656023 A 
7-901-015 7-973-920 5656025 7-973-920 

*, 7-973-940 5656015 7-973-940 

e 7-974-000 3868010 A 
7-916-030 7-974-150 3403320 7-974-150 
7-916-035 7-974-200 N 7-974-200 

A 7-974-300 7833910 A 
7-924-605 7-974-350 * 7-974-350 

$S6-1086 7-974-370 4381700 A 

§S6-1086 7-974-390 N 7-974-390 
7-925-225 7-974-395 SR00022 3 
7-929-000 7-974-420 N 7-974-420 
7-929-425 7-974-450 4381600 A 
7-931-000 7-974-500 5389009 A 
7-932-000 7-974-600 7833906 7-974-600 
7-932-075 7-974-610 7833916 A 

A 7-974-620 7833915 A 

A 7-974-640 7833920 A 

A 7-974-700 * 7-974-700 

A 7-974-800 ; = 

A 7-976-100 N 7-976-100 

A 7-978-600 4382225 A 

A 7-978-700 6048600 A 
7-935-425 7-978-830 4329000 A 

A 7-978-840 8008700 A 
7-938-210 7-978-870 N 7-978-870 
7-938-211 7-978-900 6049505 A 
7-938-220 7-978-915 6045005 A 
7-938-221 7-978-945 = 7-976-600 
7-939-945 7-979-000 3707515 A 
7-939-975 7-979-100 5027710 7-979-100 


Army-Navy 


Stock No. 


7-979-200 
7-979-250 
7-979-320 
7-979-350 
7-979-450 


7-979-500 
7-979-550 
7-979-700 
7-979-800 
7-979-900 


7-980-000 
7-980-050 
7-981-025 
7-981-050 
7-981-060 


7-981-225 
7-981-250 
7-981-725 
7-996-125 
7-996-175 


7-996-285 
7-996-345 
7-996-465 
7-998-104 


2-700 


7-000 
8-500 
22-100 


8-026-000 


8-028-000 
8-029-250 
8-030-250 
8-030-275 
8-030-285 


8-030-295 
8-030-325 
8-030-350 
8-030-375 
8-030-385 


8-030-450 
8-032-010 
8-032-035 
8-032-250 
8-032-500 


8-032-750 
8-033-000 
8-034-000 
8-034-750 
8-037-000 


8-038-000 
8-039-750 
8-044-700 
8-044-800 
8-044-900 


A Single service item (Army). 


PRELIMINARY EDITION 


Former Army 
MED 


Stock No. 


SR00021 
* 


7833603 
7833604 
7833607 


9506755 
5389021 
7833621 
6043005 
7833625 


7833610 
7833611 
* 


N 
9J093-00 


5389015 
7RO08904 
5389018 


ZA2ZZ2242 


Class 8 


8002200 
8002600 
8002700 
8063000 
8065000 


9362300 
8140000 
8007000 
8008500 
8021100 


8019100 
8024100 
8023500 
8025000 
8026000 


8028000 
8009800 
8010000 
8010010 
8010015 


8010020 
8011000 
8012000 
8013000 
8013010 


8014000 
8029500 
7794200 
8030000 
8036000 


8031000 
8033000 
8034000 
8032000 
8037000 


8038000 
8035000 
8044700 
8044800 
8044900 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 7 (Cont’d) 


A 
7-979-250 
A 


A 
A 


7-979-500 
A 


A 
7-979-800 
A 


A 

A 
15-562-000 
7-981-050 
15-560-000 


A 
7-981-250 
A 


7-996-125 
7-996-175 


7-996-285 
7-996-345 
7-996-465 
7-998-104 


PrP Pr Pr PEEPS S SES PSr SEPP YS SEPP Y FPP PY SPYPPP FEY >P>Y 


N_ Single service item (Navy). 


§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); item not cataloged in 
Preliminary Edition of Catalog of Navy Material, BuMed Section, 
#New Army-Navy stock number added to cover segregation of stocks of item manufactured from different materials. 
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PRELIMINARY EDITION 


Army-Navy 


OG4 


Stock No. 


-0 

-0 

-053- 750 
aon goo 
-0 
-0 
-0 
-0 


57- 060 


8-057-070 
8-057-120 
8-057-130 
8-057-140 
8-057-150 


8-057-200 
8-057-600 
8-058-500 
8-059-000 
8-059-520 


8-059-530 
8-059-540 
8-060-000 
8-061-000 
8-061-500 


8-062-000 
8-062-250 
8-066-100 
8-066-110 
8-066-120 


8-066-200 
8-066-500 
8-067-000 
8-068-544 
8-068-548 


8-068-552 
8-069-000 
8-069-500 
8-070-000 
8-07 1-000 


8-072-000 
8-073-000 
8-074-000 
8-074-950 
8-075-000 


8-076-000 
8-078-000 
8-078-500 
8-079-000 
8-080-000 


8-08 1-000 
8-082-000 
8-082-720 
8-083-200 
8-083-450 


8-083-500 
8-088-000 
8-089-000 
8-089-150 
8-089-250 


8-089-350 
8-089-750 
8-089-775 
8-090-000 
8-094-250 


Former Army 
MED 3 
Stock No. 


8045000 
8029000 
8052800 
8053000 
8056000 


8054000 
8055000 
8057000 
3146000 
3147000 


3148000 
8091000 
8092000 
8094000 
8093000 


8057200 
7794000 
8058500 
8059000 
8095000 


8097000 
8096000 
8060000 
8061000 
8115500 


8062000 
8066000 
* 


* 
* 


8066200 
8066500 
8067000 
8068544 
8068548 


8068552 
8069000 
8069500 
8070000 
8071000 


8072000 
8073000 
8074000 
8064000 
8075000 


8076000 
8078000 
8078500 
8079000 
8080000 


8081000 
8082000 
8019000 
8083200 
8098900 


8083500 
8088000 
8089000 
8085000 
8084000 


8086000 
8020000 
9747500 
8090000 
8021000 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 8 (Cont’d) 
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Army-Navy 
Stock No. 


Former Army 
MED 3 
Stock No. 


8-098-000 
8-098-750 
8-098-755 
8-098-800 
8-099-000 


8-099-300 
8-099-305 
8-099-450 
8-099-500 
8-100-000 


8-101-000 
8-101-500 
8-101-650 
8-101-700 
8-101-800 


8-102-000 
8-104-000 
8-104-500 
8-105-000 
8-106-000 


8-107-500 
8-107-700 
8-107-850 
8-108-000 
8-109-000 


8-109-500 
8-110-000 
8-110-300 
8-110-500 
8-111-000 


8-111-500 
8-111-700 
8-111-900 
8-112-000 
8-112-125 


8-112-130 
8-112-135 
8-112-150 
8-112-170 
8-112-200 


8-112-400 
8-114-000 
8-115-000 
8-115-750 
8-115-775 


8-116-000 
8-122-000 
8-123-000 
8-123-500 
8-124-000 


8-125-000 
8-125-400 
8-125-600 
8-126-000 
8-127-000 


8-128-000 
8-128-300 
8-129-000 
8-129-510 
8-129-520 


8-131-000 
8-133-000 
8-133-500 
8-134-000 
8-134-800 


8098000 
8118000 
8117000 
8098800 
8099000 


8099300 
9208000 
8003200 
8099500 
8100000 


8101000 
8101500 
8024000 
8101700 
8101800 


8102000 
8104000 
8104500 
8105000 
8106000 


8107500 
8107700 
8040000 
8108000 
8109000 


8109500 
8110000 
8110300 
8110500 
8111000 


8111500 
8111700 
8111900 
8112000 
8025500 


8027000 
8136000 
8023000 
8113200 
8112200 


8112400 
8114000 
8115000 
8120000 
8121000 


8116000 
8122000 
8123000 
8123500 
8124000 


8125000 
8125400 
8125600 
8126000 
8127000 


8128000 
8128300 
8129000 
8129500 
8129500 


8131000 
8133000 
8133500 
8134000 
8134800 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 8 (Cont’d) 
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INDEX 
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Former Army Former Catalog 
Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. 


Class 8 (Cont’d) 


8-135-000 
8-136-200 
8-138-000 


4-100 
4-200 
5-100 
6-100 
6-200 


7-200 
7-700 
8-500 
9-600 
9-650 


0-100 
4-600 
6-900 
7-500 
0-100 


0-100 
-080- 800 
-080-900 
-090-100 
-105-125 


9-107-650 
9-108-975 
9-110-700 
9-111-300 
9-112-600 


9-113-825 
9-113-900 
9-113-925 
9-114-125 
9-115-010 


9-115-075 
9-115-090 
9-115-150 
9-116-775 
9-117-125 


9-117-135 
9-117-325 
9-117-725 
9-118-125 
9-118-225 


9-118-625 
9-118-725 
9-119-125 
9-120-625 
9-120-825 


9-120-900 
9-121-325 
9-121-425 
9-121-450 
9-121-625 


9-122-125 
9-124-125 
9-124-250 
9-124-325 
9-124-425 


9-124-525 
9-124-625 . 
9-125-450 
9-126-350 
9-127-975 
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*Newly standardized item not published in catalog change or revision. 


Single service item (Army). 


N_ Single service item (Navy). 


8135000 
8136200 
8138000 


Class 9 


9719625 
9719650 
9719700 
9754500 
9722800 


9719600 
9722900 
9718000 
9728000 
9728100 


9779500 
9723875 
9751700 
9722100 
9730500 


9351000 

9720500 

9720600 

9745000 
N 


N 

N 
9745500 
9746500 
9763900 


N 
9750500 
9751000 


N 
9321200 


9746000 
9747000 
N 


N 
N 


9704000 
9775500 
9776600 
9714005 
9776212 


9766300 
N 


N 
9766100 
N 


N 


N 
9777400 
9777200 
9778600 


9776800 
9309200 
9370800 
9705200 
9705100 


9805600 

9805800 

9805200 

9778000 
N 
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9-105-125 


9-107-650 
9-108-975 


9-113-825 
A 


A 
9-114-125 
A 


A 

A 
9-115-150 
9-116-775 
9-117-125 


> 


9-118-725 
9-119-125 


9-121-325 
A. 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 
A 


9-127-975 
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Army-Navy 
Stock No. 


9-128-325 
9-129-825 
9-130-025 
9-130-150 
9-130-250 


9-130-450 
9-130-750 
9-131-325 
9-131-575 
9-131-625 


9-131-725 
9-132-425 
9-133-875 
9-134-175 
9-134-575 


9-135-575 
9-135-625 
9-135-650 
9-135-810 
9-135-840 


9-135-870 
9-135-900 
9-135-930 
9-135-960 
9-135-990 


9-136-125 
9-137-525 
9-138-125 
9-138-325 
9-138-525 


9-138-575 
9-139-150 
9-140-150 
9-140-250 
9-140-350 


9-140-375 
9-141-125 
9-141-225 
9-141-325 
9-141-425 


9-141-525 
9-141-625 
9-141-725 
9-141-825 
9-142-125 


9-142-425 
9-142-625 
9-143-225 
9-143-325 
9-143-425 


9-143-440 
9-143-450 
9-143-525 
9-143-825 
9-143-845 


9-143-900 
9-143-950 
9-143-955 
9-144-000 
9-144-015 


9-144-020 
9-144-030 
9-144-040 
9-144-045 
9-144-050 
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Former Army 


MED 3 
Stock No. 


Class 9 (Cont’d) 


N 

N 
9708500 
9708505 
9506600 


9792200 
N 


9308600 
9309100 
9806100 


N 
N 
N 


N 
9370900 


N 
9782300 
9782000 
9325200 
9327200 


9329200 
9331200 
9332500 
9333200 
9333700 


N 
9751500 
9802100 
9803100 
9805100 


9804100 
9310100 
N 


9752500 
9763200 


9763300 
9351200 
9793000 
9751800 
9755000 


9815800 

9753500 

9780000 

9781000 
N 


9812000 
9763000 
N 
9617605 
9754000 


9779000 
9753000 
9763500 
9765000 
7N21505 


9766000 
9767000 
9766500 
9767500 
9768500 


9769000 
9770000 
9771000 
9771500 
9771700 


JULY 1947 


Former Catalog 
of Navy Material 
BuMed Stock No. 


9-128-325 
9-129-825 


9-131-725 

9-132-425 

9-133-875 

9-134-175 
A 


9-135-575 


PrP rr SPrry 


9-1 


wW 
nN 


-125 


D> >> P>>>> >>S>p> >>>> 
un 
i=) 


9-142-125 


>> 


9-143-225 


>> 


PrPrrr PPPPP SPrYrrpyY 


Army-Navy 


Stock No. 


9-145-850 


9-146-600 
9-146-610 
9-146-620 
9-146-630 
9-146-640 


9-146-650 
9-146-800 
9-146-835 
9-146-840 
9-146-930 


~ 9-146-940 


9-147-875 
9-148-325 
9-148-900 
9-148-950 


9-149-050 
9-149-060 
9-149-925 
9-151-125 
9-174-425 


9-175-275 


» 9-176-625 


9-177-125 
9-178-475 
9-179-225 


9-180-100 
9-182-750 
9-183-325 
9-184-850 
9-185-225 


9-186-725 
9-187-350 
9-188-425 
9-189-125 
9-189-975 


9-190-025 
9-190-050 
9-190-180 
9-190-650 
9-191-225 


9-191-600 
9-192-025 
9-192-750 
9-193-125 
9-194-650 


9-194-820 
9-195-175 
9-195-500 
9-195-650 
9-195-800 


*Newly standardized item not published in catalog change or revision. 


Former Army 


MED 3 
Stock No. 


Class 9 (Cont’d) 


9772000 
9772500 
9773000 
9773300 
9773400 


9961500 
9911700 
9721000 
9721200 
9721500 


9752000 
9773700 
9773500 
N 
N 


9505500 
9505600 
9505700 
9505800 
9505900 


9505400 
9721800 
9502200 
9502300 
9958810 


9958805 
N 
N 


9720700 
9721600 


9958705 
9958700 
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9752600 
N 


N 
9722120 
9722300 
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of Navy Material 
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9-149-925 
9-151-125 
9-174-425 


9-175-275 
9-176-625 
9-177-125 
9-178-475 
9-179-225 


A 
9-182-750 
9-183-325 
9-184-850 
9-185-225 


9-186-725 
9-187-350 
9-188-425 
9-189-125 
9-189-975 


A 

A 

A 
9-190-650 
9-191-225 


A 
9-192-025 
9-192-750 
9-193-125 
9-194-650 


A 
9-195-175 
3-283-200 

A 


A 


Army-Navy 


Stock No. 


9-195-830 
9-195-980 
9-196-430 
9-196-450 
9-196-650 


9-196-800 
9-197-225 
9-197-410 
9-197-675 
9-197-820 


9-198-125 
9-199-650 
9-204-750 
9-206-710 
9-206-750 


9-207-125 
9-208-750 
9-210-775 
9-214-825 
9-217-100 


9-218-750 
9-219-175 
9-220-210 
9-220-625 
9-221-200 


9-221-240 
9-226-100 
9-226-200 
9-227-875 
9-228-110 


9-228-120 
9-228-130 
9-228-140 
9-228-150 
9-229-650 


9-230-225 
9-232-125 
9-235-875 
9-244-125 
9-244-800 


9-245-675 
9-248-125 
9-249-675 
9-250-225 
9-251-675 


9-251-860 
9-251-960 
9-252-700 
9-252-800 
9-252-900 


9-253-900 
9-253-950 
9-254-000 
9-254-050 
9-254-200 


9-254-225 
9-255-300 
9-255-310 
9-255-330 
9-255-350 


9-255-370 
9-255-500 
9-255-510 
9-255-530 
9-255-550 


A Single service item (Army). 


PRELIMINARY EDITION 


Former Army 
‘MED 


Stock No. 


Class 9 (Cont'd) 


9722500 
97220600 
9722705 
9722700 
9776500 


9714000 
N 
9705720 
N 


9776210 


N 

N 
9109510 
9776400 


9710550 
N 


9777300 


9777100 
9778500 
9710600 
9776900 


222222 


N 
9930675 
N 


N 
9776700 


9775600 
9775800 
9723005 
9723010 
9723100 


9723700 
9723500 
9723600 
9723800 
9723400 


9723415 
9724700 
9724900 
9725100 
9725300 


9725500 
9724600 
9724800 
9725000 
9725200 


Former Catalog 
of Navy Materia 
BuMed Stock No. 
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9-196-650 


A 
9-197-225 
A 
9-197-675 
A 


9-198-125 
9-199-650 
9-204-750 


A 
9-206-750 


9-207-125 
9-208-750 
9-210-775 


* 


9-218-750 
9-219-175 


A 
9-220-625 
A 


A 
A 


A 
9-227-875 
9-228-110 


9-228-120 
9-228-130 
9-228-140 
9-228-150 
9-229-650 


9-230-225 

9-232-125 

9-235-875 

9-244-125 
A 


9-245-675 
9-248-125 
9-249-675 
9-250-225 
9-251-675 
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N_ Single service item (Navy). 
§Former Navy stock number published in Supply Catalog, M. D., USN, 1940 (reprinted 1943); 
item not cataloged in Preliminary Edition of Catalog of Navy Material, BuMed Section. 
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~ . INDEX 
PRELIMINARY EDITION JULY 1947 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Materia 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
! 

Class 9 (Cont’d) Class 9 (Cont’d) Class 9 (Cont’d) 
9-255-570 9725400 A 9-275-160 9711600 A 9-522-480 9370700 A 
9-256-400 9723920 A 9-275-210 9712000 A 9-522-675 N 9-522-675 
9-256-500 9723905 A 9-275-220 9713712 A 9-525-325 3705500 A 
9-256-600 9723910 A 9-276-225 N 9-276-225 9-526-700 9774000 A 
9-256-700 9723915 A 9-277-875 N 9-277-875 9-526-775 N 9-526-775 
9-257-700 9739000 A 9-278-125 N 9-278-125 9-526-850 9782200 A 
9-257-720 9738200 A 9-300-350 N 9-300-350 9-526-950 9781500 A 
9-257-760 9738300 A 9-301-675 N 9-301-675 9-527-125 N 9-527-125 
9-257-780 9738400 A 9-302-125 N 9-302-125 9-541-875 N 9-541-875 
9-257-880 9738500 A 9-303-675 N 9-303-675 9-551-325 N 9-551-325 
9-257-900 9738600 A 9-303-950 N 9-303-950 9-551-800 9731000 A 
9-257-930 9738800 A 9-304-125 N 9-304-125 9-551-810 9731200 A 
9-257-940 9738700 A 9-304-875 N 9-304-875 9-551-830 9731500 A 
9-257-960 9738900 A 9-304-900 9728300 A 9-551-850 9732000 A 
9-258-225 c 9-258-225 9-304-920 9728400 A 9-551-880 9732300 A 
9-258-500 9725610 A. 9-305-125 N 9-305-125 _55]- 

9-258-520 9725603 A 9-306-775 N 9-306-775 Foe Sa ELA , 
9-258-530 9725605 A 9-313-125 N 9-313-125 9-552-040 9731100 A 
9-258-630 9781300 A 9-313-200 9727000 A 9-552-060 9731300 A 
9-258-640 9781305 A 9-313-340 9739500 A 9-552-080 9731700 A 
9-258-650 9781310 A 9-313-350 9794100 A 9.552. " 
9-259-010 9725700 A 9-313-360 9794200 A a ae ae ‘A 
9-259-060 9725800 A 9-313-370 9794400 A 9-552-145 9732600 A 
9-259-100 9725900 A 9-313-380 9794600 A 9-552-575 N 9-552-575 
9-259-110 9726100 A 9-313-390 9794800 A 9-553-850 N 9-553-850 
9-259-160 9792300 A 9-313-420 9761500 A 
9-259-180 9707000 A 9-313-425 9762000 A ice ep pF acne e 
9-259-185 9707500 A 9-313-500 9762300 A O:856 150 9708000 ‘A 
9-259-350 9705000 A 9-313-900 9762500 A 9.558.875 N 9.558.875 
9-259-380 9805500 A 9-314-675 N 9-314-675 9:tehes N 9.558.075 
9-259-400 9805700 A 9-314-850 9728650 A 
9-259-740 9723880 A 9-315-075 9728800 A a cay Peete aie hes 
9-259-790 9727700 A 9-315-150 9958900 A 9.870.128 N 9.870.125 
9-259-875 N 9-259-875 9-315-200 N 9-315-200 9.875.995 N 9.575.225 
9-260-125 N 9-260-125 9-390-100 9779100 A 
9-261-450 N 9-261-450 9-390-200 9779300 A ee y epee de 
9-261-480 9409500 A 9-390-300 9779200 A Heese. 9331000 Se 
9-261-540 9958725 A 9-390-400 9779400 A 9.880.200 9308500 ‘A 
9-261-790 9709000 A 9-482-775 N 9-482-775 
9-261-860 9777500 A 9-483-125 N 9-483-125 a ecieso ee m 
9-262-825 N 9-262-825 9-486-625 N 9-486-625 b:88p900 esain00 Fi 
9-265-175 N 9-265-175 9-487-275 N 9-487-275 eee 6359000 ‘A 
9-266-525 9955700 A 9-487-410 9780500 A 9.581.000 9333000 ‘A 
9-266-875 9955705 A 9-489-100 9781200 A 
9-267-125 9955715 x 9-491-150 9729300 A ape te pope 
9-267-675 9955710 A 9-493-425 9309000 9-493-425 0.551.400 9310000 ye 
9-272-475 N §54-1980 9-495-100 9729500 A 9.800.995 N 9.500.225 
9-272-500 9726350 A 9-521-125 N 9-521-125 9.691.000 9950110 4 
9-272-700 9757525 A 9-521-375 N 9-521-375 
9-272-710 9757530 A 9-521-450 N 9-521-450 AION clas . 
9-272-900 9726370 A 9-521-650 9729750 A are 968560 ‘A 
9-274-300 9756500 A 9-521-700 9729800 A piace 7 geod sae 
9-274-320 9757000 A 9-521-880 9730000 A bes ene e700860 7 
9-274-360 9757500 A 9-521-900 9730100 A 
9-274-900 9710500 A 9-522-000 9730205 A co eee * 
9-274-905 * A 9-522-010 9730210 A 9-595-150 9783000 A 
9-274-910 9710000 A 9-522-020 9730215 A 9-595-325 9784500 A 
9-274-915 * A 9-522-140 9730310 A 9-595-400 9784000 A 
9-2 75-020 9506500 A 9-522-150 9730305 A 9-596-000 9764500 A 
-275-105 9711000 A 9-522-250 27300 
9-275-110 9713702 A 9-522-260 9727400 A 9-596-200 9733001 A. 
9-275-115 9711500 A 9-522-350 9730410 A 9-596-210 9733002 A 
9-275-120 9713707 A 9-522-420 9781400 A 9-596-240 9733003 A 


*Newly standardized item not published in catalog change or revision. A Single service item(Army). N _ Single service item (Navy). 
§Former Navy stock number published in Supply Catalog, M.D., USN, 1940 (reprinted 1943); 
item not cataloged in Preliminary Edition of Catalog of Navy Material, BuMed Section. p 31 
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PRELIMINARY EDITION 


Former Army 
MED 3 
Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Former Army 
MED 3 
Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


| Former Army 
Army-Navy MED 3 
Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No, 


Army-Navy 


Army-Navy 
Stock No. y J 


Stock No. 


9-596-260 


Class 9 (Cont’d) 
9733005 


Class 9 (Cont’d) 


9-602-940 


9815000 


Stock No. | 


Class 10 (Cont’d) 


A A -570- 701 10-570-150 

9-596-270 9733006 A 9-602-946 9812200 A ees edie 4 RE 
pee acre A 9-602-948 Beacioe A 10-630-062 * * 

-596- 33009 9-602-955 9736100 A -700- -700- 
9-596-330 9733010 A 9-602-965 9736500 A pe aes aoe «hee 
9-596-350 9733012 A 9-602-970 9736400 A 10-706-200 * x 
9-596-370 9733014 oa 9602-975 9736300 A 10-707-500 B744750  10-744-750 
9-596-390 9733040 A 9-602-980 9736200 A 10-714-130 B714130 10-714-130 
9-596-600 9617500 A 9-602-985 9736000 A 10-715-100 * * 
9-596-800 9617600 A 9-602-995 9816000 A 10-715-250 B715250  10-715-250 
9-596-820 9617610 A 9-603-075 9763100 A 10-718-351 * : 
9-596-840 9617615 A 9-603-125 9930700 A 10-718-450 B718450 A 
9-596-850 9617620 A 9-603-750 9930800 A 10-718-455 B718455 10-718-455 
9-596-860 9617625 A 9-603-850 9400800 A 10-728-150 * * 
9-597-050 * A 9-604-225 9930900 A 10-737-010 B737010 10-737-010 
9-597-500 9379700 A 9-610-325 9931000 9-610-325 Mev e a lets fe 
9-597-800 9784700 A apt Ce ae 
9-597-850 9784800 A 10-745-631 * * 
9-598-600 9733100 A 10-747-571 * * 
9-598-640 9733200 A Class 10 10-755-530 B755530  10-755-530 
9-598-680 9733205 A 10-100-033 / sf -900- B155591 10-155-591 
9-598-900 9733050 A 10-100-230 B100230 —10-100-230 i alae Ae 5610  10-155-610 
9-598-980 9733055 A 10-100-301 ‘ * 10-900-500 N * 
9-599-200 9785000 A 10-100-330 B100330 —_10-100-330 10-902-000 " N 10-157-680 
9-599-202 9785500 A 10-100-430 * 10-100-430 10-903-350 N 10-160-630 
9-599-204 9786000 A 10-100-450 * 10-100-450 -905- 10-166-080 
9-599-210 9786500 A 10-129-850 * 10-129-850 papal s epee 
9-599-214 9787500 A 10-130-051 * 10-908-250 N 10-167-600 
9-599-216 9788000 A 10-130-060 : ¥ 10-908-260 N 10-167-605 
9-599-218 9788500 A 10-130-070  B130070 —_10-130-070 10-908-270 N 10-167-610 
9-599-240 9792000 A 10-130-130 B130130 10-130-130 -910- N 10-167-850 
9-599-700 9789000 A 10-130-150 B130150 10-130-150 apueeed B180590 A 
9-599-800 9789500 A 10-150-031 * * 10-924-400 B198830 10-198-830 
9-599-900 9790500 A 10-200-051 B200051  10-200-051 10-925-000 B198850 10-198-850 
9-600-010 9791000 A 10-200-230 B200230 10-200-230 
9-600-110 9791500 A 10-200-351 ~ ¥, 
9-600-210  ~° 9791800 A 10-210-031 B210031 10-210-031 
9-600-310 9791850 A 10-230-221 . 7 
9-600-410 9959000 A 10-230-280 B230280 10-230-280 
9-600-800 9441000 A 10-230-311 ' * Class 11 
9-601-125 N 9-601-125 10-230-341 rg a 11-006-550 F006550 11-006-550 
9-602-475 N 9-602-475 10-250-031 “ id 11-006-850 F006850 ~=—11-006-850 
9-602-510 9792500 A 10-250-500 ‘4 10-250-500 11-006-860 F006860 —_11-006-860 
9-602-560 9733500 A 10-255-590 B255590 =: 110-255-590 11-006-870 F006870 = 11-006-870 
9-602-580 9802000 A 10-255-603 . 2: 11-006-880 F006880 11-006-880 
9-602-600 9734000 A 10-261-530 B261530 10-261-530 11-006-910 F006890 11-006-910 
9-602-620 9734500 A 10-276-981 4 7 11-006-950 F006950 mo 
9-602-640 9807000 A 10-277-251 B270300 = 10-277-251 11-006-960 F006960 . 
9-602-660 9808000 A 10-277-520 B270330 10-277-520 11-006-970 F006970 “i 
9-602-670 9733700 A 10-279-550 : 7 11-008-550 F008550  11-008-550 
9-602-680 9815400 A 10-287-352 - : 11-009-000 F009390 11-009-000 
9-602-690 9815500 A 10-290-520 B275530 =10-290-520 11-009-010 F009400 11-009-010 
9-602-695 9815600 A 10-290-641 ee 11-009-020 F009365 11-009-020 
9-602-700 9815700 A 10-299-150 B299150  10-299-150 11-009-030 F009315 11-009-030 
9-602-740 9735000 A 10-310-100 B275570 ~=10-291-260 11-009-040 F009435 11-009-040 
9-602-750 9803000 A 10-355-730 B355730 =. 110-355-730 11-009-050 F009345 11-009-050 
9-602-760 9735200 A 10-373-151 a i 11-009-060 F009335 11-009-060 
9-602-780 9805000 A 10-440-071 “ : 11-009-070 F009320 11-009-070 
9-602-800 9804000 A 10-443-030 B443030 =: 110-443-030 11-009-080 F009420 11-009-080 
9-602-845 9712500 A 10-460-030 B460030 ~—- 110-460-030 11-009-090 F009355 11-009-090 
9-602-865 9713000 A 10-470-211 a : 11-009-100 F009305 11-009-100 
9-602-875 9713500 A 10-470-232 i * 11-009-110 F009455 11-009-110 
9-602-900 9735500 A 10-475-152 . “ 11-009-120 F009337 11-009-120 
9-602-920 9806000 A 10-476-060 B530030 = 10-530-030 11-009-130 F009445 11-009-130 
9-602-935 9814000 Ni 10-485-151 * a 11-009-140 F009322 11-009-140 
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A_ Single service item (Army). 


N_ Single service item (Navy). 


Sn n=» ne sepa en ssn ns neni 


OG.! 
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PRELIMINARY EDITION JULY 1947 
| 
Former Army | Former Catalog Former Army | Former Catalog Former Army Former Catalog 
| Army-Navy MED | of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. | BuMed Stock No. ‘Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 11 (Cont’d) Class 11 (Cont’d) Class 11 (Cont’d) 
11-009-150 F009447 11-009-150 11-144-860 F148910 11-144-860 11-218-605 F218525 . 
11-009-160 F009325 11-009-160 11-145-180 F 145180 11-145-180 11-218-610 F218515 ‘i 
11-009-170 F009375 11-009-170 11-145-850 F 145850 11-145-850 11-218-615 F218535 is 
11-009-180 F009425 11-009-180 11-149-850 F 149850 114-149-850 11-218-620 F 218565 25 
11-009-190 F009380 11-009-190 11-162-350 F 162350 11-162-350 11-218-625 F218530 : 
11-009-200 F009410 11-009-200 11-162-365 F 162370 11-162-365 11-218-630 F218545 * 
11-009-300 F009700 11-009-300 11-162-375 F 162380 11-162-375 11-218-635 F218540 = 
11-009-310 F009730 11-009-310 11-162-385 F 162360 11-162-385 11-218-640 F218520 » 
11-009-330 F009710 11-009-330 11-162-395 F 162390 1t-162-395 11-218-645 F218555 * 
11-009-340 F009740 11-009-340 11-162-405 F 162400 11-162-405 11-218-650 F218570 % 
11-009-350 F009770 11-009-350 11-162-415 F 162410 11-162-415 11-218-655 F218590 * 
11-009-360 F009720 11-009-360 11-162-450 F 162450 11-162-450 11-218-660 F218575 * 
11-009-370 F009750 11-009-370 11-162-470 F 162470 11-162-470 11-218-665 F218580 * 
11-009-385 F009780 11-009-385 11-162-480 F 162480 11-162-480 11-221-550 F221550 * 
11-009-395 F009760 11-009-395 11-162-495 F 162460 11-162-495 11-221-570 F221570 11-221-570 
11-009-405 F009790 11-009-405 11-162-510 F 162490 11-162-510 11-224-550 F 224550 11-224-550 
11-009-415 F009800 11-009-415 11-162-520 F 162500 11-162-520 11-226-550 F 226550 11-226-550 
11-009-430 F009810 11-009-430 11-162-530 F162510 11-162-530 11-226-560 F 226560 11-226-560 
11-009-900 F009900 11-009-900 11-166-450 F 166450 11-166-450 11-226-570 F 226570 11-226-570 
11-009-910 F009910 11-009-910 11-166-455 F 166455 11-166-455 11-228-550 F228550 is 
11-009-920 F009920 11-009-920 11-166-460 F 166460 11-166-460 11-228-750 F 228750 11-228-750 
11-009-930 F009930 11-009-930 11-166-465 F 166465 11-166-465 11-230-550 F 230550 11-230-550 
11-009-940 F009940 11-009-940 11-166-470 F 166470 11-166-470 11-230-555 F230555 11-230-555 
11-009-950 F009950 11-009-950 11-166-475 F 166475 11-166-475 11-230-560 F 230560 11-230-560 
11-009-960 F009960 11-009-960 11-166-480 F 166480 11-166-480 11-238-250 F 238250 11-238-250 
11-009-970 F009970 11-009-970 11-166-485 F 166485 11-166-485 11-242-150 F 242150 . 
11-009-980 F009980 11-009-980 11-166-510 F 166510 11-166-510 11-242-250 F 242250 11-242-250 
11-010-450 F010450 11-010-450 11-166-515 F 166515 11-166-515 11-244-850 F 244850 11-244-850 
11-010-550 F010550 11-010-550 11-166-520 F 166520 11-166-520 11-252-710 F252910 é 
~ 11-010-580 F010580 11-010-580 11-166-525 F 166525 11-166-525 11-252-715 F252915 % 
11-016-050 F016050 11-016-050 11-166-530 F 166530 11-166-530 11-252-720 F252920 * 
11-018-050 F018050 * 11-166-550 F166530 = 111-166-550 11-252-730 F252930 bs 
11-021-550 F021550 11-021-550 11-166-555 F 166555 11-166-555 11-252-780 F252980 ba 
11-033-550 F033550 . 11-166-560 F 166560 11-166-560 11-252-850 F252850 11-252-850 
11-033-560 F033560 bg 11-166-565 F 166565 11-166-565 11-261-850 F261850 * 
11-033-570 F033570 53 11-166-570 F 166570 11-166-570 11-262-250 F 262250 * 
11-033-580 F033580 11-033-580 11-204-450 F 204450 ag 11-262-270 F 262270 11-262-270 
11-041-550 F041550 5 11-204-850 F204850 11-204-850 11-262-290 F 262290 * 
11-061-550 F061550 11-061-550 11-204-855 F 204855 11-204-855 11-262-405 F 262405 * 
11-061-570 F061570 11-061-570 11-204-875 F 204875 si 11-262-550 F 262550 * 
11-061-590 F061590 11-061-590 11-204-880 F 204880 * 11-263-350 F 263350 s 
11-061-610 F061610 % 11-204-885 F 204885 ‘3 11-271-150 F271150 si 
11-061-630 F061630 11-061-630 11-204-890 F 204890 im 11-272-320 F272320 11-272-320 
11-061-850 F061850 11-061-850 11-205-550 F205550 5 11-272-325 F272325 11-272-325 
11-061-880 F061880 11-061-880 11-205-650 F 205650 _ 11-272-350 F272350 11-272-350 
11-061-885 F061885 11-061-885 11-205-670 F 205670 11-205-670 11-272-360 F272360 11-272-360 
11-061-950 F061950 = 11-205-680 F 205680 11-205-680 11-272-370 F272370 11-272-370 
11-061-960 F061960 if 11-205-690 F205690 11-205-690 11-272-380 F272380 11-272-380 
11-062-250 F062250 11-062-250 11-206-550 F 206550 i 11-272-420 F 260850 * 
11-076-050 F076050 11-076-050 11-206-570 F 206570 * 11-272-650 F272650 11-272-650 
11-078-050 F078050 - 11-206-580 F 206580 § 11-272-660 F205250 11-272-660 
11-101-550 F101550 11-101-550 11-206-590 F 206590 - 11-272-750 F 272750 11-272-750 
11-101-560 F 101560 11-101-560 11-206-650 F 206650 % 11-272-760 F272900 11-272-760 
11-101-570 F 101570 11-101-570 11-206-670 F 206670 % 11-272-850 F272850 11-272-850 
11-108-520 F 108520 11-108-520 11-206-690 F 206690 * 11-272-860 F 205260 11-272-860 
11-108-530 F 108530 11-108-530 11-206-850 F 206850 - 11-272-950 F272950 11-272-950 
11-108-540 F 108540 11-108-540 11-208-850 F 208850 11-208-850 11-272-955 F 205270 ss 
11-108-550 F 108550 11-108-550 11-208-870 F 208870 11-208-870 11-273-510 F273510 * 
11-108-560 F 108560 11-108-560 11-208-880 F 208880 11-208-880 11-273-530 F273530 % 
11-108-570 F 108570 11-108-570 11-208-890 F208890 11-208-890 11-273-580 F 273580 * 
11-115-850 F115850 11-115-850 11-209-550 F209550 sg 11-274-350 F274350 11-274-350 
11-117-550 F 117550 11-117-550 11-210-550 F210550 11-210-550 11-274-650 F274650 11-274-650 
11-131-250 F131250 11-131-250 11-214-550 F214550 11-214-550 11-274-660 F 274660 . 
11-131-850 F131850 11-131-850 11-214-580 F214580 * 11-274-665 F 274665 * 
11-144-850 F 144850 11-144-850 11-218-600 F218505 * 11-275-010 F275010 a 


OG.-1 
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JULY 1947 PRELIMINARY EDITION 
Former Army Former Catalog Former Army Former Catalog | Former Army Former Catalog 
Army-Navy: MED 3 of Navy Material Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 11 (Cont’d) Class 11.(Cont’d) Class 11 (Cont’d) 
11-275-020 F275020 * 11-463-160 F463160  11-463-160 11-663-820 F 663820 11-663-820 
11-275-520 F275520 ~—- 111-275-520 11-470-550 F470550 = 114-470-550 11-663-825 F 663825 11-663-825 
11-275-530 F275530 = 111-275-530 11-472-350 F458150 11-472-350 11-675-320 F675320  11-675-320 
11-275-540 F275510 = 111-275-540 11-474-150 F474150  11-474-150 11-675-330 F675322 11-675-330 
11-277-750 F277750 = 111-277-750 11-477-150 F477150 : 11-675-415 F675415 11-675-415 
11-277-850 F277850  =11-277-850 11-478-150 F478150 =11-478-150 11-675-425 F675417 11-675-425 
11-277-950 F277950  =11-277-950 11-478-155 F478155 11-478-155 11-675-435 F675419 11-675-435 
11-284-550 F 284550 * 11-478-160 F478160 11-478-160 11-705-750 F705750  ~=11-705-750 
11-288-550 F288550  11-288-550 11-478-165 F 478165 11-478-165 11-706-150 F706150 =11-706-150 
11-291-010 F291010 % 11-478-170 F478170  11-478-170 11-706-850 F 706850 11-706-850 
11-302-450 F302450 ~=—11-302-450 11-478-180 F478180  11-478-180 11-708-150 F708150  11-708-150 
11-302-470 F302470 ~=11-302-470 11-478-220 F478220 =11-478-220 11-708-170 F708170 . 
11-302-550 F302550 ~—. 111-302-550 11-514-050 F514050 = 111-514-050 11-708-750 F 708750 i“ 
11-302-560 F302560 = 11-302-560 11-514-250 F514250 . 11-708-905 F708905 ~— 111-708-905 
11-302-570 F302570 =11-302-570 411-514-255 F514255 * 11-709-750 F709750 11-709-750 
11-302-580 F302580 = 11-302-580 11-514-550 F514550 * 11-711-250 F711250 = 111-711-250 
11-302-590 F302590 = 11-302-590 11-514-555 F514555 * 11-724-250 F724250 11-724-250 
11-303-850 F303850 = 11-303-850 11-514-560 F514560 at 11-724-350 F724350 11-724-350 
11-306-550 F306550 = 111-306-550 11-514-565 F514565 11-514-565 11-733-250 F733250  11-733-250 
11-319-750 F319750 =. 111-319-750 11-521-250 F521250 = 111-521-250 11-733-255 F 733255 11-733-255 
11-335-550 F335550 * 11-521-260 F521260 * 11-733-265 F733265 11-733-265 
11-336-550 F336550 is 11-521-350 F521350 . 11-733-270 F733270 = 11-733-270 
11-337-150 F337150 . 11-521-650 F521650 11-521-650 11-733-275 F 733275 11-733-275 
11-341-100 F341100 = 111-341-100 11-521-680 F521690 = 111-521-680 11-742-150 F742150  11-742-150 
11-341-200 F341105 11-341-200 11-521-700 F521700 ~=11-521-700 11-745-105 F745105 11-745-105 
11-341-300 F341110 ~—- 111-341-300 11-521-720 F521660 = 11-521-720 11-745-150 F745150 = 111-745-150 
11-373-150 F373150 . 11-521-730 F521670 =11-521-730 11-760-810 F760810  11-760-810 
11-373-500 3 54-1999 11-521-740 F521710  11-521-740 11-760-820 F 760950 i 
11-404-750 F404750 = 111-404-750 11-523-550 F523550 11-523-550 11-760-850 F760850 —_ 111-760-850 
11-404-760 F404760 ~=11-404-760 11-528-220 F528220 * 11-760-855 F 760855 11-760-855 
11-404-770 F404770 ~—- 111-404-770 11-528-240 F528240 = 111-528-240 11-760-860 F760860 = 11-760-860 
11-404-810 F404810 11-404-810 11-528-250 F528250 a 11-760-875 F 760875 11-760-875 
11-404-820 F441200 ~—:11-404-820 11-528-270 F528210 - 11-760-880 F 760880 11-760-880 
11-404-825 F441205 11-404-825 11-544-150 F544150 = 111-544-150 11-760-980 F760980 —- 111-760-980 
11-404-830 F441210 = 111-404-830 11-548-205 F548205 33 11-762-750 F762750 ~=11-762-750 
11-404-835 F441215 11-404-835 11-548-210 F548210 ~=11-548-210 11-762-770 F762770 = 111-762-770 
11-404-950 F404950 = 11-404-950 11-548-215 F548215 11-548-215 11-763-100 F763100 11-763-100 
11-405-900 F441300  =11-405-900 11-548-235 F548235 11-548-235 11-763-200 F 763200 11-763-200 
11-405-905 F441305 = 111-405-905 11-561-250 F561250 = 111-561-250 11-765-850 F765850 —- 111-765-850 
11-405-910 F441310 = 11-405-910 11-561-255 F561255 11-561-255 11-765-855 F741150 = 111-765-855 
11-405-915 F441315 11-405-915 11-561-450 F561450 hi 11-771-250 F771250 = 111-771-250 
11-407-350 F407350 = 111-407-350 11-572-175 F572175 11-572-175 11-773-250 F773250 = 111-773-250 
11-420-750 F420750 = 111-420-750 11-572-180 F505150 =—11-572-180 11-774-100 F774100 11-774-100 
11-420-755 F420755 11-420-755 11-572-330 F502150 * 11-774-120 F774120 =: 111-774-120 
11-420-850 F420850  11-420-850 11-572-335 F502160 sd 11-774-130 F774130 =: 111-774-130 
11-420-870 F420870 = 11-420-870 11-572-375 F506850 i 11-774-140 F774140 11-774-140 
11-423-150 F423150  11-423-150 11-572-385 F506870 ig 11-774-150 F774150 = 111-774-150 
11-441-800 F441800  11-441-800 11-572-430 F573550 =: 11-573-550 11-774-160 F774160 ~—- 111-774-160 
11-441-805 F441805 11-441-805 11-572-435 F573560 11-573-560 11-774-170 E774170 ~—: 111-774-170 
11-441-810 F441810 = 111-441-810 11-572-440 F573570 = -11-573-570 11-774-180 F774180 —-11-774-180 
11-441-815 F441815 11-441-815 11-574-550 F574550 11-574-550 11-774-190 E774190 —:11-774-190 
11-444-150 F444150 ~—- 111-444-150 11-574-555 F574555 11-574-555 11-774-200 F774200 111-774-200 
11-444-160 F444160 = 111-444-160 11-575-105 F575105 11-575-105 11-775-105 F775105 11-775-105 
11-444-170 F444170 = 111-444-170 11-575-110 F575110 = 111-575-110 11-775-110 F775110 ~=—- 111-775-110 
11-445-150 F445150 ~—- 111-445-150 11-577-000 F573620 = 111-573-620 11-778-510 F778510 —11-778-510 
11-445-160 445160 = 11-445-160 11-589-550 F589550 =11-589-550 11-778-530  F778530 ~—‘11-778-530 
11-445-170 F445170 = 11-445-170 11-590-150 F590150 = 111-590-150 11-778-560 F778560 —- 111-778-560 
11-445-250 F 441870 * 11-590-160 F590160 ~—- 111-590-160 11-778-580 F778580 —- 111-778-580 
11-448-550 F448550 = 111-448-550 11-590-180 F590180 =. 11-590-180 11-778-650 F778650 ~—-11-778-650 
11-453-250 F453250 =. 111-453-250 11-590-190 F590190 = 11-590-190 11-778-750 F778750 ~—- 111-778-750 
11-461-500 F441950 * 11-590-210 F590210 = 11-590-210 11-778-770 F778770 ~—- 111-778-770 
11-461-510 F441955 ¥ -11-590-250 F590250 ~=—11-590-250 11-778-790 F778790 ~—-11-778-790 
11-462-150 F 462150 _ 11-662-250 F662250 =11-662-250 11-778-850 F778850 —- 111-778-850 
11-463-150 F463150 =11-463-150 11-663-810 F663810  11-663-810 11-778-855 F778855 11-778-855 
11-463-155 F463155 11-463-155 11-663-815 F663815 11-663-815 11-778-860 F778860 —=11-778-860 
*Newly standardized item not published in catalog change or revision. 
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11-778-865 
11-778-870 
11-778-875 
11-778-905 
11-778-910 


11-778-915 
11-778-920 
11-778-925 
11-778-930 
11-778-935 


11-778-955 
11-778-960 
11-778-965 
11-778-970 
11-779-100 


11-779-102 
11-779-104 
11-779-106 
11-779-120 
11-779-122 


11-779-124 
11-779-126 
11-779-200 
11-779-202 
11-779-204 


11-779-206 
11-783-105 
11-783-405 
11-783-410 
11-783-415 


11-783-420 
11-783-425 
11-783-430 
11-783-435 
11-783-440 


11-783-445 
11-783-450 
11-783-455 
11-783-460 
11-783-465 


11-783-470 
11-783-475 
11-785-850 
11-786-950 
11-789-150 


11-789-155 
11-794-150 
11-796-250 
11-796-350 
11-796-370 


11-797-350 
11-808-500 
11-808-560 
11-808-570 
11-808-580 


11-808-590 
11-808-600 
11-808-605 
11-808-610 
11-808-620 


11-808-625 
11-808-630 
11-808-635 
11-808-640 
11-808-790 


F778865 
F778870 
F778875 
F778905 
F778910 


F778915 
F778920 
F778925 
F778930 
F778935 


F778955 
F778960 
F778965 
F778970 
F779100 


F779102 
F779104 
F779106 
F779120 
F779122 


F779124 
F779126 
F 779200 
F 779202 
F 779204 


F779206 
F783105 
F 783305 
F783315 
F 783365 


F 783395 
F 783330 
F 783325 
F783400 
F 783340 


F783350 
F 783360 
F783310 
F 783375 
F 783380 


F783385 
F783390 
F785850 
F 786950 
F789150 


F789155 
F794150 
F796250 
F796350 
F796370 


F 797350 
F 808550 
F 808700 
F 808715 
F 808720 


F 808705 
F 808710 
F 808725 
F 808735 
F 808707 


F 808727 
F 808760 
F 808765 
F 808770 
F 808860 


11-778-865 
11-778-870 
11-778-875 
11-778-905 
11-778-910 


11-778-915 
11-778-920 
11-778-925 
11-778-930 
11-778-935 


11-778-955 
11-778-960 
11-778-965 
11-778-970 
11-779-100 


11-779-102 
11-779-104 
11-779-106 
11-779-120 
11-779-122 


11-779-124 
11-779-126 
11-779-200 
11-779-202 
11-779-204 


11-779-206 
* 


11-783-405 
11-783-410 
11-783-415 


11-783-420 
11-783-425 
11-783-430 
11-783-435 
11-783-440 


11-783-445 
11-783-450 
11-783-455 
11-783-460 
11-783-465 


11-783-470 
11-783-475 
11-785-850 
11-786-950 
11-789-150 


11-789-155 
11-794-150 
11-796-250 
11-796-350 
11-796-370 


11-797-350 
11-808-500 
11-808-560 
11-808-570 
11-808-580 


11-808-590 
11-808-600 
11-808-605 
11-808-610 
11-808-620 


11-808-625 
11-808-630 
11-808-635 
11-808-640 
11-808-790 


INDEX 
JULY 1947 
Former Army | Former Catalog Former Army Former Catalog 
Army-Navy MED 3 | of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 11 (Cont’d) Class 11 (Cont’d) 
11-808-800 F 808800 11-808-800 11-898-210 F 898530 11-898-210 
11-808-810 F808810 11-808-810 11-898-220 F898570 11-898-220 
11-808-820 F808820 11-808-820 11-898-230 F898510 11-898-230 
11-808-830 F808880 11-808-830 11-898-240 F 898535 11-898-240 
11-810-000 F815205 11-810-000 11-898-250 F 898560 11-898-250 
11-810-010 F815220 11-810-010 11-898-260 F898575 11-898-260 
11-810-020 F815215 11-810-020 11-898-270 F898590 11-898-270 
11-810-030 F815210 11-810-030 11-898-280 F 898520 11-898-280 
11-810-040 F815230 11-810-040 11-898-290 F898550 11-898-290 
11-810-050 F815235 11-810-050 11-898-300 F 898572 11-898-300 
11-810-060 F815245 11-810-060 11-898-310 F 898512 11-898-310 
11-810-070 F815240 11-810-070 11-898-320 F898540 11-898-320 
11-822-850 F 822850 11-822-850 11-898-330 F 898562 11-898-330 
11-831-250 F831250 11-831-250 11-898-340 F898592 11-898-340 
11-846-500 F 846500 11-846-500 11-898-350 F 898525 11-898-350 
11-846-600 F 846600 11-846-600 11-898-360 F898545 11-898-360 
11-846-700 F 846700 11-846-700 11-898-370 F898565 11-898-370 
11-846-800 F 846800 11-846-800 11-898-380 F 898555 11-898-380 
11-868-150 F868150 11-868-150 11-898-390 F898515 11-898-390 
11-869-150 F869150 11-869-150 11-898-400 F 898580 11-898-400 
11-873-810 F 873810 11-873-810 11-898-410 F898595 11-898-410 
11-873-820 F873820 11-873-820 
11-873-840 F 873840 11-873-840 
11-873-850 F 873850 11-873-850 
11-877-005 F877005 11-877-005 Class 12 
11-877-010 F877010 11-877-010 12-000-030 H000030 A 
11-877-015 F877015 11-877-015 12-000-050 H000050 A 
11-877-020 F 877020 11-877-020 12-000-060 H000060 A 
11-877-025 F877025 11-877-025 12-000-070 H000070 A 
11-877-035 F 877035 11-877-035 12-000-080 H0O00080 A 
11-877-040 F 877040 11-877-040 12-008-000 HO0O08000 A 
11-877-050 F 877050 11-877-050 12-008-050 H008050 A 
11-877-060 F877060 11-877-060 12-010-000 H010000 A 
11-877-065 F877065 11-877-065 12-012-100 3601100 A 
11-877-205 F877205 11-877-205 12-012-102 3601200 A 
11-877-215 F877215 11-877-215 12-012-104 3601300 A 
11-877-225 F877225 11-877-225 12-012-106 3601400 A 
11-877-235 F 877235 11-877-235 12-012-108 3601500 A 
11-877-245 F877245 11-877-245 12-012-110 3601600 A 
11-877-255 F 877255 11-877-255 12-012-112 3601700 A 
11-877-265 F 877265 11-877-265 12-012-212 3615000 A 
11-877-275 F 877275 11-877-275 12-012-214 3615100 A 
11-877-285 F877285 11-877-285 12-012-216 3615200 A 
11-877-505 F 877505 11-877-505 12-012-218 3615300 A 
11-877-525 F877525 11-877-525 12-012-220 3615400 A 
11-877-575 F877575 11-877-575 12-012-222 3615500 A 
11-895-150 F895150 11-895-150 12-012-224 3615600 A 
11-895-175 F895175 11-895-175 12-012-324 3600200 A 
11-897-000 F 897505 11-897-000 12-012-326 3600300 A 
11-897-010 F897520 11-897-010 12-012-328 3600400 A 
11-897-020 F 897575 11-897-020 12-012-330 3600500 A 
11-897-030 F 897535 11-897-030 12-012-332 3600600 A 
11-897-040 F897555 11-897-040 12-012-334 3600700 A 
11-897-050 F 897510 11-897-050 12-012-336 3600800 A 
11-897-060 F 897525 11-897-060 12-012-436 3613400 A 
11-897-070 F 897540 11-897-070 12-012-438 3613500 A 
11-897-080 F 897580 11-897-080 12-012-440 3613600 A 
11-897-090 F 897515 11-897-090 12-012-442 3613700 A 
11-897-100 F 897545 11-897-100 12-012-444 3613800 A 
11-897-110 F 897585 11-897-110 12-012-446 3613900 A 
11-897-120 F 897565 11-897-120 12-012-448 3614000 A 
11-897-130 F 897595 11-897-130 12-012-548 3614200 A 
11-897-140 F 897600 11-897-140 12-012-550 3614300 A 
11-897-150 F 897605 11-897-150 12-012-552 3614400 A 
11-898-200 F898505 11-898-200 12-012-554 3614500 A 


*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). 
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Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 


Class 12 (Cont’d) 


12-012-556 § 3614600 A 12-180-170 H180170 A 12-350-150 H350150 A 
12-012-558 3614700 A 12-190-150 H190150 A 12-350-160 H350160 A 
12-012-560 3614800 A 12-190-350 H190350 A 12-350-170 H350170 A 
12-020-050 020050 A 12-215-250 H215250 A 12-350-180 H350180 A 
12-020-070 020070 A 12-215-270 H215270 A 12-350-190 H350190 A 
12-020-200 H020200 A 12-217-150 H217150 A 12-350-200 H350200 A 
12-020-300 H020300 A 12-217-170 H217170 A 12-350-250 H350250 A 
12-020-350 H020350 A 12-217-190 H217190 A 12-350-260 H350260 A 
12-025-000 H757545 A 12-223-150 H223150 A 12-350-270 H350270 A 
12-025-025 H756900 A 12-224-150 H224150 A 12-350-280 H350280 A 
12-025-050 H756850 A 12-225-250 H225250 A 12-350-290 H350290 A 
12-025-075 H756950 A 12-225-260 H225260 A 12-350-300 H350300 A 
12-025-150 H757550 A 12-225-270 H225270 A 12-350-350 H350350 A 
12-025-225 H757850 A 12-225-280 H225280 A 12-350-360 H350360 A 
12-025-275 H757950 A 12-225-290 H225290 A 12-350-370 H350370 A 
12-025-350 H758550 A 12-225-450 H225450 A 12-350-380 H350380 A 
12-025-375 H758650 A 12-225-460 H225460 A 12-350-390 H350390 A 
12-025-400 H758750 A 12-225-470 H225470 A 12-350-400 H350400 A 
12-028-100 3767000 a 12-225-480 H225480 A 12-350-410 H350410 A 
12-028-110 3768000 A 12-225-490 H225490 A 12-361-150 H361150 A 
12-028-120 3763000 A 12-225-500 H225500 et 12-361-160 H361160 A 
12-028-130 3764000 A 12-225-510 H225510 A 12-361-170 H361170 A 
12-033-050 H033050 A 12-225-520 H225520 A 12-361-180 H361180 A 
12-033-060 H033060 A 12-225-530 H225530 A 12-361-185 H361185 A 
12-033-070 H033070 A 12-225-540  H225540 A 12-361-190 H361190 A 
12-033-080 H033080 A 12-225-550 H225550 A 12-371-150 H371150 A 
12-033-090 H033090 A 12-225-560 H225560 A 12-381-150 H381150 A 
12-033-200 H033200 A 12-225-570 H225570 A 12-381-160 H381160 A 
12-033-210 H033210 A 12-227-150 H227150 A 12-455-150 H455150 A 
12-034-000 H034000 A 12-228-150 H228150 A 12-457-150 H457150 A 
12-040-010 H040010 A 12-233-150 H233150 A 12-457-200 H457200 A 
12-040-015 H040015 A 12-233-250 H233250 A 12-457-250 H457250 A 
12-040-020 H040020 A 12-235-150 H235150 A 12-470-170 H470170 A 
12-040-025 H040025 A 12-235-200 H235200 A 12-470-180 H470180 A 
12-040-030 H040030 A 142-255-150 H255150 A 12-475-150 H475150 A 
12-040-035 H040035 A 12-265-150 H265150 A 12-475-160 H475160 A 
12-040-040 H040040 A 12-265-170 H265170 A 12-475-170 H475170 A 
12-040-045 H040045 A 12-265-190 H265190 A 12-480-150 H480150 A 
12-040-050 H040050 A 12-265-500 H500550 A 12-480-175 H480450 A 
12-040-055 H040055 A 12-270-010 H270010 A 12-480-200 H480200 A 
12-040-060 H040060 A 12-275-050 3761500 A 12-480-210 H480210 A 
12-040-065 H040065 A 12-275-150 H275150 A 12-480-250 H480250 A 
12-052-150 H052150 A 12-285-150 H285150 A 12-480-270 H480270 A 
12-052-200 H052200 A 12-285-200 H285200 A 12-480-290 H480290 A 
12-052-250 H052250 A 12-285-250 H285250 A 12-480-350 H480350 A 
12-055-150 H055150 A 12-295-150 H295150 A 12-480-500 H480500 A 
12-055-170 H055170 A 12-300-150 H300150 A 12-480-650 H480650 A 
12-055-190 H055190 A 12-315-150 H315150 A 12-480-750 H480750 A 
12-055-210 H055210 A 12-325-150 H325150 A 12-540-150 H540150 A 
12-055-230 H055230 A 12-327-150 H327150 A 12-540-160 H540160 A 
12-160-150 H160150 A 12-327-170 H327170 A 12-540-450 H540450 A 
12-160-170 H160170 A 12-327-190 H327190 A 12-540-470 H540350 A 
12-161-150 H161150 A 12-355-150 H335150 A 12-548-150 H548150 A 
12-162-150 H162150 A 12-337-150 H337150 A 12-548-200 H548200 A 
12-162-170 H162170 A 12-337-170 H337170 A 12-548-350 H548350 A 
12-162-180 H162180 A 12-337-250 H337250 A 12-548-450 H548450 A 
12-162-550 H162550 A 12-337-270 H337270 A 12-548-550 H548550 A 
12-162-570 H162570 A 12-340-150 H340150 A 12-548-650 H548650 A 
12-162-590 H162590 A 12-341-150 H341150 A 12-548-750 H548750 A 
12-170-150 H170150 A 12-341-155 H341250 A 12-548-850 H548850 A 
12-170-170 H170170 A 12-341-170 H341170 A 12-548-950 548950 A 
12-170-190 H170190 A 12-341-175 H341270 A 12-550-550 H550550 A 
12-170-210 H170210 A 12-341-190 H341190 A 12-565-150 H565150 A 
12-175-150 H175150 A 12-341-210 H341210 A 12-575-150 H575150 A 
12-180-150 H180150 A 12-341-215 H341290 A 12-575-250 H575250 A 


Page 36 


Class 12 (Cont’d) 


A_ Single service item (Army), 


Class 12 (Cont’d) 


Sn 


OG. 


CROSS 
ab INDEX 
PRELIMINARY EDITION JULY 1947 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 


Class 12 (Cont’d) 


12-575-350 
12-575-450 
12-625-150 
12-625-200 
12-627-150 


12-628-150 
12-629-150 
12-635-150 
12-636-150 
12-636-160 


12-636-170 
12-636-180 
12-636-250 
12-636-350 
12-636-550 


12-678-150 
12-678-250 
12-678-350 
12-678-380 
12-678-450 


12-678-480 
12-678-550 
12-678-650 
12-678-660 
12-678-670 


12-678-690 
12-678-750 
12-678-780 
12-678-850 
12-678-900 


12-678-950 
12-679-100 
12-679-150 
12-679-170 
12-679-190 


12-685-150 
12-685-350 
12-692-150 
12-701-150 
12-711-150 


12-715-150 
127-715-170 
12-715-190 
12-715-250 
12-715-270 


12-715-290 
12-715-350 
12-715-370 
12-715-390 
12-715-450 


12-715-550 
12-715-570 
12-715-650 
12-715-670 
12-717-550 


12-725-150 
12-730-120 
12-730-140 
12-735-550 
12-735-750 


12-735-770 
12-737-000 
12-737-350 
12-740-100 
12-740-120 


H575350 
H575450 
H625150 
H625200 
H627150 


H628150 
H629150 
H635150 
H636150 
H636160 


H636170 
H636180 
H636250 
H636350 
H636550 


H678150 
H678250 
H678350 
H678380 
H678450 


H678480 
H678550 
H678650 
H678660 
H678670 


H678690 
H678750 
H678780 
H678850 
H678900 


H678950 
H501150 
H679150 
H679170 
H679190 


H685150 
H685350 
H692150 
H701150 
H711150 


H715150 
H715170 
H715190 
H715250 
H715270 


H715290 
H715350 
H715370 
H715390 
H715450 


H715550 
H715570 
H715650 
H715670 
H717550 


H725150 
H501350 
H501450 
H735550 
H735750 


H735770 

3765000 
H550155 
H501650 
H501670 
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Class 12 (Cont’d) 


12-740-140 
12-740-160 
12-740-180 
12-740-200 
12-740-220 


12-740-850 
12-740-852 
12-740-855 
12-740-857 
12-740-860 


12-740-862 
12-740-865 
12-740-867 
12-740-870 
12-740-872 


12-740-875 
12-740-877 
12-740-880 
12-740-882 
12-740-885 


12-740-887 
12-740-890 
12-740-892 
12-740-895 
12-740-897 


12-740-900 
12-740-902 
12-740-905 
12-740-907 
12-740-910 


12-740-912 
12-740-915 
12-740-917 
12-740-920 
12-740-922 


12-740-925 
12-740-927 
12-740-930 
12-740-932 
12-740-935 


12-740-937 


12-741-000 © 


12-742-000 
12-747-550 
12-755-150 


12-756-150 
12-759-550 
12-759-650 
12-760-150 
12-760-350 


12-760-370 
12-760-550 
12-760-570 
12-760-750 
12-760-950 


12-775-350 
12-775-450 
12-775-470 
12-775-550 
12-775-950 


12-785-550 
12-785-650 
12-793-550 
12-793-570 
12-793-590 


H501690 
H501710 
H501730 
H501750 
H501770 


+ © © & *e#eet & + *# & & & a oP ee 
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H502150 
H502250 
H747550 
H755150 


H756150 
H759550 
H759650 
H760150 
H760350 


H760370 
H760550 
H760570 
H760750 
H760950 


H775350 
H775450 
H775470 
H775550 
H775950 


H785550 
H785650 
H793550 
H793570 
H793590 
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Class 12 (Cont’d) 


12-796-250 
12-796-255 
12-797-550 
12-797-560 
12-857-550_ 


12-857-750 
12-857-770 
12-857-780 
12-870-550 
12-870-570 


12-875-550 
12-875-560 
12-875-570 
12-875-650 
12-875-670 


12-875-690 
12-875-750 
12-878-000 
12-883-150 
12-883-250 


12-883-350 
12-883-450 
12-887-350 
12-887-550 
12-887-570 


12-887-610 


13-000-570 
13-000-580 
13-000-585 
13-010-000 
13-010-020 


13-010-030 
13-010-050 
13-010-055 
13-010-060 
13-010-070 


13-010-075 
13-010-080 
13-010-090 
13-010-095 
13-010-110 


13-010-120 
13-010-123 
13-010-125 
13-010-135 
13-010-140 


13-010-150 
13-010-190 
13-010-200 
13-010-205 
13-010-230 


13-010-240 
13-020-260 
13-020-280 
13-080-000 
13-080-010 


13-080-020 
13-080-030 
13-080-530 
13-980-535 
13-080-540 


H796250 
H796255 
H797550 
H797560 
H857550 


H857750 
H857770 
H857780 
H870550 
H870570 


H875550 
H875560 
H875570 
H875650 
H875670 


H875690 
H875750 
H592150 
H883150 
H883250 


H883350 
H883450 
H887350 
H887550 
H887570 


H887610 


Class 13 


P000570 
P000580 
P000585 
P010000 
P010020 


P010030 
P010050 
P010055 
P010060 
P010070 


P010075 
P010080 
P010090 
P010095 
P010110 


P010120 
P010123 
P010125 
P010135 
P010140 


P010150 
P010210 
P010200 
P010205 
P010230 


P010240 
P020260 
P020280 
P080000 
P080010 


P080020 
P080030 
P080530 
P080535 
P080540 
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*Newly standardized item not published in catalog change or revision. 
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Former Army 
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Stock No. 


Class 13 (Cont’d) 


13-080-560 
13-090-000 
13-170-000 
13-175-000 
13-180-000 


13-210-000 
13-250-000 
13-250-010 
13-250-020 
13-250-030 


13-250-040 
13-251-000 
13-280-000 
13-280-040 
13-280-055 


13-280-080 
13-340-000 
13-340-005 
13-340-020 
13-340-025 


13-340-040 
13-350-000 
13-354-500 
13-355-000 
13-355-020 


13-355-030 
13-355-050 
13-355-060 
13-355-080 
13-385-000 


13-395-000 
13-460-030 
13-500-150 
13-500-200 
13-500-205 


13-500-210 
13-500-250 
13-500-275 
13-504-550 
13-505-000 


13-505-005 
13-535-000 
13-535-004 
13-535-030 
13-535-040 


13-535-060 
13-600-030 
13-600-050 
13-600-500 
13-601-500 


13-660-050 
13-660-080 
13-665-000 
13-670-130 
13-680-130 


13-680-150 
13-680-155 
13-700-150 
13-730-150 
13-730-155 


13-740-150 
13-740-250 
13-745-050 
13-755-550 
13-760-000 
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P080560 
P090000 
P170000 
P175000 
P180000 


P210000 
P250000 
P250010 
P250020 
P250030 


P250040 
P251000 
P280000 
P280040 
P280055 


P280015 
P340000 
P340005 
P340020 
P340025 


P340040 . 


P350000 
P354500 
P355000 
P355020 


P355030 
P355050 
P355060 
P355080 
P385000 


P395000 
P460030 
P500150 
P500200 
P500205 


P500210 
P500250 
P178000 
P504550 
P505000 


P505005 
P535000 
P350004 
P535030 
P535040 


P535060 
P600030 
P020300 
P600500 
P601500 


P660050 
P660080 
P435000 
P670130 
P680130 


P680150 
P680155 
P500030 
P730150 
P730155 


P740150 
P740250 
P745050 
P755550 
P760000 


PEP PS SESS SESS S SESS SE SESS S SRSLY SES SS SPyyrye SPeyrry Seypey Serre 


PEPSESe Serre 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Former Army 


Former Catalog 


PRELIMINARY EDITION 


Former Army 
E 


Former Catalog 
of Navy Material 
BuMed Stock No. | 


15-420-000 

15-420-000 

15-450-000 

15-475-000 
A 


Per Perr yY Pr LrYyY 


A 
15-520-000 
15-522-000 


15-525-000 
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15-530-000 
15-532-000 
15-534-000 


15-536-000 
15-540-000 
A 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 


Army-Navy MED 3 of Navy Material Army-Navy MED 3 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. 
Class 13 (Cont’d) Class 14 (Cont’d) 
13-760-050 P760050 A 14-420-624 3736100 
13-760-420 P760420 A 14-420-626 3736100 
13-760-430 P760430 A 14-450-000 9N365-00 
13-780-050 P780050 A 14-475-000  9J325-00 
13-850-150 P850150 A 14-505-075 9N406-10 
13-870-150 P870150 A 14-505-100 9N406-10 
13-890-000 P500050 A 14-505-125 9N406-10 
14-505-150 9N406-10 
14-505-175 9N406-10 
Class 14 14-505-200 9N406-10 
14-002-000 9J016-00 15-002-000 14-505-225 9N406-10 
14-008-000 N 15-008-000 14-505-250 9N406-10 
14-014-000 9N055-00 15-014-000 14-505-275 9N406-10 
14-025-000 9N0O71-10 15-025-000 14-505-300 9N406-10 
14-045-000 9N077-00 15-045-000 14-505-325 9N406-10 
14-060-000 9N0O89-00 15-060-000 14-505-350 9N406-10 
14-068-000 N 15-068-000 14-505-375 9N406-10 
14-075-000 9N743-00 15-075-000 14-505-400 9N406-10 
14-080-000 9N743-05 15-080-000 14-520-000 9]J406-25 
14-090-000 9120-15 —15-090-000 14-522-000 9]406-30 
14-095-000 3N148-00 15-095-000 14-525-000  9]406-65 
14-100-000 9N166-00 15-100-000 14-527-025 9N407-00 
14-210-000 9J 134-00 15-210-000 14-527-050 9N407-00 
14-215-000 9N239-00 15-215-000 14-527-075 9N407-00 
14-239-500 9J001-70 15-240-000 14-527-100 9N407-00 
14-242-000 9N278-10 15-242-000 14-527-125 9N407-00 
14-244-000 9]J001-60 15-244-000 14-527-150 9N407-00 
14-264-000 9N291-05 15-264-000 114-527-175 9N407-00 
14-285-000 3627500 15-285-000 14-527-200 9N407-00 
14-290-000 N 15-290-000 14-527-225 9N407-00 
14-292-000 N 15-292-000 14-527-250 9N407-00 
14-294-000 N 15-237-000 14-527-275 9N407-00 
14-305-000 9N301-02 15-305-000 14-527-300 9N407-00 
14-319-500 9N291-20 15-320-000 14-527-325 9N407-00 
14-321-000 9J415-00 15-321-000 114-527-350 9N407-00 
14-328-000 3N995-50 15-328-000 i is E 
14-329-000 9N306-00 — 15-329-000 ae oN 
14-329-500 9N304-20 15-330-000 14-527-425 9N407-00 
14-333-000 9N304-10 15-333-000 2 a 5 
14-527-450 9N407-00 
14-336-000 9N304-05 15-336-000 14-527-475 9N407-60 
14-339-000 9N304-15 15-339-000 
14-350-000 9N307-03  15-350-000 Hee as tip 
14-355-000 9N307-05 15-355-000 14-527-600 9N407-00 
14-365-000 9N307-10 15-365-000 14-527-650 9N407-00 
14-370-000 9N307-20 15-370-000 pod a z 
14-527-700 9N407-00 
14-375-000 9N307-12 15-375-000 
14-380-000 9N307-15 —_15-380-000 14-527-750 9N407-00 
14-382-000 N 15-382-000 14-527-800 9N407-00 
14-384-000 9N307-22  15-384-000 14-530-000 9406-67 
14-385-000 9N370-05  15-385-000 ‘aoa pig 
14-388-000 9354000 A J 
14-400-000 9N348-10 15-400-000 14-536-000 9N408-00 
14-420-020 3736100 15-420-000 14-540-000 9470-00 
14-420-022 3736100 15-420-000 14-543-000 3736400 
14-420-024 3736100 15-420-000 14-545-001 3736300 
14-420-026 3736100 15-420-000 eran se 
14-4.20-220 3736100 15-420-000 14-545-050 3736300 
14-420-222 3736100 15-420-000 14-545-075 3736300 
14-420-224 3736100 15-420-000 14-545-100 3736300 
14-420-226 3736100 15-420-000 14-545-125 3736300 
14-420-4.20 3736100 15-420-000 East ok ace 
14-420-422 3736100 15-420-000 14-545-175 3736300 
14-420-424 3736100 15-420-000 14-545-200 3736300 
14-420-426 3736100 15-420-000 14-545-225 3736300 
14-420-620 3736100 15-420-000 14-545-250 3736300 
14-420-622 3736100 15-420-000 14-545-275 3736300 


N_ Single service item (Navy). 


15-545-000 


EMSS EEE en ee AN ES ION ae aN DRA A ee Conte eh a SOE eee Rag STEER PANEL, eae a  Mrmaennae es Met SMe Pew 
A_ Single service item (Army). 


OG- 


Army-Navy 


OG. 


Stock No. 


PRELIMINARY EDITION 


Former Army 
MED 


Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


CROSS 
INDEX 
JULY 1947 
af 
Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 | of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. 


| BuMed Stock No. 


14-545-300 
14-545-325 
14-545-350 
14-545-375 
14-545-400 


14-545-425 
14-545-450 
14-545-475 
14-545-500 
14-545-550 


14-545-600 
14-545-650 
14-545-700 
14-545-750 
14-545-800 


14-546-025 
14-546-050 
14-546-075 
14-546-100 
14-546-125 


14-546-150 
14-546-175 
14-546-200 
14-546-225 
14-546-250 


14-546-275 
14-546-300 
14-546-325 
14-546-350 
14-546-375 


14-546-400 
14-546-425 
14-546-450 
14-546-475 
14-546-500 


14-546-550 
14-546-600 
14-546-650 
14-546-700 
14-546-750 


14-546-800 
14-547-025 
14-547-050 
14-547-075 
14-547-100 


14-547-125 
14-547-150 
14-547-175 
14-547-200 
14-547-225 


14-547-250 
14-547-275 
14-547-300 
14-547-325 
14-547-350 


14-547-375 
14-437-400 
14-547-425 
14-547-450 
14-547-475 


14-547-500 
14-547-550 
14-547-600 
14-548-025 
14-548-026 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


Class 14 (Cont’d) 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


Class 14 (Cont’d) 


14-548-027 
14-548-028 
14-548-029 
14-548-030 
14-548-031 


14-548-032 
14-548-033 
14-548-034 
14-548-036 
14-548-038 


14-548-040 
14-548-050 
14-548-051 
14-548-052 
14-548-053 


14-548-054 
14-548-055 
14-548-056 
14-548-057 
14-548-058 


14-548-059 
14-548-061 
14-548-063 
14-548-065 
14-548-075 


14-548-076 
14-548-077 
14-548-078 
14-548-079 
14-548-080 


14-548-081 
14-548-082 
14-548-083 
14-548-084 
14-548-086 


14-548-088 
14-548-090 
14-548-100 
14-548-101 
14-548-102 


14-548-103 
14-548-104 
14-548-105 
14-548-106 
14-548-107 


14-548-108 
14-548-109 
14-548-111 
14-548-113 
14-548-115 


14-548-125 
14-548-126 
14-548-127 
14-548-128 
14-548-129 


14-548-130 
14-548-131 
14-548-132 
14-548-133 
14-548-134 


14-548-136 
14-548-138 
14-548-140 
14-548-150 
14-548-151 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


Class 14 (Cont’d) 


14-548-152 
14-548-153 
14-548-154 
14-548-155 
14-548-156 


14-548-157 
14-548-158 
14-548-159 
14-548-161 
14-548-163 


14-548-165 
14-548-175 
14-548-176 
14-548-177 
14-548-178 


14-548-179 
14-548-180 
14-548-181 
14-548-182 
14-548-183 


14-548-184 
14-548-186 
14-548-188 
14-548-190 
14-548-200 


14-548-201 
14-548-202 
14-548-203 
14-548-204 
14-548-205 


14-548-206 
14-548-207 
14-548-208 
14-548-209 
14-548-211 


14-548-213 
14-548-215 
14-548-225 
14-548-226 
14-548-227 


14-548-228 
14-548-229 
14-548-230 
14-548-231 
14-548-232 


14-548-233 
14-548-234 
14-548-236 
14-548-238 
14-548-240 


14-548-250 
14-548-251 
14-548-252 
14-548-253 
14-548-254 


14-548-255 
14-548-256 
14-548-257 
14-548-258 
14-548-259 


14-548-261 
14-548-263 
14-548-265 
14-548-275 
14-548-276 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 
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Class 14 (Cont’d) 


Class 14 (Cont’d) 


INDEX S 
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Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material Army-Navy MED 3 of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 


Class 14 (Cont’d) 


14-548-277 3736300 15-545-000 14-548-402 3736300 15-545-000 14-549-028 3736300 15-545-000 
14-548-278 3736300 15-545-000 14-548-403 3736300 15-545-000 14-549-029 3736300 15-545-000 
14-548-279 3736300 15-545-000 14-548-404 3736300 15-545-000 14-549-030 3736300 15-545-000 
14-548-280 3736300 15-545-000 14-548-405 3736300 15-545-000 14-549-031 3736300 15-545-000 
14-548-281 3736300 15-545-000 14-548-406 3736300 15-545-000 14-549-032 3736300 15-545-000 
14-548-282 3736300 15-545-000 14-548-407 3736300 15-545-000 14-549-033 3736300 15-545-000 
14-548-283 3736300 15-545-000 14-548-408 3736300 15-545-000 14-549-034 3736300 15-545-000 
14-548-284 3736300 15-545-000 14-548-409 3736300 15-545-000 14-549-035 3736300 15-545-000 
14-548-286 3736300 15-545-000 144-548-411 3736300 15-545-000 14-549-036 3736300 15-545-000 
14-548-288 3736300 15-545-000 14-548-413 3736300 15-545-000 14-549-037 3736300 15-545-000 
14-548-290 3736300 15-545-000 14-548-415 3736300 15-545-000 14-549-038 3736300 15-545-000 
14-548-300 3736300 15-545-000 14-548-425 3736300 15-545-000 14-549-039 3736300 15-545-000 
14-548-301 3736300 15-545-000 14-548-426 3736300 15-545-000 14-549-040 3736300 15-545-000 
14-548-302 3736300 15-545-000 14-548-427 3736300 15-545-000 14-549-050 3736300 15-545-000 
14-548-303 3736300 15-545-000 14-548-428 3736300 15-545-000 14-549-051 3736300 15-545-000 
14-548-304 3736300 15-545-000 14-548-429 3736300 15-545-000 14-549-052 3736300 15-545-000 
14-548-305 3736300 15-545-000 14-568-430 3736300 15-545-000 14-549-053 3736300 15-545-000 
14-548-306 3736300 15-545-000 14-548-431 3736300 15-545-000 14-549-054 3736300 15-545-000 
14-548-307 3736300 15-545-000 14-548-432 3736300 15-545-000 14-549-055 3736300 15-545-000 
14-548-308 3736300 15-545-000 14-548-433 3736300 15-545-000 14-549-056 3736300 15-545-000 
14-548-309 3736300 15-545-000 14-548-434 3736300 15-545-000 14-549-057 3736300 15-545-000 
14-548-311 3736300 15-545-000 14-548-450 3736300 15-545-000 14-549-058 3736300 15-545-000 
14-548-313 3736300 15-545-000 14-548-451 3736300 15-545-000 14-549-059 3736300 15-545-000 
14-548-315 3736300 15-545-000 14-548-452 3736300 15-545-000 14-549-060 3736300 15-545-000 
14-548-325 3736300 15-545-000 14-548-453 3736300 15-545-000 14-549-061 3736300 15-545-000 
14-548-326 3736300 15-545-000 14-548-454 3736300 15-545-000 14-549-062 3736300 15-545-000 
14-548-327 3736300 15-545-000 14-548-455 3736300 15-545-000 14-549-063 3736300 15-545-000 
14-548-328 3736300 15-545-000 14-548-456 3736300 15-545-000 14-549-064 3736300 15-545-000 
14-548-329 3736300 15-545-000 14-548-457 3736300 15-545-000 14-549-065 3736300 15-545-000 
14-548-330 3736300 15-545-000 14-548-458 3736300 15-545-000 14-549-075 3736300 15-545-000 
14-548-331 3736300 15-545-000 14-548-459 3736300 15-545-000 14-549-076 3736300 15-545-000 
14-548-332 3736300 15-545-000 14-548-461 3736300 15-545-000 14-549-077 3736300 15-545-000 
14-548-333 3736300 15-545-000 14-548-463 3736300 15-545-000 14-549-078 3736300 15-545-000 
14-548-334 3736300 15-545-000 14-548-475 3736300 15-545-000 14-549-079 3736300 15-545-000 
14-548-336 3736300 15-545-000 14-548-476 3736300 15-545-000 14-549-080 3736300 15-545-000 
14-548-338 3736300 15-545-000 14-548-477 3736300 15-545-000 14-549-081 3736300 15-545-000 
14-548-340 3736300 15-545-000 14-548-478 3736300 15-545-000 14-549-082 3736300 15-545-000 
14-548-350 3736300 15-545-000 14-548-479 3736300 15-545-000 14-549-083 3736300 15-545-000 
14-548-351 3736300 15-545-000 14-548-480 3736300 15-545-000 14-549-084 3736300 15-545-000 
14-548-352 3736300 15-545-000 14-548-481 3736300 15-545-000 14-549-085 3736300 15-545-000 
14-548-353 3736300 15-545-000 14-548-482 3736300 15-545-000 14-549-086 3736300 15-545-000 
14-548-354 3736300 15-545-000 14-548-500 3736300 15-545-000 14-549-087 3736300 15-545-000 
14-548-355 3736300 15-545-000 14-548-501 3736300 15-545-000 14-549-088 3736300 15-545-000 
14-548-356 3736300 15-545-000 14-548-502 3736300 15-545-000 14-549-089 3736300 15-545-000 
14-548-357 3736300 15-545-000 14-548-503 3736300 15-545-000 14-549-090 3736300 15-545-000 
14-548-358 3736300 15-545-000 14-548-504 3736300 15-545-000 14-549-100 3736300 15-545-000 
14-548-359 3736300 15-545-000 14-548-505 3736300 15-545-000 14-549-101 3736300 15-545-000 
14-548-361 3736300 15-545-000 14-548-506 3736300 15-545-000 14-549-102 3736300 15-545-000 
14-548-363 3736300 15-545-000 14-548-507 3736300 15-545-000 14-549-103 3736300 15-545-000 
14-548-365 3736300 15-545-000 14-548-509 3736300 15-545-000 14-549-104 3736300 15-545-000 
14-548-375 3736300 15-545-000 14-548-511 3736300 15-545-000 14-549-105 3736300 15-545-000 
14-548-376 3736300 15-545-000 14-548-551 3736300 15-545-000 14-549-106 3736300 15-545-000 
14-548-377 3736300 15-545-000 14-548-553 3736300 15-545-000 14-549-107 © 3736300 15-545-000 
14-548-378 3736300 15-545-000 14-548-555 3736300 15-545-000 14-549-108 3736300 15-545-000 
14-548-379 3736300 15-545-000 14-548-557 3736300 15-545-000 14-549-109 3736300 15-545-000 
14-548-380 3736300 15-545-000 14-548-559 3736300 15-545-000 14-549-110 3736300 15-545-000 
14-548-381 3736300 15-545-000 14-548-601 3736300 15-545-000 14-549-111 3736300 15-545-000 
14-548-382 3736300 15-545-000 14-548-603 3736300 15-545-000 14-549-112 3736300 15-545-000 
14-548-383 3736300 15-545-000 14-548-605 3736300 15-545-000 14-549-113 3736300 15-545-000 
14-548-384 3736300 15-545-000 14-548-607 3736300 15-545-000 14-549-114 3736300 15-545-000 
14-548-386 3736300 15-545-000 14-548-701 3736300 15-545-000 14-549-115 3736300 15-545-000 
14-548-388 3736300 15-545-000 14-548-703 3736300 15-545-000 14-549-125 3736300 15-545-000 
14-548-390 3736300 15-545-000 14-549-025 3736300 15-545-000 14-549-126 3736300 15-545-000 
14-548-400 3736300 15-545-000 14-549-026 3736300 15-545-000 14-549-127 3736300 15-545-000 
14-548-401 3736300 15-545-000 14-549-027 3736300 15-545-000 14-549-128 3736300 15-545-000 
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PRELIMINARY EDITION 


Former Army 
MED 3 
Stock No. 


Former Catalog 


of Navy Material 
BuMed Stock No. 


Class 14 (Cont’d) 


14-549-129 
14-549-130 
14-549-131 
14-549-132 
14-549-133 


14-549-134 
14-549-135 
14-549-136 
14-549-137 
14-549-138 


14-549-139 
14-549-140 
14-549-150 
14-549-151 
14-549-152 


14-549-153 
14-549-154 
14-549-155 
14-549-156 
14-549-157 


14-549-158 
14-549-159 
14-549-160 
14-549-161 
14-549-162 


14-549-163 
14-549-164 
14-549-165 
14-549-175 
14-549-176 


14-549-177 
14-549-178 
14-549-179 
14-549-180 
14-549-181 


14-549-182 
14-549-183 
14-549-184 
14-549-185 
14-549-186 


14-549-187 
14-549-188 
14-549-189 
14-549-190~ 
14-549-200 


14-549-201 
14-549-202 
14-549-203 
14-549-204 
14-549-205 


14-549-206 
14-549-207 
14-549-208 
14-549-209 
14-549-210 


14-549-211 
14-549-212 
14-549-213 
14-549-214 
14-549-215 


14-549-225 
14-549-226 
14-549-227 
14-549-228 
14-549-229 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


} 


| 


Army-Navy 
Stock No. 


Former Army 
MED 3 
Stock No. 


Former Catalog 


of Navy Material 
BuMed Stock No. 


Class 14 (Cont’d) 


14-549-230 
14-549-231 
14-549-232 
14-549-233 
14-549-234 


14-549-235 
14-549-236 
14-549-237 
14-549-238 
14-549-239 


14-549-240 
14-549-250 
14-549-251 
14-549-252 
14-549-253 


14-549-254 
14-549-255 
14-549-256 
14-549-257 
14-549-258 


14-549-259 
14-549-260 
14-549-261 
14-549-262 
14-549-263 


14-549-264 
14-549-265 
14-549-275 
14-549-276 
14-549-277 


14-549-278 
14-549-279 
14-549-280 
14-549-281 
14-549-282 


14-549-283 
14-549-284 
14-549-285 
14-549-286 
14-549-287 


14-549-288 
14-549-289 
14-549-290 
14-549-300 
14-549-301 


14-549-302 
14-549-303 
14-549-304 
14-549-305 
14-549-306 


14-549-307 
14-549-308 
14-549-309 
14-549-310 
14-549-311 


14-549-312 
14-549-313 
14-549-314 
14-549-315 
14-549-325 


14-549-326 
14-549-327 
14-549-328 
14-549-329 
14-549-330 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000_ 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


JULY 1947 


Army-Navy 
Stock No. 


Former Army 
MED 3 
Stock No. 


Former Catalog 
of Navy Material 
BuMed Stock No. 


Class 14 (Cont’d) 


14-549-331 
14-549-332 
14-549-333 
14-549-334 
14-549-335 


14-549-336 
14-549-337 
14-549-338 
14-549-339 
14-549-340 


14-549-350 
14-549-351 
14-549-352 
14-549-353 
14-549-354 


14-549-355 
14-549-356 
14-549-357 
14-549-358 
14-549-359 


14-549-360 
14-549-361 
14-549-362 
14-549-363 
14-549-364 


14-549-365 
14-549-375 
14-549-376 
14-549-377 
14-549-378 


14-549-379 
14-549-380 
14-549-381 
14-549-382 
14-549-383 


14-549-384 
14-549-385 
14-549-386 
14-549-387 
14-549-388 


14-549-389 
14-549-390 
14-549-400 
14-549-401 
14-549-402 


14-549-403 
14-549-404 
14-549-405 
14-549-406 
14-549-407 


14-549-408 
14-549-409 
14-549-410 
14-549-411 
14-549-412 


14-549-413 
14-549-415 
14-549-425 
14-549-426 
14-549-427 


14-549-428 
14-549-429 
14-549-430 
14-549-431 
14-549-432 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736200 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


3736300 
3736300 
3736300 
3736300 
3736300 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 


15-545-000 
15-545-000 
15-545-000 
15-545-000 
15-545-000 
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CROSS 


INDEX I LOVE _ 
JULY 1947 PRELIMINARY EDITION 
Former Army Former Catalog Former Army Former Catalog Former Army Former Catalog 
Army-Navy MED 3 of Navy Material Army-Navy MED 3 of Navy Material Army-Navy MED of Navy Material 
Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. Stock No. Stock No. BuMed Stock No. 
Class 14 (Cont’d) Class 14 (Cont’d) Class 14 (Cont’d) 
14-549-433 3736300 15-545-000 14-549-559 3736300 15-545-000 14-587-000 9N478-00  15-587-000 
14-549-434 3736300 15-545-000 14-549-561 3736300 15-545-000 14-590-000 9N517-07 15-590-000 
14-549-435 3736300 15-545-000 14-549-563 3736300 15-545-000 14-590-500 9N517-10 15-590-500 
14-549-436 3736300 15-545-000 14-549-565 3736300 =| 15-545-000 14-590-700 9N517-15 15-590-700 
14-549-438 3736300 —15-545-000 14-549-603 3736300 — 15-545-000 14-591-000 9N517-35 15-591-000 
14-549-440 3736300 15-545-000 14-549-605 3736300 15-545-000 14-591-400 9N517-05 15-591-400 
14-549-450 3736300 15-545-000 14-549-607 3736300 15-545-000 14-591-600 9N517-37 = 15-591-600 
14-549-451 3736300 15-545-000 14-549-609 3736300 15-545-000 14-592-000 N 15-592-000 
14-549-452 3736300 15-545-000 14-549-611 3736300 15-545-000 14-593-000 9N517-22 15-593-000 
14-549-453 3736300 15-545-000 14-549-613 3736300 15-545-000 14-593-500 N 15-593-500 
14-549-454 3736300 15-545-000 14-549-615 3736300 15-545-000 14-597-000 9N587-00  15-597-000 
14-549-455 3736300 15-545-000 14-549-703 3736300 15-545-000 14-599-500 9N558-10 15-599-500 
14-549-456 3736300 15-545-000 14-549-705 3736300 15-545-000 14-601-000 N 15-601-000 
14-549-457 3736300 15-545-000 14-549-707 3736300 15-545-000 14-605-000 N 15-605-000 
14-549-459 3736300 15-545-000 | 14-549-709 3736300 15-545-000 14-605-500 N 15-605-500 
14-549-4.60 3736300 15-545-000 14-549-711 3736300 15-545-000 14-609-000 N 15-609-000 
14-549-461 3736300 15-545-000 14-549-713 3736300 15-545-000 14-611-000 9N625-10 15-611-000 
14-549-463 3736300 15-545-000 14-549-715 3736300 15-545-000 14-622-000 9J695-00 15-622-000 
14-549-465 3736300 15-545-000 14-549-803 3736300 15-545-000 14-624-000 9J695-10 15-624-000 
14-549-475 3736300 15-545-000 14-549-805 3736300 15-545-000 14-628-000 N 15-628-000 
14-549-476 3736300 15-545-000 14-549-807 3736300 15-545-000 14-630-000 N 15-630-000 
14-549-477 3736300 15-545-000 14-549-809 3736300 15-545-000 14-636-000 9J700-00  15-636-000 
14-549-478 3736300 15-545-000 14-549-811 3736300 15-545-000 14-637-000 9J700-10 15-637-000 
14-549-479 3736300 15-545-000 14-549-813 3736300 15-545-000 14-640-000 N 15-640-000 
14-549-480 3736300 15-545-000 14-549-815 3736300 15-545-000 14-642-000 N 15-642-000 
14-549-481 3736300 15-545-000 14-554-000 3463600* 3-463-600 14-645-000 9J690-00 15-645-000 
14-549-4.82 3736300 15-545-000 14-555-000 3N925-00 15-555-000 14-646-000 9N057-00 15-646-000 
14-549-484 3736300 15-545-000 14-566-000 9J415-10  .15-566-000 14-650-000 9N642-00  15-650-000 
14-549-485 3736300 15-545-000 14-572-000 9N476-00 15-572-000 14-660-000 9N725-05  15-660-000 
14-549-486 3736300 15-545-000 14-572-500 9N476-02 15-572-500 14-662-000 9N725-10 15-662-000 
14-549-488 3736300 15-545-000 14-573-000 9N476-06  15-573-000 14-665-000 9N725-15 15-665-000 
14-549-500 3736300 15-545-000 . 14-574-000 9N476-04  15-574-000 14-667-000 9N090-05  15-667-000 
14-549-501 3736300 15-545-000 14-575-000 9N472-10  15-575-000 14-669-900 9N344-10 15-669-900 
14-549-502 3736300 15-545-000 14-578-000 9J001-06 = 15-578-000 14-680-000 9362400 A 
14-549-503 3736300 15-545-000 14-579-000 N 15-579-000 14-690-000 9N784-10 15-690-000 
14-549-504 3736300 15-545-000 14-579-500 N 15-579-500 14-692-000 9N784-15  15-692-000 
14-549-505 3736300 15-545-000 14-580-000 N 15-580-000 14-696-000 N 15-696-000 
14-549-506 3736300 15-545-000 14-580-500 N 15-580-500 14-698-000 N 15-698-000 
14-549-507 3736300 15-545-000 14-581-000 N 15-581-000 14-702-000 9N373-10 15-702-000 . 
14-549-509 3736300 15-545-000 14-581-500 N 15-581-500 14-705-600 3736200 15-705-000 
14-549-510 3736300 15-545-000 14-582-000 9N472-50  15-582-000 14-705-650 3736200 15-705-000 
14-549-511 3736300 15-545-000 14-582-500 9J009-50 15-582-500 14-705-700 3736200 15-705-000 
14-549-513 3736300 15-545-000 14-583-000 9N472-60  15-583-000 14-720-000 3N950-00  15-720-000 
14-549-515 3736300 15-545-000 14-583-500 9J009-60  15-583-500 14-730-000 9N826-00  15-730-000 
14-549-553 3736300 15-545-000 14-585-000 9N477-10 15-585-000 14-745-000 9N832-10 15-745-000 
14-549-555 3736300 15-545-000 14-585-500 9N477-05 15-585-500 14-750-000 9N849-00  15-750-000 
14-549-557 3736300 15-545-000 
*Newly standardized item not published in catalog change or revision. 
A Single service item (Army). N_ Single service item (Navy). 
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CONV. 
TABLE 


JULY 1947 


PRELIMINARY EDITION 


FOREWORD 


The following table shows in abbreviated form, through 
the use of alphabetical-numerical symbols and keys to 
these symbols, all changes in item identification for 
items published in MED 3, War Department Medical 
Supply Catalog and retained in the Army-Navy Cata- 
log of Medical Materiel. This table also includes in- 
structions for the disposition of items which have been 
discontinued since publication of the last change 
(Change 9) to MED 3, War Department Medical 
Supply Catalog, as well as symbols indicating new 
items that have been adopted subsequent to Change 9 
to MED 3. 


The omission of symbols from the ‘‘Remarks’’ column 
indicates that no changes have been made in the item 
description other than the addition of hyphens in the 
stock number. 


Items coded Ai, A2, A3 and A4 (newly standardized 
items) are included in the table by entering the new 
stock number without hyphens in the “Old Stock 
Number’ column to bring these new items into numer- 
ical order. These items have not been published in 
MED 3 or in Changes 1 thru 9 thereto. However, 
many of these items have been published to Medical 
Depots and Medical Sections of General Depots in 
the form of Electric Accounting Machine Listings and 
Changes. 


Instructions relative to procedures and effective dates 
for re-marking of stocks, and conversion of stock 
records, etc., will be issued as separate directives by 
the Office of The Surgeon General. 


ADDITION SYMBOLS 


Al Newly standardized item; not previously published in Med 
3 or changes thereto. In order to place these new stock 
numbers in numerical sequence with other stock numbers 
in the Conversion Table, the JAN stock numbers without 
dashes are listed in ‘'Old Stock Number’”’ column. 


A2 Newly standardized item. Previously cataloged as non- 
standard under stock number indicated. Transfer non- 
standard stocks to new stock number, nomenclature, 
description and unit of issue. 


A3 Reinstatement. Item previously deleted from Med 3 by 
Change 9. Reinstated as Limited Standard. 


A4 Newly standardized item. Previously cataloged as a spare 
part under stock number indicated. ‘Transfer stock to new 
stock number, nomenclature, description and unit of issue. 


Page 2 


D1 
D2 


D3 


D4 


D5 


D6 


D7 


D8 


D9 


D10 


Dil 


D1i2 


D13 


D14 


D15 


D16 


DELETION SYMBOLS 


Deleted from catalog. 


Deleted from catalog. Item declared unauthorized. Stock 
in use at stations or depots will be picked up on stock 
records as nonstandard. All quantities on hand in ware- 
house, if serviceable, will be disposed of as surplus as pre- 
scribed in War Department TM 38-419, dated March 1947. 
Unserviceable stock, not worth repair, will be disposed of 
through the salvage officer as prescribed in War Depart- 
ment Circular 35, dated 6 Feb 1946. Items in use may 
continue in service at depots or stations until they are con- 
sumed or become unserviceable. Minor repairs may be 
made if items are to be continued in use; if not to be con- 
tinued in use, the items will be disposed of as surplus in 
the same manner as warehouse stock. 


Deleted from catalog. Item declared obsolete. Posts, 
camps, stations and depots in zone of interior will take 
action as authorized by War Department TM 38-419, 
dated March 1947. Overseas Commands will dispose of 
obsolete items as contemplated by Section IV, War De- 
partment Circular 333, dated 2 Nov. 1945. 


Deleted from catalog. Pick up and account for stocks as 
nonstandard. 


Deleted from catalog. Limited standard items, stock of 
which are at zero balance or rapidly approaching zero posi- 
tion. Pick up stock on records as nonstandard. 


Deleted from catalog. Storage and issue responsibility 
transferred to Quartermaster Corps. Depot stocks will be 
transferred to the appropriate technical service on direction 
of Requirements and Stock Control Division, SGO. 


Deleted from catalog. Storage and issue responsibility 
transferred to Corps of Engineers. Depot stocks will be 
transferred to the appropriate technical service on direction 
of Requirements and Stock Control Division, SGO. 


Deleted from catalog. Transfer to and account for stocks 
under indicated stock number. 


Deleted from catalog. Outmoded assembly. Break down 
into component parts and pick up under appropriate stock 
numbers. 


Deleted from catalog. Break down assembly into com- 
ponent parts and pick up and account for components under 
stock numbers indicated. 


Deleted from catalog. Break down assembly into com- 
ponent parts and pick up and account for appropriate com- 
ponents under stock numbers indicated. Dispose of 
balance of components as nonstandard as shown under D2. 


Deleted from catalog. Item transferred to spare parts and 
tool catalog under indicated stock number. 


Deleted from catalog. Depot stocks to be transferred to 
Army Medical Center, Washington, DC, upon direction of 
the Surgeon General. 


Deleted from catalog. Item 9364000 considered dangerous 
for administering oxygen therapy. Stocks on hand and in 
use will be broken down into component parts prior to dis- 
posal through surplus declaration. This item will not be 
declared surplus as an end item. 3| 


Deleted from catalog. Break down into component parts. 
Transfer stock of Cone Socket Handle to 5-419-350; stock 
of Magnifying Mirrors with cone socket connection to 
5-419-005; stock of Plane Glass Mirrors with cone socket 
connection to 5-418-005. Stocks of simple stem mirrors 
with handle to be disposed of as shown under D2. 


Deleted from catalog. Dispose of new and unused stocks 
as shown under D6; dispose of other than new or unused 
stocks as surplus in accordance with Code Letter X VIII-172, 
Office of The Surgeon General, 2 May 1947. 


OG-I 


PRELIMINARY EDITION 


JULY 1947 


FOREWORD (Cont’d) 
REVISION SYMBOLS 


R2 Stock number, nomenclature, description and unit of issue R20 Segregate stocks of items of different types now carried 
changed. Transfer old stocks to this number, and if under one stock number. ‘Transfer stocks of National type 
necessary, adjust old stocks to new unit. let headlight to 3-408-100; dispose of other types as shown 

R3 Stock number, nomenclature and description changed. under D3. 

Transfer old stocks to this number. R21 Segregate stocks of items of different types now carried 

R4 Stock number and nomenclature changed. Transfer old under one stock number. Transfer stocks of Ritter Model 
stocks to this number. z ee soc te tape 5-421-475; stocks of hice 

. ri-Dent ri-Dent in which serial number ends in ‘‘S” 
reer ee Pemmete. vyemater old stocks to. this to 5-421-900. Pick up all other makes and models as non- 

R6 Nomenclature and description changed. standard. = ; ’ 

Ee a eee R22 Segregate stocks of items of different sizes or powers now 

iagite ~— carried under one stock number; transfer to and account for 

R8___ Description changed. under appropriate stock number, nomenclature and de- 

R9 Unit of issue changed. Issue old stocks in ratio of one for scription. 
one of new item. R23 Segregate stocks of items of different types now carried 

R10 Unit of issue changed. Adjust old stocks to new unit at under one stock number. Transfer stocks of Stille- 
proper ratio of old unit to new. inser Drill to pic a 5 break down eyes) Drill 

Rii Expendability changed. t and pick up drills under 3-109-220, 3-109-240 and 

R12 Reclassified from standard to limited standard. R24 ation oe pore eyes ani colac ah ag 

. +s gregate stocks of items of different types now carrie 

R13 Reclassified from limited standard to standard. unter one stock numbers: Trasafer stocks of May ips 

R14 Reclassified from substitute standard to standard. Ophthalmoscope to 3-533-900; dispose of other types as 

R15 Reclassified from substitute standard to limited standard. shown under D2. 

R16 Segregate stocks of items manufactured from different R25 Account for stock of Bur No. 9 under stock number indi- 
materials now carried under one stock number; transfer to cated and issue as common until stocks are exhausted. 
and account for under appropriate stock number, nomen- Future procurement will be Bur No. 8. 
clature and description. R26 Segregate stocks of items of different types now carried 

R17 Segregate stocks of items of different types now carried under one stock number. Transfer stocks of inner spring 
under one stock number; transfer to and account for under pads to stock number indicated; dispose of pads without 
appropriate stock number, nomenclature and description. springs as shown under D2. 

R18 Segregate stocks of items manufactured from different ma- R27 Segregate stocks of items manufactured from different 
terials now carried under one stock number. Transfer materials now carried under one stock number. ‘Transfer 
stocks of corrosion resisting metal to stock number indi- stocks of metal to stock number indicated. Dispose of 
cated; dispose of galvanized iron, enamel or wood as shown stocks of wood as shown under D2. 
under D2. R28 Segregate stocks of items manufactured from different 

R19 Segregate stocks of capsules and tablets. Transfer stocks material now carried under one stock number. ‘Transfer 
of tablets to stock number indicated; pick up capsules as white enamel type to stock number indicated. Dispose of 
nonstandard. stock of other material as shown under D6. 

Old New | Remarks Old New | Remarks Old New | Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
CLASS 1 
1001000  1-001-000 1015000 1-142-510 R4 1036000 1-467-530 R4 
1002200 1-002-200 R6 1015500 1-207-050 R4 1039800 1-470-134 R3 
1002300 1-002-300 R6 1015700 1-228-450 R4 1040000 1-470-132 R3 
1002500 1-002-500 1016000 1-228-460 R4 1041000 1-470-580 R4 
1003000 1-003-000 R8 1017000 1-228-464 R4 1042000 1-488-750 R4 
1004000 D2 1018000 1-246-950 R4 1043000 1-490-215 R4 
1005000 1-005-000 1019000 1-293-750 R3 1044000 1-044-000 
1005985 1-005-985 Al 1020000 1-301-912 R4 1045000 2-000-160 RS5 
1006000 1-006-000 R6,Ri2 1021000 1-301-914 R4, R12 1045200 =1-045-200 
1007000 1-002-470 4 1022000 1-317-560 1046000 1-046-000 R8 
1008000 D2 1024000 1-324-020 R4 1046500 D3 
1009000 1-009-000 R7 1025000 D2 1048000 1-048-000 R6 
1009200 1-006-245 R3 1025600 1-332-710  R4 1049000 1-049-000 R6 
1009400 D2 1025700 1-345-900 R3 1049500 1-049-500 R6 
1009985 1-009-985 Ai 1026000 1-346-220 R4 1049700 1-068-925 R4 
1010000 1-010-000 R6 1027000 1-346-540 R3 1049900 1-124-000 R3 
1010300 D2 1027800 D2 1050000 1-050-000 R8 
1010400 1-078-080 R3 1028000 1-488-782 R3 1051000 1-051-000 R6, R12 
1010500 1-099-052 R4, R12 1028200. 1-357-100 R3 1052000 1-052-000 R6, R12 
1011000 1-106-640 R3 1028500 1-385-008  R3, R12 1052500 1-052-500 R6, R12 
1012000 1030000 1-400-200 R4 1053500 1-413-675 R3 
1012200 1-106-646 R4, R12 1032000 1-463-740 R4 1054750 1-054-750 R8 
1012300 D2 1032800 1-464-875 R3 1056000 1-056-000 R8 
1012500 1-106-652 R3 1033000 1-464-873 R3 1058200 D3 
1013000 1-108-620 R3 1034000 1-467-515 R4 1058900  1-058-900 
OG-! Page 3 


ARMY 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
| 
Old New | Remarks | Old New | Remarks | Old New Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) | Stock No. Stock No. | (See Code) 
1058905 1-058-905 1097000 = 1-097-000 1127000 1-127-000 R8 
1059000 1-059-000 R6 1098000  1-098-000 1128000 1-128-000 R7 
1059400 = 1-059-400 1098100 1-097-990 R3 1129000 1-129-000 R6, R12 
1059460 = 1-059-460 1098200 =1-098-305 R4 1129010 1-129-010 Al 
1059500 1-059-500 R6 1098300 1-098-300 R7 1129124 1-129-124 Al 
1059600 D2 1098400 ~——-1-098-400 1130000 =1-130-000 R7 
1059700 D3 1098500 D2 1131000 1-131-000 R7 
1059710 1-059-710 At 1098600 = 1-098-600 R12 1133000 ~—1-133-000 
1060000 1-061-110 R4, R12 1098601 1-098-601 Al 1135000 = 1-135-000 R8 
1061000 1-061-000 R6, R12 1099000 ~=1-099-000 =R1i2 1136000 1-136-000 R6 
1061100 1-061-100 Al 1099010 + 1-099-010 Al 1136995 1-136-995 Al 
1062000 =1-062-000 1099050 =1-099-050 Al 1137000 §=1-137-000 R12 
1063000 =1-063-000 1100100 + 1-100-100 R6 1137550 1-137-550 R7 
1063995 1-063-995 Al 1101000 1-460-650 R3 1138000 1-138-000 R12 
1064000 1-064-000 R12 1102000 = 1-102-000 R8& 1139000 = 1-139-000 
1065000 1-065-000 1102600 D2 1139150 1-139-150 R8 
1065300 1-065-300 R6 1102720 1-102-720 1139300 1-139-300 Al 
1066000 1-066-000 R6, R12 1103300 1-103-300 R8 1139500 1-139-500 R8 
1066300 1-061-005 R3 1104000 1-104-000 R8 1139950 =1-139-950 R8 
1066500  1-066-500 1106300 1-106-300 R6 1140000 1-140-000 R8 
1067000 1-067-000 1106340 ~=—1-106-340 1142000 1-142-000 
1067485 1-067-485 Al 1106550 1-106-550 R8 1142400 —1-142-400 
1067500 1-067-500 R12 1106598 1-106-598 Atl 1142800 1-392-935 R3 
1068000 =1-068-000 1106600 1-106-600 R12 1143000 1-470-230 R3 
1068500 1-068-500 1106620 1-106-620 Al 1143995 =1-143-995 
1068605 1-068-605 Al 1106647 1-106-647 Al 1144010 = 1-144-010 
1068800 D2 1106700 1-106-700 1144300 1-144-300 R6 
1069000 =1-069-000 1106800  1-106-800 1145000 1-145-000 R12 
1069745 1-069-745 Al 1106900 =1-106-900 1145025 1-145-025 Al 
1070000  1-070-000 1107000 D3 1148000 =1-148-000 
1070300  1-070-300 1107100 1-107-100 R6 1148985 1-148-985 Al 
1071000  1-071-000 1107490 1-108-240 R5 1149000 = 1-149-000 R6, R12 
1071100 1-071-100 1107500 1-108-255 RS5, R8 1149500 1-148-950 R3 
1074000 1-074-000 1108000 =1-108-000 1150000 1-150-000 R7 
1075000 + 1-075-000 R6 1108300 1-108-300 R8 1150500 1-150-500 R7 
1075200 1-075-200 R6 1108400 1-108-400 R6 1151200 1-151-200 R8 
1076000 1-076-000 R8 1108500 D2 1152000 1-152-000 R6 
1078000 + 1-078-110 R3 1108560 1-108-560 1153000 =1-161-480 = R3 
1082000  1-082-000 1108600 D3 1153050 1-161-525 R3 
1083500 D2 * 1108700 1-108-700 1153360 1-153-360 Al 
1083505 1-083-505 Al 1109000 =1-109-000 1156000 1-156-000 R12 
1084000 1-084-000 R6 1110000 D2 1156001 1-156-001 Al 
1084400 1-386-570 R3 1110500 1-109-500 R3 1157000 1-157-000 R12 
1084500 1-386-585 R3 1111000 = 1-111-000 1158500 = 1-158-500 
1084600 1-386-600 R3 1113750 1-113-750 Al 1159000 = 1-159-000 R6, R12 
1085000 = 1-085-000 1113800 D2 1160000 1-160-000 R6, R12 
1086000 1-086-000 R6 1114000 =1-114-000 1160100 1-160-100 R8 
1087000 1-087-000 R6 1115000 1-113-850 R5 1160900 1-160-900 
1087500 1-087-500 R6 1116000 1-116-000 R12 1161000 D3 
1087800 1-488-725 R3 1116200 = 1-116-200 1161500 = 1-161-500 
1087900 =1-087-900 Ri2 1117000  1-116-040 R5, R8 1161575 1-161-575 R8 
1087905 =1-087-905 Al 1117500 1-117-735 R3 1161635 1-161-635 Al 
1088000 1-137-325 R3 1117700 1-117-700 1161685  1-161-685 
1088120 = 1-088-120 1117995 1-117-995 Al 1161695 1-161-695 At 
1088200 D2 1118000 1-118-000 R12 1161700 1-161-700 Ri2 
1088500 1-088-500 R6 1118400 1-118-400 R6 1162000 1-162-000 R6 
1088535 1-088-535 Al 1118760 1-252-290 R3 1163000  1-163-000 
1090000 =1-122-100 R3 1118996 1-118-996 Al 1163500 1-164-100 R3, R12 
1092325 1-092-325 1119000 1-119-000 R12 1164000 1-164-000 
1093000  1-093-000 1121000 1-121-000 R6 1164200 D2 
1093400  1-093-400 1121220 1-121-220 Al 1164600  1-164-600 
1094000 ~—-1-094-000 1123000 ~—1-123-000 1165000 1-165-000 R8 
1095000 D2 1125505 1-125-505 R6 1165050 1-164-800 R3 
1096000 1-096-000 Ri2 1125515: ~ #-125-515" - R6 1165480 1-165-480 
1096004 1-096-004 Atl 1126000  1-126-000 1165485 1-165-485 
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PRELIMINARY EDI 


Old 
Stock No. 


1165500 
1165505 
1166000 
1166500 
1167500 


1167650 
1167690 
1167750 
1167905 
1167910 


1168000 
1168350 
1168500 
1168600 
1168800 


1169000 
1169300 
1169325 
1169358 
1169364 


1169400 
1169600 
1170000 
1172000 
1173000 


1173800 
1173925 
1173960 
1174000 
1174010 


1174105 
1174110 
1174700 
1174900 
1174904 


1174905 
1175000 
1175200 
1175300 
1175320 


1175350 
1175400 
1175850 
1176000 
1177000 


1177500 
1178000 
1178100 
1178110 
1178800 


1178880 
1178900 
1178985 
1179000 
1179300 


1180000 
1180585 
1181000 
1181995 
1182000 


1183000 
1184000 
1185000 
1188000 
1188300 


OG-| 


New 


Remarks 
| Stock No. | (See Code) 
D5 
1-165-505 
1-166-495 R3 
1-166-500 R6 
1-166-400 R3 
1-167-650 R8& 
1-167-690 Al 
1-167-750 Al 
1-167-905 R6 
D2 
1-168-000 R8 
1-168-350 Al 
1-168-500 R12 
D2 
1-168-800 R6, R10 
1-169-000 R8 
1-169-300 R8 
1-169-325 R6 
1-169-358 Al 
1-169-364 Al 
1-169-400 Al 
1-396-600 R4 
1-170-000 
1-173-025 R3 
1-173-000 R6 
1-316-420 R3 
1-173-925 R7 
1-173-960 
1-174-000 R7, R12 
1-174-010 
1-174-105 R8 
D3 
1-174-906 3, R12 
1-174-900 
1-174-904 Al 
1-174-912 R4 
1-175-330 R3 
1-175-200 R6, R13 
1-175-300 R6, R12 
D2 
1-175-350 Al 
1-175-400 R6 
1-175-850 Al 
1-176-000 R6, R12 
1-177-550 
1-177-500 R6 
D2 
1-178-100 R6 
1-178-110 R6 
1-349-500 = R3 
1-178-880 R6 
1-178-900 R6 
1-178-985 
1-179-000 R6 
1-099-020 =R3 
1-180-000 
1-180-585 Al 
1-181-000 
1-181-995 Al 
1-182-000 R8, R12 
1-183-000 
1-184-000 R8 
1-098-165 R3 
1-230-500 R4, R12 
1-188-300 


Old 
Stock No. 


1188500 
1189000 
1190000 
1190500 
1190730 


1191000 
1193000 
1193300 
1193500 
1194000 


1194500 
1196000 
1198000 
1199000 
1200000 


1200500 
1201000 
1201500 
1203000 
1203750 


1203990 
1204000 
1204050 
1204895 
1205000 


1207000 
1208000 
1208300 
1208405 
1208410 


1210000 
1212000 
1212500 
1213000 
1213500 


1213515 
1214500 
1214510 
1218000 
1219000 


1221000 
1223000 
1225000 
1225700 
1226025 


"1226026 


1226200 
1226295 
1226300 
1226500 


1227600 
1227800 
1228000 
1228025 
1228375 


1228500 
1229000 
1229001 
1229675 
1229995 


1230000 
1231000 
1231500 
1232000 
1232005 


New Remarks 
Stock No. | (See Code) 
1-188-500 
1-189-000 
1-190-000 
1-190-500 R8& 
1-190-730 
1-191-000 
1-193-000 
1-193-300 R6 
1-193-500 R8 
1-604-785 R5, R8& 
D2 
1-128-975 R4 
1-178-010 R4 
1-213-005 R4 
1-214-840 R4 
1-222-985 R3 
1-239-100 R4 
1-304-008 R4 
1-203-000 
1-203-750 Al 
1-203-990 R12 
D2 
1-204-050 Atl 
1-204-895 Al 
1-205-000 R8 
1-207-000 
1-454-485 R3 
1-015-525 R4 
1-097-150 R4 
D3 
1-210-000 R8 
1-212-000 R6 
D8/1-212-000 
1-213-000 R12 
1-289-470 = R3 
1-289-485 R3 
1-214-500 
1-214-510 Al 
1-218-000 
1-219-000 
1-221-000 R6 
1-223-000 R6 
1-225-000 R8 
1-225-700 
1-226-025 Al 
1-226-026 Al 
1-226-200 R7 
1-226-295 Al 
1-226-300 R8, R12 
1-226-500 
1-227-600 R6 
1-227-800 R6 
1-228-000 
1-228-025 Al 
1-228-375 
1-228-500 R8 
1-229-000 R6 
D8/1-229-000 
1-229-675 Al 
1-229-995 Al 
1-230-000 R8, R12 
1-231-000 
1-231-500  R6 
1-232-000 R6, R12 
1-232-005 Ai 


JULY 1947 


Old New Remarks 
Stock No. Stock No. (See Code) 
1232500 1-605-875 ~R3 
1233000 1-605-825 RS, R8, R12 
1233500 1-605-835 R5, R8 
1234000 1-234-000 R8 
1235000 1-235-000 
1235185 1-235-185 Al 
1235250 1-235-250 Al 
1235255 1-235-255 Al 
1236000 1-236-000 R7, R12 
1236520 1-236-§20 Al 
1236535) 711-236-535) vs At 
1237000 D2 
1238000 ~—-1-238-000 
1238500 1-238-500 R6 
1240000 D2 
1240995 1-240-995 Al 
1241000 1-241-000 R6, R12 
1241700 1-241-700 R7 
1243400 1-243-400 
1243530 1-243-530 Al 
1243540 1-243-540 Al 
1243560 1-243-560 Al 
1243600 1-243-600 R7 
1245000 D2 
1245100 1-245-100 
1245200 1-245-200 
1245600 = 1-245-600 
1247000 1-247-000 - 

1248000 1-246-990 R3 
1248200 1-248-200 R7 
1248420 1-248-420 Al 
1248500 = 1-248-500 
1248995 1-248-995 Al 
1249000 1-249-000 R12 
1252000  =1-252-000 
1252400 1-252-400 R6, R12 
1252500 1-252-500 R7, R12 
1252700 1-143-010 R3 
1253300 1-253-300 R8 
1253700 1-253-700 
1253900 = 1-253-900 R12 
1256500 1-256-500 
1257005  =1-257-005 
1258750 1-258-750 
1261000  1-261-000 
1262000 = 1-262-000 
1263000 1-263-000 
1263020 = 1-263-020 Al 
1264000 1-264-000 R12 
1265000 1-265-000 _R12 
1266000 = 1-266-000 
1266250 1-266-250 Al 
1266300 = 1-266-300 
1267000 = 1-267-000 
1267520 1-267-520 Al 
1268010 1-324-460 R3 
1268015 1-325-155 R3 
1268770 1-268-770 Ai 
1269000 = 1-269-000 
1269360 1-269-360 Atl 
1269375 1-269-375 Al 
1269500 1-269-500 
1272100 1-272-100 Ai 
1272300 1-272-300 R8 
1272500 1-272-500 R6 
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ARMY 


CONV. 
TABLE 
Old New | Remarks Old New | Remarks Old New Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code 
1273000  1-273-000 1302400 D2 1339610 1-339-610 R6 
1273500 1-273-500 R12 1302800 1-302-800 R6 1339800 =1-341-995 =R3 
1273900 §=©1-273-900 R8& 1302900 =1-302-900 ~=R6 1339900 =1-341-250 R4 
1274000 =1-273-800 RS5 1303000 =1-428-125. R3 1340000 1-340-000 R8 
1275400 1-275-400 R6 1304000 D2 1341210 1-341-210 
1275500 D2 1305000 § 1-070-325 R4 1342000 1-342-000 R6 
1276000 §=1-269-405 R3 1306000 1-470-245 R3 1343000  1-343-000 
1278000  1-278-000 1307000 =1-129-130 }=—6 R4, R12 1344380 1-344-380 Al 
1279985 1-279-985 Al 1308000 =1-135-500 3=©R3 1345000  1-345-000 
1280000 =1-280-000 R6 1308500 =1-135-495 = R3 1345500 1-345-500 
1282000 1-278-610 RS, R8& 1309000 = 1-142-330 ~=6 R4 1346000 1-346-000 
1283000 =1-283-000 R12 1310000 = 1-149-250 R4 1348000 1-348-000 R6 
1283005 1-283-005 Ail 1311000 =1-153-185 R4 1349000 D2 
1284000 =1-284-000 R12 1312000 D2 1350000 1-347-975 R3 
1285000 1-285-000 1313000 1-250-765 R4 1352000 1-352-000 R6 
1285200 =1-285-200 R8& 1314000 1-252-370 R4 1352050 1-352-050 
1285395 =1-285-395 =Al 1315000 1-320-570 R4 1352350 1-352-350 Ai 
1285400 1-285-400 R6, R12 1316000 1-323-600 R4 1352505 D2 
1285415 = 1-285-415 Al 1317000 1-330-870. R4 1352510 1-352-510 R6 
1285420 = 1-285-420 R8, R12 1317500 1-392-700 R4 1353000 - D5 
1285500 1-285-500 R6 1318650 §1-318-650 Ai 1354000 1-354-000 R8 
1285600 1-285-600 R6 1319000 1-470-375 R4 1354328  1-354-328 
1285675 1-285-675 Al 1320000 D2 1354400 1-471-755 R3 
1285695 1-285-695 Al 1320500 5-392-150 R4 1354600 1-471-860 R3 
1285705 = 1-285-705 1321000 D2 1355000  1-355-000 
1285710 1-285-710 1322000 = 1-489-620 §=R3 1356000  1-356-000 
1285715 1-285-680 R3 1322050 1-209-180 R3 1356500 1-356-500 R7 
1285810 = 1-301-918 = R3 1322110 D2 1356995 1-356-995 Al 
1285815 = 1-108-485 R3, R12 1323000 1-323-000 R7 1357000 = 1-357-000 Ri2 
1285825 1-285-825 1323500 1-323-500 1357200 1-357-200 
1285900 =: 1-285-900 ~=—s R8& 1323710  1-323-710 1357500 1-357-500 R6 
1288400 1-288-400 R8 1325000 1-487-650 R3 1358000 - 1-358-000 R13 
1288800 =©1-288-800 R8& 1325275  1-325-275 Al 1359000 ~=1-359-000 
1289000 ~=1-289-000 1325280 D2 1359995 1-359-995 Al 
1290000 ~=1-290-000 ~=©R12 1325300 1-325-300 R6 1360000 1-360-000 R12 
1290005 = 1-290-005 Al 1325450 1-325-450 R6 1361000 1-361-000 R12 
1290500 ~=1-290-500 =—R8 1325455 1-325-455 R6 1361004 1-361-004 Al 
1290700 =1-290-700 1325500 1-168-510 R4 1362000  1-362-000 
1290800 D5 1325600 D2 1363000 1-363-000 
1290900 D2 1325700 1-168-250 R3 1364000  1-364-000 
1291400 1-291-400 R6 1326000 4-365-030 R5, R8& 1365000 1-365-000 R8 
1291600 = 1-291-600 R6 1327000 =1-327-000 R8 1366000  1-366-000 
1294000 1-294-000 R12 1327500  1-327-500 1366700  1-366-700 
1295000 1-295-000 R6 1328000 1-328-000 R8 1367000  1-367-000 
1295500* 1-295-500 . R6 1330000 ~=1-330-000 1370995 1-370-995 Al 
1295525 1-295-525 Atl 1330320 § 1-330-320 §=6Al 1371000 1-371-000 R12 
1296000 =1-296-000 R6, R12 1330500 3-273-800 R3 1371500  1-371-500 
1297800 1330660 = 1-330-660 Al 1372000  1-372-000 
1298500 1-298-500 1330700 =. 1-330-770 ~=—s R33 1372200 1-372-200 R12 
1298695 | 1-298-695 Al 1330805 1-330-805 R6 1373000 1-373-000 R6 
1298700 1-298-700 R8, R12 1330810 1-330-810 R6 1373300 1-373-300 R8 
1300600 D3 1330900 =©1-332-010 R4 1374000 1-374-000 R8 
1300700 1-300-700 R6 1331000 1-332-025 R4 1375000 1-375-000 
1300722 1-300-722 Al 1332000 1-332-000 §=R13 1376000  1-376-000 
1300724 1-300-724 Al 1333000 1-334-700 RS 1376600  1-376-600 
1300800 =1-300-800 ~=R8 1333495 1-333-495 Al 1376800  1-376-800 
1300805 1-300-805 R6 1333500 1-333-500 R12 1376820 1-376-820 
1300810 1-300-810 R6 1334000 1-338-025 R4 1377000 1-377-000 
1300900 = 1-300-900 ~=—s: R8 1335000 1-338-060 R4 1379000 6-121-800 R4 
1301485 = 1-301-485 Al 1336000 1-336-000 R6 1379005 6-121-725 R4 
1301500 =1-301-500 R6 1337000 1-337-000 R6 1379300 6-121-775 R4 
1301700  1-301-700 1338000  1-338-000 1379305 6-121-710 R4 
1301900 = 1-301-900 Ri2 1339000 =1-339-920 ~=6R5 1379900 6-121-880 RS 
1301925 D2 1339400  1-339-400 1380000 6-121-885 RS 
1302000 =1-429-520 —s— R33 1339600 =1-339-600 R6 1380100 1-380-100 R6 
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Old 
Stock No. 


138015u 
1380200 
1380400 
1380600 
1380680 


1380800 
1380900 
1381000 
1382000 
1383000 


1383500 
1384000 
1384005 
1384055 
1384108 


1384110 
1384130 
1384135 
1384200 
1384500 


1384700 
1384800 
1385000 
1385012 
1386000 


1387000 
1389000 
1390000 
1391000 
1392000 


1393000 
1394000 
1395000 
1395020 
1396000 


1397500 
1397504 
1398000 
1398300 
1398550 


1401000 
1402000 
1402990 
1403000 
1403100 


1403200 
1403300 
1403500 
1404650 
1404710 


1404740 
1404910 
1405000 
1405010 
1406000 


1407000 
1410000 
1410300 
1410500 
1410600 


1412000 
1413000 
1413400 
1413500 
1413595 


OG-| 


New | Remarks 
Stock No. (See Code) 

1-380-150 R6 
1-380-200 R6 
1-380-400 R6 
1-380-600 R6 
1-380-680 Al 

D2 
1-380-900 Al 
1-381-000 R12 
1-382-000 R6 
1-383-000 R6, R12 
5-006-050 R3, R9 
1-384-000 R6, R12 
1-384-005 Al 
1-384-055 R6 
1-384-108 Al 

D3 
1-300-726 R3, R12 
1-300-723 R3, R12 
1-404-652 R4, R12 
1-404-712 R4, R12 
1-384-700 R7 
1-384-800 R7 
5-506-650 R4 
1-385-012 Al 
5-506-150 R3 
1-387-000 
1-389-000 R6 
1-390-000 
1-391-000 R6 
1-392-000 R6 
1-393-000 
1-394-000 R7 
1-395-000 R6 
1-395-020 R7 
1-396-000 R7 

D2 
1-397-504 Al 
1-460-585 R3 
1-398-300 R8 
1-398-550 R8 
1-401-000 R6 
1-402-000 R8 
1-402-990 
1-403-000 R6 
1-403-100 R6 
1-403-200 
1-403-300 
1-403-500 R12 
1-404-650 Al 
1-404-710 Ail 
1-404-740 Al 
1-404-910 
1-405-000 
1-405-010 
1-406-000 
1-407-000 R6 
1-410-000 

D2 
1-435-012 R3 
1-435-016 R3, R12 
1-412-000 

D2 
1-413-862 R3, R12 

D2 
1-413-595 Ail 


Old 
Stock No. 


1413600 
1413705 
1413708 
1413715 
1413720 


1413745 
1413800 
1413860 
1414000 


1415000 ° 


1416000 
1417000 
1417020 
1418000 
1418500 


1418510 
1419000 
1420995 
1421000 
1422000 


1425000 
1425010 
1425500 
1426000 
1427000 


1428000 
1428995 
1429000 
1429500 
1429800 


1430000 
1430500 
1430600 
1430700 
1431000 


1431550 
1432000 
1433000 
1433060 
1433485 


1433820 
1434000 
1435000 
1435010 
1435350 


1435500 
1435700 
1435780 
1435800 
1436000 


1437000 
1437010 
1438000 
1439000 
1439300 


1439955 
1439975 
1440000 
1440500 
1440800 


1441000 
1442000 
1442350 
1442850 
1443995 


New 
Stock No. 


1-413-600 
1-413-705 
1-413-708 
1-413-725 
1-413-720 


1-413-745 
1-092-350 
1-413-860 
1-414-000 
1-415-000 


1-416-000 


1-417-020 
1-418-000 
1-418-500 


1-418-510 
1-419-000 
1-420-995 
1-421-000 
1-422-000 


1-425-000 
1-425-010 
1-425-020 
1-426-000 
1-427-000 


1-428-000 
1-428-995 
1-429-000 
1-429-500 
1-429-800 


1-430-000 
1-430-500 
1-430-600 
3-119-760 
1-431-000 


1-431-550 
1-432-000 
1-433-000 
1-433-060 
1-433-485 


1-433-820 
1-434-000 
1-435-000 
1-435-010 
1-435-350 


1-435-500 
1-435-700 
1-435-780 
1-435-790 
1-436-000 


1-437-000 


1-438-000 
1-439-000 
1-439-300 


1-439-955 
1-439-975 
1-439-968 
1-440-500 
1-440-800 


1-441-000 
1-439-900 
1-442-350 
1-442-850 
1-443-995 


Remarks 
(See Code) 


R8 


JULY 1947 


Old 
Stock No. 


1444000 
1445000 
1445400 
1446000 
1446600 


1448200 
1449000 
1449500 
1450000 
1451000 


1451975 
1452000 
1452320 
1452800 
1452910 


1453000 
1454000 
1456000 
1457003 
1457005 


1458000 
1459000 
1460500 
1462000 
1462100 


1462200 
1462300 
1462400 
1462600 
1463300 


1463490 
1463500 
1463600 
1463675 
1463700 


1463800 
1463900 
1464000 
1464100 
1464300 


1464400 
1464450 
1464455 
1464500 
1466000 


1466010 
1467000 
1467050 
1467200 
1467520 


1470000 
1470300 
1470500 
1471000 
1471720 


1471820 
1471840 
1471995 
1472000 
1472275 


1472305 
1472310 
1472405 
1472410 
1472500 


New 
Stock No. 


1-444-000 
1-445-000 
1-445-400 
1-446-000 
1-446-600 


1-448-200 
1-449-000 
1-449-500 
1-450-000 
1-451-000 


1-451-975 
1-452-000 
1-452-320 
1-452-800 
1-452-910 


1-453-000 
1-454-000 


1-457-003 


1-458-000 
1-459-000 
1-460-500 
1-462-140 
1-462-100 


1-462-200 
1-462-300 


1-462-600 
1-463-300 


1-463-490 
1-463-500 


1-463-705 
1-463-700 


1-464-000 
1-464-100 
1-463-975 


1-464-400 
1-464-450 
1-464-455 
1-464-500 


1-466-010 
1-465-975 
1-467-050 
1-467-200 
1-467-520 


1-470-000 
1-470-300 


1-471-000 
1-471-720 


1-471-820 
1-471-840 
1-471-995 
1-472-000 
1-472-275 


1-472-310 
1-472-405 
1-472-410 
1-472-500 


Remarks 
(See Code) 


R12 
R6 


R12 


R12 
R12 


R12 


Page 7 


[a 


CONV. 
TABLE JULY 1947 
Old New | Remarks 
Stock No. Stock No. (See Code) 
1472600 1-472-600 R7 
1472690 1-472-690 Al 
1472700 1-472-700 R6, R12 
1472805 1-472-805 
1472810 D8/1-472-805 
1473000  1-473-000 
1473200. 1-474-210 R3, R9 
1474000  1-474-000 
1475000 D2 
1475900 1-475-900 Al 
1476000 ~=1-476-000 R6 
1477000 D2 
1477500 =1-098-175 R4 
1478000 =1-099-082 R4 
1479000 =1-127-250 R4 
1483000 1-297-500 R4 
1484000 D2 
1485000 = 1-323-020 =R4 
1486000 = 1-323-030 R4 
1487670 + =1-487-670 R8 
1488000  =1-488-000 
1488300 = 1-488-300 
1488304 1-488-304 Al 
1488325 1-488-325 
1488575 = 1-488-575 
1488600 1-488-600 
1488700 1-488-700 R6 
1489100 =1-489-100 R6 
1489200 = 1-489-200 R7 
1489225 1-489-225 Al 
1489300 = 1-489-300 R7 
1489325 1-489-325 Al 
1489500 =: 11-613-910 =—R3 
1489600 = 1-613-950 = R3 
1489700 * 1-489-700 R7, R12 
1489702 1-489-702 Al 
1489800 =‘ 1-489-800 
1489840 ~=1-489-840 
1490000 ~=1-490-000 ~=—R8 
1490200 =1-490-200 ~=—R8 
1490220 1-490-220 Al 
1490232 1-490-232 
1490250 1-490-250 R6 
1490300 1-318-660 _R3 
1490310  1-490-310 
1490405 1-268-815  _R3 
1490410  1-268-800 R19 
1490500 1-227-000 R3 
1491700 1-491-700 R6 
1491720 1-491-720 
1493000 D2 
1493004 1-493-004 Al 
1494000 =1-494-000 R6 
1494500 1-494-500 R6 
1494990 = 1-494-990 ~=—s R7 
1495000 D2 
1496000 =1-496-000 R12 
1496001 1-496-001 Al 
1496010 = 1-496-010 Al 
1497000 1-497-000 
1497005 1-497-005 Al 
1498000 1-498-000 R8 
1498500 =1-498-500  R6 
1498705 1-498-705 R6 
1498707 = 1-498-707 Al 
Page 8 


. 


Old 
Stock No. 


1498710 
1500000 
1500500 


1501000 


1502000 


1502500 
1502700 
1503000 
1504000 
1582045 


1583000 
1583035 
1583045 
1583065 
1583075 


1583085 
1584000 
1585000 
1590000 
1592010 


1592050 
1594001 
1594002 
1594003 
1594004 


1594005 
1594006 
1594007 
1594008 
1594009 


1594010 
1594011 
1594012 
1594013 
1594014 


1594015 
1594016 
1594017 
1594018 
1594019 


1594020 
1594021 
1594022 
1594023 
1594024 


1594025 
1594027 
1594028 
1594029 
1594031 


1594032 
1594033 
1595001 
1595002 
1595003 


1595004 
1595005 
1595006 
1595201 
1595202 


1595203 
1595204 
1595205 
1595206 
1596015 


New 
Stock No. 


Remarks 
(See Code) 


1-498-710 
1-500-625 
1-500-500 
1-501-000 
1-502-000 


1-502-500 
1-502-700 
1-503-000 
1-504-000 
1-582-045 
1-583-000 
1-583-035 
1-583-045 
1-583-065 
1-583-075 


1-583-085 


1-592-010 
1-592-050 


1-596-015 


R7, R12 
R5 


PRELIMINARY EDITION 


Old | New Remarks 
Stock No. Stock No. (See Code) 
1597180 1-597-180 Al 
1597380 1-597-380 Al 
1597460 1-597-460 Al 
1597480 1-597-480 Al 
1600200 D5 
1600220 1-600-220 R8 
1600600 D5 
1600700 D3 
1600800 D5 
1600900 D5 
1601100 D5 
1601500 1-601-500 R8& 
1602000 1-602-000 R8 
1603000 D5 
1603050 1-603-050 Al 
1603100 D5 
1604000 =1-604-000 R8 
1604100 1-604-100 R8 
1604775 1-604-775 Al 
1605005 D2 
1605010 D2 
1605015 D2 
1605050 1-605-050- Al 
1605500 D5 
1605505 1-605-505 R6 
1605550 1-605-550 Ail 
1605845 1-605-845 Al 
1605900 = 1-605-810 + R5, R8& 
1606050 =1-604-310 =R3 
1606500 =1-582-010 R3, R13 
1606785 1-606-785 R6, R12 
1606790 = 1-606-790 Al 
1605795 1-606-795 Al 
1606800 D5 
1606810 1-606-810 R12 
1607000 1-607-000 R8& 
1607500 D2 
1607600 D2 
1607875 1-607-875 Al 
1607885 1-607-885 R8 
1607895 1-607-895 R8 
1607950 =1-598-610 + R3 
1608100 1-608-100 R8 
1608200 = 1-608-200 R6 
1608400 D2 
1608500 1-598-410 R3 
1608600 D3 
1608700 1-598-380 R3 
1608710 1-608-710 Atl 
1608715 1-608-715 Al 
1608725 1-608-725 Al 
1608735 1-608-735 Al 
1608800 1-607-104 R5, R8 
1608900 D2 
1609000 =1-609-000 R8 
1609650 D2 
1609840 1-609-840 Atl 
1611000 1-611-000 R8 
1612000 ~=1-612-000 R8 
1612500 1-612-500 R8 
1612700 1-612-700 R8 
1612800 1-617-650 RS, R8 
1613000 1-621-520 R3 
1613200 D5 
1613600 1-584-100 R5, R8 


Old 
Stock No. 


1613700 
1615000 
1700000 
1701500 
1702000 


1703000 
1703300 
1703400 
1705000 
1730000 


1731000 
1732300 
1732500 
1733000 
1734000 


1735000 


2001000 
2002000 
2002185 
2002200 
2002400 


2002500 
2002600 
2002700 
2003000 
2003185 


2003985 


2006000 
2008000 


2009000 
2011000 
2012000 
2012175 
2012600 


3000800 
3001000 
3001200 
3001500 
3001800 


3002900 
3002910 
3003000 
3004000 
3005000 


3006100 
3006500 
3006550 
3007000 
3009000 


3010000 
3010400 
3011000 
3011525 
3024980 


OG-1 


(0) : 


PRELIMINARY EDITION 


New 
Stock No. 


1-612-750 
1-605-710 


1-610-025 


1-606-112 
1-606-275 
1-601-750 


1-616-560 


1-601-850 
1-572-130 
1-572-120 
1-605-400 
1-572-150 


1-606-350 


2-001-000 
2-002-000 
2-002-185 
2-002-200 
2-002-400 


2-002-500 
2-012-300 
2-012-305 
2-003-000 
2-003-185 


2-003-985 
2-004-000 
2-005-000 
2-006-000 
2-008-000 


2-009-000 
2-041-200 


2-012-175 
2-012-600 


3-001-940 
3-001-960 
3-001-980 
3-026-020 
3-032-990 


3-002-900 
3-002-910 
3-033-595 
3-035-100 
3-037-100 


3-087-200 
3-088-200 
3-330-200 
3-098-150 
3-102-200 


3-102-100 


‘3-010-400 


3-102-300 
3-105-000 
3-024-980 


Remarks 
(See Code) 


R3, R11, R12 


Al 
Al 


R3, R11, R12 


R3, Ril 
R3, R11 


RS, R8 


Old 
Stock No. | 


1737000 
1739300 
1739500 
1750000 
1750200 


1750400 
1750600 
1750800 
1751000 
1751200 


1751400 
1803000 
1804000 
1805000 
1805500 


1806500 


2013000 
2014000 
2014100 
2015000 
2016000 


2016500 
2017425 
2017550 
2017585 
2021000 


2022000 
2023000 
2024000 
2025400 
2025800 


2027000 
2028000 
2028500 
2030000 
2031000 


3025020 
3025040 
3025060 
3025080 
3026040 


3032000 
3033000 
3033100 
3033600 
3034000 


3036000 
3038000 
3038200 
3039000 
3039200 


3039400 
3039600 
3039800 
3040000 
3041000 


New 
Stock No. 


Remarks 


(See Code) 
1-613-880 RS5, R8& 
1-604-402 = R3 
1-572-250 =R3 
4-298-200 = R3 
4-298-230 R3 
4-298-220 R3 
4-298-140 = R3 
4-298-150 R3 
4-298-100  =R3 
4-298-130 R3 
4-298-120 R3 
D1 
D1 
D1 
D1 
D1 
CLASS 2 
2-013-000 R7 
2-014-000 R7 
2-014-100 Al 
2-015-000 R6 
DS 
2-016-500  R7 
2-017-425 Al 
2-017-550 Al 
2-017-585 Al 
2-021-000 R6 
2-022-000 R6 
2-023-000 R6 
2-024-000 R6 
2-025-400 R7 
2-036-010 R4 
2-027-000 
2-028-000 R7, R14 
D4 
2-017-450 = R3 
2-017-460 R3, R12 
CLASS 3 
3-025-020 Atl 
3-025-040 Al 
2-025-060 Al 
3-025-080 Al 
3-026-040 Al 
3-120-700 =R3 
3-033-000 Al 
3-033-100 Al 
3-033-600 Al 
3-120-710 R3 
3-120-720 R3 
3-120-730 =R3 
3-038-200 Al 
3-120-740 R3 
3-120-750 R3 
3-120-760 R3 
3-120-770 = R3 
3-120-780 =R3 
3-120-790 R3 - 
3-120-890 RS, Ril 


ARMY 
CONV. 


- TABLE 


Old 
Stock No. 


New Remarks 
Stock No. (See Code) 


1809000 


1810000 
1815000 


1815500 
1816000 
1818000 
1819000 
1820000 


1821000 
1822000 
1825700 
1826000 
1827000 


1828000 


2031900 
2032485 
2032500 
2034000 
2034510 


2035000 
2035500 
2037000 
2037200 
2037205 


2037235 
2038000 
2038600 
2039000 
2040000 


2041000 
2042000 
2045000 


3042000 
3043000 
3044000 
3045000 
3046000 


3047000 
3048000 
3049000 
3050000 
3051000 


3052000 
3053000 
3053500 
3054000 
3054500 


3056000 
3056200 
3056500 
3060500 
3061000 


4-087-650 


4-451-655 


2-031-900 
2-032-485 
2-032-500 


2-034-510 


2-035-000 
2-035-500 
2-037-000 
2-037-225 
2-037-205 


2-037-235 
2-012-800 
2-014-200 
2-039-000 
2-040-000 


2-041-000 
2-042-000 
2-045-000 


3-121-990 
3-122-010 
3-122-020 
3-122-030 


3-122-400 
3-122-410 
3-122-420 
3-122-430 
3-122-440 


3-122-450 
3-125-420 
3-125-340 
3-125-300 
3-125-320 


3-125-520 
3-125-380 
3-125-460 
3-138-300 
3-138-840 


D8/4-054-000 


or 
4-056-400 


Old 
Stock No. 


3064000 
3064300 
3064400 
3065000 
3066000 


3067000 
3068000 
3070500 
3070900 
3073008 


3073014 
3075000 
3076000 
3086000 
3088500 


3090000 
3090500 
3091000 
3092000 
3093000 


3094000 
3097900 
3098200 
3098990 
3099000 


3100000 
3100010 
3100015 
3100990 
3101000 


3102000 
3102010 
3102015 
3103000 
3103100 


3103300 
3103305 
3103400 
3103420 
3103440 


3103460 
3104100 
3107000 
3107880 
3107960 


3108000 
3109000 
3109100 
3110000 
3111000 


3112000 
3112800 
3112850 
3113000 
3113085 


3113090 
3113100 
3113300 
3114000 
3116000 


3117000 
3119000 
3119450 
3119700 
3119730 
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New 
Stock No. 


3-139-510 
3-139-550 
3-139-590 
3-139-900 
3-141-600 


3-142-200 


3-149-800 
3-070-900 
3-117-300 


3-152-200 
3-529-030 
3-088-500 


3-461-600 
3-463-400 
3-462-238 
3-160-100 
3-160-110 


3-160-120 
3-097-900 
3-098-200 
3-165-200 
3-165-210 


3-165-220 
3-165-240 
3-165-250 
3-166-800 
3-166-810 


3-166-820 
3-166-840 
3-166-850 
3-103-000 
3-103-100 


3-103-300 


3-103-400 
3-119-765 
3-103-560 


3-103-610 
3-104-100 
3-176-520 
3-107-880 
3-107-960 


3-176-530 
3-176-540 
3-109-100 
3-176-560 
3-176-580 


3-751-100 
3-175-500 
3-175-510 
3-178-550 
3-177-600 


3-177-620 
3-177-640 
3-177-980 
3-180-130 
3-180-150 


3-180-160 
3-191-100 
3-119-450 
3-119-700 
3-119-730 


Remarks 
(See Code) 


R3, R11 
R3, R11 
R3, R11 
R3 

R3, Ril 


R3, R11 


Old 
Stock No. 


3119750 
3119790 
3120000 
3121000 
3122000 


3123000 
3124000 
3124130 
3124200 
3124210 


3124260 
3124400 
3126000 
3127000 
3127200 


3127400 
3127700 
3128000 
3128700 
3129000 


3129500 
3131000 
3132000 
3133000 
3133010 


3134000 
3136000 
3138000 
3138200 
3138800 


3139000 
3141000 
3142000 
3143000 
3144000 


3145000 
3145500 
3146000 
3146300 
3147000 


3148000 
3148300 
3149000 
3151000 
3151500 


3153000 
3156000 
3157010 
3157011 
3157012 


3157013 
3157200 
3157500 
3157700 
3158000 


3159000 
3159500 
3160000 
3160200 
3160400 


3160600 
3161720 
3162000 
3163000 
3164000 


New 
Stock No. 


3-119-750 
3-119-790 
3-191-200 
3-191-300 
3-537-100 


3-537-200 
3-538-200 
3-124-130 
3-538-300 
3-124-210 


3-124-260 
3-538-400 
3-196-600 
3-199-300 
3-199-200 


3-199-100 
3-201-750 
3-201-810 
3-203-100 
3-203-840 


3-203-800 
3-217-500 
3-217-600 
3-219-850 
3-219-880 


3-221-100 
3-220-800 
3-221-800 
3-138-200 
3-138-800 


3-222-400 
3-225-500 
3-225-600 
3-226-600 
3-226-700 


3-226-800 
3-225-400 
8-057-050 
3-146-300 
8-057-060 


8-057-070 
3-229-200 
3-230-700 
3-232-200 
3-232-300 


3-238-800 
3-237-800 
7-972-800 
7-972-850 


3-238-940 
3-242-200 
7-973-000 
3-239-900 


3-245-205 


3-249-500 
3-249-600 
3-249-700 


3-249-810 
3-251-905 
3-253-430 
3-254-400 
3-679-100 


Old 
Stock No. 


3165000 
3165230 
3166000 
3166200 
3166210 


31606220 
3166830 
3167000 
3168000 
3169000 


3170620 
3170630 
3170650 
3171000 
3171200 


3172000 
3173000 
3173500 
3174210 
3174220 


3174230 
3174240 
3174250 
3174260 
3174270 


3174290 
3174300 
3176000 
3176500 
3177900 


3178000 
3178005 
3178500 
3178570 
3179000 


3179500 
3179505 
3179510 
3180005 
3180010 


3180140 
3180180 
3180740 
3180750 
3181300 


3181310 
3181700 
3181710 
3182000 
3182200 


3182600 
3182700 
3182800 
3183000 
3183100 


3183200 
3184000 
3184300 
3184500 
3184510 


3184520 
3184620 
3184640 
3184800 
3184900 


PRELIMINARY EDITION 


New 
Stock No. 


3-679-120 
3-165-230 
3-679-140 
3-166-200 
3-166-210 


3-166-220 
3-166-830 
3-679-160 
3-679-180 


3-170-620 
3-170-630 
3-170-650 
3-256-500 
3-171-200 


3-255-500 
3-259-400 
3-259-600 
3-174-210 
3-174-220 


3-174-230 
3-174-240 
3-174-250 
3-174-260 
3-174-270 


3-174-290 
3-174-300 
3-262-900 
3-176-500 
3-177-900 


3-268-440 
3-268-520 
3-178-500 
3-178-570 
3-106-600 


3-123-500 
3-123-510 
3-123-530 
3-106-450 


3-180-140 
3-180-180 
3-180-740 
3-180-750 
3-181-300 


3-181-310 
3-181-700 
3-181-710 
3-124-100 
3-124-120 


3-124-140 
3-273-400 
3-273-600 
3-273-200 
3-272-600 


3-598-020 


3-184-300 
3-184-500 
3-184-510 


3-184-520 
3-184-620 
3-184-640 
3-184-800 
3-184-900 


(See Code) 


R3 
R3 


ARMY 


CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
Old New | Remarks Old New | Remarks | Old New Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) | Stock No. Stock No. (See Code) 
3184910 3-184-910 Al 3207600 3-313-940 -R3, Ril 3249800 3-349-800 Al 
3184920 3-184-920 Al 3208000 3-314-200 -R4 3250000 3-315-050  R4 
3184950 3-184-950 Al 3212800 3-212-800 Al 3252000 = 3-315-150_ R4 
3185000 3-277-200 —-R3 3212900 3-212-900 Al 3252800  3-252-800 Al 
3185100 3-185-100 Al 3216000 3-321-100 —-R4, Rit 3253000 3-315-170 R4 
io. 3217200  3-322-200_ RS 3253400  3-253-400 Al 
3185900 3.185.900 Al 3217250  3-322-700 RS 3253500 3-317-900 R3 
3186000 3.277.900 R3 3217400 3-323-300 =—sR3 3254000 3-265-800 ~—R3 
3187000 3.278.400 _R3 3217990  3-323-900 —-R3 3255000 — 3-363-400 —- R3 
3218000  3-324-100 _R3 3256000 — 3-363-600 —- R3 
3188000 3-280-700 —-R3 
3190500 3-284-900 —R3, R12 3218300 3-324-900 _R3, Ril 3256900 3-256-900 Al 
3191000 3-284-800 —-R3 3218500 3-326-900 _R5, R8 3258000 3-363-200 = R3 
3191400 3-191-400 Al 3218600  3-327-800 R4, R12 3259000 3-363-300 —-sR4 
3191420 3-191-420 Al 3218700 3-327-900 _R3 3259900  3-259-900 Al 
32189 -330- -367- 
Pe dei con” 3 8900 3-330-500 ~—- R3, R13 3261000  3-367-600  R4 
att ee 3219100  3-330-900 _R3 3262000  3-367-200- R3 
3192000 3.285.800 R3 3219300 3-331-400 -RS5, R8 3262400 3-362-400 Al 
3192500 3.285.900 R3 3219400 3-329-600 R3 3262500 3-368-600 —- RS 
3219600 3-328-800 R3 3263000 © 3-369-600 —-R4 
3193000  3-287-500 R3 3219700 3-328-900 R3 3263500 3-371-500 ~=R3 
3193300 3-288-100 —- R3 
3193500 3-288-900 —-R3 3219800 3-328-600 R3 *32640 3-370-300 Al 
3195500 D11/3-109-120 3219900 3-328-700 ~—s«R3 3264400  3-318-600 R3 
to 3220000 = 3-333-600 —-R3, R11 3264500 3-318-700 R3 
3-109-160, 3220770 3-220-770 Al 3264700 3-318-400 -R3 
3-109-280 3221000 —-3-333-700 ~—swR3, R11 3264800 3-315-800 R4 
to 
3-109-380 3221600 3-221-600 Al 3265500  3-318-900 - R3 
3195805 —3-109-320-R4, R13 3222000  3-334-200 R4 3265700 3-319-100 = R3 
3224000 3-335-900 ~—-R3 3265800 3-265-800 Al 
fo i, ee 3225000  3-336-600 R4 3265840 3-265-840 Al 
3195811 © 3.109380 RA is 3225550 3-225-550 Al 3266800  3-266-800 Al 
5813 3-109-360 R4, R1 
3198818 3-109-340  R4, R13 3225700  3-225-700 Al 3267000 3-373-900 —-R3, R11 
3225750  3-225-750 Al 3267800 3-319-500 = R3 
3195905 3-109-160 R3, Ril 3227000 3-339-700 R4 3268000 3-376-400 R4 
3195906 3-109-140 R3, Ril 3228000 3-339-900 = R3 3268400 3-268-400 Al 
3195909  3-109-120 R3, Ril 3228200 3-317-400 R3 3268480  3-268-480 Al 
3196010 3-107-800 = R3, R13 
3196100 3-107-840 R3, Ril 3228400 3-317-600 R3 3268560  3-268-560 Al 
3228600 3-341-800 R4 3268840  3-268-840 Al 
3196200 3-107-860 3, Ril 3228800 D2 3268845  3-268-845 Al 
3196300 3-107-820 -R3, R11, R13 3229000 3-345-600 R4, R11 3268850 3-268-850 Al 
3196504  3-107-900 R3 3230000 3-347-100 —-R3, R11 3269100  3-357-300 = R3 
3196506 3-107-920 R3 
3196508 = 3-107-940 . R3 3231000  3-344-300 R3, R11 3269300 3-319-800 -R3 
3197000 3302-840 R3 3231300 3-231-300 Al 3269400 3-319-900 _R3 
3200000 $-310-100 R3 3235380  3-235-380 Al 3270200 3-380-950 R3, Ril 
3200500 3-317-200 R4 
3236000 3-349-900 -R3 3271000 3-380-300 R4, Ril 
3200700 3-311-300 = R3 3237000 3-351-900 -R3 3271200  3-381-200 R4 R11 
3201000 3-311-800 R4 3237400  3-237-400 Al 3272500 3-382-900 _R3 
3201800 3-201-800 Al 3238000 3-353-200 -R4 3273000 D2 
3202800  3-202-800 Al 3238500 3-353-500 R4 3274000 3-383-500 -R4 
3203000 D2 
3240000 3-354-400 4, R12 3274800 3-274-800 Al 
ee eee ba 3242000 3-354-900 R4 3275000 3-204-590 -R4, Ril 
3204000 D2 3243000 3-355-800 —-R3 3275590 3-275-590 Al 
3204400 4-180-680 RS. Ril 3243500 3-357-400 R3 3276000 3-204-600 -R4, R11 
3204500  3-313-600 _R3’ 3244200 3-357-700 R4 3276600  3-276-600 Al 
3205000 3-314-800 —-R3 3244400 3-357-600 R3 3279400  3-279-400 Al 
3205200 3-205-200 Al 3244600 3-357-900 R3 3280200 3-280-200 Al 
3206000 D2 3244800 3-358-300 R4 3281000 3-387-600 R3 
3207000 3-313-900 —-R3 3245200 3-358-500 R4 3281200 3-281-200 Al 
3207500 3-313-920 _R3, Ril 3245400 3-358-800 R3 3283000 3-387-900  R4 


* Former_Army stock number published in War Dept. Medical Supply Catalog, 1 June 1943; not published in MED 3, 
ASF Medical Supply Catalog, 1 March 1944, including changes. 
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CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
POG Lal ARON Ts SOME eT OR STM RR ea RENE 
Old New | Remarks | Old New | Remarks | | Old | New Remarks 
Stock No. Stock No. (See Code) | Stock No. Stock No. (See Code) Stock No. | StockNo. | (See Code) 
3285000 3-389-200 R5 3325900 3-325-900 Atl 3355610 7-970-505  R3 
3285020 3-389-100 R5 3326200 3-326-200 Al 3355700  3-484-700 R3 
3285500 D11/3-107-820, 3328100 3-328-100 At 3355900 3-355-900 Al 
3-107-840, 3329000 3-442-500 R3 3356000 3-486-100 R3, R11 
3-107-860, 3329100  3-329-100 Al 3356100 3-356-100 Al 
3-107-900, : 
3-107-920, 3330000 3-442-900 R3 3356200 3-356-200 Al 
3-107-940, 3330300  3-330-300 = Al 3356300 3-356-300 Al 
3-109-120, 3330400 3-330-400 Al 3357550 3-837-600 R3 
3-109-140, 3331000 D2 3358000 3-499-010 R2 
Ba heey 3332400  3-332-400 Al 3359000 3-502-100 R3, R11 
3-109-300, 3333000 3-445-400 R3 3360000 3-522-300 R3 
3-109-380 3333100  3-333-100 Al 3361900 3-505-200 R3, R11 
3286000 3-393-200 R5, R8 3334000 3-445-800 R3 3362000 3-505-800 R3, Ril 
3287000 3-393-400 R3 3335000 3-445-900 R3 3362200 3-505-900 R3, R11 
3335200 3-335-200 Al 3362300 3-509-600 R3 
3288000 3-393-450 R3 
3289000 3-402-400 R3, R11, R12 3335400 3-335-400 At 3362400  3-509-680 R3 
3290000 3-403-200 R5, R8 3335900 D2 3362500 3-511-200 R3, R13 
3291000 3-403-300 R3 3336200 D2 3362900 3-362-900 Al 
3292200  3-403-400 RS 3336500 3-447-800 R3, Ril 3363100 3-511-240 R3, R13 
3336900  3-447-100 3363500 3-511-280 R3, R13 
eaoseny ee i 3337000 3-447-120 R3 3363800 3-363-800 At 
3292600 3-404-600 -R4 3337100  3-447-140 R3 3364100 3-511-300 R3, R13 
3294500 3-116-100_R3 3337300 3-447-200 R3 3365600 3-365-600 Atl 
3294700  3-116-220  R3 3337600 3-337-600 Al 3366100 3-510-700 R3, R13 
3337700  3-447-820 R3, R11 3366200  3-366-200 At 
3294800 = 3-116-200—- R3 3338100  3-447-300 R3 3367500  3-367-500 Al 
Shee She aey eS 3338500  3-447-320 R3 3368800  3-368-800 Al 
3005900 © 341 6060 RB 3338600 D2 3370300 3-370-300 Atl 
905800 | B11 6.270 R3 3338800  3-338-800 Al 3372400  3-372-400 Al 
~110- 3339000  3-447-880 R3, R11 3372500 3-512-740 R3 
3295400 3-116-280 R3 3340000 3-449-900 R3 3373500 3-512-780 R3 
3296500 3-417-200 R3, R13 3340500 D3 . 3373600 3-373-600 Al 
3296700 3-419-200 R4 3340600 3-340-600 Al 3374100  3-512-880 R3 
3296800  3-419-100 R4 3340700  3-452-310 R3 3375100 3-512-920 R3 
3297500  3-417-800 RS, R8 3340800  3-452-312 R4, Ril 3375400 3-375-400 Al 
3301000 3-421-400 R3, R11 3341000 3-453-710 R3 3376500 3-512-600 R3 
3301300  3-301-300 Al 3341400 3-341-400 Al 3377500 3-512-640 R3 
3302000 3-422-500 R3 3342000 3-454-300 R3 3377800  3-377-800 Al 
3302800 3-302-800 Al 3342800  3-342-800 At 3377900  3-377-900 Al 
3302920  3-302-920 Al 3343000 3-453-800 R3, R12 3379100 3-519-620 R3 
3303000  3-423-300 R3 3343800  3-343-800 Al 3379600 3-519-640 R3 
3303940  3-303-940 Al 3344000 7-972-550 R3 3379800  3-379-800 Al 
3305000 3-423-800 R4 3344100  3-344-100 Atl 3380200 3-519-660 R3 
3305100  3-305-100 Al 3344900 3-344-900 At 3380500 3-518-200 R3 
3306000 3-424-100 R4 3345000  3-460-400 R3 3380700 3-518-220 R3 
3307000 3-427-600 RS5, R11 3345500 3-460-100 R3 3380900 3-518-260 R3 
3309000 3-428-610 R3, R11, R12 3345700 3-460-440 R3 3381100 3-519-220 R3, R13 
3310000 3-431-200 R3 3345725  3-460-340 R5, R8 3381900  3-381-900 Al 
3311000 3-431-240 R3 3345730 7-970-420 R3 3382100 3-519-200 R3 
3312000 3-431-280 R3 3346000  3-460-460 R3 3382700  3-382-700 At 
3312700  3-312-700 3346800 3-346-800 At 3383400 3-383-400 A 
3314000  3-435-800 R3 3347000 3-461-400. R3, Ril 3383800  3-383-800 Al 
3314600  3-314-600 At 3347050  3-462-800 R3 3384000 3-502-600 R3, R11 
3315000 D2 3347400  3-347-400 Atl 3384500  3-523-400 R3 
3315100  3-315-100 Al 3350000 D2 3385700  3-385-700 Al 
3315160  3-315-160 At 3352500 3-468-400 R4 3385800  3-385-800 At 
3315400  3-315-400 Al 3352800  3-352-800 Al 3385900  3-385-900 Ai 
3316000 3-436-400 R3 3352900 3-252-900 At 3386100  3-386-100 Al 
3317000 3-439-600 R3 3353000 3-478-500 RS, R8, R11 3386200 3-386-200 Al 
3318000  3-437-100 —R3 3354000 3-478-600 R5, R8, Ril 3386300 3-386-300 Al 
3320000  3-439-900 R3 3354500  3-354-500 Al 3386450 3-386-450 Al 
3321000  3-439-920 R3 3354600  3-354-600 3386500 3-523-300 R3 
3322000  3-439-940 R3 3354800  3-354-800 R8 3386550  3-386-550 Al 
3325000 3-438-600 R3 3355000 3-478-700 R5, R8, Ril 3386700  3-386-700 Al 
3325200 3-438-100 R3, R13 3355600  3-482-505 R3, R12 3386800 3-386-800 Al 
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Old 
Stock No. 


3386900 
3387700 
3392200 
3392500 
3393100 


3393500 
3394100 
3394500 
3395000 
3396100 


3396500 
3397100 
3401100 
3402100 
3402900 


3403311 
3403315 
3403320 
3403322 
3403328 


3403550 
3403560 
3403900 
3403920 
3404000 


3404200 
3405000 
3405600 
3407600 
3408200 


3411000 
3412000 
3413000 
3414000 
3415000 


3415200 
3416000 
3417000 
3418000 
3419000 


3419800 
3420800 
3422000 
3422300 
3423100 


3424000 
3426000 
3426400 
3426500 
3426800 


3427000 
3427400 
3428000 
3428600 
3430000 


3432000 


3433002 


3433003 
3433005 
3433010 


3434000 
3434200 
3434500 
3434700 
3436000 


OG-| 


PRELIMINARY EDITION 


New 
Stock No. 


3-386-900 
3-387-700 
3-525-700 
3-524-400 
3-524-420 


3-524-440 
3-524-460 
3-524-480 
3-524-500 
3-524-540 


3-524-560 
3-524-580 
3-526-500 
3-526-520 
3-533-900 


7-973-100 
7-794-150 
7-972-700 
7-973-050 


3-533-920 
3-403-900 
3-403-920 
3-540-200 


3-540-800 
3-549-800 
3-405-600 
3-407-600 
3-408-200 


3-559-100 
3-559-120 


3-559-180 


3-415-200 
3-559-200 


3-559-260 
3-559-280 


3-419-800 
3-420-800 
3-561-000 
3-422-300 
3-423-100 


3-569-300 
3-567-100 
3-426-400 


3-426-800 


3-573-500 
3-427-400 
3-576-000 
3-428-600 
3-577-400 


3-579-600 
7-970-600 


7-970-560 
7-970-570 


3-587-500 
3-591-600 
3-591-700 


Remarks 
(See Code) 


Old 
Stock No. 


3436200 
3436300 
3437000 
3437200 
3437400 


3438000 
3439000 
3440000 
3440500 
3440700 


3441000 
3441200 
3443000 
3443400 
3443500 


3443600 
3443700 
3444000 
3444600 
3445000 


3445500 
3445700 
3446000 
3447000 
3447920 


3448000 
3448500 
3449000 
3450000 
3450500 


3450550 
3451000 
3452000 
3452500 
3453000 


3454000 
3454100 
3455000 
3456000 
3457000 


3457400 
3458000 
3459000 
3460000 
3461000 


3461550 


3462220 
3462225 
3462240 
3462300 


3463000 
3464000 
3464100 
3464700 
3464800 


3465000 
3465900 
3468000 
3469000 
3469500 


3469700 
3470000 
3470500 
3471000 


New 
Stock No. 


3-587-000 
3-591-200 
3-593-400 
3-593-610 
3-593-615 


3-686-100 
3-597-000 
3-601-650 
3-601-450 
3-440-700 


3-603-850 
3-608-800 
3-604-900 
3-603-510 
3-603-490 


3-603-530 
3-604-400 
3-605-500 
3-444-600 
3-605-900 


3-606-100 
3-606-600 
3-607-400 
3-607-900 
3-447-920 


3-607-990 
3-611-600 
3-613-200 
3-613-950 
3-610-350 


3-614-850 
3-615-850 
3-615-950 
3-618-200 
3-610-450 


3-609-200 
3-454-100 
3-618-600 
3-618-950 
3-618-980 


3-457-400 
3-620-200 
3-631-100 
3-632-500 
3-632-600 


3-461-550 
3-462-220 
3-462-225 
3-462-240 
3-632-300 


3-632-400 
3-635-100 
3-464-100 
3-636-100 
3-636-120 


3-637-200 
3-465-900 
3-638-840 
3-640-500 
3-640-520 


3-640-560 
3-640-900 
3-640-920 


Remarks 
(See Code) 


Al 
A2/3N23050 
A2/3N23060 


CONV. 
JULY 1947 TABLE 
Old New | Remarks 
Stock No. | Stock No. (See Code) 
3472000 D2 
3472300 3-472-300 Al 
3473000 3-650-640 R4, R14 
3474000 3-651-200 
3474500 3-651-810 R4, R12 
3475000 3-651-820 R4 
3475500 3-642-100 R3 
3476000 3-642-800 R3 
3478000 3-644-200 R3 
3478400 3-478-400 Al 
3479000 3-644-600 R3 
3480000 3-647-100 R3 
3481000 3-655-200 R3 
3481300 5-551-150 R3 
3481500 D5 
3482000 3-656-200 R3 
3482500 3-482-500 Al 
3483000 3-657-050 R3, R12 
3484000 3-658-200 R3 
3484100 3-484-100 Al 
3484400 3-484-400 Al 
3484800 3-484-800 Al 
3484900 3-484-900 Al 
3484985 3-660-100 R3 
3484990 3-484-990 Al 
3485000 3-660-700 R4, R12 
3485100 3-485-100 Al 
3486000 3-663-100 R3 
3486200 3-663-110 R3 
3486400 3-663-120 R3 
3486600 3-663-130 R3 
3486800 3-663-140 R3 
3486900 3-486-900 Al 
3487000 3-663-150 R3 
3487100 3-487-100 Al 
3487200 3-663-160 R3 
3487400 3-663-170 R3 
3487500 3-487-500 Al 
3487600 3-663-180 R3 
3487800 3-663-190 R3 
3487900 3-663-210 R3 
3488000 3-663-200 R3 
3488200 3-663-220 R3 
3488500 3-488-500 Al 
3489000 3-665-200 R3 
3490000 3-665-300 R3 
3491305 3-491-305 Al 
3491400 3-491-400 R8 
3492000 3-668-200 R3 
3492400 3-492-400 Al 
3493200 3-669-200 R3 
3493500 3-672-100 R3 
3493700 3-674-100 R3 
3493900 3-493-900 re 
3494000 3-674-700 R3 
3494500 3-675-600 R3 
3495500 3-676-400 R3 
3495950 3-495-950 Al 
3495990 3-674-142 R3 
3496000 3-674-140 R3 
3496900 3-496-900 Al 
3497000 3-674-780 R3 
3498000 3-676-500 R3 
3499000 3-680-280 R3 
3500000 3-680-300 R3 
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ARMY 


CONV. De . 
TABLE SULY 1947 PRELIMINARY EDITION 
Old New Remarks Old New | Remarks | Old New | Remarks | 

Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
3501000 3-680-320 R3 3550700 3-846-850 R3, R11 3608010 D2 
3502000 3-680-340 R3 3550800 3-846-950 R3, R11 3608505 3-021-500 R3 
3503000 3-680-360 R3 3551000 3-003-900 R4 3608510 3-021-600 R3 
3504000 3-680-380 R3 3551500 3-003-910 R4 3608900 3-608-900 Al 
3505000 3-680-400 R3 3552000 3-859-400 R3, R11 3609006 D3 
3506800 3-506-800 Al 3553300 3-553-300 Al 3609008 3-753-100 R3 
3509000 3-682-200 =R3 3553500 3-845-700 R3, R11 3609010 D3 
3509100 3-509-100 Al 3553700 3-845-740 R3 3609020 D3 
3510740 3-510-740 Atl 3553800 3-866-700 R3, R11, R12 3609300 §=3-103-550 R3, R12 
3511000 3-684-400 R3 3556000 3-869-540 R3, R11 3609400 3-491-700 R2 
3513000 3-686-600 R3 3557000 3-869-580 R3, R11 3609500 D2 
3514880 3-514-880 Al 3558000 3-869-620 R3, R11 3609600 D2 
3515000 3-691-590 R3, R11, R12 3558500 3-869-660 R3, R11 3609700 3-103-600 R3, R12 
3516500 3-693-500 R3 3559000 3-870-400 R3, Rii, R12 3609750 3-609-750 Al 
3516600  3-516-600 Al 3568100  3-568-100 Al 3609800 D8/3-000-700 
3516620 3-516-620 Al 3569500 3-569-500 Al 3609900 =. 3-305-900 ~—ss R3 
3516630 3-516-630 Al 3576800 3-576-800 Ai _ 3610000 3-305-920 R3 
3518000 3-694-200 R3 3579500 3-579-500 Al 3610100 3-305-940 R3 
3520000 3-694-300 R5 3590500 3-590-500 Al 3610200 3-305-960 R3 
3520800 3-520-800 Al 3590600 3-590-600 Al 3610300 3-305-980 R3 
3520900 3-520-900 Atl 3594000 3-594-000 Al 3610400 3-864-100 R3 
3521000 3-698-250 R5, R12 3594010 . 3-594-010 Al 3610500 3-234-200 R3 
3523000 3-698-290 R4, R12 3594020 3-594-020 Ai 3610600 3-268-900 R3 
3524000 3-698-100 R5, R8& 3594030 3-594-030 Al 3610800 3-543-200 R3 
3525000 3-698-600 R4 3594040 3-594-040 Al 3610900 3-543-240 R3 
3525100 3-525-100 Ai 3594800 3-594-800 Al 3611000 3-038-100 R4 
3525120) = °3=525-120°° Al 3594810 3-594-810 Al 3611500 3-611-500 Al 
3525140 3-525-140 Al 3596300 3-596-300 =Al 3612000 3-070-600 RS5, R8 
3526000 3-698-900 R5 3599940 = 3-559-940 Al 3612200 3-070-640 R3 
3527995 3-705-600  =R3 3600200 12-012-324 R3 3613006 D3 
3528000 3-705-620 R3 3600300 12-012-326 R3 3613008 3-074-100 R3 
3528005 3-705-540 R3 3600400 12-012-328 R3 3613015 D3 
3529000 3-705-940 R3 3600500 12-012-330 R3 3613016 D3 
3529010 3-705-980 R3 3600600 12-012-332 R3 3613100 3-074-140 R3 
3529600 3-529-600 Ai 3600700 12-012-334 R3 3613400 12-012-436 R3 
3532000 3-707-900 R3 3600800 12-012-336 R3 3613500 12-012-438 R3 
3533000 3-661-100 R3, R12 3601100 12-012-100 R3 3613600 12-012-440 R3 
3533100 3-533-100 Ail 3601200 12-012-102 R3 3613700 12-012-442 R3 
3534000 3-661-350 R3, R12 3601300 12-012-104 R3 3613800 12-012-444 R3 
3535000 3-617-600 R4 3601400 12-012-106 R3 3613900 12-012-446 R3 
3535200 3-737-800 R3 3601500 12-012-108 R3 3614000 12-012-448 R3 
3536000 3-739-800 R3, Ril 3601600 12-012-110 R3 3614200 12-012-548 R3 
3538500 3-819-100 R5, R8 3601700 12-012-112 R3 5614300 12-012-550 R3 
3539500 D8 /3-118-300 3602000 3-000-600 R4 3614400 12-012-552 R3 
3539505 3-118-300 R3 3603000 3-000-700 R4 3614500 12-012-554 R3 
3539605 D2 3603200 3-008-390 R3 3614600 12-012-556 R3 
3539610 3-118-340 R3 3603400 3-162-100 R3 3614700 12-012-558 R3 
3540000 3-826-100 R3 3603600 3-162-150 R3 3614800 12-012-560 R3 
3540500 3-829-900 R3 3603700 3-162-130 R3 3615000 12-012-212 R3 
3543000 3-835-200 R3 3604000 3-010-420 R3, R12 3615100 12-012-214 R3 
3543600 3-835-900 R3 3604100 3-604-100 Atl 3615200 12-012-216 R3 
3544000 D2 3605005 D2 3615300 12-012-218 R3 
3546200 3-546-200 Atl 3605010 3-010-500 R3 3615400 12-012-220 R3 
3546500  3-838-500 R5 3605015  3-010-600 R3 3615500 12-012-222 R3 
3546600 3-838-900 R3 3605020 D3 3615600 12-012-224 R3 
3547000 3-389-600 - R3 3606005 3-020-300 R3, Rii : 3615650 3-615-650 Atl 
3547700 3-866-600 R3 3606010 3-020-500 R3, R11 3615750 3-615-750 Al 
3548000 3-851-100 R3 3606015 3-020-400 R3, Rii 3616000 3-085-400 R4 
3548500 3-845-100 R3 3606020 3-020-600 R3, R11 3616300 3-089-100 R5 
3550000 3-845-200 R3 3607015 3-010-980 R3 3616500 3-089-200 R5 
3550200 3-846-300 R3,'Ril 3607016 3-010-900 R3 3617000 3-390-100 R3, R11 
3550300 3-848-600 R3,j{R11 3607021 3-020-700 R3 3617100 3-617-100 Atl 
3550400 3-846-400 R3, Ril 3607022 3-020-800 R3 3617200 3-617-200 Al 
3550500 3-848-700 R3, ‘R11 3607800 3-607-800 Al 3617500 3-084-100 R3 
3550600  3-847-500 R3, Ril 3608005 D2 3617700 3-084-200 R3 
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PRELIMINARY EDITION 


Old 
Stock No. 


3617900 
3618100 
3618300 
3618500 
3618700 


3618900 
3619100 
3619300 
3619500 
3619800 


3621500 
3623000 
3623100 
3624506 
3624507 


3624508 
3624510 
3625008 
3625010 
3625100 


3626000 
3626605 
3626705 
3626710 
3626715 


3626720 
3626725 
3626745 
3627000 
3627500 


3628000 
3628500 
3629000 
3630000 
3631000 


3632000 
3633000 
3634000 
3635000 
3636000 


3638000 
3638800 
3639000 
3639500 
3640000 


3641000 
3643206 
3643208 
3643215 
3643230 


3644000 
3644400 
3644800 
3646000 
3650100 


3651000 
3652000 
3652500 
3652505 
3656300 


3657100 
3660600 
3661200 
3661300 
3661400 


New 
Stock No. 


3-084-400 
3-126-640 
3-198-800 
3-198-820 
3-407-100 


3-407-200 
3-564-800 
3-582-000 
3-624-100 
3-619-800 


3-097-800 


3-390-200 
3-623-100 


3-128-200 
3-145-400 
3-625-100 
3-145-600 
7-972-600 
3-146-200 
3-146-600 
3-146-400 
3-146-500 


3-145-440 
14-285-000 


3-184-100 


3-186-100 


3-638-800 


3-639-500 
3-184-850 


3-184-855 
3-186-800 
3-186-840 


3-190-100 
3-644-400 
3-644-800 
3-456-600 
3-650-100 


4-180-700 
3-207-100 


3-886-605 
3-656-300 


3-657-100 
3-660-600 
3-661-200 
3-661-300 
3-210-100 


Remarks Old 

(See Code) Stock No. 
R3 3661710 
R3 3661715 
R4 3661735 
R4 3661740 
R3 3661745 
R3 3662000 
R3 3662200 
R3 3662400 
R3 3662600 
Al 3662700 
R3 3663000 
R3 3664000 
Al 3666400 
D3 3666900 
D3 3667000 
RS, R8 3667500 
D3 3667700 
R3 3667900 
D3 3668000 
Al 3668500 
R3 3669000 
R3 3669100 
R3 3670000 
D8 /3-146-300 3670005 
R3 3670010 
D2 3670300 
R3 3671000 
R3 3672000 
R3 3672195 
R3 3672200 
D2 3672205 
R3 3674000 
D2 3676440 
D2 3676450 
D2 3680000 
D2 3680200 
D2 3680260 
D2 3681000 
R3, R11 3682000 
D2 3683000 
D2 3684000 
Al 3685000 
D2 3685350 
Al 3685500 
R3 3685510 
R3 3687000 
D2 3689000 
R3 3690000 
D2 3691000 
R3 3691600 
R5 3693990 
Al 3693995 
Al 3694000 
R3 3695020 
Al 3695025 
R3 3695650 
R3 3695658 
D2 3696000 
R3, R11 3698300 
3699000 

Al 3699100 
Al 3702100 
Al 3702300 
Al 3704000 
R5 3704200 


New | 
Stock No. | 


3-210-680 
3-210-600 
3-210-760 
3-210-640 
3-210-720 


3-756-260 
3-756-220 
3-756-180 
3-756-400 


7-777-325 
7-777-355 
3-666-400 
7-777-340 
3-547-200 


3-233-600 
3-234-600 
3-235-400 
3-245-500 
3-247-500 


3-269-700 
3-269-740 


3-274-840 
3-274-880 


3-275-600 
3-670-400 
3-670-420 
3-709-640 
3-709-660 


3-709-680 
3-397-400 
3-676-440 
3-676-450 
3-397-800 


3-680-200 
3-680-260 
3-397-820 
3-397-840 
3-397-860 


3-397-880 
3-397-900 
3-399-900 
3-685-500 
3-401-200 


3-406-700 
3-407-900 


3-475-200 
3-691-600 


3-408-100 
7-973-750 


7-821-805 
7-821-815 
3-424-700 
3-698-300 
3-599-100 


3-699-100 
3-702-100 
3-702-300 
3-824-510 
3-704-200 


Remarks 
(See Code) 


JULY 1947 


Old 
Stock No. 


3705000 
3705500 
*37070 
3707300 
3707340 


3707515 
3707520 
3707700 
3708005 
3708010 


3709000 
3711000 
3711500 
3711700 
3711710 


3711712 
3711714 
3711716 
3711718 
3711720 


3711722 
3711724 
3712090 
3712450 
3712600 


3712700 
3712800 
3712900 
3713000 
3713300 


3713500 
3713700 
3714000 
3714100 
3714500 


3714700 
3714800 
3714980 
3714985 
3715000 


3715200 
3716000 
3716200 
3716400 
3716500 


3716550 
3716600 
3716700 
3716800 
3717500 


3718800 
3720000 
3721000 
3721200 
3723000 


3725000 
3725200 
3725800 
3726100 
3726300 


3726505 
3726700 
3726850 
3726860 
3727508 


New 
Stock No. 


3-875-200 
9-525-325 
3-457-400 
3-707-300 
3-707-340 


7-979-000 


3-458-190 
3-459-200 
3-459-205 


3-465-910 
3-467-200 
5-326-600 
5-326-605 
5-326-650 


5-326-630 
5-326-750 
5-326-805 
5-326-810 
5-326-820 


5-326-830 
5-326-840 
3-469-200 
3-471-600 
3-425-200 


3-472-000 
3-472-100 
3-070-400 
3-550-650 
3-550-670 


3-550-680 
3-550-660 
3-550-690 
3-550-692 
3-551-200 


3-551-220 
3-551-240 


3-554-800 
3-554-780 


3-563-000 
3-716-400 
3-419-900 


3-716-550 
3-487-350 
3-500-010 
3-503-300 
3-586-000 


3-718-800 


3-721-200 
3-596-000 


3-598-000 
3-598-040 
3-599-600 


3-599-700 
3-472-200 
3-599-800 
3-599-820 
3-622-200 


Remarks | 
(See Code) 


R3, R11, R12 
R3, R11, R12 
R2, R12 


R2, Ri2 


R 
RS, R8, R13 


* Former Army stock number published in War Dept. Medical Supply Catalog, 1 June 1943; not published in MED 3, 
ASF Medical Supply Catalog, 1 March 1944, including changes. 
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JULY 1947 PRELIMINARY EDITION 3 


ARMY 
CONV. 
TABLE 


Old New | Remarks | Old New | Remarks | Old New | Remarks | 
Stock:No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
3727510 D3 3765720 3-765-720 Al 3788600 3-769-500 R3 
3727518 D3 3767000 12-028-100 R3 3788700 3-769-400 R3 
3728100 3-728-100 Al 3767800 3-767-800 Al 3788800 3-769-100 R3 
3731100 °3-731-100 Ai 3767900 3-767-900 Al 3788900 D2 
3733000 3-625-300 =R3 3767940 3-767-940 Al 3789000 3-766-700 R3 
3734000 3-626-200 R3, Ril 3768000 12-028-110 R3 3789100 3-766-780 R3 
3735000 3-628-200 R3 3769000 3-892-200 R3 3792100  3-792-100 
3735100 3-628-240 R3 3769050 = 3-769-050 Al 3794400 3-794-400 Al 
3735400 3-735-400 Al 3770000 =3-892-300 ~=s R33 3796300 D2 
3735508  3-667-400 R3 3771000 3-892-400 R3 3796820 3-796-820 Al 
3735512 D3 3771500 3-737-400 R5, R12 3796900 3-766-820 R3 
3736100 14-420-020 R22 3772000 =. 3-738-500 ~=—s R33 3797100 3-766-860 R3 
to 3773000 3-742-300 R3, R11 3797300 3-766-900 R3, R14 
14-420-626 3773500. 3-742-200 RS5 3797500 3-766-940 R3 
3736200 14-705-600 R22 3713525 —$-742-325 —R3 3797800 3-766-980 R3, R14 
to ; 
14-705-700 3774000 4-460-480 R2 3798800 3-767-020 R3 
3736300 14-545-001 3774100 3-742-310 R3 3799500 3-758-600 R3, R12 
to 3774200 3-742-380 RS, R8& 3799600 3-758-605. R3, R12 
14-549-815 3774500 3-743-500 R3 3799700 3-799-700 Al 
3736400 14-543-000 R3 3774600 3-774-600 Aj 3802700 3-802-700 Al 
3737000 §©3-713-100 RS, R8& 3774680 3-774-680 Al 3804300 3-804-300 Al 
3737500 3-713-290 R3 3774700 3-744-600 R3 3805000 3-776-300 R5, R8 
3738000 3-713-200 R5, R8& 3774702 3-744-700 R3 3805500 3-805-500 Al 
3738100 3-713-260 R3 3774710 3-744-800 ~ R3 3805700 3-776-340 RS5, R8 
3738200 3-713-220 R3 3774720 3-774-720 Al 3806800 3-806-800 Al 
3738250 3-713-400 R5, R8& 3774760 3-774-760 Al 3808200 3-790-100 R3 
3738300 3-713-360 R3 3775006 D3 3808201 3-790-200 R3 
3738400 3-713-440 R3 3775007 D3 3808205 3-808-205 Al 
3738450 3-712-300 R3 3775008 3-752-750 RS5, R8 3813000 3-795-850 R3 
3738800 3-721-310 RS 3775010 D3 3815100 3-815-100 
3739000 3-724-500 R3 3775300 =. 3-775-300 ~=6 All 3815500 3-795-600 R3 
3742305 3-742-305 Al 3775320 3-775-320 Al 3816000 3-794-200 R3 
3742340 3-742-340 . Al 3775340 3-775-340 Al 3817000 3-794-300 R3 
3743900 =3-725-450 = R3 3776000 3-753-600 R3, R12 3820220 3-820-220 Al 
3745500 3-745-800 R3 3776200 3-787-100 R3 3822765  3-822-765 Al 
3745550 3-745-550 Al 3776400 3-787-140 R3 3822767  3-822-767 Al 
3746900 3-746-900 Al 3777000 =3-781-900 R2, R12 3822770 3-822-770 Al 
3747400 3-747-400 At 3778000 3-781-902 R2, R12 38227712 2:'3-822-i42" “Al 
3747900 3-747-900 Al 3779000 =. 3-781-904 + ~R2, R12 3822780  3-822-780 Al 
3749100 3-749-100 Ail 3780000 3-781-906 R2, R12 3822782  3-822-782 Al 
3750000 3-725-300 R3 3780100 3-780-100 Al 3822790 3-822-790 Al 
3750500 3-725-485 R3 3781500 3-781-500 Al 3822800 3-822-800 Al 
3751700 3-725-500 RS5, R8 3781600 . 3-781-600 Al 3822802 3-822-802 Al 
3752500 3-752-500 Atl 3782900 3-782-900 Al 3822803 3-822-803 Al 
3754000 3-732-100 R3 3782920 3-782-920 Al 3822805 3-822-805 Al 
3754100 3-754-100 Ai 3782940  3-782-940 Al 3822808  3-822-808 Al 
3754105 3-754-105 Al . 3782960 3-782-960 Atl 3822809 3-822-809 Al 
3754110 3-754-110 Al 3784000 3-778-800 R2, R12 3822810 3-822-810 Al 
3754115 3-754-115 Al 3784100 3-784-100 Al 3822812  3-822-812 Al 
3754500 3-733-800 RS5, R12 3784140 3-784-140 Al 3822817 3-822-817 Al 
3754600 3-754-600 Al 3784160  3-784-160 Al 3822818  3-822-818 Al 
3756100 3-756-100 Al 3784180  3-784-180 Al 3823900 3-823-900 Al 
3756140 3-756-140 Atl 3784200 3-784-200 Al 3824500 3-824-500 Al 
3758380 3-758-380 Al 3785000 3-778-802 R2, R12 3832100 3-832-100°' Al 
3760000 3-300-300 =R3 3786000 3-778-804 R2, R12 3837100 3-837-100 Al 
3760200 3-760-200 Atl 3786300 3-786-300 Al 3843000 3-802-800 R3 
3760300 3-760-300 Al 3786320 3-786-320 Al 3843020 3-802-100 R3 
3760400 3-760-400 Al 3786340 3-786-340 Al 3844000 3-803-800 RS, R8 
3761000 3-300-100 R3 3786360 3-786-360 Al 3845000 3-804-100 R5, R8 
3761500 12-275-050 R3 3787000 3-778-806 R2, R12 3846000 3-804-500 R5, R8 
3763000 12-028-120 R3 3788100  3-779-800 R3 3846500 3-805-800 R3 
3764000 12-028-130 R3 3788200 3-779-900 R3 3846550 3-805-900 R3 
3765000 12-737-000 R3 3788300 3-781-300 R3 3846700 D3 
3765600 3-765-600 Al 3788400 3-779-600 R3 3847000 3-495-900 R3 
3765680 3-765-680 Al 3788500  3-781-100 .; R3 3848000 3-496-400 R3 
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Old 
Stock No. 


3849000 
3850000 
3850300 
3850500 
3851000 


3852000 
3853000 
3853900 
3855005 
3855010 


3855015 
3855020 
3855025 
3859410 
3860200 


3860300 
3860400 
3860500 
3860600 
3861000 


3861500 
3862400 
3862600 
3862800 
3862805 


3862850 
3862855 
3864000 
3864208 
3864214 


4011013 
4011028 
4011030 
4011032 
4011035 


4013000 
4014000 
4014010 
4016000 
4017000 


4017100 
4017195 
4017200 
4017300 
4017500 


4018600 
4018750 
4018830 
4020008 
4020012 


OG-I 
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New 
Stock No. 


3-495-400 
3-494-400 
3-494-900 
3-493-400 
3-492-900 


3-491-900 
3-853-900 
3-896-150 


3-896-250 
3-896-200 


3-859-410 
5-596-150 


3-485-310 
3-485-300 
3-140-600 
3-140-400 
3-796-640 


3-861-500 
3-810-700 
3-810-690 
3-309-500 
3-309-510 


3-669-930 
3-669-940 
7-929-425 
3-820-200 


4-001-000 
4-454-100 


4-298-560 
4-182-500 
4-314-420 


4-013-000 


4-014-010 
4-018-725 
4-018-800 


4-017-100 
4-017-195 
4-017-275 
4-018-820 
4-018-700 


4-018-600 
4-018-7 

4-018-830 
3-095-100 


Remarks 
(See Code) 


D2 
D11/4-298-560 
4-407-000 


Old 
Stock No. 


3864216 
3864405 
3864410 
3864415 
3864600 


3864700 
3865000 
3865050 
3866800 
3867000 


3867600 
3868005 
3868010 
3868017 
3868025 


3868500 
3869000 
3869500 
3869700 
3869800 


3869810 
3870000 
3870505 
3870507 
3870509 


3871000 
3873000 
3875000 
3875300 
3875500 


4021005 
4021008 
4021010 
4021012 
4021013 


4021015 
4021017 
4021020 
4021023 
4021030 


4030000 
4030420 
4030425 
4030460 
4030465 


4030485 
4030490 
4031000 


4031500 


4032000 


4033000 
4033500 
4034000 
4035000 
4036000 


4042000 
4042525 
4042550 
4043000 
4044250 


New 
Stock No. 


3-820-100 
3-820-240 
3-820-280 
3-820-320 
7-940-800 


3-206-205 


3-830-400 
3-866-800 
3-833-400 


3-867-600 


7-974-000 
7-972-650 


3-853-100 
3-855-100 
3-869-500 
3-869-700 
3-858-200 


3-858-300 
3-824-100 
3-859-800 
3-859-840 
3-859-880 


3-860-450 
3-863-400 
3-865-800 
3-874-100 
3-874-140 


CLASS 


3-095-120 
3-095-140 
3-095-160 
3-095-170 
3-095-190 


3-095-210 
3-095-230 
3-095-250 
3-095-270 
3-095-290 


4-030-000 
4-030-420 
4-030-425 
4-030-460 
4-030-465 


4-030-485 
4-030-490 
4-031-000 
4-031-500 
4-032-000 


4-033-000 
4-033-500 
4-034-000 
4-035-000 
4-036-000 


4-042-000 
4-042-525 
4-042-550 
4-312-850 
4-044-250 


JULY 1947 
Remarks Old 
(See Code) Stock No. 
R5, R8 3875700 
R3 3875900 
R3 3876000 
R3 3878000 
R3 3879000 
R3, Ril 3879100 
2 3879200 
RS, R8 3879300 
Al 3879400 
R3 - 3879800 
Al 3879900 
D2 3880000 
R3, R12 3881000 
R3 ’ 3882000 
D8/7-973-750 3883000 
R5, R8 3884000 
R3 3885000 
Al 3885300 
Al 3885400 
R5 3885720 
R3 3886000 
R3 3888000 
R3 3889000 
R3 3889900 
R3 3890000 
R5 3890500 
RS5 3891000 
R5, R8& 3893000 
R3 3893950 
R3 3894000 
4 

R4 4044800 
R3 4044820 
R4 4045000 
R4 4046000 
R4 4047000 
R4 4048000 
R4 4048001 
R4 4048500 
R4 4049000 
R4 4049200 
R6 4049400 
Al 4050000 
Al 4050200 
Al 4051000 
Al 4051500 
Al 4053000 
Al 4054000 
R6 4055000 
R8 4056000 
R8& 4056200 
R8 4056300 
4056400 
R8& 4056500 
R8 4056700 
R8 4057000 
R8 4058000 
Al 4058200 
Al 4058400 
R4 4058600 
4059000 


ARMY 
CONV. 
TABLE 
New Remarks 
Stock No. (See Code) 
3-874-180 
4-460-420 R3 
4-460-450 R5 R8 
4-460-720 R5 R8 
4-461-470 R3 
4-461-420 R3 
4-463-100 R3 
4-463-200 RS5 
D5 
3-883-600 R3 
3-885-840 R3 
3-885-945 R3, R11 
3-885-680 R3 
3-885-930 R4 
3-885-830 R4 
3-885-920 R4 
3-886-750 R3, Ril 
3-885-800 R3 
3-885-880 R3 
3-885-720 Al 
3-889-200 R5 
3-893-700 R4 
3-755-200  R4 
3-889-900 R7 
3-755-240 R4 
3-755-280 R4 
3-755-320 R4 
3-777-380 = R3, R13 
3-789-600 R4 
3-789-200 = =R3 
4-044-800 Al 
4-044-820 Al 
4-045-000 
4-046-000 
4-055-025 R3 
4-048-005 R3, R12 
4-048-001 1 
3-119-350 R5, R8 
4-049-000 R6 
4-049-200 R6 
4-054-200  R3 
4-050-000 R6 
4-054-250  R3 
4-051-000 R6 
4-051-500 R6 
4-053-000 R6 
4-054-000  R6 
4-054-010 R3 
4-046-400 R3 
4-082-200 R3 
4-082-300 R3 
4-056-400 
4-056-500 


4-089-195 R3, R10 
D2 


4-089-125 R4 
D2 
4-089-055  R3 
D2 


4-089-135 R3, R12 


Page |17 


Old 
Stock No. 


4060000 
4060500 
4067000 
4082000 
4082100 


4082105 
4083000 
4084000 
4085000 
4086000 


4087000 
4088000 
4089000 
4089150 
4089185 


4089500 
4089955 
4090000 
4091000 
4092000 


4093000 
4094000 
4094500 
4095000 
4095500 


4097000 
4098000 
4098500 
4099000 
4100000 


4100050 
4101000 
4101200 
4102820 
4103000 


4104000 
4105000 
4106000 
4107000 
4108000 


4108025 
4109000 
4110000 
4111000 
4114000 


4114500 
4114975 
4114980 
4115000 
4116000 


4117500 
4117600 
4117605 
4117625 
4117630 


4117650 
4117655 
4121000 
4121200 
4122000 


4122100 
4124000 
4124480 
4125000 
4126000 
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ARMY 
CONV. 
TABLE 


4-089-075 
4-089-095 


4-082-000 
4-082-100 


4-082-105 
4-083-000 
4-084-000 
4-085-000 
4-086-000 


4-087-000 
4-422-214 
4-089-000 
4-089-150 
4-089-185 


4-089-955 
4-090-000 
4-091-000 
4-092-000 


4-093-000 
4-094-000 
4-094-500 
4-095-550 
4-095-500 


4-097-000 
4-098-000 
4-098-500 
4-099-000 
4-100-000 


4-100-050 
4-101-000 
4-101-200 
4-102-820 


4-105-000 
4-106-000 
4-107-000 
4-108-000 


4-108-025 
4-109-000 


4-198-275 
4-117-675 


4-117-650 
4-117-655 


4-042-500 
1-125-930 


1-125-931 
4-124-020 
4-124-090 
4-124-050 
4-124-410 


New 
Stock No. 


JULY 1947 


Remarks 
(See Code) 


Old 
Stock No. 


4127000 
4128300 
4128400 
4128500 
4128600 


4128720 
4128800 
4128805 
4129008 
4149010 


4129020 
4129300 
4130005 
4130010 
4130012 


4130015 
4130020 
4130025 
4130030 
4130035 


4130050 
4130055 
4130058 
4130060 
4130065 


4130075 
4130080 
4130088 
4133160 
4133560 


4139008 
4139014 
4140000 
4141000 
4141700 


4142000 
4143000 
4144000 
4174920 
4175000 


4176000 
4177000 
4178000 
4180000 
4180400 


4180800 
4181000 
4182000 
4184000 
4184200 


4185005 
4185010 
4185205 
4185210 
4185215 


4185225 
4185240 
4185250 
4185350 
4185500 


4186120 
4187000 
4187100 
4187400 
4188000 


New 
Siock No. 


4-124-060 
4-128-300 
4-128-400 
4-128-500 
4-128-600 


4-128-720 
4-128-655 
4-188-800 
4-129-008 


4-129-300 
4-130-005 
4-130-010 
4-130-012 


4-130-015 
4-130-020 
4-130-025 
4-130-030 
4-130-035 


4-130-050 
4-130-055 
4-130-058 
4-130-060 
4-130-065 


4-144-100 
4-144-150 
4-130-088 
4-133-160 
4-133-560 


4-129-450 


4-128-960 
4-144-175 
4-141-790 


4-142-000 
4-143-000 
4-144-000 
4-176-920 
4-175-000 


4-176-000 
4-177-000 
4-282-460 
4-180-000 


4-180-800 
4-181-000 
4-182-000 
4-184-000 
4-185-105 


4-185-005 
4-185-205 


4-185-225 
4-185-240 
4-185-250 


4-185-500 


4-186-120 
4-185-525 


4-188-450 
4-188-550 


Remarks 
(See Code) 


RS, R8, R12 


Old 
Stock No. 


4188010 
4188200 
4188205 
4189000 
4190000 


4192000 
4192200 
4193000 
4193050 
4193375 


4193500 
4194000 
4194200 
4197000 
4198000 


4199000 
4200000 
4201000 
4202000 
4203000 


4203500 
4204000 
4205000 
4206000 
4207000 


4208000 
4209000 
4209150 
4209160 
4209170 


4209300 
4209500 
4209600 
4209605 
4209650 


4209655 
4210000 
4210200 
4210500 
4211000 


4212000 
4213000 
4213100 


4213900 


4214000 


4214010 
4214500 
4215000 
4215500 
4216000 


4220000 
4221000 
4222000 
4222200 
4222202 


4222204 
4223000 
4223500 
4223600 
4223700 


4223800 
4223810 
4223815 
4223820 
4224000 


New 
Stock No. 


4-188-010 
4-188-200 
4-188-205 
4-189-000 
4-190-000 


4-192-000 
4-192-200 
4-282-120 
4-193-050 
4-193-375 


4-193-500 
4-194-000 
4-194-200 
4-197-000 
4-198-000 


4-199-000 
4-200-000 
4-201-000 
4-202-000 
4-203-000 


4-203-500 
4-204-000 
4-205-000 
4-206-000 
4-207-000 


4-208-000 
4-209-000 
4-209-150 
4-209-160 
4-209-170 


4-209-600 
4-209-605 
4-209-650 


4-209-655 
4-210-000 
4-210-200 
4-210-500 


4-213-100 
4-213-900 
4-214-000 


4-214-010 
4-214-500 
4-215-000 
4-215-500 


4-220-000 
4-221-000 
4-222-000 
4-222-200 


4-286-050 
4-223-500 
4-223-600 
4-223-700 


4-223-650 
4-223-810 
4-223-815 
4-223-820 


PRELIMINARY EDITION 


Remarks 
(See Code) 


R8 
R6 


R6, R11 


D8/4-222-200 


D2 
D2 


R8 
R12 


Al 
Al 
D2 
R6 
R6 
D2 
D2 


R3 
R6, R11, R12 


R6, R12 


R6, Ril, R12 
, R3, Rii, R12 
Al 


(Al 
| Al 


4-224-000 ,.| |R6 


Old 
Stock No. 


4225000 
4226009 
4226011 
4226014 
4226015 


4226017 
4226019 
4226020 
4226021 
4226022 


4226023 
4226029 
4226500 
4226505 
4226510 


4226520 
4227000 
4229000 
4229200 
4229400 


4229600 
4229800 
4230000 
4237350 
4237500 


4237700 
4238000 
4238500 
4239000 
4240000 


4241000 
4242000 
4243000 
4244000 
4245000 


4246000 
4247000 
4247100 
4247225 
4247250 


4248000 
4249000 
4250000 
4251000 
4252000 


4253000 
4254000 
4255000 
4256000 
4257000 


4258000 
4259000 
4260000 
4260300 
4260315 


4260600 
4260610 
4260630 
4260640 
4260700 


4260800 
4261000 
4262000 
4263000 
4264000 


OG-! 


New 
Stock No. 


4-225-000 


4-405-600 
4-405-750 


4-226-500 
4-226-505 
4-226-510 


4-226-520 
4-405-500 
4-229-000 


4-229-400 


4-229-600 
4-229-800 
4-447-350 
4-185-245 
4-237-500 


4-237-700 
4-238-000 
4-238-500 
4-239-000 
4-240-000 


4-241-000 
4-242-000 
4-243-000 
4-244-000 
4-245-000 


4-246-000 
4-247-000 
4-247-100 
4-247-225 
4-247-250 


4-248-000 
4-249-000 
4-250-000 
4-251-000 
4-252-000 


4-253-000 
4-254-000 
4-255-000 
4-256-000 
4-257-000 


4-258-000 
4-259-000 


4-268-070 


PRELIMINARY EDITION 


Old 
Stock No. 


4267000 
4267100 
4268000 
4268500 
4268600 


4268700 
4269000 
4270000 
4270500 
4271000 


4272000 
4273200 
4273300 
4274000 
4274005 


4274010 
4274015 
4274580 
4275085 
4275115 


4275810 
4275830 
4277000 
4278000 
4279000 


4280000 
4281000 
4281100 
4281200 
4281400 


4281600 
4284000 
4285000 
4286000 
4286600 


4287000 
4287035 
4287040 
4287050 
4287055 


4288000 
4288120 
4288620 
4289120 
4292004 


4292008 
4292308 
4292335 
4293005 
4293015 


4295000 
4295005 
4295010 
4295500 
4295505 


4296000 
4296005 
4296010 
4297000 
4298500 


4298510 
4299000 
4300500 
4301000 
4301200 


New 
Stock No. 


4-267-100 
4-268-000 
4-261-025 
4-261-125 


4-261-225 
4-269-000 


4-270-500 
4-271-000 


4-272-000 


5-327-550 
4-274-000 
4-274-005 


4-274-010 
4-274-002 
4-274-580 
4-275-085 
4-275-115 


4-275-810 
4-275-830 
4-277-000 
4-276-850 
4-276-875 


4-276-925 
4-276-935 
4-456-100 
4-281-200 
4-281-400 


4-281-600 
4-281-180 
4-285-000 
4-286-000 
4-286-600 


4-287-000 
4-287-035 
4-287-040 
4-287-050 
4-287-055 


4-287-005 
4-288-120 
4-288-620 
4-289-120 
4-292-004 


4-288-580 
4-287-180 


4-295-000 
4-295-011 
4-295-006 
4-495-500 
4-295-505 


4-296-000 
4-296-005 
4-296-010 
4-297-000 
4-298-500 


4-298-510 
4-301-210 
4-301-212 
4-301-000 
4-301-200 


Remarks 
(See Code) 


D2 
Al 


R3 
R3 


R3 


D2 
Al 


D8 /5-327-500 


R3, Ril 
R 
R8 


Old 
Stock No. 


4301230 
4301240 
4302000 
4303000 
4304000 


4305000 
4305390 
4305400 
4305410 
4305420 


4305436 
4306000 
4307000 
4308000 
4309000 


4310000 
4311000 
4312000 
4313000 
4313475 


4313500 
4314087 
4314760 
4314770 
4315000 


4316000 
4317000 
4317010 
4317080 
4317160 


4317500 
4317505 
4317510 
4317720 
4317750 


, 4318005 


4318010 
4327005 
4327010 
4327015 


4327020 
4327300 
4327500 
4327705 
4327710 


4328000 
4329000 
4331005 
4331010 
4332005 


4332008 


+ 4332015 


4332018 
4332023 
4332026 


4333004 
4333006 
4333009 
4333010 
4333012 


4334000 
4334500 
4335000 
4336000 
4337000 


JULY 1947 


ARMY ; 
CONV. 
TABLE 
New Remarks 
Stock No. (See Code) 
4-301-230 Al 
4-301-240 R8 
4-302-000  R8 
4-303-000 R8 
4-304-000 R8 
4-305-000 R8 
4-305-390 =Al 
4-305-400 Al 
4-305-410 
4-305-420 
4-305-436 
4-306-000 R8 
4-307-000 R8 
4-308-000 R8 
4-210-250 R3 
4-226-700 R3 
4-226-705 R3 
4-312-000 
4-314-360 R3, Ril 
D2 
4-314-750 R5, R8 
4-314-087 Al 
4-314-760 Al 
4-314-770 Al 
4-315-000  R8 
4-316-000 R8 
4-317-020 R3, R12 
4-317-010 Atl 
4-317-080 Al 
4-317-180 Al 
4-317-500 Al 
D2 
D2 
4-317-720 Al 
4-317-750 Al 
4-321-100 R3, Ril, R12 
4-321-110 R3, R11, R12 
4-317-250 R3 
4-317-275 R3 
¢ D3 
D3 
4-316-500 R3 
4-287-030 R3, R12 
D2 
D2 
4-287-065 R3 
7-978-830 R3 
D8 /4-322-375 
4-322-375 R3, R11 
4-318-200 R3, Ril 
D8 /4-318-200 
4-318-100 R3, Ril 
D8 /4-318-100 
4-318-300 R3, Ril 
D8 /4-318-300 
4-317-050 R3, Ril 
D8 /4-317-050 
D8 /4-317-050 
4-317-060 R3, R11 
: D8 /4-317-060 
4-317-525 R3, Ril 
4-322-150 R3, Ril 
4-317-650 R3, Ril 
4-336-000 R8 
4-337-000 R6 
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Old 
Stock No. 


4337500 
4338000 


4338030 - 


4338035 
4338500 


4338990 
© 4339000 
4341000 
4344000 
4345000 


4348000 
4349000 
4350000 
4351100 
4351200 


4352000 
4353000 
4353500 
4354000 
4354500 


4355000 
4355200 
4355400 
4355645 
4355650 


4355654 
4355655 
4355664 
4356300 
4356400 


4356500 
4356600 
4356700 
4357000 
4357120 


4357220 
4357320 
4357345 
4357360 
4357600 


4358000 
4359000 
4360000 
4360500 
4361000 


4361500 
4362000 
4363000 
4364000 
4364500 


4365000 
4365210 
4365220 
4365300 
4365600 


4365700 
4365890 
4366000 
4367000 
4368000 


4369000 
4370000 
4370050 
4370100 
4371000 
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New 
Stock No. 


4-337-500 
4-338-000 
4-338-650 
4-338-660 
4-338-500 


4-339-500 
4-339-000 
4-341-000 
4-344-000 
4-345-000 


4-046-600 
4-048-800 


- 4-122-160 


4-312-150 


4-314-485 
4-365-850 
4-365-350 
4-365-325 
4-365-860 


4-132-120 
4-355-200 
4-355-400 
4-355-645 


 4-355-650 


4-355-654 
4-355-655 
4-355-664 


4-357-310 
4-357-120 


4-357-220 
4-357-320 
4-357-345 
4-357-360 
4-357-600 


4-358-000 
4-359-000 
4-360-000 
4-357-825 
4-361-000 


4-361-500 
4-357-650 
4-363-000 
4-364-000 
4-357-800 


4-365-000 
4-365-210 
4-365-220 
4-365-300 
4-372-100 


4-372-300 
4-365-890 
4-366-000 
4-367-000 
4-368-000 


4-369-000 
4-370-000 
4-370-050 
4-370-100 
4-371-000 


Remarks 
(See Code) 


Al 
R6, R11 
RS, R8 
R5, R8 
Al 


R3, R11 


R6, R11, R12 


6, R12 


R6, R11 


R6, R12 


R6, Ri2 


R3 
Al 


JULY 1947 


Old New Remarks 

Stock No. Stock No. (See Code) 
4372000  4-372-000 R8 
4373000 4-373-000 
4374000 4-374-000 R8 
4375000 4-375-000 R8 
4377960 4-377-960 
4377980 4-377-980 
4378000 4-378-000 R6 
4379000 4-379-000 R6 
4380000 4-380-000 R6 
4380250 4-380-250 
4380500 4-380-500 R6 
4380755 4-380-755 Al 
4380760 4-380-760 Al 
4381000 4-090-200 R3 
4381500 4-398-350 R3 
4381510 4-398-355 R3 
4381520 4-398-360 R3 
4381600 7-974-450 R3 
4381700 7-974-370 R3 
4381740 4-398-380 R3 
4381785  4-398-420 R3 
4381800 4-398-440 . R3 
4382100 4-382-100 
4382200 4-382-200 R8 
4382205 4-382-205 R6 
4382210 4-382-210 R6 
4382215 D3 
4382220 4-382-220 R6 
4382225 7-978-600 R3 
4382230 4-382-230 R6 
4382400 4-382-400 R8 
4382875 D2 
4382885 D2 
4383000 4-383-000 R6 
4383100 4-383-100 R6 
4383175 4-383-175 Al 
4383200 D2 - 
4383400 D2 
4383600 D2 
4384100 4-384-100 R6 
4384200 D4 
4385000 4-385-000 R6 
4386000 4-386-000 R6, R9 
4387000 4-387-000 R6, R9 
4388000 4-388-000 R6, R9 
4389000 4-385-950 R5, R8 
4389500 4-389-500 R8 
4389505 4-389-505 R8 
4390000 4-396-575 R3 
4390400 4-390-400 
4390500 4-390-500 R8 
4390505 4-390-505 R6 
4390550 4-390-550 R8 
4390555 4-390-555 R6 
4390560 4-390-560 R6 
4390800 4-390-800 R8 
4392000 4-313-975 R4 
4392500 4-392-500 Al 
4392505 D2 
4392525 4-392-525 Al 
4392705 4-392-720 R3 
4393450 4-393-450 Al 
4393500 4-393-500 R8 
4395000 4-395-000 R7 
4395885 4-395-885 Al 


Old 
Stock No. 


4396000 
4397005 
4397010 
4398000 
4398750 


4399000 
4400000 
4401000 
4401300 
4401315 


4402005 
4403005 
4404832 
4404882 
4404883 


4404916 
4405025 
4407000 
4407500 
4408000 


4409000 
4410000 
4411000 
4412000 
4413000 


4414000 
4415000 
4415500 
4416000 
4416500 


4417000 
4419000 
4419500 
4420000 
4421000 


4422000 
4423000 
4424000 
4425000 
4425100 


4425600 
4426000 
4426457 
4426465 
4428005 


4428025 
4429000 
4430300 
4431000 
4431015 


4433000 
4433150 
4433450 
4433750 
4434350 


4434500 
4434650 
4434950 
4435000 
4435250 


4435500 
4435550 
4435850 
4437000 
4440000 


PRELIMINARY EDITION 


New 
Stock No. 


4-396-000 


4-089-950 
4-398-750 


4-124-250 
4-400-000 


4-401-300 
4-401-315 


4-356-180 
4-357-180 
4-404-832 
4-404-882 
4-404-883 


4-404-916 
4-405-025 
4-407-000 
4-407-500 
4-408-000 


4-409-000 
4-410-000 
4-411-000 
4-412-000 
4-413-000 


4-414-000 
4-415-000 
4-415-500 
4-416-000 
4-416-500 


4-417-000 
4-419-000 
4-419-500 
4-420-000 
4-421-000 


4-422-000 
4-401-200 
4-401-250 
4-401-325 
4-425-100 


4-425-600 
4-401-340 


4-426-457 


4-426-465 


3-396-400 
4-430-300 


4-433-150 
4-433-450 
4-433-750 
4-434-350 


4-393-460 
4-434-650 
4-434-950 
4-451-800 
4-435-250 


4-433-775 
4-435-550 
4-435-850 
4-433-850 
4-424-500 


| 


Remarks 
(See Code) 


R6 
D8 /4-395-000 
D8 /4-395-000 


Al 
Al 


R3, R12 
R3, Ril 


OG-1 


ARMY 


, CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
Old New | Remarks | Old New Remarks | Old | New | Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
4440500 4-424-100 R4, R11 4454500 4-454-500 R8 4471000 D2 
4441000 4-426-450 R3, R11 4455000 4-455-000 R7 4471700 4-069-100 R3 
4442000 4-426-475 R3, R12 4456000 4-456-000 R7 4473200 4-069-110 R3 
4443000 4-443-000 4456025 4-456-025 R6 4473600 4-473-600 R6 
4444000 4-444-000 4456050 4-456-015 R3 4473625 4-473-625 R8, R11 
4445000 4-445-000 4456525 4-456-525 Al 4474000 4-474-000 
4446000 4-446-000 4456950 4-456-950 Al 4474200 4-474-200 R7 
4447000 4-447-000 R6 4457000 4-451-630 R3, R12 4474400 4-474-400 R7 
4448000 4-448-000 R6 4457525 4-457-525 Al 4474600 4-474-600 R7 
4449000 4-449-000 R8 4457750 4-457-750 Al 4476000 4-030-300 R3 
4450000 4-450-000 R6, R14 4457775 4-457-775 Al 4477000 4-030-340 R3 
4451000 4-451-000 R8 4458000 4-458-000 R7, R10, R12 4479008 4-030-475 R3, R12 
4451500 4-451-500 R8 4459000 4-459-000 R7, R10, R12 4479014 
4451600 4-451-600 R8 4459250 4-459-250 Al 4479500 4-030-450 R3, R12 
4451700 4-451-700 4459500 4-461-530 R3 4480008 4-030-545 R3 
4452000 4-452-000 R6 4461000 4-461-000 R6 4488000 4-488-000 R8 
4452500 4-452-500 R6 4463000 4-460-520 R2 4488505 D3 
4453000 4-453-000 R6 4464000 4-464-000 R6 4488510 D3 
4453500 4-453-500 R6 4465000 4-465-000 R6 4488515 D3 
4454005 4-422-700 R4 4470000 4-470-000 R6 4489000 4-489-000 
4454010 4-422-705 R4 4470500 4-273-900 R3 4489100 4-489-100 
4454085 4-454-085 Al 4470600 4-273-905 R3 4491000 . 4-273-960 R4 
4454120 4-454-120 Al 4470800 4-470-800 4493000 4-493-000 
CLASS:3 
5001005 5-001-005 Al 5015314 D2 5030000 =5-030-000 = R6 
5002000 5-002-000 R6, R12 5015315 D2 5030550 5-030-550 Al 
5002050 5-002-050 Al 5015316 D2 » 5031000 5-031-000 R6 
5002500 5-234-550 R3 5015317 D2 5033000 5-033-000 R7 
5005010 5-005-010 Al 5015318 D2 5035000 5-035-000 R7 
5005050 5-005-050 Al 5015319 D2 5036000 5-036-000 R7 
5005055 5-005-055 Al 5015320 D2 5036250 5-036-250 Al 
5005150 §=5-005-150 Al 5015323  5-015-323 Al 5037000 5-037-000 R7 
5005350 =5-005-350 =Al 5015325 ~ 5-015-325 Al 5038000 D8 /5-039-000 
5005550 395-005-550 =Al 5016000 5-016-000 R12 5039000 5-039-000 25 
5008000 =5-390-050 =e R33 e 5016050 5-016-050 Al 5041000 5-041-000 R7 
5009000 =5-015-150 R4 5016150 5-016-150 Al 5043000 5-043-000 R7 
5009500 5-009-500 5017700 D3 5043250 5-043-250 Al 
5010050 5-010-050 Al 5017710 5-538-250 R3 5044000 5-044-000 R7 
5010060 5-010-060 Atl 5018000 5-018-000 R6 5045000 5-045-000 R7 
5011000 5-011-000 R7, R11 5019000 5-019-000 R6 5047000 5-100-650 R3 
5013000 5-013-000 R12 5019910 5-617-150 R4 5048000 D3 
5013150 5-013-150 Al 5020000 5-020-000 R8 5049000 D3 
5014000 5-014-000 R6 5021000 D2 5050000 5-101-550 R3 
5015000 5-015-000 R6, R11 5022000 5-022-000 R6 5052000 5-052-000 R6 
5015200 D5 5022200 5-022-200 R6, Ril 5053000 5-053-000 R6 
5015250 5-015-250 Al 5022400 5-022-400 R6, Ril 5053250 5-053-250 Al 
5015301 D2 5022600 5-022-600 R6, Ril 5054000 5-054-000 R6 
5015302 D2 5022800 5-022-800 R6 5055000 5-055-000 R6 
5015303 D2 5023000 5-023-000 R6, R11 5057000 5-057-000 R6 
5015304 D2 5023550 5-023-550 Al 5059000 5-059-000 R6 
5015305 5-015-285 R5 5024000 5-024-000 R12 5061000 5-061-000 R7 
5015306 5-015-286 R5 5024500 5-024-500 R12 5063000 5-063-000 R7 
5015307 5-015-287 RS 5025050 5-025-050 Al 5064000 5-064-000 R7 
5015308 D5 5026000 5-024-750 R3 5065000 = 5-065-000 R7 
5015309 D5 5027500 6-039-525 R3 5066000 5-066-000 R7 
5015310 D5 5027705 D2 5069000 5-069-000 = R7 
5015311 D5 5027710 7-979-100 R3 5071000 5-071-000 R7 
5015312 D5 5027750 5-027-750 Al 5072000 5-072-000 R7 
5015313 D5 5027850 5-027-850 Al 5074000 D3 
OG-1 Page 21 


Old 
Stock No. 


5077000 
5078000 
5079000 
5080000 
5082000 


5083000 
5084000 
5087000 
5088000 
5089000 


5095050 
5096050 
5098980 
5099000 
5100000 


5101050 
5102550 
5103500 
5104500 
5105500 


5107000 
5107150 
5107550 
5108000 
5108150 


5110010 
5111005 
5111016 
5111017 
5111018 


5111019 
5111020 
5112050 
5112700 
5113000 


5114000 
5115000 
5115400 
5115425 
5115450 


5115550 
5116050 
5116350 
5116450 
5116545 


5116550 
5116650 
5116750 
5116850 
5116950 


5117000 
5117150 
5117250 
5117500 
5117650 


5117850 
5117950 
5118300 
5118500 
5120050 


5121000 
5122000 
5123000 
5124000 
5125000 
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New 
Stock No. 


5-103-650 


5-105-050 
5-082-000 


5-083-000 
5-084-000 
5-087-000 
5-088-000 
5-089-000 


5-095-050 
*5-096-050 
5-098-980 


5-106-050 


5-101-050 
5-102-550 
5-115-250 
5-109-050 
5-365-305 


5-365-250 
5-107-150 
5-107-550 
5-111-070 
5-108-150 


5-110-010 
5-111-005 
5-111-016 
5-111-017 
5-111-018 


5-111-019 
5-111-020 
5-112-050 
5-112-700 
5-113-000 


5-114-000 
5-115-000 
5-115-400 
5-115-425 
5-115-450 


5-115-550 
5-116-050 
5-116-350 
5-116-450 
5-118-050 


5-116-550 
5-116-650 
5-116-750 
5-116-850 
5-116-950 


117-850 
117-950 
374-050 
118-500 
5-120-050 


5-142-325 
5-142-350 
5-142-450 
5-115-850 
5-140-075 


5- 
5- 
5- 
5- 
S- 
5- 
5- 
S- 
5- 


JULY 1947 


Remarks 
(See Code) 


Old 
Stock No. 


5126500 
5127500 
5128500 
5129500 
5130500 


5131500 
5132500 
5133050 
5133500 
5134050 


5134500 
5135050 
5135500 
5136050 
5137050 


5138050 
5138500 
5139000 
5141000 
5142200 


5142500 
5143000 
5144000 
5145050 
5146000 


5148700 
5149500 
5150500 
5153150 
5155750 


5156050 
5156550 
5157050 
5157550 
5158000 


5158050 
5158500 
5158550 
5158700 
5159000 


5160000 
5161050 
5162050 
5163050 
5163550 


5164000 
5165050 
5165500 
5166150 
5167150 


5168000 
5171000 
5174008 
5174015 
5175008 


5175125 
5175150 
5175225 
5175250 
5176000 


5177000 
5178000 
5179000 
5182000 
5183000 


New 
Stock No. 


5-133-055 
5-134-055 
5-137-055 
5-138-055 
5-136-055 


5-135-055 
5-132-500 
5-133-050 
5-139-150 
5-134-050 


5-140-050 
5-135-050 
5-130-050 
5-136-050 
5-137-050 


5-138-050 
5-413-050 
5-347-150 
5-658-150 
5-142-200 


5-412-150 
5-143-000 


5-145-050 
5-017-850 


5-148-700 
5-149-500 
5-150-500 
5-153-150 
5-155-750 


5-156-050 
5-156-550 
5157-050 
5-157-550 
5-147-050 


5-158-050 
5-151-050 
5-158-550 
5-151-550 
5-159-000 


5-160-000 
5-161-050 
5-162-050 
5-163-050 
5-163-550 


5-164-000 
5-165-050 
5-803-750 
5-166-150 
5-167-150 


5-027-950 
5-362-710 


5-174-015 
5-175-008 


5-182-000 
5-183-000 


Remarks 
(See Code) 


R3, R12 
R3, R12 
R3, R12 
R3, R12 
R3, R12 


R4 


R6 


Old 
Stock No. 


5184050 
5188050 
5188500 
5189000 
5196550 


5196600 
5196700 
5196740 
5196770 
5196800 


5196900 
5206000 
5207000 
5207100 
5207200 


5216000 
5217000 
5217400 
5220000 
5223050 


5224000 
5225000 
5229700 
5230000 
5232150 


5232550 
5235050 
5236050 
5241050 
5241550 


5242550 
5243050 
5244550 
5245050 
5246500 


5247000 
5247550 
5248050 
5248150 
5249700 


5249800 
5250000 
5251000 
5252000 
5252500 


5253008 
5254010 
5254015 
5254025 
5255020 


5255025 
5255027 
5255032 
5255035 
5256000 


5257000 
5259005 
5259010 
5259035 
5260050 


5261005 
5261050 
5262700 
5263005 
5265000 


PRELIMINARY EDITION 


New 
Stock No. 


5-184-050 
5-188-050 
5-516-150 
5-189-000 
5-196-550 


5-196-600 
5-196-700 
5-196-740 
5-196-770 
5-196-800 


5-196-900 
5-206-000 
5-207-000 
5-517-050 
5-517-550 


5-232-350 
5-232-650 
5-230-150 
5-223-050 


5-229-700 
5-230-000 
5-232-150 


5-232-550 
5-235-050 
5-236-050 
5-241-050 
5-241-550 


5-242-550 
5-243-050 
5-244-550 
5-245-050 
5-246-500 


5-240-050 
5-247-550 
5-248-050 
5-248-150 
5-249-700 


5-249-800 
5-250-000 
5-251-000 
5-252-000 
5-252-500 


5-253-008 
5-421-620 
5-421-610 
5-421-605 
5-421-555 


5-421-560 
5-421-550 
5-421-567 


5-421-425 


5-253-750 
5-254-050 
5-254-150 
5-254-175 
5-260-050 


5-352-125 
5-261-050 
5-340-150 
5-353-025 
5-363-005 


Remarks 


(See Code) 


OG-I 


Old 
Siock No. 


5266000 
5266050 
5267000 
5267050 
5268000 


5272000 
5273000 
5277200 
5277300 
5277400 


5277500 
5278300 
5278500 
5279000 
5280000 


5280005 
5281000 
5285000 
5285050 
5286000 


5286050 
5287000 
5287050 
5287600 
5288000 


5289000 
5298000 
5299000 
5300000 
5300150 


5300650 
5301000 
5301150 
5301650 
5302650 


5303150 
5310500 
5310600 
5310750 
5311000 


5313000 
5313150 
5313300 
5313500 
5313600 


5316000 
5317000 
5317500 
5318450 
5319000 


5320000 
5320150 
5321050 
5322000 
5323000 


5324000 
5325000 
5325550 
5326000 
5326200 


5326400 
5326410 
5326420 
5326480 
5326510 


OG-1 


PRELIMINARY EDITION 


New 
Stock No. 


5-363-050 
5-266-050 
5-363-105 
5-267-050 
5-363-250 


5-363-505 
5-363-550 
5-363-705 
5-363-750 
5-363-805 


5-363-850 
5-364-025 
5-364-125 


5-280-000 


5-280-005 
5-281-000 


5-285-050 


5-286-050 


5-287-050 
5-285-025 
5-288-000 


5-289-000 


5-300-150 
5-300-650 


5-301-150 
5-301-650 
5-302-650 


5-303-150 
5-310-500 
5-310-600 
5-310-750 
5-311-000 


5-311-350 
5-313-150 
5-802-550 


5-313-250 


5-316-000 
5-508-150 
5-317-500 
5-318-450 
5-320-020 


5-320-000 
5-320-150 
5-321-050 
5-322-000 
5-323-000 


5-324-000 
5-325-000 
5-325-550 
5-326-000 
5-318-050 


5-326-400 
5-326-410 
5-326-420 
5-326-480 
5-326-510 


Remarks Old 
(See Code) Stock No. 
R3, R11 5327000 
Al 5327210 
Ra, Rit 5327500 
Al 5327805 
R3, Ril 5327900 
R3, Ril 5328050 
R3, Ril 5329500 
R3, Ril 5330050 
R3, Ril 5331000 
R3, R11 5332000 
R3, Ril 5332150 
R3, R11 5333000 
R3, R11 5334000 
D2 5335000 
Ril 5336000 
Ril 5337000 
Ril 5338000 
D5 5339000 
Al 5340000 
D8/5-605-250 5341000 
Al 5342000 
D8/5-605-150 5343000 
Al 5344000 
R3, R12 5345000 
R6, R12 5346000 
R6 5347155 
D3 5349000 
D3 [ 5349300 
D3 , 5352500 
Al 5355000 
Al 5356006 
D3 5357006 
Al 5357725 
Al 5358000 
Al 5358250 
Al 5358750 
6 5359000 
R6, R11 5360000 
Al 5361000 
5362000 
R5 5362150 
Al 5362450 
RS : 5362500 
D2 5362700 
R5 5362730 
5362740 
R4 5362800 
Al 
Al 
R5, R8, R12 
R8, R1i2 
Al 5363150 
Al 5363305 
R8& 5363350 
R8 5363405 
R8 5363450 
R8& 5363605 
Al 5363650 
R8& 5363905 
R3 5363950 
R8 5364050 
Al 5364250 
Al 5364350 
Al 5364750 
Al 5365050 


New 
Stock No. 


5-327-000 
5-538-150 
5-327-500 
5-327-325 
5-327-350 


5-328-050 
6-028-970 
5-330-050 
5-800-250 
5-800-350 


5-332-150 
5-800-450 
5-802-350 
5-801-250 
5-801-450 


5-804-450 
5-804-350 
5-805-250 
5-805-450 
5-805-650 


5-805-850 
5-806-450 
5-806-550 
5-806-650 
5-806-750 


5-347-155 
5-577-850 


5-355-000 


5-356-006 
5-357-006 
5-357-725 
5-358-075 
5-358-250 


5-358-750 
5-359-000 
5-360-000 
5-358-050 
5-362-000 


5-362-150 
5-362-450 
5-362-500 
5-362-700 
5-362-730 


5-362-740 


5-363-150 
5-363-305 
5-363-350 
5-363-405 


5-363-450 
5-363-605 
5-363-650 
5-363-905 
5-363-950 


5-364-050 
5-364-250 
5-364-350 
5-364-750 
5-365-050 


Remarks 
(See Code) 


R6 
R3, Ril 
R6 


R3 
R3, R11 


Al 
R3, R11, R12 
1 


Al 
D10/5-630-150, 
5-630-650, 
5-631-650, 
5-632-150, 
5-632-650 
and 5-633-650 


JULY 1947 


Old 
Stock No. 


5365150 
5365500 
5366500 
5366700 
5366800 


5368050 
5368550 
5371050 
5372000 
5373000 


5375010 
5375015 
5380000 
5381000 
5382000 


5383000 
5386050 
5388005 
5388010 
5388012 


5388015 
5389009 
5389012 
5389015 
5389018 


5389021 
5389022 
5390150 
5390250 
5390350 


5390450 
5390750 
5392009 
5392500 
5393000 


5393300 
5393700 
5394200 
5394300 
5396150 


5396450 
5397150 
5397250 
5397350 
5397450 


5397550 
5397650 
5398050 
5400300 
5400305 


5400310 
5400500 
5401000 
5407000 
5407250 


5408000 
5408250 
5411000 
5417000 
5418005 


5419005 
5419350 
5419400 
5419550 
5420500 


ARMY 


CONV. 
TABLE 
New | Remarks 
Stock No. (See Code) 

5-365-150 Al 
5-367-550 R4 
5-366-500 R6 
5-502-200 R3 
§-541-010 R3 
5-368-050 
5-368-550 Al 
5-371-050 Al 
5-372-000 R7, R11 
5-373-000 
5-375-010 Ail 
5-375-015 Al 

D2 
5-375-020 R3 

D2 

D2 
5-386-050 Al 
5-388-005 R6, R12 

D2 
5-385-050 R3 

D2 
7-974-500 R3, R12 
7-981-225 R3, R12 
7-981-725 R3, R12 
7-979-550 R3 

D2 
5-390-150 Al 
5-390-250 Al 
5-390-350 Al 
5-390-450 Al 
5-390-750 Al 
5-389-150 R3 
5-389-195 R3 
5-391-050 R3 
5-389-250 R3 
5-384-050 R3, R12 
5-310-725 R4, R11, R12 
5-310-850 R4, R11, R12 
5-396-150 Al 
5-396-450 Al 
5-397-150 Al 
5-397-250 Al 
5-397-350 Al 
5-397-450 Al 
5-397-550 Al 
5-397-650 Al 
5-398-050 Al 
5-565-150 R3 
5-566-150 R3 
5-311-450 R3 
5-402-050 R4 
5-401-000 
5-407-000 
5-407-250 
5-408-000 
5-408-250 
5-411-000 R8 

D15 
5-418-005 R6 
5-419-005 R6 
5-419-350 Ail 
5-419-400 R6 
5-419-550 Al 
5-420-500 R6 

Page 23 


‘ Old 
Stock No. 


5420700 
5421000 
5421150 
5421430 
5421585 


5421640 


5421695 
5421725 
5421750 
5421775 


5421790 
5421805 
5421810 
5421840 
5421870 


5421895 
5421905 
5421935 
5421945 
5422000 


5422550 
5422750 
5423000 
5423150 
5423200 


5424150 
5424300 
5424350 
5426000 
5426150 


5427000 
5427480 
5427500 
5428000 
5429000 


5430000 
5431000 
5431150 
5432000 
5432500 


5433000 
5433500 
5434150 
5435000 
5435150 


5435350 
5435500 
5435700 
5436000 
5437000 


5438000 
5439000 
5440000 
5440150 
5440650 


5441150 
5441650 
5442150 
5442650 
5443150 


5444000 
5445000 
5446000 
5447000 
5448000 


Page 24 


ARMY 
CONV. 
TABLE 


New 
Stock No. 


5-420-700 
5-423-005 
5-421-150 
5-421-430 
5-421-585 


5-421-640 
5-421-695 
5-421-725 
5-421-750 
5-421-775 


5-421-790 
5-421-805 
5-421-810 
5-421-840 
5-421-870 


5-421-895 
5-421-905 
5-421-935 
5-421-945 
5-423-125 


5-422-550 
5-422-750 
5-000-300 
5-423-150 
5-362-770 


5-425-150 


5-424-350 
5-426-000 
5-426-150 


5-427-000 
5-427-480 
5-427-500 
5-428-000 
5-430-550 


5-431-650 
5-433-350 
5-431-150 
5-433-750 
5-434-550 


5-433-000 
5-434-750 
5-434-150 
5-435-000 
5-435-150 


5-435-350 
5-430-150 
5-421-350 
5-436-000 
5-437-000 


5-438-000 
5-439-000 
5-365-205 
5-440-150 
5-440-650 


5-441-150 
5-441-650 
5-442-150 
5-442-650 
5-443-150 


5-444-000 
5-445-000 
5-446-000 
5-447-000 
5-448-000 


JULY 1947 


Remarks 
(See Code) 


Old 
Stock No. 


5449000 
5450000 
5451000 
5452000 
5452150 


5453000 
5453200 
5453300 
5453400 
5453500 


5453600 
5453650 
5453700 
5453750 
5453800 


5453950 
5454000 
5454150 
5454950 
5455000 


5456150 
5457150 


5460000 . 


5461000 
5465150 


5470150 
5475000 
5476150 
5477150 
5478000 


5480000 
5481000 
5483000 
5484150 
5494000 


5495000 
5496000 
5500000 
5502000 
5502500 


5503000 
5503050 
5503060 
5503065 
5503075 


5504000 
5506000 
5507000 
5508000 
5509000 


5510000 
5510150 
5511000 
5518062 
5518063 


5518064 
5518065 
5518066 
5518067 
5518069 


5518073 
5518077 
5518079 
5518081 
5518085 


New 
Stock No. 


5-449-000 
5-365-350 
5-365-405 
5-365-450 
5-452-150 


5-454-650 


5-453-300 
5-452-750 
5-451-150 


5-453-600 
5-453-650 
5-453-350_ 
5-453-750 
5-453-800 


5-453-950 


5-454-150 
5-454-950 
5-455-000 


5-456-150 
5-457-150 
5-460-000 


5-465-150 


5-470-150 
5-475-000 
5-476-150 
5-477-150 
5-478-000 


5-480-000 


5-483-000 
5-484-150 
5-454-250 


5-454-350 
5-454-450 
5-190-050 
5-502-000 
5-000-520 


5-503-000 
5-503-050 
5-503-050 
5-503-065 
5-503-075 


5-504-000 
5-510-550 
5-510-450 
5-510-250 
5-510-350 


5-510-000 
5-510-150 
5-509-750 
5-518-062 
5-518-063 


5-518-064 
5-518-065 
5-518-066 
5-518-067 
5-518-069 


5-518-073 
5-518-077 
5-518-079 
5-518-081 
5-518-085 


Remarks 
(See Code) 


Al 
Al 


Old 
Stock No. 


5518550 
5519000 
5520000 
5520150 
5521000 


5522000 
5523000 
5523200 
5523350 
5523400 


5523600 
5523750 
5523950 
5524400 
5524500 


5528000 
5529000 
5530150 
5541000 
5541150 


5542000 
5544000 
5545000 
5545150 
5545250 


5545450 
5545550 
5545600 
5545800 
5546000 


5546200 
5546400 
5546600 
5547150 
5549150 


5549500 
5549700 
5549900 
5551500 
5552000 


5552500 
5557000 
5558650 
5559300 
5559500 


5562000 
5568000 
5569000 
5570000 
5571000 


5572000 
5576000 
5577000 
5577015 
5577500 


5577650 
5578000 
5580000 
5581000 
5582000 


5582500 
5582700 
5593000 
5593400 
5593600 


PRELIMINARY EDITION 


New 
Stock No. 


5-518-550 
5-519-000 
5-520-550 
5-520-150 
5-521-000 


5-522-000 
5-523-000 
5-523-200 
5-523-350 
5-523-400 


5-523-600 
5-523-750 
5-523-950 
5-524-400 
5-524-500 


5-528-000 
5-529-000 
5-530-150 


5-541-150 


5-542-000 
5-544-000 
5-545-000 
5-545-150 
5-545-250 


5-545-450 
5-545-550 


5-547-150 
5-549-150 


5-546-150 
5-557-000 
5-558-650 
5-548-150 
5-559-500 


5-562-000 


'5-568-000 


5-569-000 
5-570-000 
5-571-000 


5-572-000 
5-576-000 
5-577-000 
5-577-015 
5-577-500 


5-577-650 
5-578-000 
5-580-000 
5-581-000 
5-582-000 


5-582-500 
5-582-700 
5-593-000 


Remarks 
(See Code) 


Old 
Stock No. 


5593800 
5594000 
5594400 
5594500 
5597000 


5598000 
5600150 
5600250 
5600350 
5601000 


5602010 
5602015 
5602025 
5603000 
5604150 


5605150 
5605250 
5606150 
5606400 
5611500 


5612050 
5612055 
5612500 
5613000 


5614500 


5619150 
5622000 
5625150 
5626150 
5627000 


5628000 
5629000 
5630000 
5630150 
5630650 


5631000 
5631150 
5631650 
5632000 
5632150 


5632650 
5633000 
5633150 
5633650 
5636000 


5637000 
5638000 
5639000 
5640000 


New 
Stock No. 


5-593-800 
5-594-000 
5-421-110 
5-421-125 
5-597-000 


5-598-000 
5-600-150 
5-600-250 
5-600-350 


5-421-928 
5-604-150 


5-605-150 
5-605-250 
5-606-150 
5-606-400 
5-611-500 


5-612-050 
5-606-500 
5-345-150 
5-348-150 
5-348-160 
5-312-050 


5-619-150 
5-622-000 
5-625-150 
5-626-150 
5-634-150 


5-635-150 


5-635-650 
5-630-150 
5-630-650 


5-624-150 
5-631-150 
5-631-650 
5-624-650 
5-632-150 


5-632-650 


5-633-150 
5-633-650 
5-636-000 


5-638-000 
5-639-000 
5-640-000 


6-002-000 
6-003-000 
6-004-000 
6-012-120 
6-004-850 


6-005-000 
6-006-000 
6-006-010 
6-006-245 
6-006-475 


PRELIMINARY EDITION 


D2 


Al 


R12 


R3 
R4, R11, R12 


R17 
R3 


Old 
Stock No. 


5641000 
5641150 
5641650 
5642000 
5642150 


5643000 
5644020 
5644050 
5644055 
5645000 


5646000 
5646150 
5647150 
5649000 
5650000 


5651000 
5652250 
5652500 
5653000 
5653300 


5653512 


5654112 
5654115 
5654125 
5654212 


5654215 
5654225 
5654227 
5654230 
5656010 


5656012 
5656015 
5656023 
5656025 
5659012 


5659015 
5659026 
5659029 
5659030 
5659512 


5659515 
5659526 
5659528 
5659530 
5661300 


5661500 
5664000 
5670150 


New 
Stock No. 


5-653-000 
5-013-510 


5-421-475 
5-421-490 
5-421-990 
5-421-985 
5-421-980 
5-422-045 


5-422-040 
5-422-035 
5-422-025 
5-422-037 
7-973-850 


7-973-855 
7-973-940 
7-973-900 
7-973-920 


5-421-965 


5-421-955 
5-422-020 


5-422-015 


5-421-995 
5-422-005 
5-661-300 


5-661-500 
5-155-150 
5-670-150 


CLASS 


6-006-500 
6-006-575 
6-006-460 
6-006-230 
6-007-900 


6-031-795 
6-008-075 
6-009-000 
6-010-000 
6-010-500 


Remarks 
(See Code) 


R3, R12 


6 


Al 


JULY 1947 


Old ; 
Stock No. 


5671000 
5672000 
5672200 
5672250 
5672400 


5673000 
5673200 
5673400 
5673600 
5674000 


5674750 
5676000 
5676150 
5677000 
5677250 


5677450 
5678000 
5679000 
5680000 
5680150 


5681000 
5683000 
5684000 
5685000 
5685150 


5686000 
5686150 
5687000 
5688000 
5688150 


5689000 
5690000 
5691000 
5692000 
5692050 


5693000 
5693150 
5694150 
5695700 
5696000 


5696700 
5698000 
5700000 
5701000 
5702000 


5703000 
5801650 
5806950 


6011000 
6011700 
6012500 
6013000 
6013500 


6013700 
6013800 
6014000 
6014310 
6014315 


ARMY 


CONV. 
TABLE 
New | Remarks 

Stock No. (See Code) 
5-671-000 R6 
5-672-000 R8 

D2 
5-672-250 Al 
5-672-400  R7, R9 
5-673-000 R7, R14 

D2 

D2 
5-672-150 R4 
5-674-000 R6 
5-674-750 Al 
5-673-750 RS 
5-676-150 Al 
5-677-000 R6 
5-677-250 Al 
5-677-450 Al 
5-679-650 R3 

D2 

D2 
5-680-150 Al 

D2 
5-691-150 R4, R12 
5-691-250 R4, R12 
5-691-350 R4, R12 
5-685-150 Al 
5-691-450 R4, R12 
5-686-150 Al 
5-691-550 R4, R12 
5-691-650 R4, R12 
5-688-150 Al 
5-689-000 R6 
5-690-000 R6 
5-682-150  R5, R8 
5-683-150  R5, R8 
5-684-150  R5, R8 

D2 
5-693-150 Al 
5-694-150 Al 
5-231-150 R3 
5-696-000 R6, R12 
5-696-700 R6, R12 
5-698-000 R6, R12 
5-700-000 R6, R12 
5-701-000 R6, R12 
5-702-000 R6, R12 
5-703-000 R6, R12 
5-801-650 Al 
5-806-950 Al 
6-011-000 
6-011-700 R6 

D2 

D2 

D2 

D2 
6-013-770 R3 

D2 
6-014-310 Al 
6-014-315 Al 


ARMY 


CONV. 
TABLE JULY 1947 
Old New Remarks 
Stock No. Stock No. (See Code) 
6014500 6-014-500 R6 
6015005 D8 /6-015-010 
6015010 6-015-010 R6 
6015070 6-015-070 Al 
6016080 6-016-080 R7 
6016081 6-016-075 R4 
6017005 D8 /6-017-010 
6017006 D8 /6-017-008 
6017010 6-017-010 R7 
6017011 6-017-008 R4 
6018005 D8 /6-018-010 
6018006 D8 /6-018-008 
6018010 6-018-010 R7 
6018011 6-018-008 R4 
6018525 6-018-525 Al 
6018535 6-018-525 Al 
6019005 D8/6-019-010 
6019006 D8/6-019-008 
6019010 6-019-010 R7 
6019011 6-019-008 R4 
6019500 6-015-600 R3 
6020000 D2 
6023000 6-023-000 R6 
6028975 6-028-975 Al 
6030000 6-030-000 R6, Ril 
6031000 6-031-000 R6 
6031500 6-031-500 R6,R12 
6031770 6-031-770 Al 
6032000 6-132-310 R3 
6032425 6-032-425 Al 
6032500 6-031-500 R6 
6032990 6-032-990 R6 
6033000 6-033-000 R6 
6034000 6-034-000 R6 
6034100 6-034-100 Al 
6034200 6-034-200 Al 
6034300 6-034-300 Al 
6036500 6-031-750 R3, Ril 
6036700 6-031-755 R4, Ril 
6037000 6-031-760 R4, Ril 
6038000  6-031-765 R4, Ril 
6039000  6-031-775 R4, Ril 
6039545  6-039-545 Al 
6040000 6-040-000 R6 
6040125 6-040-125 R8 
7001000 Seto R12 
-002-000 

7002000 {7-002-01 PRG 
7002040 7-002-040 Al 
7003000 D6 
7003500 D6 
7004600 7-004-600 At 
7005000 7-006-175 R3 
7005200 =7-007-355 = R3 
7006000 = 7-006-000 R8 
7006505 7-006-505 R6, R11 
7006510 7-006-510 R6, R11 
7006705 7-007-518  R3, R12 
7006710 7-007-520 R3, R12 
7008000 7-008-000 R3, R12 
7009005 7-007-516 R4 


Page 26 


Old 
Stock No. 


6040375 
6040500 
6042000 
6042108 
6042110 


6043005 
6043010 
6045005 
6045010 
6046000 


6046605 
604.6630 
6047000 
6047825 
6047925 


6048000 
6048500 
6048600 
6049000 
6049505 


6049510 
6050000 
6051000 
6067000 
6080595 


6088005 
6089000 
6090000 
6090400 
6090500 


6091500 
6109500 


6109520 
6109800 
6110000 


6110200 
6110300 
6110400 
6110500 
6110600 


6110700 
6110800 
6110900 
6111100 
6111200 


7009007 
7009009 
7009010 
7011000 
7011001 


7012000 
7012001 
7013000 
7013001 
7013200 


7013201 
7014000 
7014001 
7017000 
7017001 


New 
Stock No. 


6-040-375 
7-966-250 


6-042-108 
6-042-110 


7-979-800 
7-978-915 
6-046-000 


6-046-605 
6-046-630 
6-047-000 
6-047-825 
6-047-925 


6-048-000 
6-127-825 
7-978-700 
6-127-775 
7-978-900 


6-050-000 
6-051-000 
6-124-885 
6-080-595 


6-125-080 
6-167-980 
6-125-600 
6-124-840 


6-124-845 
(e1enet0 
6-167-810 
6-167-800 
6-109-800 
6-110-000 


6-110-200 
6-110-300 
6-110-400 
6-110-500 
6-110-600 


6-110-700 
6-110-800 
6-110-900 
6-111-100 
6-111-200 


Remarks 
(See Code) 


Old 
Stock No. 


6111225 
6112000 
6113500 
6115000 
6120000 


6121000 
6123950 
6124000 
6124700 
6124920 


6125700 
6126050 
6126500 
6127500 
6127650 


6127750 
6127785 
6127790 
6127800 
6128100 


6128150 
6128300 
6128350 
6129300 
6129350 


6129500 
6130300 
6134655 
6136000 
6136300 


_ 6156800 


6156900 
6157000 
6158000 
6159000 


6166000 
6167000 
6167200 
6167300 
6167310 


6167400 
6167500 
6167900 
6169000 
6169200 


6289000 


7018000 
7018001 
7019000 
7019001 
7020000 


7020001 
7021000 
7021001 
7021500 
7021501 


7022000 
7022001 
7023000 
7023001 
7024000 


PRELIMINARY EDITION 


New 
Stock No. 


6-111-225 
6-112-000 
6-042-750 
6-115-000 
6-120-000 


6-008-040 
6-123-950 
6-124-000 
6-124-700 
6-124-920 


6-125-700 
6-126-050 
6-126-500 
6-127-500 
6-127-650 


6-127-750 
6-127-785 
6-127-790 
6-127-800 
6-128-100 


6-128-150 
6-128-300 
6-128-350 
6-129-300. 
6-129-350 


6-129-500 
6-130-300 
6-134-655 
6-136-000 
6-135-625 


6-156-800 
6-156-900 


6-126-010 
6-126-030 


6-042-100 
6-167-000 
6-013-750 
6-167-300 
6-167-310 


6-167-400 
6-167-650 
6-167-900 
6-169-000 
6-169-200 


6-289-000 


Remarks 
(See Code) 


OG-I 


Old 
Stock No. 


7024001 
7025000 
7025001 
7026000 
7026001 


7026500 
7026501 


7027000 
7028000 
7029000 


7029235 
7029345 


7031000 


7033000 
7034000 


7035000 
7036000 
7037000 
7038000 
7039000 


7041000 
7042000 
7043000 
7043025 
7044000 


7045000 
7046000 
7046010 
7046500 
7047500 


7048006 
7048008 
7048010 


7049000 
7050000 


7051000 
7053000 
7053075 
7054000 
7054975 


7055000 


7055200 
7056000 
7058000 
7059000 


7060000 


7060205 
7060210 
7060215 
7060220 


7060225 
7060230 
7060235 
7060300 
7060400 


OG-1 


f 


New 
Stock No. 


7-027-000 
7-027-150 
7-026-850 
7-026-875 
7-029-000 
7-029-150 


7-029-235 
7-029-345 
7-741-025 
7-741-050 
7-924-605 
7-924-625 


7-037-000 
3-190-600 


7-042-000 
7-043-000 
7-043-025 | 


7-045-000 
7-046-000 


- 7-046-010 


7-760-325 


\7-760-335 


\ 


7-760-350. 


7-053-075 
7-054-000 
7-054-975 


7-054-995 
7-055-000 
7-058-000 


7-059-995 
7-060-000 


7-818-475 
7-818-535 


PRELIMINARY EDITION 


Remarks 
(See Code) 


R16 


Old 
Stock No. 


7060500 
7060525 
7060550 
7060575 
7061000 


7062000 
7066275 
7069000 
7070000 
7070020 


7071550 
7071875 
7071975 
7072000 
7073700 


7074000 
7076000 


7078000 


7081000 
7081025 


7082300 
7082500 
7082615 
7082715 
7083000 


7085135 
7085330 
7085335 
7086000 


7087000 


7088000 


7088425 
7088500 
7089025 
7089027 


7089090 
7089092 
7092800 


7093000 
7093960 


7094000 


7095000 


7096000 
7097000 
7098000 


7098850 
7099000 
7099035 
7099200 
7099250 


7099300 
7099400 
7099550 
7099700 
7100000 


7100305 
7100500 
7101005 
7101010 
7102000 


New 
Stock No. 


7-060-500 
7-060-525 
7-060-550 
7-060-575 


7-066-275 
7-069-000 
7-070-000 
7-070-020 


7-071-550 
7-071-875 
7-071-975 


7-077-975 
{077-990 
{7-081-000 
\7-081-010 

7-081-025 


7-082-300 
7-082-500 
7-082-615 
7-082-715 


7-085-135 
7-085-330 
7-085-335 
7-086-000 
in onind 
7-086-990 


7-088-000 
7-088-050 
7-088-425 
7-088-500 
7-089-025 
7-089-027 


7-089-085 
7-089-092 
7-092-800 
7-093-000 
7-093-050 
7-093-960 


7-094-010 
7-094-025 
7-081-590 
7-081-610 


7-098-000 


7-098-850 
7-099-005 
7-099-035 
7-099-200 
7-099-250 


7-099-300 
7-099-400 
7-099-550 
7-099-700 
7-100-000 


7-100-305 


7-102-000 


Remarks 
(See Code) 


Al 


Al 
Al 


RS, R8, R12 


R8, R12 
R7 


R16 
Al 


D8/7-101-005 
R6 


JULY 1947 


Old 
Stock No. 


7102850 
7102855 


7103005 { 


7103008 


7104005 { 


7105505 
7116000 
7116200 
7116400 
7116600 


7121200 
7121400 
7123090 
7123200 
7123400 


7123405 
7124100 
7124600 
7126005 
7128500 


7129600 
7132002 
7132005 
7135200 
7139000 


7139850 
7139855 
7151000 
7152000 
7152500 


7157810 
7158000 
7158750 
7159000 
7159005 


7159010 
7159015 
7159020 
7159185 
7159300 


7159310 
7160005 
7160010 
7160015 
7160500 


7160705 
7160710 
7160900 
7162000 
7162505 


7162510 
7162800 
7163005 
7163010 
7163174 


7163184 
7164005 
7164010 
7164505 
7164510 


7165005 
7165010 
7166005 
7166010 
7167000 


New 
Stock No. 


7-102-850 
7-102-855 
7-103-005 
7-103-015 


7-104-005 
7-104-015 


7-105-505 


7-121-200 


7-123-090 
7-121-150 


7-124-100 
7-124-600 
7-129-305 
7-128-500 


7-129-600 
7-132-002 
7-132-005 
7-135-200 
7-110-555 


7-139-850 
7-139-855 
7-151-000 
7-152-500 
7-157-810 


7-158-000 — 


7-158-750 
7-188-325 
7-159-005 


7-159-010 
7-159-015 
7-159-020 
7-159-185 
7-159-300 


7-159-310 
7-160-005 
7-160-010 
7-106-015 
7-160-500 


7-160-705 


7-099-285 
7-159-125 
7-159-130 


7-099-140 
7-163-005 
7-163-010 
7-163-174 


7-163-184 
7-164-005 
7-164-010 
7-165-305 
7-165-310 


7-165-005 
7-165-010 
7-166-005 
7-166-010 
7-167-000 


ARMY 


Remarks 
(See Code) 


R6 
R6 


R16 


R6, R12 


R6, R12 


R2, Ri 


R7, Ril 


ARMY= 
CONV. 
TABLE 


JULY 1947 PRELIMINARY EDITION 
Old New | Ramolke Old New | Remarks | Old New Remarks | 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
7169000 7-169-000 R7, R11 7232000 7-230-040 R3 7331000 D6 
7169400 7-169-400 Al 7233000  7-230-060 R3, Rit 7331500 D6 
7170805 7-153-160 R4, R11 7234000  7-230-070 R3, Ril 7332000 D6 
7170810 7-153-165 R4, R11 7235000  7-230-080 R3, R11 7334000 D6 
7171005 7-153-060 R4, R11 7236000 7-230-090 R3, Ril 7335000 D6 
7171010  7-153-065 R4, R11 7237000  7-230-050 R3 7336000 D6 
7171015 7-153-070 R4, R11, R13 7238000  7-230-130 3, R11 7337000 D6 
7172000  7-172-800 R6, R11 7239000  7-230-110° R3, R11 7338000 D6 
PATIG IR 7179-328 AA 7239500 7-130-120 R3 7339000 D6 
7172360  7-172-360 Al 7239700  7-239-700 R7 7340000 D6 
- 7174005 7-174-005 R77, R11 7239900  7-239-900 Al Sore D6 
page pimee mea) Hee p ist Bs 
174314 7-174-314 1 
"474394  7-174-324 Al 7247000 D6 7341000 D6 
7175005 7-175-005 R77, Ril 7248000 D6 7342000 D2 
7175010 7175-010 R7, Rit 7249500 D2 pein Be 
meyesia 9475-344 | Al 7249515  7-249-551 R6 7345000 D6 
9176308. © 7-175-324 Al 7250000 D6 7348000 De 
7176005  7-176-005 R7, R11 7253000 D6 7349000  7-349-000 -R7 
7176010 7-176-010 R7, R11 7254000  7-254-000 
7350000 7-350-000 R7 
TAZ6205. 72176-2059" Re, RAT 7256000 D6 7351000 D2 
"446210 - -7-176-210.- RI, R11 7256500 = 7-256-500 7352000  7-350-500 R4 
al! aa Bu eee 484 7352465  7-352-465 Al 
178000 -178- ital 7-879-945 
7178175 7-178-175 Al 7262000 D6 1354000 {7.879.950 sed 
7262300 D6 
pigs bigee Hea) sais Rie | FG) FS 
7179034  7-179-034 R11 sed < 7359000  7-359-000 
_ 7179036 7-179-036 Rit eerie Re 7360000 | D3 
7179038  7-179-038 R11 7361000 D6 
7272000  7-272-000 
7185000 7-185-000 Ril 7274000 7-274-000 R7 7361200 D6 
7185010 D3 7276000 7-276-000 R7 7362000 D6 
7190000 _7-190-000 7983506 D2 7363000 D6 
7190030 7-190-030 7283508 D6 7365000 D6 
7190035 7-190-035 iis ne 7366000  7-366-000 R6 
7190040  7-190-040 7286000 D6 7367000 D6 
7190045  7-190-045 7287000 D6 7368000 D6 
7201000 7-150-415 RS5, R8, Ril 7288000 D6 7369000 D6 
7201600 7-201-600 R7 7999000 £7:289-000 pig 7370000 D6 
7202000 D6 7-289-500 7371000 D6 
7203000 D6 7297000 D6 7373000 D6 
7204000 D6 7298000 D6 7375505 . D6 
7207000 D6 7299000 = 7-299-000 7375506 D6 
7208000 D6 7300000 D6 7375507 D6 
7210000 D6 7305000 D6 7375508 D6 
7306000 D6 
7211000 D6 7375509 D6 
7212000; D6 hte 104 7375512 D6 
7213000 D6 5 n5800 oe 7375513 D6 
7214000 D6 Ba iae as De 7375516 D6 
7215000 D6 7375518 D6 
7216000  7-216-000 Bite 7 7375578 D6 
7217000 D2 7312300 D6 7375580 D6 
7218000 D2 7313000 D6 7375583 D6 
7220000 D2 7314000 D6 7375585 D6 
7223000 D6 : 7375590 D6 
314200 D2 
Pen hb Be 7315000 De 1378000 D2 
PASSO: ~ 7-224 315000 D6 
7225000  7-225-000 R8 7316000 74.17316-000 R16 7379000  7-379-000 R8 
7226000  7-226-000 R6, R12 2\7-316-500 7381000  7-381-000 
7227000 7-227-000 6, R12 7317000 D6 7381500 D6 
7228000 7-228-000 R6, R11, R12 7318000 D6 7383000 D2 
7229000 7-229-000 RS, R11, R12 7320000 D6 7384000 7-384-000 R8 
23000 -230- 6 323000 D2 38 
7230010 7-230-015 R3 7329500  7-329-500 R6 7386000 D6 
7231000  7-230-030 R3 7330000 7-162-105 RS, Rit 7386500 D6 


Page 28 OG-I 


PRELIMINARY EDITION 


Old 
Stock No. 


7386510 
7387000 
7388000 
7389000 
7390000 


7391000 
7392000 
7392300 
7392500 
7392700 


7393000 
7394000 
7395000 
7397000 
7399000 


7400000 
7401000 
7402000 
7402800 


7403000 


7403500 


7404000 


7405000 
7406000 
7409000 


7409300 
7410000 
7411000 
7412000 
7414000 


7414500 
7415000 
7417000 
7421000 
7422000 


7422690 
7422700 
7423000 
7424000 
7425000 


7426000 
7427000 
7427500 
7427615 
7427800 


7427990 
7428000 
7429000 
7454000 
7455000 


7456000 
7457000 
7458000 
7458500 
7463000 


7464005 
7464010 
7465000 
7466000 
7467000 


7469980 
7469985 
7469990 
7472000 
7472500 


OGH 


7-403-000 
7-403-300 
7-403-500 
7-403-510 
oe 


7-404-500_ 


7-415-000 


7-176-810 
7-176-825 


7-177-510 
7-425-000 


7-422-500 
7-427-500 


7-427-615 
7-943-225 


7-725-800 


7-725-925 


New 
Stock No. 


Remarks 
(See Code) 


Old 
Stock No. 


7473000 
7474000 
7475000 
7476000 
7477000 


7477200 
7477500 
7478000 
7478200 
7478500 


7478700 
7478900 
7487000 
7491000 
7493500 


7495000 
7495500 
7504000 
7504500 
7506000 


7507000 
7508000 
7510000 
7511500 
7512000 


7514000 
7515000 
7516000 
7521000 
7523000 


7529000 
7531000 
7533000 
7539000 
7540005 


7540010 
7541005 
7541010 
7541015 
7541020 


7542005 
7542010 
7543005 
7543010 
7544005 


7544010 
7550000 
7555000 
7556000 
7562700 


7563000 
7566000 
7577000 
7578005 
7578015 


7579005 
7579015 
7588000 
7589000 
7594000 


7605000 
7612000 
7613000 
i 7614000 
7615000 


New 
Stock No. 


4-044-420 


7-800-030 
7-800-035 


7-800-020 
7-800-000 
7-800-005 


7-800-045 
7-800-050 
7-800-060 
7-800-065 
7-800-075 


7-800-080 


7-805-100 


4-312-100 
4-312-120 


4-311-750 
4-311-765 
4-357-570 


4-365-100 
4-365-105 
4-365-110 


Remarks 
(See Code) 


a CONV. 
JULY 1947 TABLE 
Old New Remarks 
Stock No. Stock No. (See Code) 
7616000 D6 
7617000 D6 
7623400 D2 
7623625 D2 
7623630 D2 
7623635 D2 
7623637 D2 
7623640 D2 
7623810 D2 
7623815 D2 
7623820 D2 
7623825 D2 
7623830 D2 
7626000 D7 
7632500 D2 
7642000 D6 
7643005 D6 
7643010 D6 
7643015 D2 
7643025 D6 
7645000 D2 
7646000 7-914-110 R4 
7647000 D2 
7648000 D6 
7650000 D2 
7651000 D6 
7652000 D2 
7653000 4-225-550 R3 
7654000 D6 
7656008 D6 
7657000 D6 
7657100 D6 
7657300 D6 
7657400 D6 
7659000 D6 
7660000 D6 
7661000 D6 
7661500 D6 
7662000 D2 
7663000 D6 
7664000 D6 
7665000 D6 
7701000 7-150-485 R3, R11 
7702000 3-070-100 R3, R11 
7702500 3-070-140 R3 
7703300 D2 
7703500 D6 
7704000 D6 
7705000 7-705-000 R6, Rii, R12 
7706000 7-706-000 R6, Ril 
7706035 7-706-035 Al 
7706055 7-706-055 Al 
7706425 7-706-425 Atl 
7707000 7-707-000 R8, R11, R12 
7707500 7-707-500 R8, Rii 
7708000 4-018-400 R3 
7709000 i re R3 
7-710-94 
7711000 {FH L000 R16 
7712000 T0105 R18 
-709-220 
7713000 {409.298 R16 
Page 29 


CONV. 
TABLE JULY 1947 
Old New | Remarks 

Stock No. Stock No. (See Code) 

4-029-150 R16 
7715000 {7910-223 

7-717-025 
7717085 7-717-055 Al 
7718000 7-718-000 R11 
7718200 D6 
7718300 D2 
7718400 D6 
7718500 D6 
7718600 D2 
7718700 D6 
7719000 D6 
7719200 D2 
7719400 D6 
7719600 D6 
7720050 7-720-050 Al 
7720085 7-720-055 Al 
7720065 7-720-065 At 
7720105 D2 
7720107 7-720-107 R12 
7720110 7-720-110 R6, R12 
7720115 D2 
7720326  7-720-326 Al 
7720500 D6 
7721000 4-089-962  R4 
7722000 4-089-964  R4 
7723000 4-089-970  R4 
7724000 4-089-980 RS 
7724500 D6 
7725000 4-090-750  R4 
7726000 4-090-300 R3 
7728000 4-090-650_ RS 
7729000 D6 
7730985 7-730-985 Al 

-730-975 
7731000 {1731480 R16 

7-731-450 
7731500 {7131-800 R16 
7734010 7-734-300  R4 
7734015 7-734-320 R4 
7734200 7-734-200  R7 
7734210 7-734-210 R6 
7734500 7-734-500 R6 
7734510 7-734-510 R6 
7735000 D6 
7737000 D6 
7738000 7-83-9653 
7740000 7-740-000 R8 
7740010 7-740-010 Al 
7741000 1-124-509- RS 
9741315 7-741-315 Al 
7742000 1-124-510 RS 
7743000 1-124-511_ RS 
7744000 1-124-512 RS 
7745000 1-124-515 RS 
7746000 D2 
7748500 D6 
7749000 7-749-000 R6 
7750000 D6 
7750100 D2 
7751000 D6 
7751100 D2 
7752000 D2 


Page 30 


7 


Old 
Stock No. 


7752500 
7752600 
7752700 
7754000 
7754700 


7755000 
7756000 
7756300 
7759000 
7760000 


7761000 
7762000 
7763000 
7764000 
7765000 


7766000 
7767000 
7767500 
7768000 
7768200 


7769000 
7770000 
7771000 
7772000 
7774000 


7775000 
7776000 
7777000 
7778000 
7778250 


7779000 
7783000 
7784000 
7784100 
7785010 


7785020 
7785110 
7785120 
7785500 
7785600 


7786010 
7786020 
7786110 
7786120 
7787000 
7787100 


7789000 
7792825 
7793000 
7794000 
7794200 


7794500 
7794600 
7794700 
7795000 
7797006 


7797008 
7797010 
7798006 
7798008 
7798009 


7798010 
7798014 
7798015 
7798018 
7798020 


New 
Stock No. 


7-754-700 


7-756-000 


4-187-110 
4-187-120 


4-187-130 
4-187-140 
4-187-150 
4-187-160 
4-187-170 


4-187-180 
4-187-190 
4-187-205 
4-187-210 
4-187-220 


4-187-230 
4-187-240 
4-187-300 
4-187-500 
4-230-120 


4-382-150 
4-187-525 


7-779-000 
7-783-000 
1-301-920 
1-301-921 


1-301-940 
1-301-941 


1-325-181 
1-325-182 


1-325-199 
1-325-200 


7-701-352 
7-792-825 


8-057-600 
8-032-035 


7-794-600 
4-228-120 


Remarks 
(See Code) 


a 


PRELIMINARY EDITION 


Old 
Stock No. 


7798022 
7798025 
7798027 
7799000 
7799200 


7799300 
7799400 
7799500 
7799600 
7805000 


7805200 
7805700 
7805800 
7806000 
7806200 


7807000 
7808000 
7809000 
7811000 
7812000 


7813000 
7815000 
7816000 
7817000 
7818000 


7819000 
7819200 
7820005 
7820010 
7820505 


7820508 
7821000 
7821550 
7821553 
7821556 


7821558 
7822000 


7823000 


7823500 
7823600 


~ 7827000 


7828000 
7831000 
7831505 
7831510 


7832000 
7833000 
7833200 
7833000 
7833503 


7833507 
7833603 
7833604 
7833607 
7833608 


7833609 
7833610 
7833611 
7833621 
7833625 


7833705 
7833708 
7833800 
7833906 
7833910 


New 
Stock No. 


4-230-720 


4-260-525 


7-807-000 


4-275-120 


4-275-165 © 


4-275-210 
4-275-250 


7-819-000 
7-819-200 


7-821-550 
7-821-553 
7-821-556 


7-821-558 
7-822-075 
7-822-080 
7-916-030 
7-916-035 


7-827-075 
7-827-080 
7-828-000 


7-832-000 
7-833-000 
7-066-430 
7-065-100 
7-066-385 


7-979-320 
7-979-350 
7-979-450 


7-980-000 
7-980-050 
7-979-700 
7-979-900 


7-066-205 
7-066-475 


7-974-600 
7-974-300 


Remarks 
(See Code) 


Ril 


R8 


R16 


D8/7-884-135 
D8/7-884-135 


R3 
D8/7-979-550 
D8/7-979-550 


OG-I 


PRELIMINARY EDITION 


7833915 
7833916 
7833920 
7834000 
7851500 


7851700 
7852000 
7855500 
7857000 
7858000 


7859000 
7860000 
7860500 
7861000 
7861500 


7862000 
7865000 
7866000 
7869000 
7871000 


7875000 
7875500 


7876000 . 


7877000 
7878000 


7879000 
7879972 
7880000 
7880005 
7880010 


7880200 
7880400 
7880500 
7881000 
7882000 


7882030 
7882050 
7883000 
7883800 
7883900 


7883950 
7883955 
7883957 
7883990 
7883995 


7884000 
7884010 
7884025 
7884040 
7884055 


7884135 
7885000 
7886000 
7887000 
7887500 


7888000 
7888500 
7888600 
7888700 
7889000 


8002200 
8002600 
8002700 
8003200 
8007000 


OG-I 


w 
Stock No. 


7-974-620 
7-974-610 
7-974-640 


7-896-850 
7-986-855 


7-857-000 
4-355-710 


4-355-715 
4-355-720 
7-860-500 


4-365-250 


7-879-110 
7-877-000 
7-878-000 


7-879-000 
7-879-972 


7-880-005 
7-880-010 


7-883-800 


7-883-955 
7-883-957 
7-883-990 
7-883-995 


7-884-235 
7-884-010 
7-884-025 
7-884-040 
7-884-055 


7-884-135 


4-391-100 
7-888-700 
7-889-000 


8-002-200 
8-002-600 
8-002-700 
8-099-450 
8-007-000 


Remarks 


Old Ne 
Stock No. 


(See Code) 


R4 


Old 
Stock No. 


7890000 
7890500 
7892200 
7892500 
7893000 


7894000 
7896500 
7896700 
7897000 
7899000 


7900000 
7900500 
7900800 
7900900 
7901005 


7901010 
7901015 
7901020 
7902000 
7903000 


7904000 
7904510 
7905000 
7908805 
7908810 


7909000 
7910005 
7910010 
7910013 
7910030 


7910103 
7910105 
7910106 
7910107 
7910108 


7910125 
7910127 
7910128 
7910129 
7910132 


7910136 
7910206 
7910213 
7910220 
7910232 


7910236 
7910240 
7910250 
7910305 
7910307 


7910313 
7910332 
7910335 
7910413 
7910417 


7910423 
7910427 
7910500 


8008500 
8008700 


8009800 


New | 


Stock No. 


7-888-650 


7-900-000 
7-900-800 
7-900-900 
7-901-005 
7-901-010 
7-901-015 
7-901-020 
4-397-350 
4-397-365 


4-397-375 
3-689-600 


7-085-257 
7-085-255 


7-083-545 
7-084-425 


7-084-450 


7-083-875 
7-084-150 


7-085-215 
7-085-145 
7-085-220 
7-085-075 
7-084-975 
7-084-995 
7-085-072 
7-084-875 


7-084-885 


CLASS 


8-008-500 
7-978-840 
1-124-545 
1-124-540 
8-029-250 


Remarks 
(See Code) 


CONV. ° 
JULY 1947 TABLE 
Old New | Remarks 
Stock No. Stock No. . (See Code) 
7911000 =7-085-320 = R3 
7913000 = 7-085-302 =R3 
7914000 =7-085-305 = R3 
7917005 7-084-525 R18 
7917020 D2 
7918005 7-084-625 R18 
7918020 7-084-650 R18 
7919500 D2 
7923000 =3-745-900 ~=—s R33 
7924000 3-745-920 ‘R3 
7925000 4-355-690 R3 
7926500 D6 
7926700 D2 
7927000 D6 
7928000 D2 
7929000 7-929-000 R7 
7930000 D6 
7931000 7-931-000 R8 
7932000 7-932-000 R6 
7932075 7-932-075 Al 
7933000 7-933-000 R8 
7934010 7-934-010 R7 
7934015 7-934-035 R4 
7934025 7-934-025 R7 
7934030 7-934-030 R7 
7934040 7-934-040 R7 
7935400 7-935-400 R7, R12 
7935425 7-935-425 Al 
7937950 7-937-950 Al 
7938210 7-938-210 R6 
7938220 ee Al 
-940-000 
7940000 179404 oe R46 
7940880 7-940-880 Al 
7942000 7 D6 
-942-975 
7943000 17943-99916 
7944090 =7-944-090 R7 
7944092 D3 
7944094 7-944-094 R7 
7945500 7-945-500 R6 
7945700 D2 
7946000 4-060-120 R4 
7947000 4-060-150 R4 
7948000 4-060-180 R4 
7949000  4-060-210 R4 
7950000  4-060-240 R4 
7951000 4-060-270 R4 
7953000 D6 
7954000 D6 
7955000 D6 
7968800  7-968-800 Al 
7968900 7-968-900 Al 
7974350 7-974-350 Al 
7974700 7-974-700 Al 
7974800 7-974-800 Al 
7978945 7-978-945 Al 
7979250 7-979-250 Al 
7981025 °7-981-025 Al 
8010000 8-030-250  R4 
8010010  8-030-275 R4 
8010015 8-030-285 R4 
8010020 8-030-295 R4 
8011000 8-030-325 R4, R11 


ARMY 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
Old New Remarks Old New | Remarks Old New | Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
8012000  8-030-350 R4 8066120 8-066-120 Al 8104500 8-104-500 
8013000  8-030-375 R4 8066200  8-066-200 8105000  8-105-000 R7 
8013010  8-030-385 R4 8066500  8-066-500 R6 8106000 8-106-000 R6 
8014000  8-030-450 R4, R11 8067000  8-067-000 8107500  8-107-500 R6 
8019000  8-082-720 R3, R11 8068000 D3 8107700  8-107-700 R7 
8019100  8-022-200 R4 8068544  8-068-544 R11 8108000  8-108-000 
8020000  8-089-750 R3 8068548  8-068-548 Ril 8109000 8-109-000 
8021000  8-094-250 R3 8068552 8-068-552 R11 8109500  8-109-500 R6 
8021100  8-022-100 R4, R11 8069000 8-069-000 8110000 8-110-000 
8023000 8-112-150 R3 8069500  8-069-500 Rit 8110300  8-110-300 
8023500 8-022-275 R3 8070000 8-070-000 8110500 8-110-500 R6 
8024000 8-101-650 R3 8071000  8-071-000 R6 8111000 8-111-000 R6 
8024100  8-022-250 R3 8072000  8-072-000 R6 8111500 8-111-500 Ril 
8025000 8-025-000 R6 8073000  8-073-000 R6 8111700  8-111-700 
8025500 8-112-125 R3 8074000  8-074-000 8111900  8-111-900 
8026000 8-026-000 R6 8075000 8-075-000 8112000  8-112-000. 
8027000 8-112-130 R4 8076000  8-076-000 R6 8112100 D2 
8028000 8-028-000 R7 8078000  8-078-000 R6 8112200 8-112-200 R6, R10 
8029000 8-047-525  R3 - 8078500  8-078-500 R8 8112400 8-112-400 R6, R10 
8029500  8-032-010 R3, Ril 8079000  8-079-000 8113200  8-112-170 R3 
8030000  8-032-250 R3 8080000 8-080-000 8114000  8-114-000 
8031000  8-032-750 R4 8081000  8-081-000 . R6 8115000  8-115-000 
8032000  8-034-750 R4 8082000  8-082-000 R7 8115500  8-061-500 R4° 
8033000  8-033-000 R7 8083200  8-083-200 R6 8116000  8-116-000 R6 
8034000  8-034-000 R7, R11 8083500  8-083-500 R6 8117000  8-098-755 R2, R10 
8035000 8-039-750 R4 8084000  8-089-250 RS 8118000  8-098-750 R2, R10 
8036000 8-032-500 R4 8085000  8-089-150 RS5 8120000 8115-750 R4 
8037000  8-037-000 R7 8086000  8-089-350  R5 8121000 8-115-775 R5 
8038000 8-038-000 R7 8088000  8-088-000 8122000 8-122-000 
8040000 8-107-850 RS 8089000  8-089-000 8123000  8-123-000 R6 
8044700 8-044-700 R6 8090000 —8-090-000 8123500 8-123-500 R6 
8044800  8-044-800 8091000  8-057-120 R4 8124000  8-124-000 
8044900  8-044-900 8092000 8-057-130 R4 8125000  8-125-000 
8045000 8-045-000 8093000 8-057-150 R4 8125400  8-125-400 
8052800  8-052-800 R8 8094000 8-057-140 R4 8125600  8-125-600 R7 
8053000  8-053-000 126000 8-126-000 
8054000 8-054-000 R6 Oe ee a, 8127000 8-127-000 
ee eee ee 8097000 8-059-530 Rd 8128000 _8-128-000 
ee rere pe 8098000  8-098-000 8128300 8-128-300 
ON Me ae tant 8098800  8-098-800 R6 8129000 8-129-000 
8057200  8-057-200 8-129-510 
8053500  8-058-500 R6 8098900 8-083-450 . R4 8129500 {3139/820 R17 
8059000  8-059-000 R6 8099000 8-099-000 Rii 8131000 8131-000 
8060000 8-060-000 R6 8099300 — 8-099-300 8133000  8-133-000 
8061000  8-061-000 R6, R11 8099500 — 8-099-500 8133500 8133-500 Rit 
8100000 8-100-000 R6 8134000 8-134-000 Ril 
8062000  8-062-000 R8 
8063000 8-004-900 R4 8101000  8-101-000 R6 8134800  98-134-800 R8 
8064000  8-074-950 R3, R11 8101500  8-101-500 R6 8135000 8-135-000 R6 
8065000 8-004-925 R4 8101700  8-101-700 R6 8136000 8-112-135 R3 
8066000 8-062-250 RS, R8 8101800 8-101-800 R6 8136200  8-136-200 
8102000  8-102-000 8138000 8-138-000 
8066100  8-066-100 Al 
8066110  8-066-110 Al 8104000  8-104-000 8140000 — 8-006-000 
CLASS 9 
9101000 D2 9105000 1-111-200 R3 9109100 1-186-150 RS5, R8 
9101500  1-400-220 R3 9105300 1-118-100 R5 9109500 D2 
9102000 D2 9105800 D2 9109510  9-204-750 R3 
9102500  1-060-875 R3 9107000 D2 9109525 1-088-490 R4 
9102800 1-088-545 R3, R12 9107010 D2 9109800 D2 
9102910  1-098-502 R3 9107300 D2 9110000 D2 
9102925  1-068-590 R3 9107500 D2 9110800 D6 
9103000 1-104-075 R3 9108000 1-159-010 R3, R12 9111000  1-235-200 R5, R8 
9103800 1-106-644 R3, R9 9108550  1-607-108 R3 9111800 1-235-110 R3 
9104800  1-111-100 3 9109000 1-186-152 R5 9112000 1-235-060 RS 
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Old 
Stock No. 


9112200 
9112400 
9112500 
9114500 
9115000 


9115500 
9115700 
9116000 
9116300 
9116450 


9116500 
9118000 
9118100 
9119000 
9120000 


9120110 
9120150 
9120200 
9120300 
9120400 


9121100 
9121500 
9121805 
9121810 
9122000 


9122250 


9204100 
9205000 
9205100 
9206000 
9206100 


9207500 
9208000 
9208200 
9208500 
9208700 


9208900 
9209000 
9210500 
9210700 
9210900 


9211500 
9211700 
9211800 
9211900 
9212100 


9212300 
9212500 
9212700 
9258225 
9274905 


OG-| 


OE 


PRELIMINARY EDITION 


New 
Stock No. 


1-384-520 
1-249-020 
1-284-990 


1-295-510 
1-295-509 


2-031-175 


1-335-800 
1-384-112 
1-384-114 
1-404-675 
1-404-742 


1-429-510 
1-445-600 
1-462-190 


1-463-290 
1-467-040 


1-470-255 


1-230-600 
1-495-275 
1-501-990 


2-017-575 


2-003-060 
2-003-080 
2-003-050 
2-003-075 


2-003-190 
2-012-180 


2-011-750 
2-011-755 
2-017-430 
2-017-435 


2-020-750 
8-099-305 
2-017-455 


2-035-600 


2-028-525 
2-028-550 
2-031-300 
2-032-250 
2-032-270 


2-038-420 
2-038-450 
2-038-485 
9-258-225 
9-274-905 


Old 
Stock No, 


9274915 
9308500 
9308600 
9309000 
9309100 


9309200 
9309800 
9310000 
9310100 
9321000 


9321200 
9325000 
9325200 
9327000 
9327200 


9329000 
9329200 
9331000 
9331200 
9332000 


9332500 
9333000 
9333200 
9333500 
9333700 


9350000 
9351000 
9351200 
9352500 
9354000 


9355000 
9362300 
9362400 
9362600 
9363200 


9363410 
9363411 
9363412 
9363600 
9363800 


9363900 
9364000 
9364200 
9364300 
9364500 


9365200 
9369000 
9369050 
9369200 
9370500 


9370700 
9370800 
9370900 
9371200 
9375000 


9377000 
9377500 
9377900 
9378000 
9379500 


9379700 
9400800 
9401200 
9402000 
9403050 


9-274-915 
9-580-200 
9-131-325 
9-493-425 
9-131-575 


9-124-125 


9-581-400 
9-139-150 
9-580-000 


9-115-010 
9-580-400 
9-135-810 
9-580-500 
9-135-840 


9-580-600 
9-135-870 
9-580-700 
9-135-900 
9-580-800 


9-135-930 
9-581-000 
9-135-960 
9-581-200 
9-135-990 


3-010-430 
9-040-100 
9-141-125 
9-581-010 
14-388-000 


8-005-250 
14-680-000 
3-332-200 


3-000-755 


9-315-130 


3-425-160 
3-425-140 
3-569-100 


3-607-700 
3-655-400 
3-638-400 
3-655-480 
3-475-320 


9-522-480 
9-124-250 
9-134-575 
3-723-100 
3-732-800 


3-767-980 
3-884-800 
3-829-400 


3-829-300 


9-597-500 
9-603-850 
7-084-495 
4-029-250 
4-042-100 


New 
Stock No. 


Remarks 
(See Code) 


D8/7-972-650 
D8/7-973-750 


ARMY 
CONV. 
JULY 1947 TABLE 
Old New | Remarks 
Stock No. Stock No. (See Code) 
9404050 4-089-820 R3, R11 
9406000 4-102-840 RS, R12 
9407000 4-112-250 RS, R8 
9409500 9-261-480 R3 
9429500 4-170-000 R3 
9429650 4-183-500 R3 
9429651 4-183-510 R3, Ril 
9429652 4-183-520 R3, R11 
9429654 4-183-540 R3, R11 
9429656 4-183-560 R3 
9429658 4-183-580 R3 
9429660 7-970-300 R3 
9431050 4-260-250 R3, Ril 
9432000 D2 
9432100 D2 
9432200 D2 
9432300 D2 
9433000 4-314-375 R3, Ril 
9435010 4-356-100 R3, Ril 
9435015 4-356-105 R3 
9435050 4-365-288  RS5 
9435060 4-365-285 R4 
9441000 9-600-800 R3 
9442400 D2 
9502100 5-143-250 R3 
9502200 9-146-835 R3 
9502300 9-146-840 R3 
9502500 9-180-100 R3 
9502600 9-190-025 R3 
9502700 9-190-050 R3 
9505400 9-146-650 R4 
9505500 9-146-600 R4 
9505600 9-146-610 R4 
9505700 9-146-620 R4 
9505800 9-146-630 R4 
9505900 9-146-640 R4 
9506500 9-275-020 R3 
9506600 9-130-250 R3 
9506700 D2 
9506750 5-387-050 R3 
9506755 7-979-500 R3 
9507000 D2 
9509000 D2 
9509300 9-190-180 R3 
9509500 5-606-175 R3 
9597050 9-597-050 Atl 
9602500 6-012-130 R3 
9605500 6-014-280 R3 
9605600 = 6-014-600 R3 
9606000 6-028-750 R3, R12 
9607000 6-031-300 R3 
9608508 D9 
9608510 6-125-325 R3 
9608600 6-168-200 R3 
9608700 6-171-000 R3 
9608808 D2 
9608810 6-013-655 R3 
9609005 + 6-169-405 R3 
9609010 6-169-400 R3 
9611500 6-124-300 R3 
9611700 6-167-680 R3 
9614500 6-161-110 R3 
9617500 9-596-600 R4 
9617600 9-596-800 R3 
9617605 9-143-325 R3, R11 
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Old 
Stock No. 


9617610 
9617615 
9617620 
9617625 
9619100 


9620500 
9620800 
9620900 
9621500 
9624500 


9624600 
9704000 
9705000 
9705100 
9705200 


9705720 
9706500 
9707000 
9707500 
9708000 


9708500 
9708505 
9709000 
9709500 
9710000 


9710500 
9710550 
9710600 
9710900 
9711000 


9711500 
9711600 
9712000 
9712500 
9713000 


9713500 
9713702 
9713707 
9713712 
9714000 


9714005 
9718000 
9719600 
9719625 
9719650 


9719700 
9720300 
9720500 
9720600 
9720700 


9721000 
9721200 
9721500 
9721600 
9721800 


9722100 
9722120 
9722300 
9722500 
9722600 


9722700 
9722705 
9722800 
9722900 
9723005 


Page 34 


ARMY 
CONV. 
TABLE 


New 
Stock No. 


9-596-820 
9-596-840 
9-596-850 
9-596-860 
6-080-520 


6-007-710 
6-001-000 
6-169-140 
6-023-125 
6-125-334 


6-161-210 
9-117-135 
9-259-350 
9-124-425 
9-124-325 


9-197-410 
9-556-100 
9-259-180 
9-259-185 
9-556-150 


9-130-025 
9-130-150 
9-261-790 
9-594-500 
9-274-910 


9-274-900 
9-220-210 
9-226-200 
9-210-775 
9-275-105 


9-275-115 
9-275-160 
9-275-210 
9-602-845 
9-602-865 


9-602-875 
9-275-110 
9-275-120 
9-275-220 
9-196-800 


9-118-125 
9-008-500 
9-007-200 
9-004-100 
9-004-200 


9-005-100 


9-080-800 
9-080-900 
9-148-900 


9-144-280 
9-144-290 
9-144-300 
9-148-950 
9-146-800 


9-017-500 
9-195-650 
9-195-800 
9-195-830 
9-195-980 


9-196-450 
9-196-430 
9-006-200 
9-007-700 
9-252-700 


JULY 1947 


Remarks 
(See Code) 


R3 


R3, Ri1, R12 


R3, R11 
R3, R11 


RS, Rit, R12 


BS) RAZ 


Old 
Stock No. 


9723010 
9723100 
9723400 
9723415 
9723500 


9723600 
9723700 
9723800 
9723875 
9723880 


9723905 
9723910 
9723915 
9723920 
9724600 


9724700 
9724800 
9724900 
9725000 
9725100 


9725200 
9725300 
9725400 
9725500 
9725603 


9725605 
9725610 
9725700 
9725800 
9725900 


9726100 
9726350 
9726370 
9727000 
9727300 


9727400 
9727500 
9727700 
9728000 
9728100 


9728300 
9728400 
9728650 
9728800 
9729300 


9729500 
9729750 
9729800 
9730000 
9730100 


9730205 
9730210 
9730215 
9730305 
9730310 


9730410 
9730500 
9730900 
9731000 
9731100 


9731200 
9731300 
9731500 
9731700 
9732000 


New 
Siock No. 


9-252-800 
9-252-900 
9-254-200 
9-254-225 
9-253-950 


9-254-000 
9-253-900 
9-254-050 
9-014-600 
9-259-740 


9-256-500 
9-256-600 
9-256-700 
9-256-400 
9-255-500 


9-255-300 
9-255-510 
9-255-310 
9-255-530 
9-255-330 


9-255-550 
9-255-350 
9-255-570 
9-255-370 
9-258-520 


9-258-530 
9-258-500 
9-259-010 
9-259-060 
9-259-100 


9-259-110 
9-272-500 
9-272-900 
9-313-200 
9-522-250 


9-522-260 
9-259-760 
9-259-790 
9-009-600 
9-009-650 


9-304-900 
9-304-920 
9-314-850 
9-315-075 
9-491-150 


9-495-100 
9-521-650 
9-521-700 
9-521-880 
9-521-900 


9-522-000 
9-522-010 
9-522-020 
9-522-150 
9-522-140 


9-522-350 
9-020-100 
9-552-030 
9-551-800 
9-552-040 


9-551-810 
9-552-060 
9-551-830 
9-552-080 
9-551-850 


Remarks 
(See Code) 


Old 
Stock No. 


9732100 
9732300 
9732400 
9732500 
9732600 


9733001 
9733002 
9733003 
9733005 
9733006 


9733008 
9733009 
9733010 
9733012 
9733014 


9733040 
9733050 
9733055 
9733100 
9733200 


9733205 
9733500 
9733700 
9734000 
9734500 


9735000 
9735200 
9735500 
9736000 
9736100 


9736200 
9736300 
9736400 
9736500 
9738200 


9738300 
9738400 
9738500 
9738600 
9738700 


9738800 
9738900 
9739000 
9739500 
9745000 


9745500 
9746000 
9746500 
9747000 
9747500 


9750500 
9751000 
9751500 
9751700 
9751800 


9752000 
9752500 
9752600 
9753000 
9753500 


9754000 
9754500 
9755000 
9755500 
9755505 


PRELIMINARY EDITION 


New 
Stock No. 


9-552-110 
9-551-880 
9-552-140 
9-551-910 
9-552-145 


9-596-200 
9-596-210 
9-596-240 
9-596-260 
9-596-270 


9-596-290 
9-596-310 
9-596-330 
9-596-350 
9-596-370 


9-596-390 
9-598-900 
9-598-980 
9-598-600 
9-598-640 


9-598-680 
9-602-560 
9-602-670 
9-602-600 
9-602-620 


9-602-740 
9-602-760 
9-602-900 
9-602-985 
9-602-955 


9-602-980 
9-602-975 
9-602-970 
9-602-965 
9-257-720 


9-257-760 
9-257-780 
9-257-880 
9-257-900 
9-257-940 


9-257-930 
9-257-960 
9-257-700 


9-141-625 


9-143-425 
9-006-100 
9-141-425 


Remarks 
(See Code) 


RS, R8, Ril 
RS, R8, Ril 


OG-I 


Old 
Stock No. 


9755507 
9755510 
9755525 
9755530 
9755535 


9755537 
9755540 
9755542 
9756500 
9757000 


9757500 
9757525 
9757530 
9761500 
9762000 


9762300 
9762500 
9763000 
9763100 
9763200 


9763300 
9763500 
9763900 
9764000 
9764200 


9764300 
9764500 
9765000 
9766000 
9766100 


9766200 
9766300 
9766400 
9766500 
9767000 


9767500 
9768000 
9768500 
9769000 
9770000 


9771000 
9771500 
9771700 
9772000 
9772500 


9773000 
9773300 
9773400 
9773500 
9773700 


9774000 
9775000 
9775500 
9775600 
9775800 


9776200 
9776210 
9776212 
9776300 
9776400 


9776500 
9776600 
9776700 
9776800 
9776900 


OG-1 


PRELIMINARY EDITION 


New 
Stock No. 


9-274-300 
9-274-320 


9-274-360 
9-272-700 
9-272-710 
9-313-420 
9-313-425 


9-313-500 
9-313-900 
9-142-625 
9-603-075 
9-140-350 


9-140-375 
9-143-525 
9-112-600 
9-554-900 
9-592-400 


9-592-420 
9-596-000 
9-143-825 
9-143-900 
9-120-625 


9-118-625 


9-143-955 
9-143-950 


9-144-000 


9-144-015 
9-144-020 
9-144-030 


9-144-040 
9-144-045 
9-144-050 
9-144-055 
9-144-060 


9-144-065 
9-144-150 
9-144-160 


9-144-410 


9-144-390 


9-526-700 
9-191-600 
9-117-325 
9-251-860 
9-251-960 


9-197-820 
9-118-225 


9-206-710 


9-196-650 
9-117-725 
9-444-800 
9-122-125 
9-227-875 


Remarks 
(See Code) 


R3, Ril 


Old 
Stock No. 


9777100 
9777200 
9777300 
9777400 
9777500 


9778000 
9778500 
9778600 
9778700 
9778800 


9778900 
9778910 
9778915 
9778920 
9778925 


9779000 
9779100 
9779200 
9779300 
9779400 


9779500 
9780000 
9780500 
9781000 
9781200 


9781300 
9781305 
9781310 
9781400 
9781500 


9782000 
9782200 
9782300 
9782500 
9783000 


9783500 
9784000 
9784500 
9784700 
9784800 


9785000 
9785500 
9786000 
9786500 
9787500 


9788000 
9788500 
9789000 
9789500 
9790500 


9791000 
9791500 
9791800 
9791850 
9792000 


9792200 
9792300 
9792500 
9793000 
9794100 


9794200 
9794400 
9794600 
9794800 
9802000 


New | Remarks 
Stock No. (See Code) 

9-221-240 R3, R11 
9-121-450 R3, Rl 
9-221-200 R3, Ril 
9-121-425 R3, R11 
9-261-860 R5, R8& 
9-126-350 R3, Ril 
9-226-100 R3 
9-121-625 R3 

D3 

D3 

D3 

D6 

D6 

D6 

D6 
9-143-440 R3 
9-390-100 R3, R11 
9-390-300 = =R3, Ril 
9-390-200 R3, R11 
9-390-400 R3, Ril 
9-010-100 R3 
9-141-725 R3, Ril 
9-487-410 R5, R8& 
9-141-825 R4, R11 
9-489-100 R3, Ril 
9-258-630 R3 
9-258-640 R3 
9-258-650  R3 
9-522-420 RS, R8, Ril 
9-526-950 
9-135-650 R3, R11 
9-526-850 
9-135-625 R3, Ril 
9-563-500 RS5, R8, Ril 
9-595-150 R3, Ril 
9-595-050 RS5, R8, R11 
9-595-400 R3, Ril 
9-595-325 R3, Ril 
9-597-800 R3, Ril 
9-597-850 R3, R11 
9-599-200 R3, R11 
9-599-202 R3, R11 
9-599-204 R3, R11 
9-599-210 R3, Ril 
9-599-214 R3, R11 
9-599-216 R3, Ril 
9-599-218 R3, R11 
9-599-700 R3, R11 
9-599-800 R3, Ril 
9-599-900 = R3, R11 
9-600-010 R3, Ril 
9-600-110 R3, R11 
9-600-210 R3, Ril 
9-600-310 R3, Ril 
9-599-240 R3, R11 
9-130-450 R3, Ril 
9-259-160 R3, R11 
9-602-510 R3 
9-141-225 R4, R11 
9-313-350 
9-313-360 R3 
9-313-370 R3 
9-313-380 R3 
9-313-390 =R3 
9-602-580 R3 


JULY 1947 


Old 
Stock No. 


9802100 
9803000 
9803100 
9804000 
9804100 


9805000 
9805100 
9805200 
9805500 
9805600 


9805700 
9805800 
9806000 
9806100 
9807000 


9808000 
9812000 
9812200 
9812500 
9814000 


9815000 
9815400 
9815500 
9815600 
9815700 


9815800 
9816000 
9901010 
9901510 
9901600 


9901675 
9901700 
9903005 
9903010 
9903015 


9903500 
9904000 
9904150 
9904155 
9904300 


9904500 
9905500 
9907000 
9907300 
9907500 


9908000 
9909000 
9909500 
9910000 
9910500 


9911000 
9911500 
9911700 
9912000 
9913000 


9913500 
9913700 
9914000 
9914500 
9915000 


9915500 
9915700 
9916005 
9916010 
9916015 


ARMY 
CONV. 
TABLE 
New Remarks 
Stock No. (See Code) 
9-138-125 R3, R11 
9-602-750 R3 
9-138-325 R3, Ril 
9-602-800 R3 
9-138-575 R3, Ril 
9-602-780 R3 
9-138-525 R3, Ril 
9-125-450 R3, Ril 
9-259-380 R3 
9-124-525 R3 
9-259-400  R3 
9-124-625 R3 
9-602-920 R3 
9-131-625 R3, R11 
9-602-640 
9-602-660 R3 
9-142-425 R3, R11 
9-602-946 R3 
9-602-948 R3 
9-602-935 R3 
9-602-940 R3 
9-602-680 R3 
9-602-690 R3 . 
9-602-695 R3, R11 
9-602-700 R3 
9-141-525 R3, Ril 
9-602-995 R3, R11 
1-008-710 R3 
1-008-711 R3 
7-839-105 R3, R11 
7-839-205 R3 
7-839-225 R3, R11 
D16 
D16 
D16 
7-084-275 R3 
D7 
7-001-020 R5 
7-001-022 R4 
D16 
7-150-915 R5, R8 
D6 
D6 
7-201-510 R3 
7-006-080 R4 
7-007-012 R3 
7-157-985 R4 
7-157-925 R5, R11, R12 
7-085-285 3 
D6 
7-718-635, R3 
7-802-000 R3 
9-144-180 R3 
D2 
D6 
7-725-345 R3, R11 
7-725-325 R3, R11 
D6 
7-731-720 R3 
7-026-980 R3, R12 
7-028-980 R3 
D6 
7-158-325. RS, Rit 
7-158-330 R5, Ril 
D2 


ARMY 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
- Old New Remarks | Old New | Remarks | Old New | Remarks | 
' Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
9916500 7-741-075 R5, R8 9932535 D2 9944500 4-365-252 R3 
9917000 7-924-705 R3 9932540 D5 9946000 D2 
9918000 7-224-440 R3 9933005 D2 9946500 D2 
9918305 7-840-450 R3, R11 9933010 D2 9947000 D6 
9918310 7-841-185 R3, Ril 9933012 D2 9947200 D2 
9918500 D6 9933017 D2 9947300 D2 
9919000 D6 9933035 b2 9948300 7-072-410 R5, R8 
9919300 D2 9933505 D6 9948350 7-072-645 R3 
9919500 4-187-105 R5, R8 9933510 D6 9949000 Ry 
9920000 4-187-530 RS5 9933517 D3 9949300 D6 
9920500 D6 9933650 7-835-710 RS5 9950000 7-084-485 R3 
9921500 7-254-510 R3, R11, R12 9934550 7-423-120 R3 9950015  7-084-250 R3 
9922000 7-254-910 R5, R11 9934700  7-837-105 R3 9950050  7-084-490 R3 
9922300 7-778-350 RS 9934800 7-839-510 R3, R11 9950060  7-085-382 R5, R8, Ril 
9923000 D2 9934900 7-842-120 R5, R8 9950300 7-084-500 R3 
9923500 D2 9935000  7-837-905 R4 9951500 7-084-945 R3 
9924500 D2 9935200 7-841-250 R3, R11 9952000 7-085-710 R3 
9924650  7-791-000 RS5, R8 9935300 7-842-010 R3 9952300  7-084-735 R18 
9924700 7-885-475 R3 9935310  7-842-170 R5, R8 9953000 7-084-730 R18 
9925000  7-804-100 RS5, R8 9935315 7-843-450 R3, R11 9953520 7-084-720 R3 
9925500 7-804-120 R3 9935320 7-844-335 R3 9953528  7-084-722 R18 
9926000 7-804-110 R3 9935600 D2 9954028 7-084-710 R3 
9926305 D2 9935700 D2 9954040 7-084-712 R3 
9926310 D2 9935800 D2 9954600 7-791-100 R5, R8 
9926315 D2 9935900 D2 9955000 7-085-400 R3 
9926320 D2 9936000  7-837-600 R4 9955500 . 7-085-455 R3 
9926500 D2 9936200 D2 9955700 9-266-525 R3, Ril 
9927000 4-275-055 R5, Ril 9936300  7-841-125 R3, R11, R12 9955705  9-266-875 R4, Ril 
9927500 4-275-065 R5, R11 9936400 D2 9955710  9-267-675 R4, Ril 
9927600 D2 9936405 7-844-105 R3 9955715 9-267-125 R4, R11 
9927700 D6 9936600 D2 9956500  7-098-060 R27 
9927800 D6 9936700 D2 9957000 7-415-510 R5, R8, R12 
9928100  7-085-352 R5, R8 9936800 D2 9957500 7-093-975 R3 
9928500 D6 9936902 D2 9958000  7-098-150 R5, R8, R15 
9929000 D2 9936905 D2 9958010 7-098-175 RS5, R8 
9929500 D6 9937100 D2 9958050  7-100-205 R5, R8 
9930000 D6 9937200 D2 9958350 D3 
9930500 7-916-050 R3 9937302 D2 9958400 D6 
9930650 D3 9937305 D2 9958500 ¢7-939-945 -Ru6 
9930675 9-232-125 R3 9937400 D2 7-939-975 
9930700 9-603-125 R3 9937500 D2 ee ee eee 
9930800  9-603-750 R3, R11 9937600 7-838-010 R4 9958700 9-149-060 R3 
9930900  9-604-225 R3 9937700 7-843-525 R3, R11 9958705 9-149-050 R3 
9931000  9-610-325 R3 9937800 7-841-345 R3, R11, R12 9958720  9-261-550 R3 
9931500  7-066-325 R3 9937900 7-842-020 R3, R12 9958725 9-261-540 R3 
9931600  7-059-300 R3 9938000 7-837-205 R4, R13 pce cident seuad ioc 
9931700 - D2 9938200 7-841-035 R3, Ril 9958810  9-146-930 R3 
9932005 D6 9938500  7-837-810 R3 9958900 9-315-150 =—- R3 
9932010 D2 9938550 7-837-405 R3 9959000 9-600-410 R3 
9932015 D2 9938600 7-844-200 R3 9959105 9-591-920 R3 
9932025 D2 9938605 7-844-205  -R3 Pees ee re eee 
9932030 D6 9938700  7-821-740 R3 Peanies a 
9932035 D2 9938800 7-821-745 R3 9960105 D7 
9932040 =—isi«‘t D2 9938900 7-160-535 R4 9960110. 7072-425. R3 
9932045 D2 9939500  7-160-480 R3 9960500 4.054.298 R3 
9932050 D2 9940000 4-355-705 R3, R12 000 4-048-350 R3 
9932055 D2 9940500 D2 seals 9-144-170 R3 
9932505 D2 9941000 7-864-635 R3 9961600 D6 
9932510 D2 9941500 7-864-640 R4 9961700 D6 
9932512 D2 9943000 D6 9963000 D2 
9932517 D2 9943500 D6 9965000 D6 
CLASS B 
B100030 D4 B100330 10-100-330 R5 B1i29850 10-129-850 Al 
B100050 D4 B100350 D4 B130030 D4 
B100230 10-100-230 R5 B100430 10-100-430 Al B130050 D4 
B100301 10-100-301 Al B100450 10-100-450 Al B130051  10-130-051 Al 
B103350 D4 B130060 10-130-060 Al 
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Old 
Stock No. 


B130070 
B130130 
B130150 
B150030 
B150031 


B155590 
B155591 
B155610 
B155830 
B155850 


B155851 
B155852 
B170130 
B180530 
B180590 


B198830 
B198850 
B200030 
B200050 
B200051 


B200070 
B200130 
B200150 
B200230 
B200330 


B200331 
B200350 
B200351 
B205130 
B210030 


B210031 
B210050 
B210130 
B210150 
B220030 


B220050 
B220070 
B230030 
B230130 
B230205 


B230220 
B230221 
B230230 
B230240 
B230260 


B230280 
B230310 
B230311 
B230340 
B230341 


B230430 
B250030 
B250031 
B250050 
B250051 


B250500 
B255590 
B255603 
B255610 
B256750 


B256800 
B256830 
B258550 
B260130 
B261530 


OG-I 


PRELIMINARY EDITION 


New 
Stock No. 


10-130-070 
10-130-130 
10-130-150 
10-150-031 


10-900-000 
10-900-300 


10-920-000 


10-924-500 
10-925-000 


10-200-051 
10-200-230 


10-200-351 


10-210-031 


10-230-221 


10-230-280 
10-230-311 
10-230-341 


10-250-031 


10-250-500 
10-255-590 
10-255-603 


10-261-530 


Remarks 
(See Code) 


Old 
Stock No. 


B261550 
B261570 
B270030 
B270050 
B270051 


B270210 
B270230 
B270250 
B270270 
B270271 


B270290 
B270295 
B270300 
B270330 
B270350 


B270351 
B270370 
B271530 
B271550 
B271580 


B271630 
B272710 
B272730 
B273830 
B273831 


B273880 
B274330 
B274350 
B274351 
B274370 


B275530 
B275550 
B275570 
B275590 
B275610 


B276981 
B279550 
B282030 
B287352 
B290641 


B291050 
B298030 
B299040 
B299150 


-B300230 


B355530 
B355630 
B355631 
B355730 
B355805 


B355830 
B356010 
B356030 
B356031. 
B356130 


B356131 
B359050 
B360030 
B367500 
B368050 


B370130 
B370150 
B370170 
B370230 
B371550 


New 
Stock No. 


10-277-251 
10-277-520 


10-290-520 
10-310-100 


10-276-981 
10-279-550 


10-287-352 
10-290-641 


10-299-150 


10-355-730 


Remarks 
(See Code) 


JULY 1947 


Old 
Stock No. 


B373150 
B373151 
B373190 
B375175 
B399030 


B399529 
B399530 
B400030 
B410030 
B410040 


B410050 
B410051 
B415050 
B425130 
B430010 


B430030 
B435030 
B436000 
B436030 
B436050 


B440070 
B440071 
B443010 
B443011 
B443030 


B443040 
B443050 
B455330 
B455850 
B460030 


B470070 
B470210 
B470230 
B470231 
B470232 


B475010 
B475130 
B475150 
B475152 
B477030 


B480270 
B485150 
B485151 
B495530 
B495531 


B496030 
B510030 
B510031 
B530030 
B555630 


B555631 
B556130 
B558550 
B560030 
B563010 


B566520 
B570030 
B570150 
B571070 
B571090 


B571290 
B575130 
B580030 
B580050 
B595010 


New 
Stock No. 


10-373-151 


10-440-071 


10-443-030 
10-460-030 


10-470-232 
10-475-152 


10-485-151 


10-476-060 


10-570-150 


10-575-130 


Remarks 
(See Code) 
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ARMY 


CONV ; 
TABLE . JULY 1947 PRELIMINARY EDITION 
Old New Remarks Old New Remarks Old New Remarks 
Stock No. Stock No. (See Code) | Stock No. Stock No. | (See Code) | Stock No. Stock No. | (See Code) 
B595030 D2 B710130 D4 B750550 D4 
B630060 D4 B710150 D4 B750670 D4 
B630061 D4 B710880 D2 B755030 D4 
B630062 10-630-062 Al B712050 D2 B755330 D2 
B655720 D4 B713250 D4 B755530 10-755-530 RS5 
B655750 D2 B713350 D2 B800030 D4 
B655900 D4 B713450 D4 B800050 D4 
B655970 D4 B714010 D4 B800070 D4 
B655990 D4 B714130 10-714-130 RS5 B800150 D2 
B656550 D2 B715100 10-715-100 Al B800151 D4 
B656650 D4 B715250 10-715-250 RS D4 
B656660 D4 B717150 D4 tiers oe 
B656670 D4 B717170 D4 B810030 D4 
B657250 D4 B718350 D4 B810050 D4 
B664150 D2 B718351 10-718-351 Al B810070 D4 
B666030 D4 B718390 D4 
B669030 D4 B718420 D4 B820030 Be 
B675150 D2 B718450 10-718-450 RS, R13 B820050 i 
B675200 D4 B718455 10-718-455 R5, R8 seh +a 
B675250 D2 B721850 Da geet 
B675300 D4 B728150 10-728-150 Al 
B675350 D2 B733130 D4 B850030 D4 
B675550 D4 B735500 D4 B850130 D4 
B675850 D4 B735530 D2 B850165 D4 
B676010 D4 B737010  10-737-010 RS B850170 D4 
B850171 D4 
B676050 D4 B737150  10-737-150 R5 
B676850 D4 B740430 D4 B850390 D4 
B676950 D4 B740550 D4 B851030 D4 
B678550 D4 B744330 D4 B860030 D2 
B678670 D4 B744470 D4 B&861030 D4 
B680080 D4 B744530 D4 B861130 D4 
B685410 D4 B744750  10-707-500 RS 1140 D4 
B685430 D4 B745030 D4 Pitas D4 
B685500 D4 B745530 D4 B870030 D4 
B685530 D4 B745531 10-745-531 Al B870070 D4 
B689240 D4 B745630 D4 sips - 
B689260 D4 45631 10-745-631 1 
- B693950 D4 B745650 D4 eae Ra 
B695450 D4 B746330 D2 5881030 D2 
B697490 D4 B746350 D4 B881070 D4 
B697550 D4 B747330 D4 B890130 D4 
B700330 10-700-330 RS B747450 D4 
B703390 D2 B747570 D4 B890150 D4 
B703391 D4 B747571  10-747-571 Al B890170 D4 
B706100 10-706-100 At B747820 D4 B906000 = 10-906-000 Al 
B950050 D4 
B706200 10-706-200 Al B748140 D4 B950060 D4 
CLASS F 
F006550 11-006-550 5, R11 F009335  11-009-060 R3 F009455 11-009-110 R3 
F006850 11-006-850 R3 F009337. 111-009-120 R3 F009700 111-009-300 RS 
F006860 11-006-860 R3 F009345 11-009-050 R3 F009710 11-009-330 = R5 
F006870 11-006-870 R3 F009355  11-009-090 _R3 F009720 11-009-360 RS 
F006880 111-006-880 R3 F009365 11-009-020 R3 F009730 11-009-310 RS 
F006890 11-006-910 R3 F009375 11-009-170 R3 F009740 11-009-340 R5 
F006950 11-006-950 R3 F009380 11-009-190 R3 F009750 11-009-370 RS 
F006960 11-006-960 R3 F009390 11-009-000 R3 F009760 111-009-395 RS5 
F006970 11-006-970 R3 F009400 11-009-010 R3 F009770 11-009-350 R5 
F008550 11-008-550 R3 F009410 11-009-200 R3 F009780 11-009-385 RS 
F009305 11-009-100 R3 F009420 11-009-080 R3 F009790 =11-009-405 RS 
F009315 11-009-030 R3 F009425 11-009-180 R3 F009800 11-009-415 R5 
F009320 11-009-070 R3 F009435 11-009-040 R3 F009810 11-009-430 R5 
F009322 11-009-140 R3 F009445 11-009-130 R3 F009900 11-009-900 RS5 
F009325 11-009-160 R3 F009447. 111-009-150 R3 F009910 11-009-910 R5, R8 
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PRELIMINARY EDITION 


Old 
Stock No. 


F009920 
F009930 
F009940 
F009950 
F009960 


F009970 
F009980 
F010450 
F010550 
F010580 


F016050 
F018050 
F021550 
F033550 
F033560 


F033570 
F033580 
F041550 
F061550 
F061570 


F061590 
F061610 
F061630 
F061850 
F061880 


F061885 
F061950 
F061960 
F062250 
F076050 


F078050 
F101550 
F101560 
* F101570 
F 108520 


F 108530 
F 108540 
F108550 
F 108560 
F 108570 


F115850 
F117550 
F131250 
F131850 
F144850 


F145180 
F 145850 
F 148910 
F 149850 
F 162350 


F 162360 
F162370 
F162380 
F162390 
F 162400 


F162410 
F 162450 
F 162460 
F162470 
F 162480 


F162490 
F162500 
F162510 
F 166450 
F 166455 


OG-I 


New 
Stock No. 


11-009-920 
11-009-930 
11-009-940 
11-009-950 
11-009-960 


11-009-970 
11-009-980 
11-010-450 
11-010-550 
11-010-580 


11-016-050 
11-018-050 
11-021-550 
11-033-550 
11-033-560 


11-033-570 
11-033-580 
11-041-550 
11-061-550 
11-061-570 


11-061-590 
11-061-610 
11-061-630 
11-061-850 
11-061-880 


11-061-885 
11-061-950 
11-061-960 
11-062-250 
11-076-050 


11-078-050 
11-101-550 
11-101-560 
11-101-570 
11-108-520 


11-108-530 
11-108-540 
11-108-550 
11-108-560 
11-108-570 


11-115-850 
11-117-550 
11-131-250 
11-131-850 
11-144-850 


11-145-180 
11-145-850 
11-144-860 
11-149-850 
11-162-350 


11-162-385 
11-162-365 
11-162-375 
11-162-395 
11-162-405 


11-162-415 
11-162-450 
11-162-495 
11-162-470 
11-162-480 


11-162-510 
11-162-520 
11-162-530 
11-166-450 
11-166-455 


Remarks 
(See Code) 


RS, R8 
RS, R8 
RS, R8& 


Old 
Stock No. 


F 166460 
F166465 
F 166470 
F 166475 
F166480 


F166485 
F166510 
F166515 
F166520 
F166525 


F166530 
F166550 
F166555 
F 166560 
F 166565 


F166570 
F204450 
F204850 
F204855 
F 204875 


F204880 
F204885 
F204890 
F205250 
F205260 


F205270 
F205550 
F205650 
F205670 
F 205680 


F205690 
F 206550 
F206570 
F 206580 
F206590 


F206650 
F 206670 
F206690 
F206850 
F208850 


F208870 
F208880 
F208890 
F209550 
F210550 


F214550 
F214580 
F218505 
F218515 
F218520 


F218525 
F218530 
F218535 
F218540 
F218545 


F218555 
F218565 
F218570 
F218575 
F218580 


F218590 
F221550 
F221570 
F224550 
F226550 


New 
Stock No. 


11-166-460 
11-166-465 
11-166-470 
11-166-475 
11-166-480 


11-166-485 
11-166-510 
11-166-515 
11-166-520 
11-166-525 


11-166-530 
11-166-550 
11-166-555 
11-166-560 
11-166-565 


11-166-570 
11-204-450 
11-204-850 
11-204-855 
11-204-875 


11-204-880 
11-204-885 
11-204-890 
11-272-660 
11-272-860 


11-272-955 
11-205-550 
11-205-650 
11-205-670 
11-205-680 


11-205-690 
11-206-550 
11-206-570 
11-206-580 
11-206-590 


11-206-650 
11-206-670 
11-206-690 
11-206-850 
11-208-850 


11-208-870 
11-208-880 
11-208-890 
11-209-550 
11-210-550 


11-214-550 
11-214-580 
11-218-600 
11-218-610 
11-218-640 


11-218-605 
11-218-625 
11-218-615 
11-218-635 
11-218-630 


11-218-645 
11-218-620 
11-218-650 
11-218-660 
11-218-665 


11-218-655 
11-221-550 
11-221-570 
11-224-550 
11-226-550 


Remarks 
(See Code) 


R3, Ril 
R5, R8, R11 


RS 
R5, Rit 


JULY 1947 


Old 
Stock No. 


F226560 
F226570 
F228550 
F228750 
F230550 


F230555 
F230560 
F238250 
F242150 
F242250 


F244850 
F252850 
F252910 
F252915 
F252920 


F252930 
F252980 
F260850 
F261850 
F262250 


F262270 
F 262290 
F262405 
F262550 
F 263350 


F271150 
F272320 
F272325 
F272350 
F272360 


F272370 
F272380 
F272650 
F272750 
F272850 


F272900 
F272950 
F273510 
F273530 
F273580 


F274350 
F274650 
F274660 
F274665 
F275010 


F275020 
F275510 
F275520 
F275530 
F277750 


F277850 
F277950 
F284550 
F288550 
F291010 


F302450 
F302470 
F302550 
F302560 
F302570 


F302580 
F302590 
F303850 
F306550 
F319750 


ARMY 


CONV. 
TABLE 
New | Remarks 

Stock No. (See Code) 
11-226-560 R5, R11 
11-226-570 RS5, R11 
11-228-550 R5 
11-228-750 R3 
111-230-550 R5 
11-230-555 R5 
11-230-560 R5 
11-238-250 R3 
11-242-150 R5, R11 
11-242-250 RS5, Ril 
11-244-850  R3 
111-252-850 R5 
11-252-710 R3 
11-252-715 R3 
11-252-720 R3 
11-252-730 R3 
11-252-780 R3 
11-272-420 R4 
11-261-850 RS 
11-262-250 RS 
11-262-270 RS 
11-262-290 RS 
11-262-405 R5 
11-262-550 RS5, Ril 
11-263-350 
11-271-150 RS 
11-272-320 R3 
11-272-325 R3 
11-272-350 R3 
11-272-360 R3 
11-272-370 R3 
11-272-380 R3 
11-272-650 R5, R8 
11-272-750 R5, R8 
11-272-850 s) 
11-272-760 R3 
11-272-950 R4 
11-273-510 R5, R8 
11-273-530 R5, R8 
11-273-580 R5, R8 
11-274-350 RS5 
11-274-650 R4, R11 
11-274-660 R4, R11 
11-274-665 R4, Ril 
11-275-010 R3 
11-275-020 R3 
11-275-540 R5, R8 
11-275-520 R5, R8 
11-275-530 R5, R8 
11-277-750 R4, R11 
11-277-850 R3, R11 
11-277-950 R4, R11 
11-284-550 RS 
11-288-550 RS 
11-291-010 RS 
111-302-450 R5 
11-302-470 R5 
11-302-550 RS 
11-302-560 R5 
11-302-570 RS 
11-302-580 R5 
11-302-590 RS 
11-303-850 R5, R8 
11-306-550 R5, R8 
11-319-750 4 


ARMY 

CONV. 

TABLE JULY 1947 

Old | New | Remarks Old New | Remarks Old New | Remarks 
Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) Stock No. Stock No. (See Code) 
F335550 = 111-335-550 = RS F514550 11-514-550 R3 F733265 11-733-265 RS 
F336550 ~=11-336-550 =R4 F514555 = 11-514-555 _R3 F733270 11-733-270 RS 
337150. *°11-337-150- «RS F514560 11-514-560 R3 F733275 11-733-275 RS 
F341100 11-341-100 R4 F514565 = 111-514-565 R3 F741150 11-765-855 R5, R8, Ril 
F341105 11-341-200 R4 F521250 11-521-250 R5, R8, R11 F742150 11-742-150 R5, R8 Ril 
F341110 11-341-300 R4 F521260 11-521-260 RS5, R8, Ril F745105 11-745-105 R5 
F373150 11-373-150 R4 F521350 11-521-350 R5, R8, R11 F745150 11-745-150 R4 
F373500 11-373-500 Aj F521650 11-521-650 R3, R11 F760810 11-760-810 R5 
F404750 11-404-750 RS F521660 11-521-720 R3, R11 F760850 11-760-850 R3 
F404760 11-404-760 R5 F521670 11-521-730 R3, Ril F760855 11-760-855 R3 
F404770 11-404-770 RS F521690 11-521-680 R3, R11 F760860 11-760-860 R3 
F404810 11-404-810 R5 F521700 11-521-700 R3, R11 F760875 11-760-875 R3 
F404950 11-404-950 RS5, R11 521710 7 111-521-740 - ‘(R314 F760880 11-760-880 R3 
F407350 11-407-350 R5 F523550 =11-523-550 RS5 F760950 11-760-820 R3 
F420750 11-420-750 R3 F528210 11-528-270 RS5 F760980 11-760-980 R3 
F420755 11-420-755 R3 F528220 11-528-220 RS5 F762750 11-762-750 RS 
F420850 11-420-850 R4 F528240 11-528-240 R5 F762770 11-762-770 RS 
F420870 11-420-870 R4 F528250 11-528-250 R5 F763100 11-763-100 R3 
F423150 11-423-150 R3 F544150 11-544-150 R5 F763200 11-763-200 R3 
F441200 11-404-820 R4 F548205 11-548-205 R4, R11 F765850 11-765-850 R5, Ril 
F441205 11-404-825 R4 F548210 11-548-210 R4, Ril F771250 11-771-250 RS 
F441210 =11-404-830 R4 F548215 11-548-215 R4, R11 F773250 11-773-250 R5 
F441215 = 111-404-835 -R4 F548235 11-548-235 R4, R11 F774100 11-774-100 RS5 
F441300 11-405-900 R4 F561250 11-561-250 R5 F774120 11-774-120 RS5 
F441305 =11-405-905 R4 F561255 111-561-255 R5 F774130 11-774-130 RS 
F441310 11-405-910 R4 F561450 =11-561-450 R5 F774140 11-774-140 R5 
F441315 11-405-915 R4 Bo72275 .)111-S72-175 RE F774150 11-774-150 R5 
F441800 11-441-800 R4 F573550 11-572-430 R4 F774160 11-774-160 R5 
F441805 11-441-805 R4 F573560 11-572-435 R4 F774170 11-774-170 R5 
F441810 11-441-810 R4 F573570 11-572-440 R4 F774180 11-774-180 R5 
F441815 11-441-815 R4 F573620 11-577-000 R4 F774190 11-774-190 R5 
F441870 11-445-250 R4 F574550 =11-574-550 RS F774200 11-774-200 R5 
F441950 11-461-500 R4 F574555 111-574-555 RS F775105 = 11-775-105 R3 
F441955 11-461-510 R4 F575105 = 11-575-105 RS5, Ril F775110 11-775-110 R3 
F444150 11-444-150 R3 F575110 11-575-110 R5, R11 F778510 11-778-510 R5 
F444160 11-444-160 R3 F589550 =11-589-550 =R3 F778530 =11-778-530. =-R5 
F444170 11-444-170 R3 F590150 11-590-150 R5 F778560 11-778-560 R5 
F445150 11-445-150 RS F590160 11-590-160 R5 F778580 11-778-580 R5 
F445160 11-445-160 RS F590180 11-590-180 R5 F778650 = 11-778-650 R5 
F445170 11-445-170 RS5 F590190 =11-590-190 R5 F778750 11-778-750 R5 
F448550 11-448-550 R5, Ril F590210 11-590-210 R5 F778770 = 11-778-770 RS 
F453250 11-453-250 R4 F590250 11-590-250 R5 F778790 11-778-790 R5 
F458150 11-472-350 R3 F662250 11-662-250 R3 F778850 11-778-850 R5, R8 
F462150 11-462-150 R5 F663810 11-663-810 R5 F778855 11-778-855 R5, R8 
F463150 11-463-150 R5, Ril F663815 11-663-815 R5 F778860 11-778-860 R5, R8 
F463155 11-463-155 R5, Ril F663820 11-663-820 R5 F778865 11-778-865 R5 
F463160 11-463-160 R5, R11 F663825 11-663-825 R5 F778870 11-778-870 R5 
F470550 =11-470-550 =RS5 F675320 =11-675-320 =RS £778875 © .11-T778-875° = RS 
F474150 11-474-150 RS F675322 11-675-330 RS F778905 11-778-905  R5 
F477150 =11-477-150 =RS F675415 11-675-415 RS F778910 11-778-910 R5 
F478150 11-478-150 R4, Ril F675417 11-675-425 RS F778915 11-778-915 RS5 
F478155 11-478-155 R4, R11 F675419 11-675-435 RS F778920 11-778-920 R5 
F478160 11-478-160 —R4, R11 F705750 11-705-750 R5, R11 F778925 11-778-925 R5 
F478165  11-478-165 R4, R11 F706150  11-706-150 4 F778930 11-778-930 R5 
F478170 11-478-170 R4, R11 F706850 11-706-850 R4, R11 F778935  11-778-935 R5 
F478180 11-478-180 R4, R11 F708150 11-708-150 R5 F778955 11-778-955 RS5 
F478220 11-478-220 R4, Ril F708170 11-708-170 R5,R8 F778960 11-778-960 R5 
F502150 11-572-330 R3 F708750 11-708-750 R5, R8 F778965 11-778-965 RS 
F502160 11-572-335 R3 F708905  =11-708-905  =RS5 F778970 11-778-970 R5 
F505150 11-572-180 R4 F709750 =11-709-750 R4 F779100 11-779-100 RS 
F506850 =11-572-375 =R3 F711250°°"' 11-711-250= | R5 F779102. + 11-779-102 RS 
F506870 = 11-572-385 R3 F724250 11-724-250 RS F779104 =11-779-104 R5 
F514050 11-514-050 R5, R8 F724350 111-724-350 +R5, R11 F779106 11-779-106 RS 
F514250 =11-514-250 =RS5 F733250 11-733-250 RS - F779120 11-799-120 R5 
F514255 11-514-255 R3 F733255 = 11-733-255 -R5 F779122 11-779-122 RS5 
Page 40 OG-! 


Old 
Stock No. 


F779124 
F779126 
F779200 
F779202 
F779204 


F779206 
F783105 
F783305 
F783310 
F783315 


F783325 
F783330 
F783340 
F783350 
F783360 


F783365 
F783375 
F783380 
F783385 
F783390 


F783395 
F783400 
F785850 
F786950 
F789150 


F789155 
F794150 
F796250 
F796350 
F796370 


F797350 
F808550 
F808700 
F808705 
F808707 


F808710 
F808715 
F808720 
F808725 
F808727 


F808735 
F808760 
F808765 


H000030 
H000050 
H000060 
H000070 
H000080 


H008000 
H008050 
H010000 
H020050 
H020070 


H020200 
H020300 
H020350 
H033050 
H033060 


H033070 
H033080 
H033090 
H033200 
H033210 


OG-| 


PRELIMINARY EDITION 


New 
Stock No. 


11-779-124 
11-779-126 
11-779-200 
11-779-202 
11-779-204 


11-779-206 
11-783-105 
11-783-405 
11-783-455 
11-783-410 


11-783-430 
11-783-425 
11-783-440 
11-783-445 
11-783-450 


11-783-415 
11-783-460 
11-783-465 
11-783-470 
11-783-475 


11-783-420 
11-783-435 
11-785-850 
11-786-950 
11-789-150 


11-789-155 
11-794-150 
11-796-250 
11-796-350 
11-796-370 


11-797-350 
11-808-500 
11-808-560 
11-808-590 
11-808-620 


11-808-600 
11-808-570 
11-808-580 
11-808-605 
11-808-625 


11-808-610 
11-808-630 
11-808-635 


12-000-030 
12-000-050 
12-000-060 
12-000-070 
12-000-080 


12-008-000 
12-008-050 
12-010-000 
12-020-050 
12-020-070 


12-020-200 
12-020-300 
12-020-350 
12-033-050 
12-033-060 


12-033-070 
12-033-080 
12-033-090 
12-033-200 
12-033-210 


Remarks 
(See Code) 


Old 
Stock No. 


F808770 
F808800 
F808810 
F808820 
F808860 


F808880 
F815205 
F815210 
F815215 
F815220 


F815230 
F815235 
F815240 
F815245 
F822850 


F831250 
F846500 
F846600 
F 846700 
F846800 


F868150 
F869150 
F873810 
F873820 
F873840 


F873850 
F877005 
F877010 
F877015 
F877020 


F877025 
F877035 
F877040 
F877050 
F877060 


F877065 
F877205 
F877215 
F877225 
F877235 


F877245 
F877255 
F877265 


H034000 
H040010 
H040015 
H040020 
H040025 


H040030 
H040035 
H040040 
H040045 
H040050 


H040055 
H040060 
H040065 
H052150 
H052200 


H052250 
H055150 
H055170 
H055190 
H055210 


New | 
Stock No. 

11-808-640 
11-808-800 
11-808-810 
11-808-820 
11-808-790 


11-808-830 
11-810-000 
11-810-030 
11-810-020 
11-810-010 


11-810-040 
11-810-050 
11-810-070 
11-810-060 
11-822-850 


11-831-250 
11-846-500 
11-846-600 
11-846-700 
11-846-800 


11-868-150 
11-869-150 
11-873-810 
11-873-820 
11-873-840 


11-873-850 
11-877-005 
11-877-010 
11-877-015 
11-877-020 


11-877-025 
11-877-035 
11-877-040 
11-877-050 
11-877-060 


11-877-065 
11-877-205 
11-877-215 
11-877-225 
11-877-235 


11-877-245 
11-877-255 
11-877-265 


CLASS 


12-034-000 
12-043-010 
12-040-015 
12-040-020 
12-040-025 


12-040-030 
12-040-035 
12-040-040 
12-040-045 
12-040-050 


12-040-055 
12-040-060 
12-040-065 
12-052-150 
12-052-200 


12-052-250 
12-055-150 
12-055-170 
12-055-190 
12-055-210 


Remarks 
(See Code) 


RS, Ril 


JULY 1947 


Old 
Stock No. 


F877275 
F877285 
F877505 
F877525 


_F877575 


F895150 
F895175 
F897505 
F897510 
F897515 


F897520 
F897525 
F897535 
F897540 
F897545 


F897555 
F897565 
F897575 
F897580 
F897585 


F897595 
F897600 
F897605 
F898505 
F898510 


F898512 
F898515 
F898520 
F898525 
F898530 


F898535 
F898540 
F898545 
F898550 
F898555 


F898560 
F898562 
F898565 
F898570 
F898572 


F898575 
F898580 
F898590 
F898592 
F898595 


H055230 
H056150 
H056170 
H056190 
H160150 


H160170 
H161150 
H162150 
H162170 
H162180 


H162550 
H162570 
H162590 
H170150 
H170170 


H170190 
H170210 
H175150 
H180150 
H180170 


ARMY 
CONV. 
TABLE 
New | Remarks 
Stock No. (See Code) 
| 
11-877-275  R5 
11-877-285 R5 
11-877-505 RS 
11-877-525 RS 
11-877-575 RS 
11-895-150 R5 
11-895-175 RS 
11-897-000 R3 
11-897-050 R3 
11-897-090 R3 
11-897-010 R3 
11-897-060 R3 
11-897-030 3 
11-897-070 R3 
11-897-100 3 
11-897-040 R3 
11-897-120 R3 
11-897-020 k3 
11-897-080 R3 
11-897-110 R3 
11-897-130 R3 
11-897-140 R3 
11-897-150 R3 
11-898-200 R4 
11-898-230 R4 
11-898-310 R4 
11-898-390 §=R4 
11-898-280 R4 
11-898-350 R4 
11-898-210 R4 
11-898-240 R4 
11-898-320  R4 
11-898-360 R4 
11-898-290 R4 
11-898-380 R4 
11-898-250 R4 
11-898-330 R4 
11-898-370 R4 
11-898-220 R4 
11-898-300 R4 
11-898-260 R4 
11-898-400 R4 
11-898-270 R4 
11-898-340 R4 
11-898-410 R4 
12-055-230 RS 
3-126-500  R3 
3-126-520.  R3 
3-126-540 R3 
12-160-150 RS5 
12-160-170 R5 
12-161-150 R5 
12-162-150 R5, Ril 
12-162-170 RS, Ril 
12-162-180 5, Ril 
12-162-550 = R5 
12-162-570 RS 
12-162-590 = RS 
12-170-150 RS5, Ril 
12-170-170 R5, Ril 
12-170-190 R5, Ril 
12-170-210 RS5, R11 
12-175-150 = R3 
122-180-150 R5 
12-180-170 R5 


Old 
Stock No. 


H190150 
H190350 
H215250 
H215270 
H217150 


H217170 
H217190 
H223150 
H224150 
H225250 


H225260 
H225270 
H225280 
H225290 
H225450 


H225460 
H225470 
H225480 
H225490 
H225500 


H225510 
H225520 
H225530 
H225540 
H225550 


H225560 
H225570 
H227150 
H228150 
H233150 


H233250 
H235150 
H235200 
H255150 
H265150 


H265170 
H265190 
H270010 
H275150 
H285150 


H285200 
H285250 
H295150 
H300150 
H315150 


H325150 
H327150 
H327170 
H327190 
H335150 


H337150 
H337170 
H337250 
H337270 
H340150 


H341150 
H341170 
H341190 
H341210 
H341250 


H341270 
H341290 
H350150 
H350160 
H350170 


Page 42 


ARMY 
CONV. 
TABLE 


New 
Stock No. 


12-190-150 
12-190-350 
12-215-250 
12-215-270 
12-217-150 


12-217-170 
12-217-190 
12-223-150 
12-224-150 
12-225-250 


12-225-260 
12-225-270 
12-225-280 
12-225-290 
12-225-450 


12-225-460 
12-225-470 
12-225-480 
12-225-490 
12-225-500 


12-225-510 
12-225-520 
12-225-530 
12-225-540 
12-225-550 


12-225-560 
12-225-570 
12-227-150 
12-228-150 
12-233-150 


12-233-250 
12-235-150 
12-235-200 
12-255-150 
12-265-150 


12-265-170 
12-265-190 
12-270-010 
12-275-150 
12-285-150 


12-285-200 
12-285-250 
12-295-150 
12-300-150 
12-315-150 


12-325-150 
12-327-150 
12-327-170 
12-327-190 
12-335-150 


12-337-150 
12-337-170 
12-337-250 
12-337-270 
12-340-150 


12-341-150 
12-341-170 
12-341-190 
12-341-210 
12-341-155 


12-341-175 
12-341-215 
12-350-150 
12-350-160 
12-350-170 


JULY 1947 


Remarks 
(See Code) 


Old 
Stock No. 


H350180 
H350190 
H350200 
H350250 
H350260 


H350270 
H250280 
H250290 
H350300 
H350350 


H350360 
H350370 
H350380 
H350390 
H350400 


H350410 
H361150 
H361160 
H361170 
H361180 


H361185 
H361190 
H371150 
H381150 
H381160 


H455150 
H457150 
H457200 
H457250 
H470150 


H470160 
H470170 
H470180 
H475150 
H475160 


H475170 
H480150 
H480200 
H480210 
H480250 


H480270 
H480290 
H480350 
H480450 
H480500 


H480650 
H480750 
H500500 
H501150 
H501350 


H501450 
H501650 
H501670 
H501690 
H501710 


H501730 
H501750 
H501770 
H502150 
H502250 


H540150 
H540160 
H540350 
H540450 
H548150 


New 
Stock No. 


12-350-180 
12-350-190 
12-350-200 
12-350-250 
12-350-260 


12-350-270 
12-350-280 
12-250-290 
12-350-300 
12-350-350 


12-350-360 
12-350-370 
12-350-380 
12-350-390 
12-350-400 


12-350-410 
12-361-150 
12-361-160 
12-361-170 
12-361-180 


12-361-185 
12-361-190 
12-371-150 
12-381-150 
12-381-160 


12-455-150 
12-457-150 
12-457-200 
12-457-250 


12-470-170 
12-470-180 
12-475-150 
12-475-160 


12-475-170 
12-480-150 
12-480-200 
12-480-210 
12-480-250 


12-480-270 
12-480-290 
12-480-350 
12-480-175 
12-480-500 


12-480-650 
12-480-750 
12-265-500 
12-679-100 
12-730-120 


12-730-140 
12-740-100 
12-740-120 
12-740-140 
12-740-160 


12-740-180 
12-740-200 
12-740-220 
12-741-000 
12-742-000 


12-540-150 
12-540-160 
12-540-470 
12-540-450 
12-548-150 


Remarks 
(See Code) 


Old 
Stock No. 


H548200 
H548350 
H548450 
H548550 
H548650 


H548750 
H548850 
H548950 
H550155 
H550550 


H565150 
H575150 
H575250 
H575350 
H575450 


H593150 
H625150 
H625200 
H627150 
H628150 


H629150 
H635150 
H636150 
H636160 
H636170 


H636180 
H636250 
H636350 
H636550 
H678150 


H678250 
H678350 
H678380 
H678450 
H678480 


H678550 
H678650 
H678660 
H678670 
H678690 


H678750 
H678780 
H678850 
H678900 
H678950 


H679150 
H679170 
H679190 
H685150 
H685350 


H692150 
H701150 
H711150 
H715150 
H715170 


H715190 
H715250 
H715270 
H715290 
H715350 


H715370 
H715390 
H715450 
H715550 
H715570 


12-548-200 
12-548-350 
12-548-450 
12-548-550 
12-548-650 


12-548-750 
12-548-850 
12-548-950 
12-737-350 
12-550-550 


12-565-150 
12-575-150 
12-575-250 
12-575-350 
12-575-450 


12-878-000 
12-625-150 
12-625-200 
12-627-150 
12-628-150 


12-629-150 
12-635-150 
12-636-150 
12-636-160 
12-636-170 


12-636-180 
12-636-250 
12-636-350 
12-636-550 
12-678-150 


12-678-250 
12-678-350 
12-678-380 
12-678-450 
12-678-480 


12-678-550 
12-678-650 
12-678-660 
12-678-670 
12-678-690 


12-678-750 
12-678-780 
12-678-850 
12-678-900 
12-678-950 


12-679-150 
12-679-170 
12-679-190 
12-685-150 
12-685-350 


12-692-150 
12-701-150 
12-711-150 
12-715-150 
12-715-170 


12-715-190 
12-715-250 
12-715-270 
12-915-290 
12-715-350 


12-715-370 
12-715-390 
12-715-450 
12-715-550 
12-715-570 


PRELIMINARY EDITION 


New Remarks 
Stock No. (See Code) 


OG-I 


Old 
Stock No. 


H715650 
H715670 
H717550 
H725150 
H735550 


H735750 
H735770 
H740850 
H740852 
H740855 


H740857 
H740860 
H740862 
H740865 
H740867 


H740870 
H740872 
H740875 
H740877 
H740880 


H740882 
H740885 
H740887 
H740890 
H740892 


H740895 
H740897 
H740900 
H740902 
H740905 


H740907 
H740910 
H740912 
H740915 


P000570 
P000580 
P000585 
P010000 
P010020 


P010030 
P010050 
P010055 
P010060 
P010070 


P010075 
P010080 
P010090 
P010095 
P010110 


P010120 
P010123 
P010125 
P010135 
P010140 


P010150 
P010200 
P010205 
P010210 
P010230 


OG-! 


PRELIMINARY EDITION 


New 
Stock No. 


12-715-650 
12-715-670 
12-717-550 
12-725-150 
12-735-550 


12-735-750 
12-735-770 
12-740-850 
12-740-852 
12-740-855 


12-740-857 
12-740-860 
12-740-862 
12-740-865 
12-740-867 


12-740-870 
12-740-872 
12-740-875 
12-740-877 
12-740-880 


12-740-882 
12-740-885 
12-740-887 
12-740-890 
12-740-892 


12-740-895 
12-740-897 
12-740-900 
12-740-902 
12-740-905 


12-740-907 
12-740-910 
12-740-912 
12-740-915 


13-000-570 
13-000-580 
13-000-585 
13-010-000 
13-010-020 


13-010-030 
13-010-050 
13-010-055 
13-010-060 
13-010-070 


13-010-075 
13-010-080 
13-010-090 
13-010-095 
13-010-110 


13-010-120 
13-010-123 
13-010-125 
13-010-135 
13-010-140 


13-010-150 
13-010-200 
13-010-205 
13-010-190 
13-010-230 


Remarks 
(See Code) 


Old 
Stock No. 


H740917 
H740920 
H740922 
H740925 
H740927 


H740930 
H740932 
H740935 
H740937 
H747550 


H755150 
H756150 
H756850 
H756900 
H756950 


H757545 
H757550 
H757850 
H757950 
H758550 


H758650 
H758750 
H759550 
H759650 
H760150 


H760350 
H760370 
H760550 
H760570 
H760750 


H760950 
H775350 
H775450 
H775470 


P010240 
P020260 
P020280 
P020300 
P080000 


P080010 
P080020 
P080030 
P080530 
P080535 


P080540 
P080560 
P090000 
P170000 
P175000 


P178000 
P180000 
P210000 
P250000 
P250010 


P250020 
P250030 
P250040 
P251000 
P280000 


New 
Stock No. 


12-740-917 
12-740-920 
12-740-922 
12-740-925 
12-740-927 


12-740-930 
12-740-932 
12-740-935 
12-740-937 
12-747-550 


12-755-150 
12-756-150 
12-025-050 
12-025-025 
12-025-075 


12-025-000 
12-025-150 
12-025-225 
12-025-275 
12-025-350 


12-025-375 
12-025-400 
12-759-550 
12-759-650 
12-760-150 


12-760-350 
12-760-370 
12-760-550 
12-760-570 
12-760-750 


12-760-950 
12-775-350 
12-775-450 
12-775-470 


CLASS 


13-010-240 
13-020-260 
13-020-280 
13-600-050 
13-080-000 


13-080-010 
13-080-020 
13-080-030 
13-080-530 
13-080-535 


13-080-540 
13-080-560 
13-090-000 
13-170-000 
13-175-000 


13-500-275 
13-180-000 
13-210-000 
13-250-000 
13-250-010 


13-250-020 
13-250-030 
13-250-040 
13-251-000 
13-280-000 


Remarks 
(See Code) 


JULY 1947 


Stock No. 


H775550 
H775950 
H785550 
H785650 
H793550 


H793570 
H793590 
H796250 
H796255 
H797550 


H797560 
H857550 
H857750 
H857770 
H857780 


H870550 
H870570 
H875550 
H875560 
H875570 


H875650 
H875670 
H875690 
H875750 
H883150 


H883250 
H883350 
H883450 
H887350 
H887550 


H887570 
H887610 


P280015 
P280040 
P280055 
P340000 
P340005 


P340020 
P340025 
P340040 
P350000 
P350004 


P354500 
P355000 
P355020 
P355030 
P355050 


P355060 
P355080 
P385000 
P395000 
P435000 


P460030 
P500030 
P500050 
P500150 
P500200 


Old | 


CONV. 
TABLE 
New Remarks | 
Stock No. (See Code) 
12-775-550 R4 
12-775-950 RS 
12-785-550 RS 
12-785-650 RS5 
12-793-550 RS 
12-793-570 RS 
12-793-590 RS 
12-796-250 RS5 
12-796-255 R5 
12-797-550 RS 
12-797-560 RS 
12-857-550 RS5 
12-857-750 RS 
12-857-770 RS5 
12-857-780 RS 
12-870-550 RS5 
12-870-570 RS 
122-875-550 R3 
12-875-560 R3 
12-875-570 R3 
12-875-650 R3 
12-875-670 R3 
12-875-690 R3 
12-875-750 R3 
12-883-150 R3 
12-883-250 R3 
12-883-350 R3 
12-883-450 R3 
12-887-350 R4 
12-887-550 R3 
12-887-570 R3 
12-887-610 R3 
13-280-080 R4 
13-280-040 RS5 
13-280-055 RS 
13-340-000 RS5 
13-340-005 R5 
13-340-020 R5, R8 
13-340-025 R5, R8& 
13-340-040 RS 
13-350-000 RS5 
13-535-004 R5 
13-354-500 RS 
13-355-000 R5 
13-355-020 RS 
13-355-030 RS5 
13-355-050 R5 
13-355-060 R5 
13-355-080 RS 
13-385-000 R5 
13-395-000 R5 
13-665-000 R4 
13-460-030 R5 
13-700-150 R4 
13-890-000 R4 
13-500-150 RS 
13-500-200 R5 
Page 43 


CONV. 
TABLE 

Old New | 
Stock No. Stock No. 
P500205 13-500-205 
P500210 13-500-210 
P500250 =13-500-250 
P504550 =13-504-550 
P505000 = 13-505-000 
P505005 = 13-505-005 
P535000 13-535-000 
P535030 13-535-030 
P535040 13-535-040 
P535060 13-535-060 
P600030 13-600-030 
9J001-06 14-578-000 
9J001-60 14-244-000 
9J001-70 14-239-500 
9J009-50 14-582-500 
9J009-60 14-583-500 
9J016-00 14-002-000 
9J055-00 5-029-050 
9J093-00 7-981-060 
9J120-15 14-090-000 
9J 134-00 14-210-000 
9J325-00 14-475-000 
9J406-25 14-520-000 
9J406-30 14-522-000 
9J406-65 14-525-000 
9J406-67 14-530-000 
9J406-69 14-534-000 
9J415-00 14-321-000 
9J415-10 14-566-000: 
9J470-00 14-540-000 
9J690-00 14-645-000 
9J695-00 14-622-000 
9J695-10 14-624-000 
9J 700-00 14-636-000 
9}700-10  14-637-000 
3N148-00  14-095-000 
3N230-50 3-462-220 
3N230-60 3-462-225 
3N925-00 14-555-000 
3N950-00  14-720-000 
3N995-50 14-328-000 
7N215-05 9-143-845 
9N055-00 14-014-000 
9N057-00 14-646-000 
9N071-10 14-025-000 
9N077-00 14-045-000 


Page 44 


ARMY 


JULY 1947 


Remarks 
(See Code) 


NONSTANDARD and SPARE 


Old 
Stock No. 


P600500 
P601500 
P660050 
P660080 
P670130 


P680130 
P680150 
P680155 
P730150 
P730155 


P740150 


9N089-00 
9N090-05 
9N166-00 
9N239-00 
9N278-10 


9N291-05 
9N291-20 
9N301-02 
9N304-05 
9N304-10 


9N304-15 
9N304-20 
9N306-00 
9N307-03 
9N307-05 


9N307-10 
9N307-12 
9N307-15 
9N307-20 
9N307-22 


9N344-10 
9N348-10 
9N365-00 
9N370-05 
9N373-10 


9N406-10 


9N407-00 


9N408-00 


9N446-00 
9N472-10 


PRELIMINARY EDITION 


New | Remarks Old | New | Remarks 
Stock No. (See Code) Stock No. Stock No. (See Code) 
13-600-500 R5 P740250 13-740-250 RS5 
13-601-500 R5 P745050 13-745-050 R5 
13-660-050 R5 P755550: 133-755-550. RS 
13-660-080 R5 P760000 ~=13-760-000 RS 
13-670-130 R5 P760050 13-760-050 R5 
13-680-130 R5, R8 P760420 13-760-420 RS 
13-680-150 R5 P760430 13-760-430 R4 
13-680-155 R5 P780050 = 13-780-050 .R5 
13-730-150 RS P850150 13-850-150 R5 
13-730-155 RS5 P870150 13-870-150 RS 
13-740-150 R5 
PART ITEMS 
14-060-000 A2 9N472-50 14-582-000 A2 
14-667-000 A2 9N472-60 14-583-000 A2 
14-100-000 A2 9N476-00 14-572-000 ~A2 
14-215-000 A2 9N476-02 14-572-500 A2 
14-242-000 A2 9N476-04 14-574-000 A2 
14-264-000 A2 9N476-06 14-573-000 A2 
14-319-500 A2 9N477-05 14-585-500 A2-R10 
14-305-000 A2 9N477-10 14-585-000 A2-R10 
14-336-000 <A2 9N478-00 14-587-000 A2 
14-333-000 <A2 9N517-05 14-591-400 A2 
14-339-000 A2 9N517-07 14-590-000 A2 
9N517-10 14-590-500 A2 
14-329-500 A2 
14-329-000 A2 9N517-15 14-590-700 <A2 
Baa 9N517-22 14-593-000 A2 
14-350-000  A2 9N517-35 114-591-000 A2 
14-355-000 <A2 
9N517-37 = 14-591-600 <A2 
14-365-000 A2 9N558-10 14-599-500 A2 
14-375-000 <A2 9N587-00 14-597-000 A2 
14-380-000 <A2 9N625-10 14-611-000 A2 
14-370-000 A2 9N642-00 14-650-000 A2 
14-384-000 <A2 
tt oi ps 14-660-000 _ 
14-669-900 25-10 14-662-000 4, 
14-400-000 i 9N725-15 14-665-000 <A2 
14-450-000 A2 9N743-00 14-075-000 A2 
14-385-000 <A2 9N743-05 14-080-000 A2 
14-702-000  A2 ON784-10  14-690-000 Az 
84-15 14-692-000 A2 
aint iy A2-R22 ee Pierre e 
9N832-10 14-745-000 2 
14-505-400 I -75(- 
14-527-025 A2-R22 9N849-00 14-750-000 A2 
to 7R089-04. 7-981-250 A4 
14-527-800 9R104-20 3-881-000 <A4 
14-532-000 A2-R22 9R104-26 3-088-500 A4 
14-536-000 9R200-18 6-042-105 A4 
14-554-000 <A2 SRO00-21 7-979-200 <A4 
14-575-000 A2 SRO000-22 7-974-395 <A4 


OG-1 


NAVY 
CONVERSION TABLE 


for 


ARMY-NAVY CATALOG 
of MEDICAL MATERIEL 


JULY 1947 


PRELIMINARY EDITION 


ARMY-NAVY CATALOG 


OF 


MEDICAL MATERIEL 


* 


NAVY 
~ CONVERSION TABLE 


ARMY=NAVY MEDICAL PROCUREMENT OFFICE 
PEARL & SANDS STS., BROOKLYN 1, N. Y. 


NAVY 


CONV. cee Bee sss eommrte 
TABLE JULY 1947 PRELIMINARY EDITION 
CONTENTS 
Part ]1— Catalog of Navy Material, BuMed Section, July 
1946, Stock Numbers CROSS-REFERENCED to 
Army-Navy Catalog of Medical Materiel, 1947 
Stock Numbers. 
Part 2— Supply Catalog, Medical Department, U. S. 
Navy, 1940 (Reprinted 1943) Stock Numbers 
in numerical sequence, published and unpub- 
lished, CROSS-REFERENCED to Army-Navy Cat- 
alog of Medical Materiel, 1947 Stock Numbers. 
Part | 
FOREWORD 
EXPLANATION of ADDITION SYMBOLS 
COLUMN HEADINGS At ee ee 


DELETION SYMBOLS 


1 1 ] f M ial, Bu- 
Column (1) Catalog of Navy Material, Bu D1 Daletat tear enter: 


Med Section, July 1946, stock 


RS ee D2 Deleted from catalog. Material now under the cognizance of 

BuS&A. 
D3 Deleted from catalog. Material now under the cognizance of 

Column (2) Unit of issue, Catalog of Navy BuShips. 
Material, BuMed Section, stock D4 Deleted from catalog. Material now under the cognizance of 

: ; . BuAer. 
b lassification, Col 
wD. iecrer ee ee aes D5 Deleted from catalog. Material now under the cognizance of 
; Marine Corps. 

D6 Deleted from catalog. Transfer to and account for stocks under 
Column (3) Army-Navy Catalog of Medical indicated stock number, paying particular attention to ratio of 


issue, Column 6, where applicable. 

D7 Deleted from catalog. Blank forms will be procured by requisi- 
tion on NavGen 47 from Publications Distribution Centers. 
For detailed instructions see Navy Dept. Bulletin, Item 46- 
1381 and BuMed News Letter, Volume 8, No. 5, 46-121. 


Materiel, 1947, stock number. 


Column (4) Unit of issue, Army-Navy Cata- 
log stock classification, Column 


me 
(3) REVISION SYMBOLS 
Column (5) Code symbols—refer to complete Ri Change in unit of issue. 
listing. R2 Change in stock number. 
R3 Nomenclature change. 
R4 Description change. 
Column (6) Ratio of unit substitution; for R5 Expendability change. 
example: 1 unit of stock number R6 Storage or issue classification change. 
1-048-010 equals 2 units of stock ‘R7 Combination of two or more changes, (R1 through R6): Refer 
number 1-048-000. Symbol ‘‘#” to catalog text. 
indicates old stock identical or R8 Item status changed from Standard to Limited Standard. 
equivalent to new stock classifi- R9 Item status changed from Limited Standard to Standard. 
cation. R10 Nochange in catalog listing of item. 
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1-001-000 
1-002-200 
1-002-300 
1-002-470 
1-002-500 


1-003-000 
1-005-000 
1-005-985 
1-006-245 
1-008-711 


1-008-712 
1-009-000 
1-009-985 
1-010-000 
1-015-525 


1-044-000 
1-045-200 
1-046-000 
1-047-000 
1-048-010 


1-049-000 
1-050-000 
1-052-625 
1-052-630 
1-054-750 


1-058-900 
1-058-905 
1-059-000 
1-059-400 
1-059-460 


1-059-500 
1-059-710 
1-060-875 
1-061-000 
1-061-075 


1-061-100 
1-062-000 
1-063-000 
1-063-995 
1-065-000 


1-065-300 
1-067-000 
1-067-485 
1-068-000 
1-068-500 


1-068-590 
1-068-605 
1-068-925 
1-069-000 
1-069-745 


1-070-000 
1-070-300 
1-070-325 
1-071-000 
1-071-100 


1-074-000 
1-076-000 
1-078-080 
1-082-000 
1-083-505 


OG-| 


Unit 


1 Lb Bot 
100/Bot 
20/Box 

1 Lb Bot 
4% Lb Bot 


1 Lb Bot 
1 Lb Bot 
100/Bot 

1000/Bot 
Each 


Cylinder 

1 Lb Bot 
100/Bot 
1000 /Bot 
10 Gm Bot 


1 Oz Bot 
10 Gm Bot 
1 Lb Bot 


200 CC/Bot 
% Gal Can 


5 Gal Can 
1 Pt Bot 
25% Oz Can 
7 Oz Can 
100/Bot 


1 Pt Bot 
100/Bot 
14 Lb Bot 
1 Oz Bot 
1 Oz Bot 


25/Box 
1000/Bot 
10/Pkg 

1 Lb Bot 
4/Pkg 


Y{ Pt Bot 
44 Lb Bot 
144 Lb Bot 
4 Lb Bot 
1 Lb Bot 


100/Bot 

4 Lb Bot 
4 Lb Bot 
4 Lb Bot 
144 Lb Bot 


6/Tube 
100/Bot 

14 Lb Bot 
12/Pkg 

34 Oz Tube 


144 Lb Bot 
10 Gm Bot 
1 Oz Bot 
1 Oz Bot 
4 Lb Bot 


10 Gm Bot 
4 Lb Bot 
14 Lb Bot 
44 Lb Bot 
100/Bot 


Army-Navy 
Stock No. 


CLASS 1 


1-001-000 
1-002-200 
1-002-300 
1-002-470 
1-002-500 


1-003-000 
1-005-000 
1-005-985 
1-006-245 


1-009-000 
1-009-985 
1-010-000 
1-015-525 


1-044-000 
1-045-200 
1-046-000 


1-049-000 
1-050-000 
1-052-625 
1-052-630 
1-054-750 


1-058-900 
1-058-905 
1-059-000 
1-059-400 
1-059-460 


1-059-500 
1-059-710 
1-060-875 
1-061-000 
1-061-075 


1-061-100 
1-062-000 
1-063-000 
1-063-995 
1-065-000 


1-065-300 
1-067-000 
1-067-485 
1-068-000 
1-068-500 


1-068-590 
1-068-605 
1-068-925 
1-069-000 
1-069-745 


1-070-000 
1-070-300 
1-070-325 
1-071-000 
1-071-100 


1-074-000 
1-076-000 
1-078-080 
1-082-000 
1-083-505 


Code 
Unit Symbol 
1 Lb Bot R10 
100/Bot R10 
20/Box R4 
1 Lb Bot R10 
44 Lb Bot R6 
1Lb Bot R10 
1 Lb Bot R10 
100/Bot R10 
1000/Bot R10 
D2 
D2 
1;EB- Bot: “R10 
100/Bot R10 
1000/Bot R10 
10 Gm Bot R10 
1 Oz Bot R10 
10 Gm Bot R10 
1Lb Bot R10 
D1 
D6/ 
(1-048-000) 
5 Gal Can R4 
1 Pt Bot R10 
254 Oz Can R4 
70OzCan R4 
100/Bot R4 
1 Pt Bot R10 
100/Bot R10 
44 Lb Bot R10 
t Oz Bot: «RG 
1Oz Bot R10 
25/Box R10 
1000/Bot R10. 
10/Pkg R7 
i Eb Bot. Ry 
4/Pkg R7 
YyPt Bot R6 
YLbBot R10 
Y%LbBot R10 
Y4LbBot R10 
1 Lb Bot R10 
100/Bot R10 
Y%LbBot R10 
Y%LbBot R10 
Y%LbBot R10 
Y4%LbBot R10 
6/Pkg R7 
100/Bot R10 
Y%LbBot R10 
12/Pkg R6 
1 Oz Tube R3 
Y{LbBot R6 
10Gm Bot R10 
1 Oz Bot R10 
1 Oz Bot “RIO 
Y%LbBot R10 
10Gm Bot R10 
YLbBot R6 
Y%LbBot R6 
Y4%LbBot R10 
100/Bot R10 


fs2 


S55 


% “th ik*hk 


SRK 


1 
Catalog 
Navy 
Material 
Stock No. 


1-084-000 
1-085-000 
1-086-000 
1-087-500 
1-087-905 


1-088-120 
1-088-500 
1-088-535 
1-092-325 
1-092-350 


1-093-000 
1-093-400 
1-094-000 
1-096-004 
1-097-000 


1-097-150 
1-097-990 
1-098-000 
1-098-165 
1-098-175 


1-098-300 
1-098-305 


1-098-400 
1-098-502 
1-098-601 


1-099-010 
1-099-020 
1-099-050 
1-099-082 
1-100-100 


1-102-000 
1-103-300 
1-104-000 
1-104-075 
1-106-300 


1-106-340 
1-106-550 
1-106-598 
1-106-620 
1-106-640 


1-106-644 
1-106-647 
1-106-652 
1-106-700 
1-106-712 


1-106-800 


- 1-106-900 


1-107-100 
1-108-000 
1-108-255 


1-108-300 
1-108-400 
1-108-470 
1-108-485 
1-108-560 


1-108-700 
1-109-000 
1-109-500 
1-111-000 
1-113-750 


CONV. 
JULY 1947 TABLE 
2 3 4 § 6 
Ratio 
Army-Navy Code Iden. 
Unit Stock No. Unit Symbol or 
Equiv 
10Oz Bot  1-084-000 10Oz Bot R10 
4%OzBot 1-085-000 %OzBot R10 
20/Tube 1-086-000 20/Tube R10 
12/Box 1-087-500 12/Box R10 
10Gm Bot 1-087-905 10GmBot R10 
10Gm Bot 1-088-120 10GmBot R10 
10/Box 1-088-500 10/Box R6 # 
44 Oz Tube 1-088-535 %OzTube R7 # 
1 Oz Bot 1-092-325 1 Oz Bot R10 
44 Lb Bot 1-092-350 4% Lb Bot R10 
44 Lb Bot 1-093-000 44 Lb Bot R10 
1 Oz Bot — 1-093-400 Oz Bot’ R10 
4% Lb Bot 1-094-000 4 Lb Bot R10 
1 Lb Pkg 1-096-004 1LbPkg R10 
10LbCan_ 1-097-000 10LbCan R10 
10Gm Bot 1-097-150 10GmBot R10 
1 Lb Bot  1-097-990 1Lb Bot R10 
Y%LbBot 1-098-000 %Lb Tube R10 
1 Oz Bot  1-098-165 10OzBot R4 # 
1 Pt Bot 1-098-175 1 Pt Bot R6 # 
OS 120 1-098-300 QS 120 R10 
CC/Pkg CC/Can 
QS 1000 1-098-305 QS 1000 R10 
CC/Pkg CC/Can 
1LbCan  1-098-400 1LbCan R10 
Each 1-098-502 Each R6 # 
1LbCan_  1-098-601 1LbCan_ R10 
5 GmBot_ 1-099-010 S5GmBot R10 
1LbCan _ 1-099-020 1iLbCan R10 
4%Lb Bot 1-099-050 %4LbBot R10 
1 Pt Bot 1-099-082 1 Pt Bot R10 
1:Pt Can -- 1-100-100 . 1 Pe Can. RIO 
Y{Lb Bot 1-102-000 %LbBot R10 
10Gm Bot 1-103-300 10GmBot R10 
1 Lb Bot 1-104-000 1LbBot R10 
500/Bot 1-104-075 500/Bot R10 
60 CC/Bot 1-106-300 60CC/Bot R10 
1Lb Bot  1-106-340 1iLbBot R10 
1 Lb Bot  1-106-550 1LbBot R10 
Y%LbBot 1-106-598 %LbBot R10 
1 Lb Bot 1-106-620 1LbBot R10 
1Lb Bot 1-106-6440 iLbBot R10 
2/Pkg 1-106-644 2/Pkg R7 # 
4 Oz Tube 1-106-647 40Oz Tube R7 # 
12/Box 1-106-652 12/Box R10 
1Lb Bot 1-106-700 iLbBot R10 
20Oz Bot 1-106-712 20OzBot R10 
10Gm Bot 1-106-800 10GmBot R10 
10Gm Bot 1-106-900 10GmBot R10 
1 Lb Bot - 1-107-100:. - Lb Bot= RS # 
1 Oz Amp _ 1-108-000 10OzAmp R10 
1Gm Bot 1-108-255 1GmBot R16 
1Gm Bot 1-108-300 1GmBot R10 
500/Bot 1-108-400 500/Bot R7 
5 Gm Bot D1 
12/Box 1-108-485  12/Box R7 
Y%LbBot 1-108-560 W%LbBot R10 
YLbBot 1-108-700. W%LbBot R10 
Y4LbBot 1-109-000 %LbBot R10 
12/Box 1-109-500 12/Box R10 
1 Lb Bot 1-111-000 1LbBot R10 
Y%LbBot 1-113-750 WLbBot R10 
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NAVY 
CONV. 
TABLE 
1 2 3 4 5 6 
Catalog Ratio 
Navy Army-Navy Code Iden 
Material Unit Stock No, Unit Symbol or 
Stock No. Equiv 
1-113-850 1LbCan 1-113-850 1LbCan R10 
1-114-000 1LbCan_ 1-114-000 1LbCan R10 
1-116-040 1Lb Bot  1-116-040 1LbBot R10 
1-116-200 %4LbBot 1-116-200 %4LbBot R6 # 
1-117-700 44 LbBot. 1-117-700 Y%LbBot R10 
1-117-735, 12/Box 1-117-735  12/Box R3 # 
1-117-995  12/Box 1-117-995 12/Box R4 # 
1-118-330 100/Bot 1-118-330  100/Bot R8 # 
1-118-400  200/Bot 1-118-400  200/Bot R10 
1-118-996 44 LbBot 1-118-996 W%LbBot R10 
1-121-220 57GmJar 1-121-220 57GmJar R4 # 
1-122-100 1 Oz Bot 1-122-100 1 Oz Bot R4 # 
1-124-000 10Oz Bot 1-124-000 10Oz Bot R10 
1-124-509 100/Box 1-124-509 100/Box R6 # 
1-124-510 100/Box 1-124-510 100/Box R6 # 
1-124-511  100/Box 1-124-511 100/Box R6 # 
1-124-512 100/Box 1-124-512 100/Box R6 # 
1-125-505  20/Bot 1-125-505 20/Bot R10 
1-125-931 Each D2 
1-125-932 Cylinder D2 
1-126-000 1Lb Bot 1-126-000 1LbBot R10 
1-127-000 %LbBot 1-127-000 %LbBot R4 # 
1-127-250 1 Pt Bot 1-127-250 1 Pt Bot R10 
1-128-000 10GmBot 1-128-000 10GmBot R10 
1-128-975 1 Pt Bot 1-128-975 1 Pt Bot R10 
1-129-010 100/Bot 1-129-010  100/Bot R10 
1-129-124 1QtCan 1-129-124 1QtCan R10 
1-130-000 %LbBot 1-130-000 4LbBot R10 
1-131-000 10Oz Bot  1-131-000 10Oz Bot R10 
1-133-000 1Lb Bot 1-133-000 1Lb Bot R10 
1-135-000 1Lb Bot 1-135-000 1LbBot R10 
1-135-495 144 Pt Bot 1-135-495 14 Pt Bot R10 
1-135-500  100/Bot 1-135-500  100/Bot R3 
1-136-000 50/Bot 1-136-000  50/Bot R10 
1-136-995 1 Oz Bot 1-136-995 10Oz Bot R6 
1-137-300 35.93 Gm Bot D1 
1-137-310  100/Bot D1 
1-137-325 1Qt Bot » 1-137-325 1QtBot R6 # 
1-138-000 44 Lb Bot 1-138-000 1 LbBot R6 # 
1-139-000 1Lb Bot 1-139-000 1LbBot R10 
1-139-150 10Oz Tube 1-139-150 10Oz Tube R4 # 
1-139-500 10 Gm Bot 1-139-500 10GmBot R10 
1-139-950 1Lb Bot 1-139-950 1Lb Bot R10 
1-140-000 1 Oz Bot 1-140-000 10Oz Bot R4 # 
1-142-000 1 Oz Bot 1-142-000 1 Oz Bot R10 
1-142-330 10Oz Bot  1-142-330 10Oz Bot R10 
1-142-400 1Lb Bot 1-142-400 1LbBot R10 
1-142-510 14Lb Bot  1-142-510 1LbBot R10 
1-143-010 1 Pt Bot 1-143-010 1 Pt Bot R4 # 
1-143-995 %Lb Bot 1-143-995 l4Lb Bot R10 
1-144-010 %Lb Bot 1-144-010 4%4Lb Bot R10 
1-144-300 10Oz Bot  1-144-300 10Oz Bot R6 # 
1-144-995 Oz Bot 1-144-995 Oz Bot R4 # 
| 1-148-000 10Oz Bot  1-148-000 10OzBot R10 
1-148-950  20/Tube 1-148-950 20/Tube R10 
1-148-985 100/Bot 1-148-985  100/Bot R10 
1-149-250 1 Pt Bot 1-149-250 1 Pt Bot R10 
1-149-700  100/Bot 1-149-700  100/Bot R3 # 
1-150-000 10Oz Bot 1-150-000 10Oz Bot R10 
1-150-500 1000/Bot 1-150-500 1000/Bot R10 
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1 2 3 4 5 6 
Catalog Ratio 
av Army-Navy Code Iden 

Material Unit Stock No. Unit Symbol or: 

Stock No. quiv. 
1-151-200 10Gm Bot 1-151-200 10Gm Bot R10 
1-152-000 10Oz Box  1-152-000 10Oz Box R10 
1-153-185 1 Oz Bot 1-153-185 1 Oz Bot R10 
1-153-360 1QtCan_ 1-153-360 1QtCan R10 
1-156-001 10Gm Bot 1-156-001 10Gm Bot R10 
1-158-500 5 Gm Bot 1-158-500 5 Gm Bot R10 
1-160-100 1 Oz Bot 1-160-100 1 Oz Bot R10 
1-160-900 10 Gm Bot 1-160-900 10Gm Bot R10 
1-161-480 1 Oz Bot 1-161-480 1 Oz Bot R10 
1-161-500 1 Lb Bot 1-161-500 1 Lb Bot R10 
1-161-525 170Gm Bot 1-161-525 170Gm Bot R10 
1-161-575 10Gm Bot 1-161-575 10Gm Bot R10 
1-161-635 100/Bot 1-161-635 100/Bot R10 
1-161-685 1 Lb Bot 1-161-685 1 Lb Bot R10 
1-161-695 4 Lb, Bot 1-161-695 1 Lb Bot R10 
1-162-00U 4, Lb Bot 1-162-000 44 Lb Bot R10 
1-163-000 1 Lb Bot 1-163-000 1 Lb Bot R10 
1-164-000 144 Lb Bot 1-164-000 44 Lb Bot R10 
1-164-600 6/Box 1-164-600 6/Box R10 
1-164-800 6/Box 1-164-800 6/Box R10 
1-165-000 6/Box 1-165-000 6/Box R10 
1-165-480 100/Bot 1-165-480 100/Bot R10 
1-165-485 10GmBot 1-165-485 10GmBot R10 
1-165-505 100/Bot 1-165-505 100/Bot R10 
1-166-400 12/Box 1-166-400 12/Box R6 # 
1-166-500 100/Bot 1-166-500 100/Bot R6 # 
1-167-650 5 Gm Bot 1-167-650 5 Gm Bot R6 # 
1-167-905 20/Tube 1-167-905 20/Tube R10 
1-168-000 10GmBot 1-168-000 10GmBot R10 
1-168-250 10 Gm Bot 1-168-250 10Gm Bot R6 # 
1-168-510 10Gm Bot 1-168-510 10Gm Bot R6 # 
1-168-800 30 CC/Bot 1-168-800 10/Box R7 10:1 
1-169-000 1 Oz Bot 1-169-000 1 Oz Bot R10 
1-169-300 25Gm Bet 1-169-300 25Gm Bot R10 
1-169-325 100/Bot 1-169-325 100/Bot R10 
1-169-358 1Qt Bot  1-169-358 1QtBot R10 
1-169-400 10 Gm Bot 1-169-400 10Gm Bot R10 
1-170-000 10 Gm Bot 1-170-000 10Gm Bot R10 
1-171-500 1 Lb Pkg D2 
1-173-000 6/Box 1-173-000 6/Box R10 
1-173-025 20/Tube 1-173-025 20/Tube R10 
1-173-925 1 Lb Bot 1-173-925 1 Lb Bot R10 
1-173-960 1 Lb Bot 1-173-960 1 Lb Bot R10 
1-174-010 1 Lb Bot 1-174-010 1 Lb Bot R10 
1-174-105 10Gm Bot 1-174-105 10Gm Bot R4 # 
1-174-900 1 Oz Bot 1-174-900 1 Oz Bot R6 # 
1-174-906 12/Box 1-174-906 12/Box R7 # 
1-174-912 500/Bot 1-174-912 500/Bot R6 # 
1-175-200 5 CC/Bot 1-175-200 5:-CC/Bot; -R7 # 
1-175-300 12/Box 1-175-300 12/Box R7 # 
1-175-330 1 Oz Bot 1-175-330 1 Oz Bot R10 
1-175-400 12/Box 1-175-400 12/Box R7 # 
1-176-000 20/Tube 1-176-000 20/Tube R7 # 
1-177-500 12/Box 1-177-500 12/Box R10 
1-177-550  100/Bot 1-177-550 100/Bot R10 
1-178-010 10Oz Bot 1-178-010 10Oz Bot R6 = 
1-178-100 12/Box 1-178-100 12/Box R4 # 
1-178-110 100/Bot 1-178-110 100/Bot R4 # 
1-178-880 500/Bot 1-178-880 500/Bot R7 # 
1-178-900 6/Box 1-178-900 6/Box R7 # 


OG-I 


PRELIMINARY EDITION 


1 3 | 4 | 5 
Catalog 
Navy | Army-Navy | Code 
Material Unit Stock No. Unit | Symbol 
Stock No. 
1-178-985 1Lb Bot 1-178-985 1LbBot R10 
1-179-000 %LbCan 1-179-000 4% LbCan R6 
1-180-000 3 0z Tube 1-180-000 30Oz Tube R10 
1-181-000 ‘%Oz Bot 1-181-000 %Oz Bot R10 
1-181-995 4%Lb Bot 1-181-995 4 Lb Bot R10 
1-183-000 1 Oz Bot 1-183-000 10Oz Bot R10 
1-184-000 1 Oz Bot 1-184-000 1 Oz Bot R10 
1-186-150 %Oz Pkg 1-186-150 4%0OzPkg R4 
1-188-300 10GmBot 1-188-300 10GmBot R10 
1-189-000 %LbBot 1-189-000 4 Lb Bot R10 
1-190-000 %LbBot 1-190-000 %4LbBot R10 
1-190-500 1 Pt Bot 1-190-500 1 Pt Bot R10 
1-190-515 40Oz Bot 1-190-515 40OzBot R10 
1-190-550 1 Pt Bot 1-190-550 1 Pt Bot R10 
1-190-730 %Lb Bot 1-190-730 %LbBot R10 
1-193-300 1000/Bot 1-193-300 1000/Bot R10 
1-193-500 1Lb Bot’ 1-193-500 1LbBot R10 
1-203-000 1 Oz Bot 1-203-000 10Oz Bot R10 
1-204-005 40OzCan_ 1-204-005 40OzCan R10 
1-204-050 20OzCan_ 1-204-050 20zCan R4 
1-204-895 1 Oz Bot 1-204-895 10Oz Bot R10 
1-204-998 1 Pt Bot D6/ 
_ (1-205-000) 
1-207-050 44 Lb Bot 1-207-050 %LbBot R6 
1-209-180 1Oz Tube 1-209-180 10Oz Tube R4 
1-209-205 314Gal Can D1 
1-210-000 1 Oz Bot 1-210-000 10Oz Bot R10 
1-212-000 iLb Bot’ 1-212-000 1LbBot R10 
1-214-500 1Gm Bot 1-214-500 1GmBot R10 
1-214-510 50CC/Pkg 1-214-510 50CC/Pkg R10 
1-214-840 144 Pt Bot 1-214-840 144 Pt Bot R10 
1-218-000 1Lb Bot  1-218-000 1Lb Bot R10 
1-219-000 10LbCan 1-219-000 10LbCan R10 
1-221-000 20/Tube 1-221-000 20/Tube R6 
1-222-985 1 Pt Bot 1-222-985 1 Pt Bot R10 
1-223-000 1000/Bot 1-223-000 1000/Bot R4 
1-225-000 1GmBot  1-225-000 1GmTube R10 
1-225-200 Each 1-225-200 Each R3 
1-226-006 Each D2 
1-226-007 Cylinder D2 
1-226-200 10GmBot 1-226-200 10GmBot R10 
1-226-295 44Lb Bot 1-226-295 44 Lb Bot R10 
1-226-500 10CC/Bot 1-226-500 10CC/Bot R4 
1-227-000 100/Bot 1-227-000 100/Bot R6 
1-227-600 5/Bot 1-227-600 5/Bot R10 
1-227-800 6/Box 1-227-800 6/Box R10 
1-228-000 5 Gr Bot 1-228-000 5Gr Bot R3 
1-228-025  25/Tube 1-228-025 25/Tube R7 
1-228-375 25GmBot 1-228-375 25GmBot R10 
1-228-450 44 Lb Bot 1-228-450 144 Lb Bot R10 
1-228-460 1Lb Bot  1-228-460 1LbBot R10 
1-228-464 6Lb Bot 1-228-464 6LbBot R10 
1-228-500 1% Lb Bot 1-228-500 144 Lb Bot R10 
1-229-000 1 Pt Bot 1-229-000 1 Pt Bot R7 
1-229-995 10Oz Bot 1-229-995 10OzBot  R6 
1-231-000 %Lb Bot 1-231-000 %LbBot R4 
1-232-005 10GmBot 1-232-005 10GmBot R10 
1-234-000 10GmBot .1-234-000 10GmBot R10 
1-235-000 44 Lb Bot 1-235-000 4% Lb Bot R10 
1-235-120 3/Pkg 1-235-120 3/Pkg R7 
1-235-125 2 Oz Bot 1-2352125' = 2 Oz Bot) R10 


2:1 


# 
# 


SRR SR 


1 
Catalog 
Navy 
Material 
Stock No. 


1-235-185 
1-235-250 
1-235-255 
1-236-520 
1-239-100 


1-240-995 
1-241-700 
1-243-400 
1-243-600 
1-245-100 


1-245-200 
1-245-600 
1-246-950 


| 1-246-990 


1-247-000 


1-248-200 
1-248-500 
1-248-995 
1-250-765 
1-252-000 


1-252-290 
1-253-300 
1-253-700 
1-256-450 
1-256-500 


1-257-005 
1-258-750 
1-261-000 
1-262-000 
1-263-020 


1-266-000 
1-266-300 
1-267-000 
1-267-520 
1-268-700 


1-268-770 
1-268-800 
1-268-815 
1-269-000 
1-272-300 


1-272-500 
1-273-800 
1-273-900 
1-273-915 
1-275-400 


1-278-000 
1-278-700 
1-279-985 
1-283-005 
1-284-990 


1-285-000 
1-285-200 
1-285-395 
1-285-415 
1-285-600 


1-285-675 
1-285-680 
1-285-695 
1-285-705 
1-285-710 


JULY 1947 
2 3 
Army-Navy 
Unit Stock No. 

1 Oz Bot 1-235-185 
20 CC/Bot 1-235-250 
5CC/Amp_ 1-235-255 
144 Lb Bot 1-236-520 
144 Pt Bot 1-239-100 
100/Bot 1-240-995 
1 Lb Bot 1-241-700 
1 Lb Bot 1-243-400 
10Gm Bot 1-243-600 
10Gm Bot 1-245-100 
4 Oz Tube 1-245-200 
1 Lb Bot 1-245-600 
1 Oz Bot 1-246-950 
144 Lb Bot 1-246-990 
1 Lb Bot —_1-247-000 
1 Lb Bot — 1-248-200 
1 LbCan = 1-248-500 
lf Lb Bot 1-248-995 
1 Oz Bot 1-250-765 
10Gm Bot 1-252-000 
144 Lb Bot 1-252-290 
{Lb Bot 1-253-300 
144 Lb Bot 1-253-700 
Bottle 
10 CC/Bot 1-256-500 
YLbBot  1-257-005 
1 Lb Bot —_1-258-750 
1 Lb Bot — 1-261-000 
1 Lb Can  1-262-000 
24%LbCan 1-263-020 
10 Gm Bot 1-266-000 
{Lb Bot  1-266-300 
144 Lb Bot  1-267-000 
10Gm Bot 1-267-520 
24/Bot 
10Gm Bot 1-268-770 
50/Bot 1-268-800 
6/Box 1-268-815 
1 Oz Bot 1-269-000 
{Lb Bot  1-272-300 
100/Bot 1-272-500 
{Lb Bot  1-273-800 
1 Oz Bot — 1-273-900 
12/Box 
5/Box 1-275-400 
{Lb Bot  1-278-000 
50/Box 1-384-108 
100/Bot 1-279-985 
1 Lb Bot — 1-283-005 
1 Oz Tube 1-284-990 
1 Lb Jar 1-285-000 
Y%LbBot  1-285-200 
100/Bot 1-285-395 
1 Oz Bot 1-285-415 
10/Box 1-285-600 
10 Gm Bot 1-285-675 
12/Box 1-285-680 
1 Pt Bot 1-285-695 
1 Pt Bot 1-285-705 
1 Gal Bot 1-285-710 


1 Oz Bot 
20 CC/Bot 
5§ CC/4/Bx 
14 Lb Bot 
4 Pt Bot 


100/Bot 

1 Lb Bot 
1 Lb Bot 
10 Gm Bot 
10 Gm Bot 


4 Oz Tube 
1 Lb Bot 
1 Oz Bot 
4 Lb Bot 
1 Lb Bot 


1 Lb Bot 
1-LbiCan 
14 Lb Bot 
1 Oz Bot 
10 Gm Bot 


4 Lb Bot 
4 Lb Bot 
4 Lb Bot 


10 CC/Bot 


14 Lb Bot 
1 Lb Bot 
1 Lb Bot 
1 Lb Can 
2% Lb Can 


10 Gm Bot 
14 Lb Bot 
14 Lb Bot 
10 Gm Bot 


10 Gm Bot 
50/Bot 
6/Box 

1 Oz Bot 


14 Lb Bot 


100/Bot 
14 Lb Bot 
1 Oz Bot 


5/Box 


14 Lb Bot 
50/Box 
100/Bot 

1 Lb Bot 
1 Oz Tube 


1 Lb Jar 
14 Lb Bot 
100/Bot 
1 Oz Bot 
10/Box 


14 Oz Bot 
12/Box 

1 Pt Bot 

1 Pt Bot 

1 Gal Bot 
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Catalog 
Navy 
Material 
Stock No, 


1-285-825 
1-285-900 
1-288-400 
1-288-800 
1-289-000 


1-289-470 
1-289-485 
1-290-005 
1-290-500 
1-290-700 


1-291-600 
1-293-750 
1-295-000 
1-295-500 
1-295-510 


1-295-512 
1-295-525 
1-298-500 
1-298-695 
1-299-040 


1-300-700 
1-300-722 
1-300-724 
.1-300-800 
1-300-805 


1-300-810 
1-300-900 
1-301-485 
1-301-500 
1-301-700 


1-301-805 
1-301-912 
1-301-914 
1-301-921 
1-301-922 


1-301-925 
1-302-800 
1-302-900 
1-316-360 
1-316-420 


1-317-560 
1-318-650 
1-318-660 
1-320-570 
1-323-000 


1-323-010 
1-323-020 
1-323-030 
1-323-500 
1-323-600 


1-323-710 
1-324-020 
1-324-460 
1-325-176 
1-325-177 


1-325-182 
1-325-183 
1-325-188 
1-325-189 
1-325-200 
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NAVY 


CONV. 
TABLE JULY 1947 
2 3 4. 
Army-Navy 
Unit Stock No. Unit 
YLbBot 1-285-825 %4LbBot 
1 Lb Bot  1-285-900 1 Lb Bot 
10Gm Bot 1-288-400 10Gm Bot 
10Gm Bot 1-288-800 10Gm Bot 
10Gm Bot 1-289-000 10Gm Bot 
1 Lb Bot 1-289-470 1 Lb Bot 
100/Bot 1-289-485  100/Bot 
1 Lb Bot  1-290-005 1 Lb Bot 
10Gm Bot 1-290-500 10Gm Bot 
10Gm Bot 1-290-700 10Gm Bot 
5/Box 1-291-600 5/Box 
YwLbBot 1-293-750 4LbBot 
20/Tube 1-295-000 20/Tube 
20/Tube 1-295-500 20/Tube 
5/Pkg 1-295-510 5/Pkg 
6/Pkg 1-295-512 6/Pkg 
20/Tube 1-295-525 20/Tube 
1 Oz Bot  1-298-500 1 Oz Bot 
1Gm Bot 1-298-695 1 Gm Bot 
5/Box 
10/Box 1-300-700 10/Box 
12/Box 1-300-722 12/Box 
12/Box 1-300-724 12/Box 
5 CC/Bot 1-300-800 5 CC/Bot 
12/Box 1-300-805 12/Box 
1 Pt Bot 1-300-810 1 Pt Bot 
10Gm Bot 1-300-900 10Gm Bot 
6/Box 1-301-485 6/Box 
100/Bot 1-301-500 100/Bot 
10Gm Bot 1-301-700 10Gm Bot 
5/Box 1-301-805 5/Box 
1 Lb Bot  1-301-912 1 Lb Bot 
7Lb Bot 1-301-914 7 Lb Bot 
Each 
Cylinder 
1 Lb Bot 1-301-916 1 Lb Bot 
1 Lb Bot 1-302-800 1 Lb Bot 
1 Lb Bot  1-302-900 1 Lb Bot 
1LbCan = 1-229-675 1 Lb Jar 
1 Lb Jar 1-316-420 1 Lb Jar 
1 Lb Bot 1-317-560 1 Lb Bot 
50 CC/Bot 1-318-650 50CC/Bot 
100/Bot 1-318-660  100/Bot 
1 Qt Can  1-320-570 1 Qt Can 
1 Oz Bot —1-323-000 1 Oz Bot 
100/Bot 
YPtBot 1-323-020 . 4 Pt Bot 
1 Pt Bot 1-323-030 1 Pt Bot 
10Gm Bot 1-323-500 10Gm Bot 
1 Oz Bot  1-323-600 1 Oz Bot 
1Gm Bot 1-323-710 1Gm Tube 
YLb Bot 1-324-020 %4LbBot . 
10/Box —_ 1-324-460 10/Box 
Each 
Cylinder 
Each 
Cylinder 
Each 
Cylinder 
Each 


Material 
Stock No. 


1-325-201 
1-325-275 
1-325-300 
1-325-450 
1-325-455 


1-327-000 
1-328-000 
1-330-000 
1-330-660 
1-330-770 


1-330-805 
1-330-810 
1-330-870 
1-332-000 
1-332-025 


1-332-710 
1-333-495 
1-334-700 
1-336-000 
1-337-000 


1-338-000 
1-338-025 
1-338-060 
1-339-400 
1-339-600 


1-339-610 
1-339-905 
1-339-920 
1-340-000 
1-341-210 


1-341-250 
1-341-995 
1-342-000 
1-344-380 
1-345-000 


1-345-500 
1-345-900 
1-346-220 
1-346-540 
1-347-950 


1-347-975 
1-348-000 
1-349-500 
1-352-050 
1-352-510 


1-353-000 
1-354-000 
1-354-328 
1-355-000 
1-356-000 


1-356-995 
1-357-100 
1-357-510 
1-358-000 
1-359-000 


1-359-995 
1-361-004 
1-362-000 
1-363-000 
1-364-000 


Army-Navy 

Unit Stock No. Unit 
Cylinder 
100/Bot 1-325-275 100/Bot 
20/Tube 1-325-300 20/Tube 
12/Box 1-325-450 12/Box 
100/Bot 1-325-455 100/Bot 
1 Lb Pkg 1-327-000 1Lb Pkg 
1 Lb Pkg 1-328-000 1 Lb Pkg 
4%Pt Bot 1-330-000 % Pt Bot 
10 CC/Bot 1-330-660 10CC/Bot 
500/Bot 1-330-770 500/Bot 
25/Box 1-330-805 25/Box 
25/Box 1-330-810 25/Box 
1 Oz Bot  1-330-870 1 Oz Bot 
1 Lb Bot’ 1-332-000 1 Lb Bot 
1 Lb Bot 1-332-025 1 Lb Bot 
1 Lb Bot  1-332-710 1Lb Bot 
Y%LbBot 1-333-495 414 Lb Bot 
1 Lb Bot 1-334-700 1 Lb Bot 
1 Qt Can  1-336-000 1 Qt Can 
1GalCan 1-337-000 1GalCan 
1:Pt: Bot 1-338-000 1 Pt Bot 
1LbCan = 1-338-025 1LbCan 
10LbCan_ 1-338-060 10LbCan 
1 Oz Bot  1-339-400 1 Oz Bot 
100/Bot © 1-339-600 100/Bot 
5/Box 1-339-610 5/Box 
Each 1-339-905 Each 
1 Lb Bot  1-339-920 1 Lb Bot 
1 Oz Bot 1-340-000 1 Oz Bot 
1 Lb Bot  1-341-210 1Lb Bot 
Y%LbBot 1-341-250 %4LbBot 
5Gm Bot  1-341-995 5Gm Bot 
10/Box 1-342-000 10/Box 
10Gm Bot 1-344-380 10Gm Bot 
Y%LbBot 1-345-000 14 Lb Bot 
10Gm Bot 1-345-500 10Gm Bot 
1 Oz Bot 1-345-900 1 Oz Bot 
1 Lb Bot 1-346-220 1 Lb Bot 
1 Oz Bot 1-346-540 1 Oz Bot 
1Gr Tube 1-347-950 .1Gr Tube 
50/Bot 1-347-975 50/Tube 
20/Tube 1-348-000 20/Tube 
12/Box 1-349-500 12/Box 
Y%OzBot 1-352-050 %Oz Bot 
100/Box 1-352-510 100/Box 
6/Box 1-353-000 6/Box 
1Gm Tube 1-354-000 1Gm Tube 
1 Oz Bot 1-354-328 1 Oz Bot 
1Lb Bot 1-355-000 1Lb Bot 
YyPtBot 1-356-000 1% Pt Bot 
Y%LbBot 1-356-995 l4Lb Bot 
60 Gm Bot 1-357-100 60Gm Bot 
YLbBot 1-357-510 4 LbBot 
Y{4LbBot  1-358-000 144 Lb Bot 
Y%LbBot 1-359-000 %4LbBot 
YLbBot 1-359-995 1144 Lb Bot 
YLbBot 1-361-004 144 Lb Bot 
Y4LbBot  1-362-000 4%LbBot 
{Lb Bot 1-363-000 4% Lb Bot 
1 Oz Bot = 1-364-000 1 Oz Bot 


NAVY 
CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code Iden. Navy Army-Navy Code Iden. 
Material Unit Stock No, Unit Symbol or Material Unit Stock No. Unit Symbol or 
Stock No. Equiv Stock No. Equiv. 
1-365-000 10Oz Bot 1-365-000 10Oz Bot R10 1-410-000 10Oz Bot  1-410-000 10OzBot R10 
1-366-000 4%LbBot 1-366-000 %LbBot R10 1-411-980 1LbCake 1-411-980 1LbCake R10 
1-366-700 %LbBot  1-366-700 %LbBot R10 1-412-000 1 Lb Jar 1-412-000 1 Lb Jar R10 
1-367-000 1 Lb Bot 1-367-000 1LbBot R10 1-412-125 3 Oz Bot 1-412-125 3 Oz Bot R4 # 
1-370-995 YLbBot  1-370-995 YLbBot R10 1-413-595 44 Lb Bot 1-413-595 {Lb Bot R10 
1-371-500 %LbBot 1-371-500 4%LbBot R10 1-413-675 10Gm Bot 1-413-675 10GmBot R10 
1-372-000 1LbBot  1-372-000 1LbBot R4 # 1-413-705 500/Bot  —1-413-705.  500/Bot R10 
1-373-000 100/Bot 1-373-000 100/Bot R10 1-413-720 1/Pkg 1-413-720 1/Pkg R10 
1-373-300 14 Lb Bot 1-373-300 %LbBot R4 # 1-413-725  S00/Bot = 1-413-725  500/Bot R10 
1-374-000 4% Lb Bot 1-374-000 %4Lb Bot R10 1-413-745 4Lb Bot 1-413-745 4LbBct R10 
1-375-000 4Lb Bot 1-375-000 %LbBot R10 1-413-860 25/Box 1-413-860 25/Box R10 
1-376-000 1 Lb Bot 1-376-000 1i1LbBot R10 1-414-000 %LbBot 1-414-000 %Lb Bot R10 
1-376-600 4 Lb Bot 1-376-600 %LbBot R10 1-415-000 1LbCan_ 1-415-000 iLbCan R10 
1-376-800 10GmBot 1-376-800 10GmBot R6 # 1-417-020 1000/Bot 1-417-020 1000/Bot R3 # 
1-377-000 %Lb Bot 1-377-000 %LbBot R10 1-418-500 %LbBot 1-418-500 %LbBot R10 
1-380-100  100/Bot 1-380-100 100/Bot R10 1-419-000 1Lb Bot  1-419-000 1LbBot R10 
1-380-150 6/Pkg 1-380-150 6/Pkg R3 # 1-420-995 4 Lb Bot 1-420-995 4% Lb Bot R10 
1-380-200 10/Box 1-380-200 10/Box R10 1-422-000 500/Bot 1-422-000 500/Bot R10 
1-380-600 10/Box 1-380-600 10/Box R10 1-426-000 44 Lb Bot 1-426-000 44 Lb Bot R10 
1-381-000 1 Oz Bot 1-381-000 1 Oz Bot R4 # 1-427-000 1LbBot  1-427-000 1LbBot R10 
1-382-500  100/Bot 1-382-500  100/Bot R7 # 1-428-125 10Gm Bot 1-428-125 10GmBot R10 
1-384-005 100/Bot 1-384-005 100/Bot R4 # 1-428-995 {Lb Bot 1-428-995 4%4Lb Bot R10 
1-384-055  6/Box 1-384-055 6/Box R10 1-429-500 6/Box 1-429-500 6/Box R10 
1-384-500 3 Oz Tube 1-384-450 30Oz Tube R2 # 1-429-520 100/Bot 1-429-520 100/Bot R10 
1-384-700 1LbBot  1-384-700 1LbBot R10 FShst° 1-429-800 4% Lb Bot 1-429-800 %Lb Bot R10 
1-384-800 1 Lb Bot 1-384-800 1Lb Bot R10 1-430-500 6/Box 1-430-500 6/Box R4 # 
1-385-012 4 Lb Bot 1-385-012 44 Lb Bot R10 1-431-000 4 Lb Bot 1-431-000 4% Lb Bot R10 
1-386-570 5/Box 1-386-570 5/Box R6 # 1-431-550 10GmBot 1-431-550 10GmBot R10 
1-386-585 100/Bot 1-386-585 100/Bot R6 # 1-432-000 1 Lb Bot 1-432-000 1LbBot R10 
1-386-600 1000/Bot 1-386-600 1000/Bot R6 # 1-433-060 10GmAmp 1-433-060 10GmAmp R10 
1-387-000 1 Oz Bot 1-387-000 1 Oz Bot R10 1-433-485 10Gm Bot 1-433-485 10Gm Bot R10 
1-389-000 12/Box 1-389-000 12/Box R10 1-434-000 %Lb Bot 1-434-000 4%Lb Bot R10 
1-389-320 1 Oz Bot D1 1-434-275 1 Pt Bot D1 
1-390-000 1 Oz Bot 1-390-000 1 Oz Bot R10 1-435-000 44 Lb Bot 1-435-000 %Lb Bot R10 
1-391-000 1000/Bot 1-391-000 1000/Bot R10 1-435-010 20GmBot 1-435-010 20GmBot R10 
1-392-000 10GmBot 1-392-000 10GmBot R10 1-435-012 50CC/Bot 1-435-012 50CC/Bot R10 
1-392-850 2 Oz Bot D2 1-435-350 6/Box 1-435-350 6/Box R4 a 
1-392-935 W%Lb Bot 1-392-935 144 Lb Bot R10 1-435-500 %Lb Bot 1-435-500 44 Lb Bot R10 
1-393-000 44 Lb Bot 1-393-000 44 Lb Bot R10 1-435-800 6/Box 1-435-780 Box R2 3! 
1-394-000 10GmBot 1-394-000 10GmBot R10 1-436-000 %Lb Bot 1-436-000 %LbBot R10 
1-395-000 100/Bot 1-395-000 100/Bot R10 1-437-000 1 Oz Bot 1-437-000 1 Oz Bot R10 
1-395-020 %Lb Bot 1-395-020 %LbBot R10 1-438-000 1 Oz Bot 1-438-000 1 Oz Bot R10 
1-397-504  100/Bot 1-397-504  100/Bot R10 1-439-000 %Lb Bot 1-439-000 4%LbBot R10 
1-398-300 10GmBot 1-398-300 10GmBot R10 1-439-300 44 Lb Bot 1-439-300 4 Lb Bot R10 
1-398-550 10GmBot 1-398-550 10GmBot R10 1-439-955 1 Lb Bot 1-439-955 1 Lb Bot R10 
1-400-200 %LbBot 1-400-200 %LbBot R10 1-439-975 {Lb Bot 1-439-975 4Lb Bot R10 
1-401-000 100/Bot 1-401-000  100/Bot R10 1-440-000 4Lb Bot 1-439-968 4%LbBot R2 # 
1-402-000 %LbBot 1-402-000 %LbBot R10 1-440-800 1 Lb Bot 1-440-800 1Lb Bot R4 # 
1-402-990 %&Oz Bot 1-402-990 %Oz Bot R10 1-441-000 1Lb Bot  1-441-000 1iLbBot R10 
1-403-000 20/Tube 1-403-000 10/Tube R10 1-442-850 1 Oz Bot 1-442-850 1 Oz Bot R10 
1-403-100 500/Bot 1-403-100 500/Bot R10 1-443-995 4 Lb Bot 1-443-995 4 Lb Bot R10 
1-403-200 1iLb Bot 1-403-200 1LbBot R10 1-445-000 1000/Bot 1-445-000 1000/Bot R10 
1-403-300 1 Oz Bot 1-403-300 1 Oz Bot R10 1-446-000 1Lb Bot  1-446-000 1LbBot R4 
1-404-650 1 Oz Bot 1-404-650 1 Oz Bot R10 1-446-600 1 Oz Bot 1-446-600 1 Oz Bot R10 
1-404-675  100/Bot 1-404-675 100/Bot R3 # 1-448-200 1Lb Bot  1-448-200 1LbBot R6 
1-404-710 1 Oz Bot 1-404-710 1 Oz Bot R10 1-448-205 5LbCan_ 1-448-205 5LbCan_ R10 
1-404-740 100/Bot 1-404-740  100/Bot R3 # 1-449-000 %Lb Bot 1-449-000 %Lb Bot R10 
1-405-000 1 Oz Bot 1-405-000 1 Oz Bot R10 1-451-000 %LbBot 1-451-000 44 Lb Bot R10 
1-405-010 6/Box 1-405-010 6/Box R10 1-451-975 10GmBot 1-451-975 10Gm Bot R10 
1-406-000 1 Oz Bot 1-406-000 1 Oz Bot R10 1-452-320 1LbPkg 1-452-320 1LbPkg R10 
OG-| Page 7 


JULY 1947 


1 2 3 4 5 
Catalog 
Navy Army-Navy Code 
Material Unit Stock No. Unit Symbol 
Stock No. 
1-452-800 1Lb Bot  1-452-800 1Lb Bot R10 
1-452-910 %4Lb Bot 1-452-910 %Lb Bot R10 
1-453-000 1Lb Box  1-453-000 1Lb Box R10 
1-454-000 10Oz Bot 1-454-000 10Oz Bot R4 
1-454-485 10/Box 1-454-485  10/Box R4 
1-458-000  20/Tube D1 
1-460-500 1000/Bot 1-460-500 1000/Bot R4 
1-460-585 144 Lb Bot 1-460-585 44 Lb Bot R10 
1-460-650 10GmBot 1-460-650 10GmBot R10 
1-462-100 1 Oz Bot 1-462-100 1 Oz Bot R10 
1-462-140 1 Lb Jar 1-462-140 1 Lb Jar R10 
1-462-200 1000/Bot 1-462-200 1000/Bot R10 
1-462-210 24/Pke 1-462-210 24/Pkg R7 
1-462-225  2/Pkg 1-462-225 2/Pkg R7 
1-462-300 6/Box 1-462-300  6/Box R4 
1-463-300 10Oz Bot  1-463-300 10Oz Bot R10 
1-463-490 44 Lb Bot 1-463-490 44 Lb Bot R10 
1-463-700 1000/Bot 1-463-700 1000/Bot R10 
1-463-740 1 Oz Bot 1-463-740 1 Oz Bot R10 
1-463-975 10Oz Bot  1-463-975 10OzBot R10 
1-464-000 12/Box  1-464-000  12/Box _—R10 
1-464-100 1000/Bot 1-464-100 1000/Bot R10 
1-464-455 10/Box __ 1-464-455.  10/Box  R4 
1-464-875 14 Lb Bot 1-464-875 14 Lb Bot R10 
1-465-975  1Lb Bot 1-465-975 1LbBot R10 
1-467-050 1 Lb Jar 1-467-050 1 Lb Jar R10 
1-467-200 44 Lb Bot 1-467-200 4%4Lb Bot R10 
1-467-515 1LbBot  1-467-515 1LbBot R10 
1-467-530 5 Gal Bot D1 
1-470-000 1LbCan_ 1-470-000 1LbCan _ R10 
1-470-132 4Lb Bot 1-470-132 144 Lb Bot R10 
1-470-230 1Lb Bot  1-470-230 1LbBot R4 
1-470-245 1 Oz Bot 1-470-245 1 Oz Bot R10 
1-470-300 1 Lb Jar 1-470-300 1 Lb Jar R4 
1-470-580 1Lb Bot 1-470-580 1Lb Bot R10 
1-471-000 10OzBot 1-471-000 10OzBot R10 
1-471-755 10Oz Tube 1-471-755 1 Oz Tube R3 
1-471-820 10/Box _1-471-820. 10/Box —R7 
1-471-860 100/Bot  1-471-860 100/Bot R10 
1-471-995 12/Box —-1-471-995 12/Box — R10 
1-472-070 1Lb Bot  1-472-070 1LbBot R10 
1-472-275 20Oz Bot  1-472-275 20Oz Bot R10 
1-472-310  100/Bot 1-472-310  100/Bot R4 
1-472-410 5CC/Bot 1-472-410 5CC/Bot R10 
1-472-600 500/Bot 1-472-600  500/Bot R10 
1-472-690 1Lb Bot 1-472-690 1LbBot R10 
1-472-700 114 Lb Bot 1-472-700 %Lb Bot R7 
1-472-805 10GmBot 1-472-805 10GmBot R10 
1-473-000 1 Oz Bot 1-473-000 1 Oz Bot R10 
1-474-000 10Oz Bot 1-474-000 10Oz Bot R10 
1-474-210 1GmBot  1-474-210 1GmBot R10 
1-475-900  100/Bot 1-475-900 100/Bot R6 
1-476-000  100/Bot 1-476-000 100/Bot R6 
1-487-650 10Oz Bot  1-487-650 10Oz Bot R10 
1-487-670 150/Bot 1-487-670  150/Bot R4 
1-488-000 44 LbBot 1-488-000 %44LbBot R10 
1-488-300 10Oz Bot  1-488-300 10Oz Bot R10 
1-488-575 1Lb Bot 1-488-575 1LbBot R10 
1-488-600 10GmBot 1-488-600 10GmBot R10 
1-488-700 1000/Bot 1-488-700 1000/Bot R7 
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Catalog 
Navy 
Material 
Stock No. 


1-488-725 
1-488-750 
1-488-782 
1-489-100 
1-489-200 


1-489-300 
1-489-325 
1-489-702 
1-489-800 
1-489-840 


1-490-000 
1-490-200 
1-490-215 
1-490-232 
1-490-250 


1-490-280 
1-490-310 
1-491-700 
1-491-720 
1-493-004 


1-494-000 
1-494-500 
1-494-990 
1-496-001 
1-496-010 


1-497-000 
1-497-005 
1-498-000 
1-498-500 
1-498-705 


1-498-707 
1-500-500 
1-500-625 
1-501-000 
1-501-990 


1-502-000 
1-502-500 
1-502-700 
1-503-000 
1-504-000 


1-582-010 
1-582-045 
1-592-010 
1-592-050 
1-596-015 


1-596-260 
1-596-275 
1-598-380 
1-598-410 
1-600-220 


1-601-500 
1-602-000 
1-603-050 
1-604-000 
1-604-100 


1-604-310 
1-604-552 
1-604-556 
1-604-775 
1-604-785 


PRELIMINARY EDITION 


3 


5 


+ 


6 
Ratio 


Army-Navy Code Iden. 
Unit Stock No. Unit Symbol) or 
cei 
100 CC/Bot 1-488-725 100 CC/Bot R1 
1 Oz Bot 1-488-750 1 Oz Bot R10 
1 Oz Bot 1-488-782 1 Oz Bot R10 
10/Box 1-489-100 10/Box R10 
1 Lb Bot 1-489-200 1 Lb Bot R10 
1 Lb Bot 1-489-300 1 Lb Bot R10 
1 Lb Bot 1-489-325 1 Lb Bot R10 
10 GmBot  1-489-702 10Gm Bot R6 # 
1 Oz Bot 1-489-800 1 Oz Bot R6 # 
1 Oz Bot 1-489-840 1 Oz Bot R10 
1 Oz Bot 1-490-000 1 Oz Bot R10 
5 Gm Bot 1-490-200 5Gm Bot R10 
1GmAmp_ 1-490-215 1GmAmp_ R10 
10Gm Bot 1-490-232 10GmBot R10 
1 Lb Bot 1-490-250 1 Lb Bot R10 
100/Bot 1-236-535 100/Bot R7 # 
1 Lb Bot 1-490-310 1 Lb Bot R10 
25/Box 1-491-700 25/Box R10 
6/Box 1-491-720 6/Box R10 
1 Lb Pkg 1-493-004 1 Lb Pkg R10 
1 Ot Bot 1-494-000 4 Qt Bot R7 # 
Gal Bot 1-494-500 4 Qt Bot’ R3 # 
1 Lb Jar 1-494-990 1 Lb Jar R10 
10Gm Bot 1-496-001 10GmBot R10 
Pkg 1-496-010 Pkg R10 
1 Lb Bot 1-497-000 1 Lb Bot R6 # 
5 Lb Bot 1-497-005 5 Lb Bot R6 # 
10Gm Bot 1-498-000 10GmBot R10 
1000/Bot 1-498-500 1000/Bot R10 
4 Oz Bot 1-498-705 4 Oz Bot R4 # 
4 Oz Bot 1-498-707 4 Oz Bot R10 
1 Lb Bot 1-500-500 1 Lb Bot R10 
4 Lb Bot 1-500-625 144 LbBot R10 
1 Lb Bot 1-501-000 1 Lb Bot R10 
1 Oz Tube’ 1-501-990 10Oz Tube’ R10 
1 Lb Jar 1-502-000 1 Lb Jar R10 
1154 at, 1-502-500 1 Lb Jar R10 
4% Oz Bot 1-502-700 %Oz Bot R10 
4 LbCan_ 1-503-000 %LbCan R10 
1 Lb Bot 1-504-000 1 Lb Bot R10 
100 CC/Pkg 1-582-010 100CC/Pkg R4 # 
100 CC/Pkg 1-582-045 100CC/Pkg R4 # 
5 CC/Bot 1-592-010 5 CC/Bot R10 
5 CC/Bot 1-592-050 5CC/Bot R10 
§ CC/Bot  1-596-015 5CC/Bot R10 
1 DoseSyr  1-596-260 1DoseSyr R10 
1 DoseSyr  1-596-275 1DoseSyr R10 
25 Test Bot 1-598-380 25 Test Bot R7 # 
25 Test Bot 1-598-410 25 Test Bot R7 # 
6/Pkg 1-600-220 6/Pkg R4 # 
20CC/Bot 1-601-500 20CC/Bot R10 
Bottle 1-602-000 Bottle R4 # 
50 Test Pkg 1-603-050 50 Test Pkg R10 
10 CC/Bot 1-604-000 10CC/Bot R10 
10CC/Bot 1-604-100 10CC/Bot R4 # 
20CC/Bot 1-604-310 20CC/Bot R10 
50 Gm Can 1-604-552. 50GmCan R4 # 
6/Box D1 
Pkg 1-604-775 Pkg R10 
Pkg 1-604-785 Pkg R7 # 
OG.-| 
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1 2 3 4 
Catalog 
Navy Army-Navy 
Material Unit Stock No. Unit 
Stock No. 
1-605-025 1 Dose Bot 
1-605-050 1Dose Bot 1-605-050 1 Dose Bot 
1-605-505 10CC/Bot 1-605-505 10CC/Bot 
1-605-825 10CC/Bot 1-605-825 10CC/Bot 
1-605-835  10CC/Bot 1-605-835 10CC/Bot 
1-605-875 10CC/Bot 1-605-875 10CC/Bot 
1-606-105 15CC/Bot 1-606-105 15 CC/Bot 
1-606-110 30CC/Bot 1-606-110 30CC/Bot 
1-606-112 50CC/Bot 
1-606-120 15CC/Bot 1-606-120 15 CC/Bot 
1-606-125 30CC/Bot 1-606-125 30CC/Bot 
1-606-275 1CC/Pkg  1-606-275 1CC/Pkg 
1-606-395 1 CC/Bot 
1-606-410 1 CC/Bot 
1-606-415 «1 CC/Bot 
1-606-420 1CC/Bot 
1-606-425 1CC/Bot 
1-606-755 Bottle 1-606-755 Bottle 
1-606-810 Bottle 1-606-810 Bottle 
1-607-000 20CC/Bot 1-607-000 20CC/Bot 
1-607-104 500CC/Pkg 1-607-104 500CC/Pkg 
1-607-108 Pkg 1-607-108 Pkg 
1-607-212 5 Test Pkg 
1-607-216 5 Test Pkg 
1-607-220 5 Test Pkg 
1-607-224 5 Test Pkg 
1-607-228 5 Test Pkg 
1-607-232 5 Test Pkg 
1-607-242 5 Test Pkg 
1-607-246 5 Test Pkg 
1-607-250 5 Test Pkg 
1-607-254 5 Test Pkg 
1-607-258 5 Test Pkg 
1-607-262 5 Test Pkg 
1-607-266 5 Test Pkg 
1-607-268 5 Test Pkg 
1-607-272 5 Test Pkg 
1-607-276 5 Test Pkg 
1-607-280 5 Test Pkg 
1-607-284 5 Test Pkg 
1-607-288 5 Test Pkg 
1-607-292 5 Test Pkg 
1-607-296 5 Test Pkg 
1-607-300 5 Test Pkg 
1-607-304 5 Test Pkg 
1-607-308 5 Test Pkg 
1-607-312 5 Test Pkg 
1-607-316 5 Test Pkg 
1-607-320 5 Test Pkg 
1-607-324 5 Test Pkg 
1-607-328 5 Test Pkg 
1-607-332 5 Test Pkg 
1-607-334 5 Test Pkg 
1-607-338 5 Test Pkg 
1-607-342 5 Test Pkg 
1-607-346 5 Test Pkg 
1-607-350 5 Test Pkg 
1-607-354 5 Test Pkg 
1-607-358 5 Test Pkg 
1-607-875 14 Dose Pkg 1-607-875 14 Dose Pkg R7 
OG-! 
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1-607-950 20 Test Bot 1-598-610 20Test Bot R7 # 
1-608-100 Bottle 1-608-100 Bottle R10 
1-608-200 50 Test Pkg 1-608-200 50 TestPkg R4 = 
1-608-602. 1 CC/Bot 1-608-602 1 CC/Bot R10 
1-608-610 1CC/Bot  1-608-610 1CC/Bot R10 
1-608-612 1CC/Bot  1-608-612 1CC/Bot R10 
1-608-614 1CC/Bot  1-608-614 1CC/Bot R10 
1-608-616 1CC/Bot 1-608-616 1CC/Bot R10 
1-608-618 1CC/Bot  1-608-618 1CC/Bot R10 
1-608-620 1CC/Bot  1-608-620 1CC/Bot R10 
1-608-622 1CC/Bot 1-608-622 1CC/Bot R10 
1-608-624 1CC/Bot  1-608-624 1CC/Bot R10 
1-608-626 1CC/Bot  1-608-626 1CC/Bot R10 
1-608-628 1CC/Bot  1-608-628 1CC/Bot R10 
1-608-632. 1CC/Bot  1-608-632 1CC/Bot R10 
1-608-634 1CC/Bot  1-608-634 1CC/Bot R10 
1-608-636 1CC/Bot  1-608-636 1CC/Bot R10 
1-608-638 1CC/Bot  1-608-638 1CC/Bot R10 
1-608-640 1CC/Bot  1-608-640 1CC/Bot R10 
1-608-642 1CC/Bot  1-608-642 1CC/Bot R10 
1-608-644 1CC/Bot  1-608-644 1CC/Bot R10 
1-608-648 1CC/Bot  1-608-648 1CC/Bot R10 
1-608-650 1CC/Bot  1-608-650 1CC/Bot R10 
1-608-651 1CC/Bot  1-608-651 1CC/Bot R10 
1-608-652 1CC/Bot  1-608-652 1CC/Bot R10 
1-608-654 1CC/Bot  1-608-654 1CC/Bot R10 
1-608-656 1CC/Bot  1-608-656 1CC/Bot R10 
1-608-658 1CC/Bot  1-608-658 1CC/Bot R10 
1-608-660 1CC/Bot  1-608-660 1CC/Bot R10 
1-609-000 10 Tube/Pkg 1-609-000 10 Tube/Pkg R4 # 
1-609-750 5 CC/Bot  1-609-750 5CC/Bot R10 
1-609-755 5 CC/Bot  1-609-755 5CC/Bot R10 
1-609-760 5CC/Bot  1-609-760 5CC/Bot R10 
1-609-840 1Gm Bot  1-609-840 1GmBot R4 = 
1-611-000 Bottle 1-611-000 Bottle R4 # 
1-612-000 Bottle 1-612-000 Bottle R4 # 
1-612-450 10CC/Bot 1-612-450 10CC/Bot R10 
1-612-460 50CC/Bot 1-612-460 50CC/Bot R10 
1-613-910 10TestPkg 1-613-910 10TestPkg R4 # 
1-613-950 10TestPkg 1-613-950 10TestPkg R4 # 
1-614-010 1CC/Bot  1-614-010 1CC/Bot' R8 # 
1-616-560 50CC/Bot 1-616-560 50CC/Bot R4 = 
1-617-650 20CC/Bot 1-617-650 20CC/Bot R4 # 
1-621-520 20 Dose Pkg 1-621-520 20DosePkg R10 
CLASS 2 
2-000-160 4 Oz Bot 2-000-160 4 Oz Bot R10 
2-001-000 12/Pkg 2-001-000 12/Pkg R4 ¢ 
2-002-000 12/Pkg 2-002-000 12/Pkg R4 # 
2-002-001 Each 2-002-001 Each R4 = 
2-002-185  12/Pkg 2-002-185  12/Pkg R10 
2-002-200 12/Pkg 2-002-200 12/Pkg R10 
2-002-400 12/Pkg 2-002-400 12/Pkg R10 
2-002-500 12/Pkg 2-002-500 12/Pkg R10 
2-002-800 Each 2-002-800 Each R10 
2-002-805 Each 2-002-805 Each R10 
2-003-000 12/Pkg 2-003-000 12/Pkg R10 
2-003-050 4/Pkg 2-003-050 4/Pkg R10 
2-003-060 Each 2-003-060 Each R10 
2-003-075  4/Pkg 2-003-075 4/Pkg R4 # 
2-003-080 Each 2-003-080 Each R4 # 


Catalog 
Navy 
Material 
Stock No. 


2-003-175 
2-003-180 
2-003-185 
2-003-985 
2-004-000 


2-005-000 
2-006-000 
2-006-204 
2-006-206 
2-006-350 


2-008-000 
2-009-000 
2-011-750 
2-011-755 
2-012-175 


2-012-180 
2-012-600 
2-013-000 
2-013-500 
2-014-000 


2-014-100 
2-014-200 
2-015-000 
2-016-000 
2-016-250 


2-016-500 
2-017-425 
2-017-430 
2-017-435 
2-017-455 


2-017-460 
2-017-550 
2-017-585 
2-017-680 
2-021-000 


2-022-000 
2-023-000 
2-024-000 
2-025-400 
2-027-000 


2-028-000 
2-028-525 
2-028-550 
2-031-175 
2-031-300 


2-031-900 
2-032-250 
2-032-270 
2-032-485 
2-032-500 


2-034-510 
2-035-500 
2-035-600 
2-036-010 
2-037-205 


2-037-235 
2-038-420 
2-038-450 
2-038-485 
2-039-000 


Page 10 


1 Lb Roll 


4000/Pkg 
4 Oz Pkg 


35-Lb Pail 
200/Pkg 
500/Pke 
180/Pkg 
Roll 


JULY 1947 


3 


Army-Navy 


Stock No. 


2-003-175 
2-003-180 
2-003-185 
2-003-985 
2-004-000 


2-005-000 
2-006-000 
2-006-204 
2-006-206 
2-003-190 


2-008-000 
2-009-000 
2-011-750 
2-011-755 
2-012-175 


2-012-180 
2-012-600 
1-013-000 
2-013-500 
2-014-000 


2-014-100 
2-014-200 
2-015-000 
2-016-000 
2-016-250 


2-016-500 
2-017-425 
2-017-430 
2-017-435 
2-017-455 


2-017-550 
2-017-585 
2-017-680 
2-021-000 


2-022-000 
2-023-000 
2-024-000 
2-025-400 
2-027-000 


1-028-000 
2-028-525 


2-028-550 - 


2-031-175 
2-031-300 


2-031-900 
2-032-250 
2-032-270 
2-032-485 
2-032-500 


2-034-510 
2-035-500 
2-035-600 
2-036-010 
2-037-205 


2-037-235 
2-038-420 
2-038-450 
2-038-485 
2-039-000 


Unit 


Each 
Each 
Each 
12/Pkg 
12/Pkg 


12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 
Each 


12/Pkg 
12/Pkg 
Each 
Each 
12/Pkg 


12/Pkg 

2 Lb Pkg 
1 Oz Pkg 
4 Oz Pkg 
1 Lb Roll 


4000/Pkg 
4 Oz Pkg 
1 Lb Roll 
Pkg 
Bolt 


Roll 

Each 
Each 
Each 
Each 


100/Box 


100/Pkg 
30/Pkg 
80/Pkg 
3/Pkg 
50/Pkg 


12/Pkg 
50/Pkg 
20/Pkg 
Roll 
Roll 


35 Lb Pail 
200/Pkg 
500/Pkg 
180/Pkg 
Roll 


SRSKSRSR SRSRSR 


SRSBRSRSRSR OS 


S85 


SRSRSR SRR SRS 


SR SR SR 


SRR SR 


Material 
Stock No. 


2-040-000 
2-041-000 
2-041-200 
2-042-000 


0-600 
0-700 
0-790 
0-810 
0-820 


0-840 
0-860 
1-940 
1-960 
1-980 


2-900 
2-910 
3-900 
3-910 
8-400 


sssss 


$2333 


8-600 
8-700 
8-800 
0-400 
0-500 


10-600 
10-900 
10-980 
20-300 
20-400 


20-500 
20-600 
20-700 
20-800 
21-500 


soses eases 


566556 


21-600 
24-980 
25-020 
25-040 
3-025-060 


3-025-080 
3-026-020 
3-026-040 
3-033-000 
3-033-100 


3-033-600 
3-033-700 
3-035-100 
3-037-100 
3-038-100 


3-038-200 
3-039-100 
3-039-120 
3-041-500 
3-070-100 


3-070-140 
3-070-400 
3-070-600 
3-070-640 
3-070-900 


3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 
3- 


6655 S5055 


Roll 
Roll 
12/Pkg 
12/Pkg 


864/Pkg 
500/Pkg 
Set 
12/Pkg 
Se 


Army-Navy 


2-040-000 
2-04 1-000 
2-041-200 
2-042-000 


CLASS 3 


=) 
S 


0-600 
0-700 
0-790 
0-810 
0-820 


1-000 
10-860 
1-940 
1-960 
1-980 


3 


: a eS ED 
$2835 $33 


sssss 
3 
Oo 


2-910 


WW W WWW Go WW WW G WOW GO 


3-020-500 
3-020-600 
3-020-700 
3-020-800 
3-021-500 


3-021-600 
3-024-980 
3-025-020 
3-025-040 
3-025-060 


3-025-080 
3-026-020 
3-026-040 
3-033-000 
3-033-100 


3-033-600 
3-033-700 
3-035-100 
3-037-100 
3-038-100 


3-038-200 
3-039-100 
3-039-120 
3-041-500 
3-070-100 


3-070-140 
3-070-400 
3-070-600 
3-070-640 
3-070-900 


PRELIMINARY EDITION 


Code | Iden 
Unit Symbol or 
| Equiv 

Roll R10 
Roll R10 
12/Pkg R10 
12/Pkg R10 
Each R10 
Each R10 
Each R10 
Each R4 # 
Each R10 
Pair R7 # 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R7 # 
Each R2 # 
Each R2 # 
Each R2 # 
Each R7 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R7 # 
Each R7 # 
Each R5 # 
Each RS # 
Each R10 
Each R10 
Each R1i0 
Each R10 
Set R4 # 
Each R4 # 
Each R4 # 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R1i0 
Each R10 
Each R10 
Each R10 
864/Pkg R10 
500/Pkg R10 

t R10 
12/Pkg R10 
Set R10 
Each R10 
Each R4 # 
Each R4 # 
Set R4 # 
Each R10 
Each R10 

OG.| 


PRELIMINARY EDITION 


1 
Catalog 
Navy 
Material 
Stock No. 


3-074-100 
3-084-100 
3-084-200 
3-084-400 
3-085-400 


3-087-200 
3-088-200 
3-089-100 
3-089-200 
3-095-100 


3-096-500 
3-097-800 
3-097-900 
3-098-200 
3-102-100 


3-102-200 
3-102-300 
3-103-000 
3-103-020 
3-103-030 


3-103-040 
3-103-120 
3-103-400 
3-103-420 
3-103-440 


3-103-460 
3-104-100 
3-104-400 
3-106-600 
3-106-640 


3-106-720 
3-107-800 
3-107-820 
3-107-840 
3-107-860 


3-107-880 
3-107-900 
3-107-920 
3-107-940 
3-107-960 


3-107-980 
3-108-010 
3-108-030 
3-108-050 
3-108-070 


3-108-090 
3-109-100 
3-109-120 
3-109-140 
3-109-160 


OG-| 


3 


Ratio 
Army-Navy Code Iden. 
Unit Stock No. Unit \Symbol| or 
| | Equiv 
Each 3-074-100 Each R4 # 
Each 3-084-100 Each R10 
Each 3-084-200 Each R10 
Each 3-084-400 Each R10 
Each 3-085-400 Each R10 
Each 3-087-200 Each R10 
Each 3-088-200 Each R10 
Each 3-089-100 Each R10 
Each 3-089-200 Each R10 
Each 3-095-100 Each R4 # 
100/Pkg 3-095-120 100/Pkg R10 
100/Roll 3-095-140  100/Roll R10 
100/Pkg 3-095-160  100/Pkg R10 
100/Pkg 3-095-170 100/Pkg R10 
100/Pkg 3-095-390  100/Pkg R10 
100/Pkg 3-095-210 100/Pkg R10 
100/Pkg 3-095-230 100/Pkg R10 
100/Pkg 3-095-250 100/Pkg R10 
100/Pkg 3-095-270 100/Pkg R10 
100/Pkg .3-095-290 100/Pkg R10 
Each 3-096-500 Each R10 
Each 3-097-800 Each R10 
Each 3-097-900 Each R4 # 
Each 3-098-200 Each R7 # 
Each 3-102-100 Each R10 
Each 3-102-200 Each R10 
Each 3-102-300 Each R10 
Set 3-103-000 Set R4 # 
Each D1 
Each D1 
12/Box 3-864-100 12/Box R7 # 
Each : 3-103-120 Each R4 # 
Set 3-103-400 Set R4 # 
6/Box 3-119-765  6/Box R7 # 
Set 3-103-560 Set R7 # 
Set 3-103-610 Set R7 # 
Each 3-104-100 Each R10 
Each 3-104-400 Each R10 
Set 3-106-600 Set R10 
Set 3-106-450 Set R7 # 
Set 3-106-720 Set R10 
Set 3-107-800 Set R4 # 
Each 3-107-820 Each R5 # 
Each 3-107-840 Each R5 # 
Each 3-107-860 Each R5 # 
Each 3-107-880 Each R10 
Each 3-107-900 Each R10 
Each 3-107-920 Each R10 
Each 3-107-940 Each R10 
Each 3-107-960 Each R10 
Each 3-107-980 Each R10 
Each 3-108-010 Each R10 
Each 3-108-030 Each R10 
Each 3-108-050 Each R10 
Each 3-108-070 Each R10 
Each 3-108-090 Each R10 
Set 3-109-100 Set R7 # 
Each 3-109-120 Each R10 
Each 3-109-140 Each R10 
Each 3-109-160 Each R10 


Stock No. 


3-109-180 
3-109-200 
3-109-220 
3-109-240 
3-109-260 


3-109-280 
3-109-300 
3-109-320 
3-109-340 
3-109-360 


3-109-380 
3-109-400 
3-110-600 
3-110-700 
3-110-720 


3-110-740 
3-110-760 
3-110-950 
3-110-970 
3-110-990 


3-111-010 
3-111-030 
3-111-050 
3-111-070 
3-111-090 


3-1 
3-1 
3-112- -660 
3-1 
3-112- -820 


3-112-920 
3-112-940 
3-112-960 
3-112-980 
3-113-010 


3-113-030 
3-113-050 
3-113-070 
3-113-110 
3-113-130 


ate 210 


3-113-480 


3-113-510 
3-113-550 
3-113-590 
3-113-640 
3-113-740 


3-113-780 
3-113-820 
3-113-860 
3-113-900 
3-113-940 


Unit 


Each 
Each 
Each 
Each 
Each 


12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 


12/Pkg 
Each 
Set 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Set 

Each 
Each 
Each 
Each 


Pair 
Pair 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


. Each 


Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


JULY 1947 


3 


Army-Navy 
Stock No. 


3-123-500 
3-123-510 
3-109-220 
3-109-240 
3-109-260 


3-109-280 
3-109-300 
3-109-320 
3-109-340 
3-109-360 


3-110-740 
3-110-760 
3-110-950 
3-110-970 
3-110-990 


3-111-010 
3-111-030 
3-111-050 
3-111-070 
3-111-090 


3-113-440 


iaee — 


3-113-780 
3-113-820 
3-113-860 
3-113-900 
3-113-940 


NAVY 
CONV. 
TABLE 
| 
4 5 6 
Ratio 
Code = Iden 
Unit Symbol or 
Equiv 
Each R2 # 
Each R7 # 
Each R10 
Each R10 
Each R10 
12/Pkg R10 
12/Pkg R10 
12/Pkg R10 
12/Pkg R10 
12/Pkg R10 
12/Pkg R10 
Each R2 # 
Set R8 # 
Each R8 # 
Each R8 # 
Each R8& # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Set R8 # 
Each R8 # 
Each R5 # 
Each R2 # 
Each R7 # 
Pair R8& # 
Pair R8& # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 #. 
Each R8 # 
Each R8 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R8 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 


NAVY 
CONV. |. 
TABLE JULY 1947 PRELIMINARY EDITION 
1 ip 3 | 4 5 6 1 2 3 | 4 5 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden Navy Army-Navy | Code | Iden 
Material Unit Stock No. Unit Symbol) or Material Unit Stock No. Unit Symbol or 
Stock No. | quiv Stock No. | quiv 
3-113-960 Each 3-113-960 Each R7 # 3-125-460 Each 3-125-460 Each R10 
3-116-100 Set 3-116-100 Set R4 i 3-125-520 Each 3-125-520 Each R10 
3-116-200 Each 3-116-200 Each R10 3-126-500 144/Pke 3-126-500 144/Pkg R10 
3-116-220 Each 3-116-220 Each R10 3-126-520 144/Pke 3-126-520 144/Pkg R10 
3-116-240 Each 3-116-240 Each R10 3-126-540 144/Pkg 3-126-540 144/Pkg R10 
3-116-250 Each 3-116-250 Each R10 3-126-640 Pound 3-126-640 Pound R10 
3-116-260 Each 3-116-260 Each R10 3-128-200 Each 3-128-200 Each R4 # 
3-116-270 Each 3-116-270 Each R10 3-138-200 Each 3-138-200 Each R5 # 
3-116-280 Each 3-116-280 Each R10 3-138-300 Each 3-138-300 Each R5 # 
3-117-280 Each 3-117-280 Each R4 é 3-138-800 Set 3-138-800 Set R5 # 
3-117-300 Set 3-117-300 Set R4 # 3-138-840 Each 3-138-840 Each R5 # 
3-118-300 Set 3-118-300 Set R4 # 3-138-910 Each . 3-138-910 Each RS # 
3-118-340 = Pair 3-118-340 Pair R10 3-139-510 Each 3-139-510 Each R5 # 
3-119-350 Each 3-119-350 Each R10 3-139-550 Each 3-139-550 Each RS5 # 
3-119-450 Each 3-119-450 Each R10 3-139-590 Each 3-139-590 Each R5 # 
3-119-700 12/Box 3-119-700 12/Box R6 # 3-139-900 Each 3-139-900 Each R10 
3-119-730 6/Box 3-119-730 6/Box R6 # 3-140-400 Set 3-140-400 Set R10 
3-119-760  6/Box 3-119-760 6/Box R7 # 3-140-600 Each 3-140-600 Each R10 
3-119-790  6/Box 3-119-790 6/Box R6 # 3-141-600 Each 3-141-600 Each RS # 
3-120-700 Each 3-120-700 Each R10 3-142-200 Each 3-142-200 Each R5 # 
3-120-710 Each 3-120-710 Each R10 3-142-400 Each 3-142-400 Each R5 # 
3-120-720 Each 3-120-720 Each R10 3-145-400 Each 3-145-400 Each R7 # 
3-120-730 Each 3-120-730 Each R10 3-145-440 Each 3-145-440 Each R5 # 
3-120-740 Each 3-120-740 Each R10 3-145-600 Each 3-145-600 Each R7 # 
3-120-750 Each 3-120-750 Each R10 3-145-620 Each 3-145-620 Each R10 
3-120-760 Each 3-120-760 Each R10 3-145-630 Each 3-145-630 Each R7 # 
3-120-770 Each 3-120-770 Each R10 3-145-640 Each 3-145-640 Each R10 
3-120-780 Each 3-120-780 Each R10 3-145-660 Each 3-145-660 Each R10 
3-120-790 | Each 3-120-790 Each R10 3-145-680 Each 3-145-680 Each . R10 
3-120-890 = Set 3-120-890 = Set R10 3-145-690 Each 3-145-690 Each R10 
3-121-990 - Each 3-121-990 Each R10 3-145-700 Each 3-145-700 Each R10 
3-122-010 Each 3-122-010 Each R10 3-146-200 —_— Roll 3-146-200 _— Roll R6 # 
3-122-020 Each 3-122-020 Each R10 3-146-300 —_ Roll 3-146-300 —_— Roll R6 # 
3-122-030 Each 3-122-030 Each R10 3-146-400 —_—_ Roll 3-146-400 —_— Roll R6 # 
3-122-040 Each D1 3-146-500 Roll 3-146-500 —_— Roll R7 # 
3-122-140 Each D1 3-146-600 —_—_ Roll 3-146-600 —_ Roll R6 # 
3-122-150 Each D1 3-146-700 Roll 3-146-700 Roll R6 # 
3-122-200 Each D1 3-146-800 Roll 3-146-800 —_— Roll R6 # 
3-122-210 Each D1 3-147-500 Each D1 
3-122-400 Each 3-122-400 Each R5 # 3-149-500 Each 3-149-500 Each R5 # 
3-122-410 Each 3-122-410 Each RS # 3-149-520 Each 3-149-520 Each R5 # 
3-122-420 Each 3-122-420 Each RS # 3-149-800 Each 3-149-800 Each R10 
3-122-430 Each 3-122-430 Each RS # 3-152-200 Each 3-152-200 Each R10 
3-122-440 Each 3-122-440 Each RS # 3-160-100 Each 3-160-100 Each R5 # 
$-122-450 Each 3-122-450 Each RS # 3-160-110 Each 3-160-110 Each RS # 
3-122-460 Each 3-122-460 Each R5 # 3-160-120 Each 3-160-120 Each R5 # 
3-122-700 Each 3-122-700 Each RS # 3-165-200 Each 3-165-200 Each R10 
3-122-710 Each 3-122-710 Each R5 # 3-165-210 Each 3-165-210 Each R10 
3-122-720 Each 3-122-720 Each R5 # 3-165-220 Each 3-165-220 Each R10 
3-124-100 Each 3-124-100 Each R4 # 3-165-230 Each 3-165-230 Each R10 
3-124-120 Each 3-124-120 Each R5 # 3-165-240 Each 3-165-240 Each R10 
3-124-130 Each 3-124-130 Each R5 # 3-165-250 Each 3-165-250 Each R10 
3-124-140 Each 3-124-140 Each R5 # 3-166-200 Each 3-166-200 Each R10 
3-124-210 Each 3-124-210 Each RS5 # 3-166-210 Each 3-166-210 Each R10 
3-124-260 . Each 3-124-260 Each R5 # 3-166-220 Each 3-166-220 © Each R10 
3-125-300 Each 3-125-300 Each R10 3-166-800 Each 3-166-800 Each R10 
3-125-320 Each 3-125-320 Each R10 3-166-810 Each 3-166-810 Each R10 
3-125-340 Each 3-125-340 Each R10 3-166-820 Each 3-166-820 Each R10 
3-125-380 Each 3-125-380 Each R10 3-166-830 Each 3-166-830 Each R10 
3-125-420 Each 3-125-420 Each R10 3-166-840 Each 3-166-840 Each R10 
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OG-| 


: PRELIMINARY EDITION 


1 
Catalog 
Navy 
Material 
Stock No. 


3-166-850 
3-170-100 
3-170-600 
3-170-610 
3-170-620 


3-177-620 
3-177-640 


3-177-900 


3-180-130 
3-180-140 
3-180-150 
3-180-160 
3-180-180 


3-180-700 
3-180-740 
3-180-750 
3-180-790 
3-181-300 


3-181-310 


OG-| 


Army-Navy 
Stock No. 
3-166-850 Each 
3-170-100 Each 
3-170-600 Each 
3-170-610 Each 
3-170-620 Each 
3-170-630 Each 
3-170-650 Each 
3-170-690 Each 
3-171-200 Each 
3-174-200 Each 
3-174-210 Each 
3-174-220 Each 
3-174-230 Each 
3-174-240 Each 
3-174-250 Each 
3-174-260 Each 
3-174-270 Each 
3-174-290 Each 
3-174-300 Each 
3-175-500 Each 
3-175-510 Each 
3-176-500 Each 
3-176-520 Each 
3-176-530 Each 
3-176-540 Each 
3-176-560 Each 
3-176-580 Each 
3-177-600 Each 
3-177-620 Each 
3-177-640 Each 
3-177-900 Each 
3-177-980 Each 
3-178-500 Each 
3-178-550 Each 
3-178-570 Each 
3-179-020 Each 
3-179-040 Each 
3-179-060 Each 
3-179-080 Each 
3-180-100 Each 
3-180-130 Each 
3-180-140 Each 
3-180-150 Each 
3-180-160 Each 
3-180-180 Each 
3-180-700 Each 
3-180-740 Each 
3-180-750 Each 
3-180-790 Each 
3-181-300 Each 


3-181-310 


-184-640 


-184-620, 


SSR SR SR SR 


SHs SR SR SR SR SRS 


CONV. 
JULY 1947 TABLE 
| 
1 2 | 3 4 5 6 
Catalog Ratio 
Navy Army-Navy Code | Iden 
Material Unit Stock No. Unit Symbol or 
Stock No. | Equiv 
3-184-800 Each 3-184-800 Each R10 
3-184-900 Each 3-184-900 Each R10 
3-184-910 Each 3-184-910 Each R10 
3-184-920 Each 3-184-920 Each R10 
3-184-950 Each 3-184-950 Each R10 
3-185-100 Each 3-185-100 Each R10 
3-185-120 Each 3-185-120 Each R10 
3-185-800 Each 3-185-800 Each R7 # 
3-185-900 Each 3-185-900 Each R7 # 
3-186-100 Each 3-186-100 Each R7 # 
3-186-800 Each 3-186-800 Each R4 # 
3-186-840 Each 3-186-840 Each R4 # 
3-186-850 Each 3-186-850 Each R4 # 
3-190-100 10Oz Tube 3-190-100 10Oz Tube R410 
3-190-600 Each 3-190-600 Each R10 
3-191-100 Each 3-191-100 Each R10 
3-191-200 Each 3-191-200 Each R10 
3-191-300 Each 3-191-300 Each R10 
3-191-400 Each 3-191-400 Each R10 
3-191-420 Each 3-191-420 Each R10 
3-191-800 Each 3-191-800 Each R10 
3-191-820 Each 3-191-820 Each R10 
3-193-200 Each 3-193-200 Each R5 # 
3-195-200 Each 3-195-200 Each R10 
3-196-600 Each 3-196-600 Each R10 
3-199-100 Each 3-199-100 Each R10 
3-199-200 Each 3-199-200 Each R10 
3-199-300 Each 3-199-300 Each R10 
3-200-100 Each 3-200-100 Each R10 
3-201-100 Each 4-180-700 Each R7 # 
3-201-800 Each 3-202-800 Each R10 
3-202-800 Each 3-202-800 Each R10 
3-203-100 Each 3-203-100 Each R10 
3-203-800 Each 3-203-800 Each R10 
3-203-840 Each 3-203-840 Each R10 
3-204-590 Each 3-204-590 Each R10 
3-204-600 Each 3-204-600 Each R10 
3-205-200 Each 3-205-200 Each R7 # 
3-206-205 Each 3-206-205 Each R10 
3-207-100 Each 3-207-100 Each R10 
3-208-100 Each 3-208-100 Each R4 # 
3-208-200 Each 3-208-200 Each R3 # 
3-210-100 Yard 3-210-100 Yard R10 
3-210-600 Each 3-210-600 Each R10 
3-210-640 Each 3-210-640 Each R10 
3-210-680 Each 3-210-680 Each R10 
3-210-720 Each 3-210-720 Each R10 
3-210-760 Each 3-210-760 Each R10 
3-212-800 12/Pkg 3-212-800 12/Pkg R10 
3-212-900 12/Pkg 3-212-900 12/Pkg R1i0 
3-217-500 Each 3-217-500 Each R10 
3-217-600 Each 3-217-600 Each R10 
3-218-750 Each 3-218-750 Each R10 
3-219-850 Each 3-219-850 Each R1i0 
3-219-880 Each : 3-219-880 Each R10 
3-220-800 Each 3-220-800 Each R10 
3-221-100 Each 3-221-100 Each R5 # 
3-221-600 Each 3-221-600 Each R10 
3-221-800 Set 3-221-800 Set R10 
3-222-400 Set 3-222-400 Set: R10 


CONV. 
TABLE JULY 1947 
1 2 3 4 5 6 
Catalog Ratio 
Navy Army-Navy Code | Iden. 
Material Unit Stock No. Unit Symbol| or 
Stock No. Equiv. 
3-225-400 Each 3-225-400 Each R10 
3-225-500 Each 3-225-500 ~— Each R10 
3-225-550 Each 3-225-550 Each R10 
3-225-600 Each 3-225-600 Each R10 
3-225-700 Each 3-225-700 Each R10 
3-225-750 Each 3-225-750 Each R10 
3-226-600 Each 3-226-600 Each R10 
3-226-700 Each 3-226-700 Each R10 
3-226-800 Each 3-226-800 Each R10 
3-229-200 Set 3-229-200 Set R4 # 
3-230-100 Each 3-230-100 Each R10 
3-230-680 Each 3-230-680 Each R10 
3-230-700 Each 3-230-700 Each R10 
3-230-720 Each 3-230-720 Each R10 
3-231-200 Each 3-231-200 Each R10 
3-231-300 Each 3-231-300 Each R7 # 
3-232-200 Each 3-232-200 Each R10 
3-232-300 Each 3-232-300 Each R10 
3-232-400 Each 3-232-400 Each R10 
3-233-600 Each 3-233-600 Each R3 # 
3-234-200 Each 3-234-200 Each R4 # 
3-234-600 Each 3-234-600 Each R7 # 
3-235-400 Each 3-235-400 Each R10 
3-237-400 Each 3-237-400 Each R10 
3-237-800 Each 3-237-800 Each R10 
3-237-900 Set 3-238-940 Set R7 # 
3-238-800 Each 3-238-800 Each R10 
3-238-900 Each 3-328-900 Each R10 
3-239-900 Each 3-239-900 Each R10 
3-242-200 Each 3-242-200 Each R10 
3-244-200 Each 3-245-205 Each R7 # 
3-245-500  100/Box 3-245-500  100/Box R10 
3-247-500 Each 3-247-500 Each R10 
3-249-500 Set 3-249-500 Set R7 # 
3-249-600 Each 3-249-600 Each R5 # 
3-249-700 Each 3-249-700 Each R10 
3-249-800 1 Pt Tin 3-249-800 1 Pt Can R10 
3-252-800 Set J-252-800 Set R3 # 
3-253-400 Set 3-253-400 Set R10 
3-254-400 Each 3-254-400 Each R10 
3-255-500 Set 3-255-500 Set R10 
3-256-500 Each 3-256-500 Each R10 
3-256-900 Each 3-256-900 Each R10 
3-259-400 Each 3-259-400 Each R10 
3-259-600 Each 3-259-600 Each R10 
3-259-900 Each 3-259-900 Each R10 
3-262-400 Each 3-262-400 Each R10 
3-262-900 Each 3-262-900 Each R10 
3-265-800 Each 3-265-800 Each R10 
3-265-840 Each 3-265-840 Each R10 
3-265-880 Each 3-265-880 Each R10 
3-266-800 Each 3-266-800 Each R10 
3-267-600 Each Di 
3-268-400 Each 3-268-400 Each R10 
3-268-440 Each 3-268-440 Each R10 
3-268-480 Each 3-268-480 Each R10 
3-268-520 Each 3-268-520 Each R10 
3-268-560 Each 3-268-560 Each R10 
3-268-600 Each D1 
3-269-700 Each 3-269-700 Each R10 
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1 


PRELIMINARY EDITION 


3 


Catalog Ratio 
. Navy Army-Navy Code | Iden 
Material Unit Stock No. Unit Symbol) or 
Stock No. Equiv 
3-269-740 Each 3-269-740 Each R4 # 
3-272-600 Each 3-272-600 Each R7 # 
3-273-200 Each 3-273-200 Each R4 # 
3-273-400 Each 3-273-400 Each R4 # 
3-273-600 Set 3-273-600 Set R7 # 
3-274-600 Each 3-274-600 Each R10 
3-274-800 Each 3-274-800 Each R4 # 
3-274-840 1Lb Can 3-274-840 1LbCan R10 
3-274-880 1000/Pkg 3-274-880  1000/Pkg R10 
3-275-600 Each 3-275-600 Each R4 # 
3-276-600 Each 3-276-600 Each R10 
3-277-200 Each 3-277-200 Each R10 
3-277-900 Each 3-277-900 Each R10 
3-278-400 Each 3-278-400 Each R10 
3-279-200 Each 3-279-200 Each R10 
3-279-400 Pair 3-279-400 —— Pair R10 
3-280-200 Each 3-280-200 Each R10 
3-280-700 Each 3-280-700 Each R10 
3-281-200 Each 3-281-200 Each R10 
3-283-200 Set 9-195-500 Set R7 # 
3-284-800 Each 3-284-800 Each R10 
3-284-900 Each 3-284-900 Each R10 
3-285-600 Each 3-285-600 Each R10 
3-285-700 Each 3-285-700 Each R10 
3-285-800 Each 3-285-800 Each R10 
3-285-900 Each 3-285-900 Each R3 # 
3-287-500 Each 3-287-500 Each R7 # 
3-288-100 Each 3-288-100 Each R10 
3-288-900 Each 3-288-900 Each R10 
3-300-100 Yard 3-300-100 Yard R4 # 
3-300-300 Foot 3-300-300 Foot R4 # 
3-301-300 Each 3-301-300 Each R10 
3-302-800 Each 3-302-800 Each R10 
3-302-840 Each 3-302-840 Each R10 
3-302-880 Each 3-302-880 Each R10 
3-302-920 Each 3-302-920 Each R10 
3-303-900 Each 3-303-900 Each R4 # 
3-303-940 Each 3-303-940 Each R4 # 
3-303-980 Each 3-303-980 Each R4 # 
3-305-100 Each 3-305-100 Each R3 # 
3-305-900 Each 3-305-900 Each R4 # 
3-305-920 Each 3-305-920 Each R10 
3-305-940 Each 3-305-940 Each R10 
3-305-960 Each 3-305-950 Each R10 
3-305-980 Each 3-305-980 Each R10 
3-307-200 Each 3-307-200 Each R8 # 
3-307-900 Each 3-596-300 Each R7 # 
3-310-100 Each 3-310-100 Each R10 
3-311-300 Each 3-311-300 Each R10 
3-311-800 Each 3-311-800 Each R10 
3-312-500 Each 3-312-500 Each R10 
3-312-700 Each 3-312-700 Each R10 
3-312-900 Each 3-312-900 Each R10 
3-313-600 Each 3-313-600 Each R10 
3-313-900 Each 3-313-900 Each R10 
3-313-920 Each 3-313-920 Each R4 # 
3-313-940 Each 3-313-940 Each R4 # 
3-314-200 Each 3-314-200 Each R10 
3-314-600 Each _3-314-600 Each R10 
3-314-800 Each 3-314-800 Each R10 
OG-I 


3-315-050 
3-315-100 
3-315-150 
3-315-160 
3-315-170 


3-315-400 
3-315-800 
3-316-200 
3-317-200 
3-317-400 


3-317-600 
3-317-900 
3-318-400 
3-318-600 
3-318-700 


3-318-900 
3-319-100 
3-319-500 
3-319-800 
3-319-900 


3-321-100 
3-322-200 
3-322-700 
3-323-300 
3-323-900 


3-324-100 
3-324-900 
3-325-500 
3-325-880 
3-325-900 


3-326-200 
3-326-500 
3-326-900 
3-327-900 
3-328-100 


3-328-600 
3-328-700 
3-328-800 
3-328-900 
3-329-100 


3-329-600 
3-330-200 
3-330-300 
3-330-400 
3-330-500 


3-330-900 
3-331-400 
3-332-400 
3-332-900 
3-333-100 


3-333-600 
3-333-700 
3-334-200 
3-335-200 
3-335-400 


3-335-700 
3-335-900 
3-336-600 
3-337-400 
3-337-600 


OG-| 


Army-Navy 
Stock No. 


3-515-050 
3-315-100 
3-315-150 
3-315-160 
3-315-170 


3-315-400 
3-315-800 
3-316-200 
3-317-200 
3-317-400 


3-317-600 
3-317-900 
3-318-400 
3-318-600 
3-318-700 


3-318-900 
3-319-100 
3-319-500 
3-319-800 
3-319-900 


3-321-100 
3-322-200 
3-322-700 
3-323-300 
3-323-900 


3-324-100 
3-324-900 
3-325-500 
3-325-880 
3-325-900 


3-326-200 
3-326-500 
3-326-900 
3-327-900 
3-328-100 


3-328-600 
3-328-700 
3-328-800 
3-328-900 
3-329-100 


3-329-600 
3-330-200 
3-330-300 
3-330-400 
3-330-500 


3-330-900 
3-331-400 
3-332-400 
3-332-900 
3-333-100 


3-333-600 
3-333-700 
3-334-200 
3-335-200 
3-335-400 


3-335-700 
3-335-900 
3-336-600 
3-337-400 


- 3-337-600 


SR SRS 


3-338-600 
3-338-800 
3-339-700 
3-339-900 
3-340-600 


3-341-400 
3-341-800 
3-342-800 


| 3-343-800 


3-344-100 


3-344-300 
3-344-900 
3-345-600 
3-346-800 
3-347-100 


3-347-300 
3-347-400 
3-347-500 
3-349-500 
3-349-900 


3-351-900 
3-352-800 
3-352-900 
3-353-200 
3-353-500 


3-354-500 
3-354-600 
3-354-800 
3-354-900 
3-355-800 


3-355-900 
3-356-100 
3-356-200 
3-356-300 
3-357-300 


3-357-400 
3-357-600 
3-357-700 
3-357-900 
3-358-300 


3-358-500 
3-358-800 
3-359-600 
3-362-900 
3-363-200 


3-363-300 
3-363-400 
3-363-600 
3-363-800 
3-363-810 


3-364-400 
3-364-900 


3-365-600 
3-365-800 
3-366-200 


3-367-200 
3-367-500 
3-367-600 
3-368-600 
3-368-800 


JULY 1947 


3 


Army-Navy 
Stock No. 


3-338-600 
3-338-800 
3-339-700 
3-339-900 
3-340-600 


3-341-400 


3-347-300 
3-347-400 
3-347-500 
3-349-500 
3-349-900 


3-351-900 
3-352-800 
3-352-900 
3-353-200 
3-353-500 


3-354-500 
3-354-600 
3-354-800 
3-354-900 
3-355-800 


3-355-900 
3-356-100 
3-356-200 
3-356-300 
3-357-300 


3-357-400 
3-357-600 
3-357-700 
3-357-900 
3-358-300 


3-358-500 
3-358-800 
3-359-600 
3-362-900 
3-363-200 


3-363-300 
3-363-400 
3-363-600 
3-363-800 
3-363-810 


3-364-400 


3-365-600 
3-365-800 
3-366-200 


3-367-200 
3-367-500 
3-367-600 
3-368-600 
3-368-800 


NAVY 


D6/ 
(3-363-300) 
R10 
R10 
R10 


R10 
R10 
R10 
R10 
R3 
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PRELIMINARY EDITION 


JULY 1947 
1 3 4 5 
Catalog 
Navy Army-Navy Code 
Material Unit Stock No. Unit Symbol 
Stock No. 
3-369-600 Each 3-369-600 Each R10 
3-370-300 Each 3-370-300 Each R3 
3-371-500 Each 3-371-500 Each R10 
3-372-400 Each 3-372-400 Each R10 
3-373-600 Each 3-373-600 Each R10 
3-373-900 Each 3-373-900 Each R10 
3-375-400 Each 3-375-400 Each R5 
3-376-400 Each 3-376-400 Each R10 
3-377-800 Each 3-377-800 Each R5 
3-377-900 Each 3-377-900 Each R10 
3-379-700 Each 3-379-700 Each R10 
3-379-800 Each 3-379-800 Each R10 
3-379-900 Each 3-379-900 Each R10 
3-380-300 Each 3-380-300 Each R10 
3-380-600 Each 3-380-600 Each R5 
3-380-950 Each 3-380-950 Each R5 
3-381-200. Each 3-381-200 Each R10 
3-381-900 Each 3-381-900 Each R10 
3-382-700 Each 3-382-700 Each R10 
3-382-900 Each 3-382-900 Each R10 
3-383-400 | Each 3-383-400 Each R10 
3-383-500 Each 3-383-500 Each R10 
3-383-800 Each 3-383-800 Each R10 
3-384-900 Each 3-384-900 Each R10 
3-385-700 Each 3-385-700 Each R10 
3-385-800 Each 3-385-800 Each R10 
3-385-900 Pair 3-385-900 Pair R10 
3-386-100 Each 3-386-100 Each R10 
3-386-200 Each 3-386-200 Each R10 
3-386-300 Each 3-386-300 Each R10 
3-386-450 Each 3-386-450 Each R10 
3-386-550 Each 3-386-550 Each R10 
3-386-700 Each 3-386-700 Each R10 
3-386-800 Each 3-386-800 Each R10 
3-386-900 Each 3-386-900 Each R3 
3-387-600 Each 3-387-600 Each R10 
3-387-700 Each 3-387-700 Each R10 
3-387-800 Each 3-387-800 Each R10 
3-387-900 Each 3-387-900 Each R10 
3-389-100 Each 3-389-100. Each R10 
3-389-200 Set: 3-389-200 Set Rois 
3-390-200 Eac 3-390-200 Each R10 
3-393-200 Each 3-393-200 Each R10 
3-393-400 Each 3-393-400 Each R10 
3-393-450 Each 3-393-450 Each R10 
3-393-700 » Each D1 
3-396-400 Each 3-396-400 Each R10 
3-397-400 Pair 3-397-400 Pair R10 
3-397-800 Pair 3-397-800 Pair R10 
3-397-820 =‘ Pair 3-397-820 = Pair R10 
3-397-840. Pair 3-397-840 Pair R10 
3-397-860 = Pair 3-397-860 Pair R10 
3-397-880 Pair 3-397-880 Pair R10 
3-397-900 Pair 3-397-900 Pair R10 
3-397-920 = Pair 3-397-920 ‘Pair R10 
3-399-900 Each 3-399-900 = Pair R10 
3-401-200 Each 3-401-200 Each R10 
3-401-800 Each 3-401-800 Each R3 
3-402-400 Each 3-402-400 Each R10 
3-403-200 Each 3-403-200 Each R10 


6 
Ratio 
Iden, 

or 

Equiv. 


1 
Catalog 
Navy 
Material 
Stock No. 


3-403-300 
3-403-400 
3-403-900 
3-403-920 
3-403-940 


3-404-400 
3-404-420 
3-404-600 
3-405-600 
3-405-620 


3-406-500 
3-406-700 
3-407-100 
3-407-200 
3-408-100 


3-408-200 
3-415-200 
3-417-200 
3-4.17-800 
3-418-100 


3-419-100 
3-419-200 
3-419-800 
3-420-800 
3-421-400 


3-421-700 
3-422-300 
3-422-500 
3-423-100 
3-423-300 


3-423-800 
3-424-100 
3-424-700 
3-425-200 
3-425-240 


3-425-300 
3-425-350 
3-425-600 
3-425-620 
3-425-700 


3-426-400 
3-426-440 
3-426-480 
3-426-800 
3-427-400 


3-427-600 
3-428-600 
3-431-200 
3-431-240 
3-431-280 


3-435-800 
3-436-400 
3-437-100 
3-438-100 
3-438-600 


3-439-600 
3-439-700 
3-439-900 
3-439-920 
3-439-940 


Army-Navy Code | Iden. 
Stock No. Unit Symbol or 
Equiv 
3-403-300 Each R10 
3-403-400 Each R10 
3-403-900 Each R10 
3-403-920 Each R10 
3-403-940 Each R10 
3-404-400 Each R10 
3-404-420 Each R10 
3-404-600 Each R10 
3-405-600 Each R10 
3-405-620 Each R10 
3-406-500 Each R10 
3-406-700 Each R6 # 
3-407-100 Each R10 
3-407-200 Each R10 
3-408-100 Each R10 
3-408-200 Each R4 # 
3-415-200 Each R10 
3-417-200 Each R10 
3-417-800 Each R10 
3-418-100 Each R10 
3-419-100 Each R10 
3-419-200 Each R5 # 
3-419-800 Each R10 
3-420-800 Each R10 
3-421-400 Each R5 # 
3-421-700 Each R10 
3-422-300 Each R10 
3-422-500 Each R10 
3-423-100 Each R10 
3-423-300 Each R10 
3-423-800 Each R10 
3-424-100 Each R10 
3-424-700 Each R5 # 
3-425-200 Each R7 ¢# 
3-088-500 Each R7 # 
3-472-000 Each R7 # 
3-472-100 Each R7 # 
3-596-300 Each R7 - ¢ 
3-596-300 Each R7 # 
3-881-000 Each R7 # 
3-426-400 Set R10 
3-407-600 Each R7 # 
3-599-100 Each R7 # 
3-426-800 Set R10 
3-427-400 Each R4 # 
3-427-600 Each R10 
3-428-600 Each R10 
3-431-200 Each R10 
3-431-240 Each R10 
3-431-280 Each R10 
3-435-800 Each R10 
3-436-400 Each R10 
3-437-100 Each R10 
3-438-100 Each R10 
3-438-600 Each R10 
3-439-600 Each R10 
3-439-700 Each R10 
3-439-900 Each R10 
3-439-920 Each R10 
3-439-940 Each R10 
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OG-I 


PRELIMINARY EDITION 


1 2 3 
Catalog 
Na Army-Navy 
Material Unit Stock No. 
Stock No. 
3-440-700 Each 3-440-700 
3-441-600 Each 3-441-600 
3-442-500 Each 3-442-500 
3-442-900 Each 3-442-900 
3-443-800 Each 
3-444-600 Each 3-444-600 
3-445-400 Each 3-445-400 
3-445-800 Each 3-445-800 
3-445-900 Each 3-445-900 
3-447-100 6/Pkg 3-447-100 
3-447-120 6/Pkg 3-447-120 
3-447-140 6/Pke 3-447-140 
3-447-200 6/Pkg 3-447-200 
3-447-300 °6/Pkg 3-447-300 
3-447-320 6/Pkg 3-447-320 
3-447-340 6/Pkg 3-447-340 
3-447-800 Each 3-447-800 
3-447-820 Each 3-447-820 
3-447-880 Each 3-447-880 
3-447-920 Each 3-447-920 
3-449-900 Each 3-449-900 
3-452-400 Set 
3-452-480 Each 
3-452-900 Each 3-452-900 
3-453-800 Each 3-453-800 
3-454-100 Each 3-454-100 
3-454-300 Each 3-454-300 
3-456-100 Each 3-456-100 
3-456-600 Each 3-456-600 
3-456-900 Each 3-456-900 
3-457-400 Each 3-457-400 
3-458-200 Each 3-458-200 
3-459-200 Each 3-459-200 
3-460-100 Each 3-460-100 
3-460-400 Each 3-460-400 
3-460-440 Each 3-460-440 
3-460-460 Each 3-460-460 
3-461-400 Each 3-461-400 
3-461-600 Set 3-461-600 
3-462-200 Set 3-461-550 
3-462-238 Each 3-462-238 
3-462-240 Each 3-462-240 
3-462-800 Each 3-462-800 
3-463-400 Set 3-463-400 
3-463-600 Each 14-554-000 
3-464-100 Each 3-464-100 
3-465-100 Each 3-465-100 
3-465-900 Each 3-465-900 
3-467-200 Each 3-467-200 
3-468-300 Each 3-468-300 
3-468-400 Each 3-468-400 
3-469-200 Each 3-469-200 
3-471-600 Each 3-471-600 
3-475-200 Each 3-475-200 
3-475-300 Each 3-407-900 
3-478-400 Each 3-478-400 
3-478-500 Each 3-478-500 
3-478-600 Each 3-478-600 
3-478-700 Each 3-478-700 
3-482-500 Each 3-482-"00 
OG-! 


SR5RSR  SRSRSR 


SR SRK 


1 
Catalog 
Navy 
Material 
Stock No. 


3-482-505 
3-484-100 
3-484-200 
3-484-400 
3-484-500 


3-484-800 
3-484-900 
3-484-990 
3-485-100 
3-486-100 


3-486-900 
3-487-100 
3-488-500 
3-491-400 
3-491-900 


3-492-400 
3-492-900 
3-493-400 
3-493-900 
3-494-400 


3-495-400 
3-495-900 
3-496-400 
3-496-900 
3-497-900 


3-497-940 
3-497-980 
3-502-100 
3-502-600 
3-505-200 


3-505-700 
3-505-800 
3-505-900 
3-506-800 
3-509-100 


3-509-600 
3-509-680 
3-510-700 
3-510-740 
3-511-200 


3-511-240 
3-511-280 
3-511-300 
3-512-600 
3-512-640 


3-512-740 
3-512-780 
3-512-880 
3-512-920 
3-514-820 


3-514-860 
3-514-880 
3-515-600 
3-516-600 
3-516-620 


3-516-630 
3-518-200 
3-518-220 
3-518-260 
3-519-200 


JULY 1947 


Army-Navy 

Unit Stock No. Unit 
Each 3-482-505 Each 
Each 3-484-100 Each 
Each 3-484-700 Each 
Each 3-484-400 Each 
Each 3-495-950 Each 
Each 3-484-800 Each 
Each 3-484-900 Each 
Each 3-484-990 Each 
Each 3-485-100 Each 
Each 3-486-100 Each 
Each 3-486-900 Each 
Each 3-487-100 Each 
Each 3-488-500 Each 
12/Box 3-491-400 12/Box 
12/Box 3-491-900 » 12/Box 
12/Box 3-492-400 12/Box 
12/Box 3-492-900 12/Box 
12/Box 3-493-400 12/Box 
12/Box 3-493-900 12/Box 
12/Box 3-494-400 12/Box 
12/Box 3-495-400  12/Box 
12/Box 3-495-900 12/Box 
12/Box 3-496-400  12/Box 
12/Box 3-496-900 12/Box 
12/Bundle 3-896-150 12/Bundle 
12/Bundle 3-896-200 12/Bundle 
12/Bundle 3-896-250 .~12/Bundle 
Each 3-502-100 Each 
Each 3-502-600 Each 
Each 3-505-200 Each 
Each 3-505-700 Each 
Each 3-505-800 Each 
Each 3-505-900 Each 
Set 3-506-800 Set 
6/Pkg 3-509-100 6/Pkg 
6/Pkg 3-509-600 6/Pkg 
6/Pkg 3-509-680 6/Pkg 
6/Pkg 3-510-700 6/Pkg 
6/Pkg 3-510-740 6/Pkg 
6/Pkg 3-511-200 6/Pkg 
6/Pkg 3-511-240 6/Pkg 
6/Pkg 3-511-280 6/Pkg 
6/Pkg 3-511-300 6/Pkg 
6/Pkg 3-512-600 6/Pkg 
6/Pkg 3-512-640 6/Pkg 
6/Pkg 3-512-740 6/Pkg 
6/Pkg 3-512-780 6/Pkg 
6/Pkg 3-512-880 6/Pkg 
6/Pkg 3-512-920 6/Pkg 
6/Pkg 3-514-820 6/Pkg 
6/Pkg 3-514-860 6/Pkg 
6/Pkg 3-514-880 6/Pkg 
6/Pkg 3-515-600 6/Pkg 
6/Pkg 3-516-600 6/Pkg 
6/Pkg 3-516-620 6/Pkg 
6/Pkg 3-516-630 6/Pkg 
6/Pkg 3-518-200 6/Pkg 
6/Pkg 3-518-220 6/Pkg 
6/Pkg 3-518-260 6/Pkg 


3-519-200 


Ww 
is 
SR SR SR 


. Stock No. 


3-519-220 
3-519-620 
3-519-640 
3-519-660 
3-520-800 


3-520-900 
3-522-200 
3-522-300 
3-523-300 
3-523-400 


3-524-400 
3-524-420 
3-524-440 
3-524-460 
3-524-480 


3-524-500 
3-524-540 
3-524-560 
3-524-580 
3-524-620 


3-525-100 
3-525-120 
3-525-140 
3-525-700 
3-526-500 


3-526-520 
3-527-200 
3-528-200 
3-528-240 
3-529-600 


3-533-100 
3-533-900 
3-533-920 
3-537-100 
3-537-200 


3-538-200 
3-538-300 
3-538-400 
3-540-200 
3-540-800 


3-543-200 
3-543-240 
3-546-200 
3-547-200 
3-548-200 


3-549-800 
-3-550-650 
3-550-670 
3-550-680 
3-550-720 


3-551-200 
3-553-300 
3-554-800 
3-559-100 
3-559-120 


3-559-180 
3-559-200 
3-559-260 
3-559-280 
3-559-310 
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5 Oz Tube 


Each 
Each 
50/Pad 
50/Pad 
50/Pad 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


JULY 1947 


3 


Army-Navy 
Stock No. 


3-519-220 
3-519-620 
3-519-640 
3-519-660 
3-520-800 


3-520-900 
3-522-200 
3-522-300 
3-523-300 
3-523-400 


3-524-400 
3-524-420 
3-524-440 
3-524-460 
3-524-480 


3-524-500 


3-524-540 
3-524-560 
3-524-580 
3-524-620 


3-525-100 
3-525-120 
3-525-140 
3-525-700 
3-526-500 


3-526-520 
3-529-030 
3-485-300 
3-485-310 
3-529-600 


3-533-100 
3-533-900 
3-533-920 
3-537-100 
3-537-200 


3-538-200 
3-538-300 
3-538-400 
3-540-200 
3-540-800 


3-543-200 
3-543-240 
3-546-200 
3-547-200 
3-273-800 


3-549-800 
3-550-650 
3-550-670 
3-550-680 
3-550-660 


3-551-200 
3-553-300 
3-554-800 
3-559-100 
3-559-120 


3-559-180 
3-559-200 
3-559-260 
3-559-280 
3-559-310 


4 


Unit 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
Each 
Each 
6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 


5 Oz Tube 


Each 
Each 
50/Pad 
50/Pad 
50/Pad 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


1 2 3 
Catalog 
Navy Army-Navy 

Material Unit Stock No. 

Stock No. 
3-559-315 Each 3-559-315 
3-559-325 Each 3-559-325 
3-559-330 Each 3-559-330 
3-559-340 Each 3-559-340 
3-559-345 Each 3-559-345 
3-561-000 Each 3-561-000 
3-563-000 Each 3-563-000 
3-563-050 Each 3-419-900 
3-563-100 12/Box 3-487-350 
3-563-200 Each 3-500-010 
3-563-300 Each 3-503-300 
3-567-100 Each 3-567-100 
3-567-400 Set 3-567-400 
3-568-100 Set 3-568-100 
3-569-100 Each 3-569-100 
3-569-300 Each 3-569-300 
3-569-500 Each 3-569-500 
3-573-500 Set 3-573-500 
3-576-000 Each 3-576-000 
3-576-800 Each 3-576-800 
3-579-500 Each 3-579-500 
3-579-600 Each 3-579-600 
3-582-000 Each 3-582-000 
3-583-000 Each 3-583-000 
3-586-000 Each 3-586-000 
3-587-000 Each 3-587-000 
3-587-500 Each 3-587-500 
3-588-500 Each 3-588-500 
3-590-500 Each 3-590-500 
3-590-600 Each 3-590-600 
3-591-200 Each 3-591-200 
3-591-600 Each 3-591-600 
3-591-700 Each 3-591-700 
3-593-400 Each 3-593-400 
3-594-000 Each 3-594-000 
3-594-010 5/Pkg 3-594-010 
3-594-020 5/Pkg 3-594-020 
3-594-030 5/Pkg 3-594-030 
3-594-040 5/Pkg 3-594-040 
3-594-400 Each 
3-594-410 5/Pkg 
3-594-800 Each 3-594-800 
3-594-810 5/Pkg 3-594-810 
3-596-000 Each 3-596-000 
3-597-000 Each 3-597-000 
3-598-000 Each 3-598-000 
3-598-020 Each 3-598-020 
3-598-040 Each 3-598-040 
3-599-600 Each 3-599-600 
3-599-800 Each 3-599-800 
3-559-820 Each 3-599-820 
3-599-940 Each 3-599-940 
3-599-960 Each 3-472-200 
3-599-980 Each 3-472-300 
3-601-450 Each 3-601-450 
3-601-550 Each 3-601-550 
3-601-650 Each 3-601-650 
3-603-450 Each 3-603-450 
3-603-470 Each 3-603-470 
3-603-490 Each 3-603-490 


PRELIMINARY EDITION 


SR SR SR SR SR 


SRR SK SR SR SR 


% SRSRSRSRSR OS OCSRSRSE 


OG-I 


3-607-990 
3-608-800 


3-608-900 
3-609-200 
3-609-450 
3-609-750 
3-610-250 


3-610-350 
3-610-450 
3-611-500 
3-611-600 
3-613-200 


3-613-950 
3-614-850 
3-615-650 
3-615-750 
3-615-850 


3-615-950 
3-617-100 
3-617-200 
3-617-600 
3-618-200 


3-618-600 
3-618-950 
3-618-980 
3-619-010 
3-619-800 


3-620-200 
3-622-200 
3-623-100 
3-624-100 
3-625-300 


3-626-200 
3-628-200 
3-628-240 
3-631-100 
3-632-200 


3-632-300 
3-632-400 
3-632-500 
3-632-600 
3-635-100 


3-636-100 
3-636-120 
3-637-200 
3-638-800 
3-638-840 


OG-I 


Stock No. 


3-606-100 
3-606-600 


3-607-400 
3-607-800 
3-607-900 
3-607-990 
3-608-800 


3-608-900 
3-609-200 
3-609-450 
3-609-750 
3-610-250 


3-610-350 
3-610-450 
3-611-500 
3-611-600 
3-613-200 


3-613-950 
3-614-850 
3-615-650 
3-615-750 
3-615-850 


3-615-950 
3-617-100 
3-617-200 
3-617-600 
3-618-200 


3-618-600 
3-618-950 
3-618-980 
3-619-010 
3-619-800 


3-620-200 
3-622-200 
3-623-100 
3-624-100 
3-625-300 


3-626-200 
3-628-200 
3-628-240 
3-631-100 
3-632-200 


3-632-300 
3-632-400 
3-632-500 
3-632-600 
3-635-100 


3-636-100 
3-636-120 
3-637-200 
3-638-800 
3-638-840 


NAVY 
CONV. 
JULY 1947 TABLE 
8 1 } 2 3 
Catalog 
Navy Army-Navy 
Material Unit Stock No. 
Stock No. 
3-639-500 Each 3-639-500 Each R10 
3-640-500 Each 3-640-500 Each R5 # 
3-640-520 Each 3-640-520 Each R5 # 
3-640-560 Each 3-640-560 Each R5 # 
3-640-900 Each 3-640-900 Each R10 
3-640-920 Each 3-640-920 Each RS # 
3-642-100 Each 3-642-100 Each R10 
3-642-800 Each 3-642-800 Each RS 
3-644-200 Each 3-644-200 Each R10 
3-644-400 Each 3-644-400 Each R10 
3-644-600 Each 3-644-600 Each R5 # 
3-644-800 Each 3-644-800 Each R5 # 
3-647-100 Each 3-647-100 Each R10 
3-649-100 Each 3-649-100 Each R5 # 
3-649-600 Each 3-649-600 Each R5 # 
3-650-100 Each 3-650-100 Each R5 # 
3-650-640 Each 3-650-640 Each R10 
3-651-200 Each 3-651-200 Each R10 
3-651-820 Each 3-651-820 Each R5 # 
3-655-200 Each 3-655-200 Each R5 # 
3-655-600 Each 3-655-600 Each R10 
3-656-200 Each 3-656-200 Each R10 
3-656-300 Each 3-656-300 Each R10 
3-657-100 Each 3-657-100 Each RS # 
3-658-200 Each 3-658-200 Each R10 
3-660-100 Each 3-660-100 Each R10 
3-660-600 Set 3-661-600 Set R3 # 
3-661-200 Each 3-661-200 Each R10 
3-661-300 Each 3-661-300 Each R10 
3-663-100 3-663-100 


3-663-110 


3-663-110 


3-663-120 Each 3-663-120 Each R10 
3-663-130 Each 3-663-130 Each R10 
3-663-140 Each 3-663-140 Each R10 


3-663-150 3-663-150 


3-663-160 3-663-160 


3-663-170 Each 3-663-170 Each R10 
3-663-180 Each 3-663-180 Each R10 
3-663-190 Each 3-663-190 Each R10 


3-663-200 3-663-200 


3-663-210 
3-663-220 


3-665-300 


3-666-400 Each 3-666-400 Each R10 
3-667-400 Each 3-667-400 Each R4 # 
3-668-200 . Each 3-668-200 Each R10 


3-669-200 3-669-200 


3-669-300 3-669-300 


3-670-400 Each 3-670-400 Each R10 
3-670-420 Each 3-670-420 Each R10 
3-672-100 Each 3-672-100 Each R10 
3-674-100 Each 3-674-100 Each R4 # 


NAVY 


CONV. : 
TABLE JULY 1947 
1 2 3 4 
Catalog 
Navy Army-Navy 

Material Unit Stock No. Unit 

Stock No. 
3-674-140 Spool 3-674-140 Spool 
3-674-700 Each 3-674-700 Each 
3-674-780 Spool 3-674-780 Spool 
3-674-790 Spool 3-674-790 Spool 
3-675-600 Each 3-675-600 Each 
3-676-400 Each 3-676-400 Each 
3-676-440 Each 3-676-440 . Each 
3-676-450 Each 3-676-450 Each 
3-676-500 12/Pkg 3-675-500 12/Pkg 
3-679-100 Each 3-679-100 Each 
3-679-120 Each 3-679-120 Each 
3-679-140 Each 3-679-140 Each 
3-679-160 Each 3-679-160 Each 
3-679-180 Each 3-679-180 — Each 
3-680-200 Each 3-680-200 Each 
3-680-260 Each 3-680-260 Each 
3-680-280 Each 3-680-280 Each 
3-680-300 Each 3-680-300 Each 
3-680-320 Each 3-680-320 Each 
3-680-340 Each 3-680-340 Each 
3-680-360 Each 3-680-360 Each 
3-680-380 Each 3-680-380 Each 
3-680-400 Each 3-680-400 Each 
3-682-200 Each 3-682-200 Each 
3-684-400 Each 3-684-400 Each 
3-684-500 Each 
3-685-500 Each 3-685-500 Each 
3-686-100 Each 3-686-100 Each 
3-686-600 Each 3-686-600 Each 
3-689-600 Each 3-689-600. Each 
3-691-595 Set 3-691-595 Set 
3-691-600 Set 3-691-600 Set 
3-693-500 Each 3-693-500 Each 
3-694-200 Each 3-694-200 Each 
3-694-300 Each 3-694-300 Each 
3-698-100 Each 3-698-100 Each 
3-698-250 Each 3-698-250 Each 
3-698-300 Set 3-698-300 Set 
3-698-600 Each 3-698-600 Each 
3-698-900 Each 3-698-900 Each 
3-699-100 Each 3-699-100 Each 
3-702-100 Each 3-702-100 Each 
3-702-300 Each 3-702-300 Each 
3-702-500 Each 3-702-500 Each 
3-704-200 Each 3-704-200 Each 
3-705-600 Each 3-705-600 Each 
3-705-620 Each 3-705-620 Each 
3-705-640 Each 3-705-640 Each 
3-705-940 Each 3-705-940 Each 
3-705-980 Each 3-705-980 Each 
3-707-300 Each 3-707-300 Each 
3-707-340 Each 3-707-340 Each 
3-707-900 Each 3-707-900 Each 
3-709-600 Each 3-709-600 Each 
3-709-620 Each 3-709-620 Each 
3-709-640 Each 3-709-640 Each 
3-709-660 Each 3-709-660 Each 
3-709-680 Each 3-709-680 Each 
3-712-300 Each 3-712-300 Each 
3-713-100 Each 3-713-100 Each 
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5 


Code 
Symbol 


SRR SRS 


1 
Catalog 
Navy 
Material 
Stock No. 


3-713-200 
3-713-220 
3-713-260 
3-713-290 
3-713-360 


| 3-713-400 


3-713-440 
3-716-400 
3-716-550 
3-718-800 


3-719-600 
3-721-200 
3-723-400 
3-724-600 
3-725-300 


3-725-400 
3-725-500 
3-728-100 
3-729-800 
3-731-100 


3-732-100 
3-732-800 
3-733-800 
3-734-900 
3-735-400 


3-735-900 
3-736-700 
3-737-800 
3-738-500 
3-739-800 


3-742-200 
3-742-300 
3-742-340 
3-742-380 
3-742-500 


3-743-500 
3-744-600 
3-744-700 
3-744-800 
3-745-800 


3-745-900 
3-746-900 
3-747-400° 
3-747-900 
3-749-100 


3-751-100 
3-752-500 
3-752-750 
3-752-950 
3-753-100 


3-753-600 
3-754-100 
3-754-110 


3-755-200 


3-755-240 
3-755-280 
3-755-320 
3-756-100 
3-756-140 


3-754-600 - 


3 


Army-Navy 
Unit Stock No. 
Each 3-713-200 
Each 3-713-220 
Each 3-713-260 
Each 3-713-290 
Each 3-713-360 
Each 3-713-400 
Each 3-713-440 
Each 3-716-400 
Each 3-716-550 
50/Box 3-718-800 
Each 3-719-600 
12/Pkg 3-721-200 
Each 3-723-400 
Each 3-724-600 
Each 3-725-300 
Each 3-725-485 
Each 3-725-500 
50/Box 3-728-100 
Each 3-729-800 
Each 3-731-100 
Each 3-732-100 
Roll 3-732-800 
Each 3-733-800 
Each 3-734-900 
Each 3-735-400 
Each 3-661-100 
Each 3-736-700 
Each 3-737-800 
Each 3-738-500 
Each 3-739-800 
Each 3-742-200 
Each 3-742-300 
Each 3-742-340 
Each 3-742-380 
Each 3-742-305 
Each 3-743-500 
Each 3-744-600 
Each 3-744-700 
Each 3-744-800 
Each 3-745-800 
Each 3-745-900 
Each 3-746-900 
Each 3-747-400 
Each 3-747-900 
Each 3-749-100 
Each 3-751-100 
Each 3-752-500 
Each 3-752-750 
Each 3-752-950 
Each 3-753-100 
Each 3-753-600 
100/Pkg 3-754-100 
100/Pkg 3-754-110 
Each 3-754-600 
Spool 3-755-200 
Spool 3-755-240 
Spool 3-755-280 
Coil 3-755-320 
Spool 3-756-100 


3-756-140 


PRELIMINARY EDITION 


Unit 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
50/Box 


Each 
12/Pkg 
Each 
Each 
Each 


Each 
Each 
50/Box 
Each 
Each 


Each 
Roll 

Each 
Each 
Each 


Each 
Each 


5 


| 
| Code | Iden. 
| Symbol 


wn 
~I 
SRSRSR Sh. ie 


v2) 
i) 
Ss SRSIKSR 


v2) 
= 
SRR 


OG-I 


PRELIMINARY EDITION 


Stock No. 


3-756-180 
3-756-220 
3-756-260 
3-756-400 
3-758-300 


3-758-380 
3-758-460 
3-760-200 
3-760-300 
3-760-400 


3-762-200 
3-765-600 
3-765-680 
3-765-720 
3-766-700 


3-766-780 
3-766-820 
3-766-860 
3-766-900 
3-766-940 


3-766-980 
3-767-020 
3-767-800 
3-767-900 
3-767-940 


3-768-100 
3-769-100 
3-769-200 
3-769-400 
3-769-500 


3-774-600 
3-774-680 
3-774-720 
3-774-760 
3-774-800 


3-775-300 
3-775-320 
3-775-340 
3-776-300 
3-776-340 


3-777-380 
3-777-400 
3-777-700 
3-779-600 
3-779-800 


3-779-900 
3-780-100 
3-781-100 
3-781-300 
3-781-500 


3-781-600 
3-782-900 
3-782-920 
3-782-940 
3-782-960 


3-784-100 
3-784-140 
3-784-160 
3-784-180 
3-784-200 


2 3 4 5 | 6 
| atio 
Army-Navy | Code | Iden. 
Unit | Stock No. Unit Symbol) or 
| | | Equiv. 
Spool 3-756-180 Spool R10 
Spool 3-756-220 Spool R10 
Spool 3-756-260 Spool R10 
Spool 3-756-400 Spool R10 
12/Pkg 3-758-300 12/Pkg R10 
12/Pkg 3-758-380 12/Pkg R10 
12/Pkg 3-758-460 12/Pkg R10 
12/Pkg 3-760-200 12/Pkg R10 
12/Pkg 3-760-300 12/Pkg R10 
12/Pkg 3-760-400 12/Pkg R10 
Spool D1 
12/Pkg 3-765-600 12/Pkg R10 
12/Pkg 3-765-680 12/Pkg R10 
12/Pkg 3-765-720 12/Pkg R10 
Spool 3-766-700 Spool R10 
Spool 3-766-780 Spool R10 
Spool 3-766-820 Spool R10 
Spool 3-766-860 Spool R10 
Spool 3-766-900 Spool R10 
Spool 3-766-940 Spool R10 
Spool 3-766-980 Spool R10 
Spool 3-767-020 Spool R10 
12/Pkg 3-767-800 12/Pkg R10 
12/Pkg 3-767-900 12/Pkg R10 
12/Pkg 3-767-940 12/Pkg R10 
Spool 3-768-100 Spool R3 # 
12/Pkg 3-769-100 12/Pkg R3 # 
12/Pkg 3-769-050 12/Pkg R7 # 
12/Pkg 3-769-400 12/Pkg R7 # 
12/Pkg 3-769-500 12/Pkg R7 # 
12/Pkg 3-774-600 12/Pkg R10 
12/Pkg 3-774-680 12/Pkg R10 
12/Pkg 3-774-720 12/Pkg R10 
12/Pkg 3-774-760 12/Pkg R10 
12/Pkg 3-774-800 12/Pkg R10 
12/Pkg 3-775-300 12/Pkg R4 # 
12/Pkg 3-775-320 12/Pkg R4 # 
12/Pkg 3-775-340 12/Pkg R4 # 
100/Pkg 3-776-300 100/Pkg R4 e 
100/Pkg 3-776-340 100/Pkg R4 a 
100/Pkg 3-777-380 =100/Pkg R10 
5/Bot 3-777-400 5/Bot R10 
Each 3-777-700 Each R10 
12/Pkg 3-779-600 12/Pkg R10 
12/Pkg 3-779-800 12/Pkg R10 
12/Pkg 3-779-900 12/Pkg R10 
12/Pkg 3-780-100 12/Pkg R10 
12/Pkg 3-781-100 12/Pkg R10 
12/Pkg 3-781-300 12/Pkg R10 
12/Pkg 3-781-500 12/Pkg R10 
12/Pkg 3-781-600 12/Pkg R10 
12/Pkg 3-782-900 12/Pkg R10 
12/Pkg 3-782-920 12/Pkg R10 
12/Pkg 3-782-940 12/Pkg R10 
12/Pkg 3-782-960 12/Pkg R10 
12/Pkg . 3-784-100 12/Pkg R10 
12/Pkg ~ 3-784-140 12/Pkg R10 
12/Pkg 3-784-160 12/Pkg R10 
12/Pkg 3-784-180 12/Pkg R10 
12/Pkg 3-784-200 12/Pkg R10 


OG-I 


| 


NAVY 
CONV. 
JULY 1947 TABLE 
ee 
1 | 2 3 4 5 6 
Catalog Ratio 
Navy | Army-Navy Code | Iden. 
Material Unit Stock No. Unit Symbol) or 
Stock No. | Equiv 
3-786-300 12/Pkg 3-786-300 12/Pkg R10 
3-786-320 12/Pkg 3-786-320 12/Pkg R10 
3-786-340  12/Pke 3-786-340 12/Pkg R10 
3-786-360 12/Pkg 3-786-360 12/Pkg R10 
3-787-100 12/Pkg 3-787-100 12/Pkg R10 
3-787-140 12/Pkg 3-787-140 12/Pk R10 
3-789-200  100/Bot 3-789-200  100/Bot R10. 
3-789-600 Spool 3-789-600 Spool R10 
3-790-100 12/Pke 3-790-100 12/Pkg R10 
3-790-200 12/Pkg 3-790-200 12/Pkg R10 
3-790-300 12/Pkg 3-790-300  12/Pkg R10 
3-792-100 =12/Pkg 3-792-100 12/Pkg R10 
3-794-200 Each 3-794-200 Each R10 
3-794-300 Each 3-794-300 Each R10 
3-794-400 Each 3-794-400 Each R10 
3-795-600 Each 3-795-600 ach R10 
3-795-850 Each 3-795-850 Each R10 
3-796-600 Each 3-796-600 Each R10 
3-796-640 Each 3-796-640 Each R10 
3-796-820 Each 3-796-820 Each R10 
3-799-200 Each 3-799-200 Each R10 
3-799-700 Each 3-799-700 Each R10 
3-802-100. Each 3-802-100 | Each R10 
3-802-700 Each 3-802-700 Each R10 
3-802-800 Each 3-802-800 Each R10 
3-803-800 Each 3-803-800 Each R10 
3-804-100 Each 3-804-100 Each R10 
3-804-300 Each 3-804-300 Each R10 
3-804-500 Each 3-804-500 Each R10 
3-805-500 Each 3-805-500 Each R10 
3-805-800 * Each 3-805-800 Each R10 
3-805-900 Each 3-805-900 Each R10 
3-805-980 Each 3-805-980 Each BS 
3-806-800 Each 3-806-800 Each R10 
3-808-205 Set 3-808-205 Set R10 
3-810-700 Each 3-810-700 Each R10 
3-812-600 6/Pkg 3-309-500 6/Pk¢ R7 # 
3-812-700 6/Pkg 3-309-510 6/Pkg R7 # 
3-812-800 Each 3-669-930 Each R7 # 
3-812-900 Each 3-669-940 Each R7 # 
3-815-100 Roll 3-815-100 Roll R10 
3-817-600 Each 3-817-600 Each R4 # 
3-817-800 Each 3-817-800 Each R4 # 
3-817-840 Set 3-817-840 Set R10 
3-817-880 Each 3-817-880 Each R10 
3-817-920 «+ Each 3-817-920 Each R10 
3-817-960 Each 3-817-960 Each R10 
3-818-000 Each 3-818-000 Each R10 
3-818-040 Each 3-818-040 Each R10 
3-819-100 Each 3-819-100 Each R10 
3-820-100 Each 3-820-100 Each R10 
3-820-200 Each 3-820-200 Each R4 # 
3-820-220 Each 3-820-220 . Each R4 # 
3-820-240 Each 3-820-240 Each R10 
3-820-280 Each 3-820-280 Each R10 
3-820-320 Each 3-820-320 Each R10 
3-820-360 Each D6/ 
(3-820-280) # 
3-820-500 5LbBot 1-425-010 5SLbBot R2 # 
3-822-100 Set 3-822-100 Set R10 
3-822-300 Set 3-822-300 Set R10 
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NAVY 


CONV. 
TABLE 
1 2 
Catalog 
Navy 
Material Unit 
Stock No. 
3-822-500 t 
3-822-540 25/Pkg 
3-822-740 Set 
3-822-840 Set 
3-823-900 Each 
3-824-500 12/Pkg 
3-826-100 Each 
3-827-100 Each 
3-827-140 Each 
3-829-400 Each 
3-829-900 Each 
3-830-400 Each 
3-832-100 Each 
3-833-400 Each 
3-835-200 Each 
3-835-900 Set 
3-837-100 Each 
3-837-300 Each 
3-837-600 Each 
3-838-500 Each 
3-838-900 Each 
3-839-500 Each 
3-839-600 Each 
3-840-200 Each 
3-842-100 Each 
3-844-100 Each 
3-845-100 Each 
3-845-200 Each 
3-845-700 Each 
3-845-740 Each 
3-846-300 Each 
3-846-400 Each 
3-846-850 Each 
3-846-950 Each 
3-847-500 Each 
3-848-600 Each 
3-848-700 Each 
3-850-200 Each 
3-851-100 Each 
3-853-100 Each 
3-853-800 Each 
3-853-900 12/Pkg 
3-855-100 Each 
3-856-600 Each 
3-856-900 Each 
3-858-300 Each 
3-858-500 Each 
3-859-400 Each 
3-859-410 Each 
3-859-800 Each 
3-859-840 Each 
3-859-880 Each 
3-859-920 Each 
3-860-450 Each 
3-860-470 Each 
3-861-500 Each 
3-862-700 Each 
3-863-400 Each 
3-863-700 Each 
3-865-800 Each 
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JULY 1947 
3 4 5 6 1 
Ratio Catalog 
Army-Navy Code | Iden Navy 
Stock No. Unit Symbol] or Material 
Equiv Stock No. 
3-822-500 t R10 3-866-600 
3-822-540 25/Pkg R10 3-866-800 
3-822-740 Set R10 3-867-600 
3-822-840 Set R10 3-869-500 
3-823-900 Each R10 3-869-540 
3-824-500 12/Pkg R10 3-869-580 
3-826-100 Each R10 3-869-620 
3-827-100 Each R10 3-869-660 
3-827-140 Each R10 3-869-700 
3-829-400 Each R6 # 3-870-400 
3-829-900 Each R10 ets 
3-830-400 Each R10 3874-140 
3-832-100 Each R10 3.874.180 
3-833-400 Each R10 3.875.200 
3-835-200 Each R10 *O19= 
-876-4 
3-835-900 Set R10 eae 
3-837-100 Each R10 3-876-605 
D1 3-876-715 
3-837-600 Each R10 3-876-835 
3-838-500 Each R10 
3-877-315 
3-838-900 Each R10 3-877-635 
3-839-500 Each R10 3-878-525 
3-839-600 Each R10 3-878-815 
3-840-200 Each R5 # 3-882-200 
7-940-800 Each Ri # 
3-883-400 
3-844-100 Each R10 3-883-600 
3-845-100 Each R10 3-883-800 
3-845-200 Each R10 3-884-900 
3-845-700 Each RS # 3-885-600 
3-845-740 Each R10 
— 
3-885-68 
3-846-300 Each RS # 
3-846-400 Each R55 ¢ Sees 
3-846-850 Each RS # 3-885-800 
3-846-950 Each Roo 2 a 
3-847-500 Each RS. 9 3-885-840 
3-848-600 Each R5 #¢ BEERS, 
3-848-700 Each R5 # 3-885-960 
3-850-200 Each R5 # 3-889-200 
3-851-100 Each R10 
3-853-100 Each R10 3-889-900 
3-892-200 
4-454-085 Each R7 # 3-892-300 
3-853-900  12/Pkg R10 3-892-400 
3-855-100 Each R10 3-893-700 
3-856-600 Each R10 
3-856-900 Each R10 
3-858-300 Each R10 
3-858-500 Each R10 4-001-000 
3-859-400 Each R10 4-002-100 
3-859-410 Each A2 Sonat 
3-859-800 Each R10 £-013-000 
3-859-840 Each R10 
3-859-880 Each R10 iatesan 
3-824-100 Each R7 # 4-016-000 
3-860-450 Each R10 4-017-000 
3-860-470 Each R3 #¢ 4-017-100 
3-861-500 Each R5 #¢ 4-017-195 
3-858-500 Each R7 ¢ 4-017-210 
3-863-400 Each R10 4-018-400 
3-863-700 Each R10 4-018-410 
3-865-800 Each R10 4-018-600 


PRELIMINARY EDITION 


3 


5 


6 
Ratio 


Army-Navy Code _ Iden. 
Unit Stock No. Unit Symbol! or 
Equiv. 
Each 3-866-600 Each R10 
Each 3-866-800 Each R5 # 
Each 3-867-600 Each R5 # 
Each 3-869-500 Each R5 # 
Each 3-869-540 Each R5 # 
Each 3-869-580 Each R5 # 
Each 3-869-620 Each R5 # 
Each 3-869-660 Each R5 # 
Each 3-869-700 Each R5 # 
Each 3-870-400 Each R5 # 
Each 3-870-900 Each R5 # 
Each 3-874-100 Each R10 
Each 3-874-140 Each R10 
Each 3-874-180 Each R10 
Each 3-875-200 Each R10 
Each 4-460-420 Each R7 # 
Foot 4-460-450 Foot R2 # 
Set D1 
Foot 4-460-720 Foot R2 # 
Each D1 
Foot 4-461-420 Foot R7 # 
Foot 4-461-470 Foot R2 # 
Foot 4-463-100 Foot R7 # 
Foot 4-463-200 Foot R2 # 
Each 3-882-200 Each R5 # 
Each 3-883-400 | Each R4 #. 
Each 3-883-600 Each R4 # 
Each 3-883-800 Each R4 # 
Each 3-885-830 Each R2 # 
Set D1 
Each 3-885-930 Each R7 # 
Each 3-885-680 Each R10 
Each 3-885-720 Each R10 
Each 3-885-760 Each R10 
Each 3-885-800 Each R10 
Each 3-885-840 Each R10 
Each 3-885-880 Each R10 
Each 3-885-920 Each R10 
Set 3-885-960 Set R7 # 
Each 3-889-200 Each R10 
Tube 3-889-900 Tube R10 
Yard 3-892-200 Yard R10 
Yard 3-892-300 Yard R10 
Yard 3-892-400 Yard R10 
Coil 3-893-700 Coil R10 
CLASS 4 
Each 4-001-000 Each R10 
Each 4-454-120 Each R7 # 
Each 4-003-000 Each R10 
Each D1 
Each 4-013-000 Each R4 # 
Each 4-014-010 Each R4 # 
Pair 4-018-700 ‘Pair R7 # 
Each 4-018-725 Each R7 # 
Set 4-018-800 Set R7 # 
Each 4-017-100 Each R10 
Each 4-017-195 | Each R4 # 
Set 4-018-830 Set R7 # 
Each 4-018-400 Each R4 # 
Set 4-018-850 Set R7 # 
Each 4-018-600 Each R4 # 
OG-|! 


1 
Catalog 
Navy 
Material 
Stock No. 


————__2___— 


4-018-625 
4-030-000 
4-030-300 
4-030-340 
4-030-380 


4-030-420 
4-030-425 
4-030-460 
4-030-465 
4-030-475 
4-030-485 
4-030-490 
4-031-000 
4-031-500 
4-032-000 


4-033-000 
4-033-500 
4-034-000 
4-035-000 
4-036-000 


4-042-000 
4-042-100 
4-042-500 
4-042-525 
4-042-550 


4-044-250 
4-044-420 
4-045-000 
4-046-000 
4-046-400 


4-051-500 
4-053-000 


4-054-000 
4-054-200 
4-054-250 
4-055-025 
4-056-400 


4-056-500 
4-058-100 
4-058-125 
4-058-150 
4-058-175 


4-060-120 
4-060-150 
4-060-180 
4-060-210 
4-060-240 


4-060-270 
4-082-000 
4-082-100 
4-082-105 
4-082-200 


OG-| 


¢ 


6 
Ratio 


Army-Navy | Code | Iden. 
Unit Stock No. Unit ‘Symbol! or 
| Equiv. 

Each 4-018-750 Each R7 # 
Each 4-030-000 Each R10 
Each 4-030-300 Each R4 # 
Each 4-030-340 Each R10 
Each 4-030-380 Each R4 # 
Each 4-030-420 Each R4 # 
Each 4-030-425 Each R4 * 
Each 4-055-460 Each R4 # 
Each 4-030-465 Each R4 # 
Each 4-030-475 Each R4- # 
Each 4-030-485 Each R4 # 
Each 4-030-490 Each R4 # 
1 Lb Box 4-031-000 1 Lb Box R10 
Each 4-031-500 Each R10 
Each 4-032-000 Each R10 
Each 4-033-000 Each R10 
Each 4-033-500 Each R10 
Each 4-034-000 Each R10 
Each 4-035-000 Each R10 
Each 4-036-000 Each R10 
Each 4-042-000 Each R10 
100/Pkg 4-042-100 300/Pkg R4 # 
Each 4-042-500 Each R10 
Each 4-042-525 Each R10 
Each 4-042-550 Each R10 
Each 4-044-250 Each RS # 
Each D2 
Each 4-045-000 Each R10 
Each 4-066-000 Each R10 
Each 4-046-400 Each R10 
Each 4-046-600 Each R10 
Each 4-048-001 Each R10 
Each 4-048-200 Each R10 
Each 4-048-800 Each R10 
Each 4-049-000 Each R10 
Each 4-049-200 Each R10 
Each 4-050-000 Each R10 
Each 4-051-000 Each R10 
Each 4-051-500 Each R10 
Each 4-053-000 Each R10 


4-054-000 
4-054-200 
4-054-250 
4-055-025 
4-056-400 


4-056-500 
4-058-100 
4-058-125 
4-058-150 
4-058-175 


4-060-120 
4-060-150 
4-060-180 
4-060-210 
4-060-240 


4-060-270 
4-082-000 
4-082-100 
4-082-105 
4-082-200 


Catalog 
Navy Army-Navy Cede Iden. 

Material Unit Stock No. Unit ‘Symbol, or 

Stock No | pane 
4-082-300 Each 4-082-300 Each R10 
4-083-000 Each 4-083-000 Each R10 
4-084-000 Each 4-084-000 Each R4 # 
4-085-000 Each 4-085-000 Each R4 # 
4-086-000 Each 4-086-000 Each R4 # 
4-087-000 Each 4-087-000 Each R4 # 
4-087-650 Each 4-087-650 Each R10 
4-089-000 Each 4-089-000 Each R10 
4-089-125 Each 4-089-125 Each R10 
4-089-150 12/Pkg 4-089-150 12/Pkg R10 
4-089-185 12/Pkg 4-089-185 12/Pkg R10 
4-089-820 Each 4-089-820 Each R4 fi 
4-089-950 Each 4-089-950 Each R4 # 
4-089-955 Each 4-089-955 Each R4 # 
4-089-962 12/Pkg 4-089-962 12/Pkg R10 
4-090-000 Set 4-090-000 Set R10 
4-090-200 Each 4-090-200 Each R7 # 
4-090-300 12/Pkg 4-090-300 12/Pkg R3 # 
4-090-650 500/Pkg 4-090-650 500/Pkg R10 
4-091-000 Each 4-091-000 Each R10 
4-092-000 Each 4-092-000 Each R10 
4-093-000 Each 4-093-000 Each R10 
4-094-000 Each 4-094-000 Each R10 
4-094-500 Each 4-094-500 Each R3 # 
4-095-500 Each 4-095-500 Each R10 
4-095-550 Each 4-095-550 Each R10 
4-097-000 12/Pkg 4-097-000 12/Pkg R10 
4-098-000 Each 4-098-000 Each R10 
4-098-500 Each 4-098-500 Each R4 # 
4-099-000 Each 4-099-000 Each R10 
4-100-000 Each 4-100-000 Each R10 
4-101-000 Each 4-101-000 Each R10 
4-101-200 Each 4-101-200 Each R10 
4-102-820 Each 4-102-820 Each R7 # 
4-105-000 Each 4-105-000 Each R10 
4-106-000 Each 4-106-000 Each R5 # 
4-107-000 Each 4-107-000 Each R7 # 
4-108-000 Each 4-108-000 Each R4 # 
4-108-025 Each 4-108-025 Each R10 
4-109-000 Each 4-109-000 Each R4 # 
4-110-000 Each 4-110-000 Each R4 # 
4-111-000 Each 4-111-000 Each R5 # 
4-114-000 Each 4-114-000 Each R7 # 
4-114-500 Each 4-114-500 Each R4 # 
4-114-975 Each 4-114-975 Each R7 # 
4-114-980 Each 4-114-980 Each R7 
4-117-650 Sar 4-117-650 Each R7 # 
4-117-655 ach 4-117-655 Each R7 # 
4-120-120. Each 4-121-120 Set R7 # 
4-120-150 Each 4-120-150 Each R7 # 
4-120-200 Each 4-120-200 Each R4 # 
4-122-160 Each 4-122-160 Each R10 
4-124-020 Each 4-124-020 Each R10 
4-124-050 Each 4-124-050 Each R10 
4-124-060 Each 4-124-060 Each R10 
4-124-250 12/Pkg 4-124-250 12/Pkg R10 
4-124-410 Each 4-124-410 Each R10 
4-128-300 Each 4-128-300 Each R10 
4-128-400 Each 4-128-400 Each R10 
4-128-500 Each 4-128-500 Each R10 


JULY 1947 


1 
Catalog 
Navy 
Material 
Stock No. 


4-128-720 


4-128-906 
4-128-960 
4-128-988 
4-129-008 


4-129-108 
4-129-300 


4-130-060 
4-130-065 
4-130-088 
4-132-120 
4-133-160 


4-133-560 
4-141-700 
4-142-000 
4-143-000 
4-144-000 


4-144-100 
4-144-150 


4-186-220 
4-187-110 
4-187-120 
4-187-130 
4-187-140 
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Unit 


134 Oz 
Tube 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
12/Pkg 
12/Pkg 


12/Pkeg 
12/Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
12/Pkg 
12/Pkg 
12/Pkg 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Foot 
Each 
Each 


Each 
Each 
Each 
Each 
Pair 


Each 
Each 
Each 
Each 
Each 


Each 

100/Bag 
100/Bag 
100/Bag 
100/Bag 


3 


Army-Navy 
Stock No. 


4-128-720 


4-128-906 
4-128-960 


4-129-008 


4-129-108 
4-129-300 
4-129-315 
4-129-450 
4-130-005 


4-130-010 
4-130-012 
4-130-015 
4-130-020 
4-130-025 


4-130-030 


4-130-035 - 


4-130-050 
4-130-055 
4-130-058 


4-130-060 
4-130-065 


4-181-000 
4-182-000 
4-182-500 
4-183-500 
4-183-510 


4-183-520 
4-183-540 
4-183-560 
4-183-580 
4-185-005 


4-185-225 
4-185-240 
4-185-250 
4-185-500 
4-186-120 


4-187-110 
4-187-120 
4-187-130 
4-187-140 


Unit 


134 Oz 
Tube 

Each 

Each 


Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
12/Pkg . 
12/Pkg 


12/Pkg 
12/Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
11/Pkg 
12/Pkg 
12/Pkg 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Foot 
Each 
Each 


Each 
Each 
Each 
Each 
Pair 


Each 
Each 
Each 
Each 
Each 


100/Bag 
100/Bag 
100/Bag 
100/Bag 


SRSRSRS6R SRO OSS 


SR SR 


Sk SRSRSR SRSRSRSRSR SRS SR 


PRELIMINARY EDITION 


canstig . Ratio 
Navy Army-Navy Code | Iden 

Material Unit Stock No. Unit Symbol; or 

Stock No. ; Equiv 
4-187-150  100/Bag 4-187-150 100/Bag R10 
4-187-160 100/Bag 4-187-160  100/Bag R10 
4-187-170  100/Bag 4-187-170  100/Bag R10 
4-187-180  100/Bag 4-187-180  100/Bag R10 
4-187-190 100/Bag 4-187-190  100/Bag R10 
4-187-200 12/Bag 4-187-205 12/Bag R2 # 
4-187-210 12/Bag 4-187-210 12/Bag R4 # 
4-187-220  12/Bag 4-187-220 12/Bag R10 
4-187-230 12/Bag 4-187-230 12/Bag R10 
4-187-240 12/Bag 4-187-240 12/Bag R4 # 
4-187-300 50/Bag 4-187-300 50/Bag R4 # 
4-187-500 Set 4-187-500 Set R10 
4-187-525 Each D2 
4-188-010 Each 4-188-010 Each R10 
4-188-200 Each 4-188-200 Each R4 # 
4-188-205 Each 4-188-205 Each R10 
4-188-450 Each 4-188-450 Each R10 
4-189-000 %4%Oz Box 4-189-000 %OzBox R10 
4-190-000 4%Oz Box 4-190-000 %Oz Box R10 
4-192-000 Each 4-192-000 Each R4 # 
4-192-200 Each 4-192-200 Each R10 
4-193-050 Each 4-193-050 Each R10 
4-193-375 Each 4-193-375 Each R10 
4-193-500 Each 4-193-500 Each R10 
4-194-000 Each 4-194-000 Each R4 # 
4-194-200 Each 4-194-200 Each R10 
4-196-050 Each 4-196-050 Each R10 
4-197-000 Each 4-197-000 Each R10 
4-198-000 Each 4-198-000 Each R10 
4-199-000 Each 4-199-000 Each R10 
4-200-000 Each 4-200-000 Each R10 
4-201-000 Each 4-201-000 Each R10 
4-202-000 Each 4-202-000. Each R10 
4-203-000 Each 4-203-000 Each R10 
4-203-500 Each 4-203-500 Each R10 
4-204-000 Each 4-204-000 Each R10 
4-205-000 Each 4-205-000 Each R10 
4-206-000 Each 4-206-000 Each R10 
4-207-000 Each 4-207-000 Each R10 
4-209-150 Each 4-209-150 Each R4 # 
4-209-160 Each 4-209-160 Each R10 
4-209-170 Each 4-209-170 Each R10 
4-210-000 Each 4-210-000 Each R10 
4-210-200 Each 4-210-200 Each R10 
4-210-400 Each 4-210-400 Each R10 
4-210-500 Each 4-210-500 Each R10 
4-213-100 Each 4-213-100 Each R10 
4-213-900 Each 4-213-900 Each R10 
4-214-010 Each 4-214-010 Each R10 
4-214-500 Each 4-214-500 Each 


4-215-000 
4-215-500 
4-220-000 
4-221-000 
4-222-000 


4-223-810 
4-223-815 
4-223-820 
4-224-000 
4-225-000 


Each 
Each 
Pair 

Each 
Each 


Each 
Each 
Each 
Each 
Each 


4¢215-000 
4-215-500 
4-220-000 
4-221-000 
4-222-000 


4-223-810 
4-223-815 
4-223-820 
4-224-000 
4-225-000 


Each 
Each 
Pair 

Each 
Each 


Each 
Each 
Each 
Each 
Each 


OG-I| 


1 
Catalog 
N 


iavy 
Material 
Stock No. 


4-226-500 
4-226-505 
4-226-510 
4-226-520 
4-228-120 


4-228-250 
4-229-010 
4-229-020 
4-229-030 
4-229-400 


4-229-600 
4-229-800 
4-230-120 
4-230-250 
4-230-720 


4-237-350 
4-237-500 
4-237-700 
4-238-000 
4-238-500 


4-252-000 


4-254-000 
4-255-000 
4-256-000 
4-257-000 
4-258-000 


4-259-000 
4-260-000 
4-260-250 
4-260-300 
4-260-315 


4-260-525 
4-260-600 
4-260-650 
4-260-700 
4-260-800 


4-260-850 
4-260-900 
4-261-025 
4-261-125 
4-261-225 


4-267-100 
4-268-000 
4-268-050 
4-268-060 
4-268-070 


OG-| 


Army-Navy 
Stock No. 


4-226-500 
4-226-505 
4-226-510 
4-226-520 
4-228-120 


4-228-250 
4-229-010 
4-229-020 
4-229-030 
4-229-400 


4-229-600 
4-229-800 
4-230-120 
4-230-250 
4-230-720 


4-185-245 
4-237-500 
4-237-700 
4-238-000 
4-238-500 


4-239-000 
4-240-000 
4-241-000 
4-242-000 
4-243-000 


4-244-000 
4-245-000 
4-246-000 
4-247-000 
4-247-100 


4-248-000 
4-249-000 
4-250-000 
4-251-000 
4-252-000 


4-254-000 
4-255-000 
4-256-000 
4-257-000 
4-258-000 


4-259-000 
4-260-000 
4-260-250 
4-260-300 
4-260-315 


4-260-525 
4-260-600 
4-260-650 
4-260-700 
4-260-800 


4-260-850 
4-260-900 
4-261-025 
4-261-125 
4-261-225 


4-267-100 
4-268-000 
4-268-050 
4-268-060 
4-268-070 


JULY 1947 
1 2 3 4 ie 6 
Catalog Ratio 
Navy | Army-Navy | Code Iden. 
Material Unit Stock No. Unit \Symbol or 
Stock No. Equiv 
t 
4-269-000 Each 4-269-000 Each R10 
4-270-500 Each 4-270-500 Each R10 
4-271-000 Each 4-271-000 Each R10 
4-272-000 Each 4-272-000 Each R10 
4-273-840 Each 4-273-840 Each R10 
4-273-900 Each 4-273-900 Each R10 
4-273-905 Each 4-273-905 Each R10 
4-273-960 Each 4-273-960 Each R10 
4-274-000 Each 4-274-000 Each R4 # 
4-274-580 Pair 4-274-580 Pair R10 
4-274-650 Each D2 
4-274-655 Each D2 
4-274-660 Each D2 
4-274-665 Each D2 
4-275-070 Each 4-275-070 Each R10 
4-275-085 Each 4-275-085 Each R10 
4-275-115 Each 4-275-115 Each R10 
4-275-120 Each 4-275-120 Each R10 
4-275-165 Each 4-275-165 Each R10 
4-275-210 Each 4-275-210 Each R10 
4-275-250 Each 4-275-250 Each R10 
4-275-520 Set 4-275-520 Set R10 
4-275-810 Each 4-275-810 Each R3 # 
4-275-830 Each 4-275-830 Each R10 
4-277-000 Each 4-277-000 Each R7 # 
4-278-000 Each 4-276-850 Each R7 # 
4-279-000 Each 4-276-875 Each R7 # 
4-280-000 Each 4-276-925 Each R7 # 
4-281-000 Each 4-276-935 Each R7 # 
4-281-180 Each 4-281-180 Each R10 
4-281-200 Each 4-281-200 Each R4 # 
4-281-400 Each 4-281-400 Each R10 
4-281-600 Each 4-281-600 Each R10 
4-282-120 Each 4-282-120 Each R6 # 
4-282-460 Each 4-282-460 Each R10 
4-285-000 Each 4-285-000 Each R10 
4-286-000 Each 4-286-000 Each R4 # 
4-286-050 Each 4-286-050 Each R4 # 
4-287-042 Each 4-287-042 Each R10 
4-287-043 Each 4-287-043 Each R10 
4-288-120 Each 4-288-120 Each R7 # 
4-288-580 Each 4-288-580 Each R7 # 
4-288-620 Each 4-288-620 Each R7 # 
4-289-120 Each 4-289-120 Each R7 # 
4-289-125 Each 4-289-125 Each R4 # 
4-292-004 Each 4-292-004 Each R7 # 
4-294-250 Each D1 
4-298-100 Each 4-298-100 Each R7 # 
4-298-200 Each 4-298-200 Each R7 # 
4-298-500 Each 4-298-500 Each R7 # 
4-298-510 Each 4-298-510 Each R3,R4 # 
4-298-515 Each D1 
4-301-000 Each 4-301-000 Each R10 
4-301-210 Each 4-301-210 Each R4 # 
4-301-212 Each 4-301-212 Each R10 
4-301-230 Each 4-301-230 Each R10 
4-301-240 Each 4-301-240 Each R4 # 
4-302-000 Each 4-302-000 Each R4 # 
4-303-000 Each 4-303-000 Each R4 # 
4-304-000 Each 4-304-000 Each R4 # 


NAVY 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
2 3 4 5 6 1 2 3 4 5 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Idan Navy Army-Navy Code | Iden 
Material Unit Stock No. Unit Symbol) ar Material Unit Stock No. Unit Symbol) or 
Stock No. Equiv Stock No Equiv 
4-305-000 Each 4-305-000 Each Reo sg 4-337-500  10/Pkg 4-337-500 10/Pkg R4 # 
4-305-380 12/Box 4-305-380  12/Box R10 4-338-000 Each 4-338-000 Each R7 # 
4-305-390 12/Box 4-305-390  12/Box R10 4-338-500 Each 4-338-500 Each R4 # 
4-305-400 12/Box 4-305-400  12/Box R10 4-338-750 Each D6/ 
4-305-410  12/Box 4-305-410  12/Box R10 (4-338-660) 
4-339-500 Each 4-339-500 ac iy ORY 
4-305-420 Each 4-305-420 Each R10 
4-305-436 Each 4-305-436 Each R10 4-344-000 Each 4-344-000 Each R10 
4-345-000 Each 4-345-000 Each R10 
4-306-000 Each 4-306-000 Each R10 
4-355-200 Each 4-355-200 Each Ro # 
4-307-000 Each 4-307-000 Each R10 
4-308-000 Each 4-308-000 Each R10 4-355-400 Set 4-355-400 Set R6 # 
Sicinea Be ai 4-355-650 Each 4-355-645 Each aes 
4-311-120  100/Pad Di 4-355-655 Each 4-355-664 Each RT og 
4-311-220 Each Di 4-355-690 Each 4-355-690 Each R10 
ee bea ee is eka Each eee Each R5 #¢# 
oie a -355- ac 4-355-715 Each R5 
4-311-750 750/Book 4-311-750 750/Book R4~ # 4-355-720 Each 4-355-720 Each R5 ‘ 
4-311-765 750/Book 4-311-765 750/Book R4~ # 4-356-100 Each 4-356-100 Each R7 # 
4-312-000 500/Book 4-312-000 500/Book R10 4-356-105 Each 4-356-105 Each R4 # 
4-312-100 750/Book 4-312-100 750/Book R10 4-357-120 Each 4-357-120 Each RT. 2:9 
4-312-120 750/Book 4-312-120 750/Book R10 4-357-220 Each 4-357-220 Each R7 # 
4-312-150 Each 4-312-150 Each R10 4-357-320 Each 4-357-320 Each R77 # 
4-312-480 Each 4-287-050 Each i ae 4-357-345 Each 4-357-345 Each R10 
4-312-495 Each 4-287-055 Each ee 4-357-360 Each 4-357-360 Each R4 # 
4-312-620 Each 4-287-065 Each R7 # 4-357-575 Each D1 
4-312-850 Each 4-312-850 Each R10 4-357-650  100/Pkg 4-357-650  100/Pkg R10 
4-313-975 Each 4-313-975 Each R10 4-357-800 - 100/Pkg 4-357-800  100/Pkg R10 
4-314-175 Each 4-314-175 Each R10 4-358-000  100/Pkg 4-358-000  100/Pkg R10 
4-314-360 Each 4-314-360 Each R5 # 4-359-000  100/Pkg 4-359-000  100/Pkg R10 
4-314-375 Each 4-314-375 Each RS cig 4-360-000  100/Pkg 4-360-000  100/Pkg R10 
4-314-420 Each 4-314-420 Each R10 4-361-000  100/Pkg 4-361-000  100/Pkg R10 
4-314-485 Each 4-314-485 Each R10 4-361-500 100/Pkg 4-361-500  100/Pkg R10 
4-314-525 Each 4-314-525 Each Al 4-363-000  100/Pkg 4-363-000  100/Pkg R10 
4-314-750 Each 4-314-750 Each R4 ¢# 4-364-000  100/Pkg 4-364-000  100/Pkg R10 
4-314-760 Each 4-314-760 Each R10 4-364-620  100/Pkg 4-364-620  100/Pkg R10 
4-314-770 Each 4-314-770 Each R10 4-365-000 1 Ream Pkg 4-365-000 1 Ream Pkg R10 
4-315-000 Each 4-315-000 Each R10 4-365-030  100/Bot 4-365-030  100/Bot R10 
4-316-000 Each 4-316-000 Each R10 4-365-100 Quire 4-365-100 Quire R10 
4-316-250 Each 4-316-250 Each R4 # 4-365-105 Quire 4-365-105 Quire R10 
4-316-500 Each 4-316-500 Each R10 4-365-210 12/Pkg 4-365-210  12/Pkg R10 
4-317-005 Each 4-317-005 Each R5 # 4-365-220 12/Pkg 4-365-220 12/Pkg R10 
4-317-010 Each 4-317-010 Each eae 4-365-250 Each 4-365-250 Each R10 
4-317-050 Each 4-317-050 Each RS # 4-365-285 1000/Pky  4-365-285 1000/Pkg R4 # 
4-317-060 Each 4-317-060 Each RS # 4-365-288  100/Pkg 4-365-288  100/Pkg R10 
4-317-080 Pair 4-317-080 Pair RS # 4-365-300 Each 4-365-300 Each R10 
4-317-160 Pair 4-317-160 Pair R5 # 4-365-325 Each 4-365-325 Each R10 
4-317-210 Each 4-317-210 Each R10 4-365-350 Each 4-365-350 Each R10 
4-317-220 Each 4-317-220 Each R10 4-365-850 Each 4-365-850 Each R10 
4-317-250 Each 4-317-250 Each R10 4-365-860 Each 4-365-860 Each R10 
4-317-275 Each 4-317-275 Each R4 # 4-366-000 Each 4-366-000 Each R10 
4-317-500 Each 4-317-500 Each R10 4-367-000 Each 4-367-000 Each R10 
4-317-525 Each 4-317-525 Each R10 4-368-000 Each 4-368-000 Each R10 
4-317-650 Each 4-317-650 Each R5 # 4-369-000 Each 4-369-000 Each R10 
4-317-720 Each 4-317-720 Each RS # 4-370-000 Each 4-370-000 Each R10 
4-317-750 Each 4-317-750 Each R5 # 4-370-050 Each 4-370-050 Each R10 
4-318-100 Each 4-318-100 Each RS # 4-370-100 Each 4-370-100 Each R10 
4-318-200 Each 4-318-200 Each RS # 4-371-000 Each 4-371-000 Each R10 
4-318-300 Each 4-318-300 Each RS) i%¥ 4-372-000 Each 4-372-000 Each R10 
4-322-150 Each 4-322-150 Each R10 4-372-100 Each 4-372-100 Each R10 
4-322-375 Each 4-322-375 Each R5 # 4-372-300 Each 4-372-300 Each R10 
4-336-000 Each 4-336-000 Each R10 4-373-000 Each 4-373-000 Each R10 
4-337-000 Each 4-337-000 Each R4 # 4-374-000 Each 4-374-000 Each R10 
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1 
Catalog 
Navy 
Material 
Stock No. 


4-375-000 
4-377-960 
4-377-980 
4-378-000 
4-379-000 


4-380-000 
4-380-250 
4-380-500 
4-380-755 
4-380-760 


4-382-100 
4-382-150 
4-382-200 
4-382-205 
4-382-208 


4-382-210 
4-382-220 
4-382-230 
4-382-350 
4-382-400 


4-392-525 


4-392-720 
4-393-450 
4-393-460 
4-393-500 
4-395-000 


4-395-885 
4-396-000 
4-396-575 
4-397-350 
4-397-365 


4-398-100 
4-398-120 
4-398-140 
4-398-180 
4-398-200 


| 4-398-250 


4-400-950 


OG.-| 


PRELIMINARY EDITION 


72/Box 


Each 
Each 


4-375-000 
4-377-960 
4-377-980 
4-378-000 
4-379-000 


4-380-000 
4-380-250 
4-380-500 
4-380-755 
4-380-760 


4-382-100 
4-382-150 
4-382-200 
4-382-205 
4-382-208 


4-382-210 
4-382-220 
4-382-230 
4-382-350 
4-382-400 


4-382-875 
4-382-885 
4-383-000 
4-383-100 
4-383-175 


4-384-020 
4-384-100 


4-385-000 


4-385-950 
4-386-000 
4-387-000 
4-388-000 
4-388-110 


-388-120 
-390-400 
-390-800 
-392-500 
-392-525 


RN a Sg Sa Se 


4-392-720 
4-393-450 
4-393-460 
4-393-500 
4-395-000 


4-395-885 
4-396-000 
4-396-575 
4-397-350 
4-397-365 


4-398-100 
4-398-120 
4-398-140 
4-398-180 
4-398-200 


4-398-250 
4-398-260 
4-398-750 
4-400-000 
4-400-950 


72/Box 


Each 
Each 


St SR SR SR SR SR SR 5K SR 


SRR SR SR 


SR SR SR 


3 RoR SR SR 


S855 SRR Sh 


Catalog 
Navy 
Material 
Stock No. 


4-401-200 
4-401-300 
4-401-315 
4-401-325 
4-401-340 


4-403-500 
4-404-120 
4-404-160 
4-404-832 
4-404-882 


4-404-916 
4-405-025 
4-405-050 
4-405-500 
4-405-600 


4-405-750 
4-407-000 
4-407-500 
4-408-000 
4-409-000 


4-410-000 
4-411-000 
4-412-000 
4-413-000 
4-414-000 


4-415-000 
4-415-500 
4-416-000 
4-416-500 
4-417-000 


4-419-000 
4-419-500 
4-420-000 
4-421-000 
4-422-000 


4-422-214 
4-424-100 
4-424-500 
4-425-100 
4-425-600 


4-426-450 
4-426-457 
4-426-465 
4-427-120 
4-430-300 


4-433-150 
4-433-450 
4-433-750 
4-434-350 
4-434-650 


4-434-950 
4-435-250 
4-435-550 
4-435-850 
4-443-000 


4-444-000 
4-445-000 
4-446-000 
4-447-000 
4-447-350 


25/Box 


JULY 1947 


3 


Army-Navy 
Stock No. 


4-401-200 
4-401-300 
4-401-315 
4-401-325 
4-401-340 


4-404-832 
4-404-882 


4-404-916 
4-405-025 
4-404-883 
4-405-500 
4-405-600 


4-405-750 
4-407-000 
4-407-500 
4-408-000 
4-409-000 


4-410-000 
4-411-000 
4-412-000 
4-413-000 
4-414-000 


4-415-000 
4-415-500 
4-416-000 
4-416-500 


~ 4-417-000 


4-419-000 
4-419-500 
4-420-000 
4-421-000 
4-422-000 


4-422-214 
4-424-100 
4-424-500 
4-425-100 
4-425-600 


4-426-450 
4-426-457 
4-426-465 
4-427-120 
4-430-300 


4-433-150 
4-433-450 
4-433-750 
4-434-350 
4-434-650 


4-434-950 
4-435-250 
4-435-550 
4-435-850 
4-443-000 


4-444-000 
4-445-000 
4-446-000 
4-447-000 
4-447-350 


St SRR SE SRR SRS SR SR SSR SR SRR SR SIR SR SRSRSR OS Se SRR SRS 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
1 | 2 3 4 5 6 1 oa 3 4 (ee 6 
Catalog Ratio Catalog | Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy | Code | Iden. 
Material Unit Stock No. Unit Symbol or Material Unit Stock No. Unit |Symbol) or 
Stock No. Equiv. Stock No. | Equiv. 
4-448-000 Each 4-448-000 Each R10 5-013-150 Each 5-013-150 Each R10 
4-449-000 Each 4-449-000 Each R10 5-013-510 Each 5-013-510 Each R4 # 
4-450-000 Each 4-450-000 Each R10 5-013-520 Each 5-421-945 Each R7 # 
4-451-000 Each 4-451-000 Each R10» +" 5-014-000 Each 5 014-000 Each R4 # 
4-451-500 12/Pkg 4-451-500 12/Pkg R4 # 5-015-000 Set 5-015-000 Set R7 # 
4-451-600 12/Pkg 4-451-600 12/Pkg R4 # 5-015-150 100 /Box 5-015-150 100/Box R10 
4-451-650 Each D1 5-015-250 100/Box 5-015-250 100/Box R10 
4-451-700 Each 4-451-700 Each R10 5-015-315 175/Box 5-015-323 175/Box R2 # 
4-451-705 Each 4-451-705 Each R10 5-015-325 225/Box 5-015-325 225 /Box R10 
4-451-800 Each 4-451-800 Each R10 5-016-050 12/Box 5-016-050 12/Box R10 
4-451-810 Each 4-451-810 Each R10 5-016-150 12/Box 5-016-150 12/Box R10 
4-454-100 Each 4-454-100 Each R10 5-017-050 Each 5-017-050 Each R10 
4-454-500 Each 4-454-500 Each R10 5-017-750 Each 5-017-750 Each R10 
4-455-000 Each 4-455-000 Each R10 5-017-850 Each 5-017-850 Each R10 
4-456-000 Each 4-456-000 Each R10 5-018-000 Each 5-018-000 Each R4 # 
4-456-025 Each 4-456-025 Each R10 5-019-000 Each 5-019-000 Each R4 # 
4-456-100 Each 4-456-100 Each R10 5-020-000 Each 5-020-000 Each R4 # 
4-456-525 Each 4-456-525 Each R10 5-022-000 Each 5-022-000 Each R4 # 
4-456-950 Each 4-456-950 Each R10 5-022-200 Each 5-022-200 Each R7 #. 
4-457-525 Roll 4-457-525 Roll R6 # 5-022-400 Each 5-022-400 Each R7 # 
4-457-750 Each 4-457-750 Each R10 : 5-022-600 Each 5-022-600 Each R7 # 
4-457-775 Each 4-457-775 Each R10 5-022-800 Each 5-022-800 Each R7 # 
4-459-250 25/Pkg 4-459-250 25/Pkg R10 5-023-000 Each 5-023-000 Each R7 # 
4-460-480 Foot 4-460-480 12 Ft/Each R7 1234) 5-023-550 Each 5-023-550 Each R10 
4-460-520 Foot 4-460-520 12 Ft/Each R7 12:1 5-024-750 Each 5-024-750 Each R10 
4-461-000 Foot 4-461-000 Foot R7 # 5-025-050 Each 5-025-050 Each R10 
4-461-530 — Foot 4-461-530 Foot R7 # 5-026-550 Each 5-026-550 Each R4 # 
4-463-120 Each D1 5-027-750 12/Pkg 5-027-750 12/Pkg R10 
4-464-000 Foot 4-464-000 Foot R10 5-027-850 12/Pkg 5-027-850 12/Pkg R10 
4-469-120 Y% Lb Ball D1 5-027-950 12/Pkg 5-027-950 12/Pkg R10 
4-470-000 Each 4-470-000 Each R10 5-029-050 Each 5-029-050 Each R10 
4-471-700 Each 4-069-100 Each ee 5-030-000 ies 5-030-000 Each R10 
4-473-200 Each 4-069-110 Each a 5-030-550 Se 5-030-550 Pk R10 
t g 

4-473-600 Each 4-473-600 Each Rec 5-031-000 Each 5-031-000 Each R10 
4-473-625 | Each 4-473-625 Each ee eer | 5-033-000  6/Pkg 5-033-000  6/Pkg R10 
4-474-000 Set 4-474-000 Set _ R10 5035-000  6/Pkg 5035-000  6/Pkg R10 
4-474-200 12/Pkg 4-474-200 12/Pkg R10 3036-000 6/Pk 3.036.000 6/Pk R10 
4-474-400° 12/Pkg 4-474-400 12/Pkg R10 8 & 

5-036-250 6/Pkg 5-036-250 6/Pkg R10 
4-474-600 12/Pkg 4-474-600 12/Pkg R10 
4-488-000 Spool 4-488-000 Spool R10 5-037-000 6/Pkg 5-037-000  6/Pkg R10 

P P 5-039-000 6/Pkg 5-039-000 6/Pkg R10 

4-489-000 Inch 4-489-000 Inch R10 
4-489-100 Inch 4-489-100 Inch R10 5-041-000 6/Pkg 5-041-000 6/Pkg R10 
4-493-000 Roll 4-493-000 Roll R10 5-043-000 6/Pkg 5-043-000  6/Pkg R10 

5-043-250 6/Pkg 5-043-250 6/Pkg R10 

5-044-000 6/Pkg 5-044-000 6 (Pkg R10 

5-045-000  6/Pk: 5-045-000  6/Pk: R10 

CLASS 5 [Eke ; 

5-001-005 1LbBox 5-001-005 1LbBox R10 5-052-000 6/Pkg 5052-000 6/Pkg R10 

5-053-000 6/Pkg 5-053-000 6/Pkg R10 
5-002-000 1 Oz Pkg 5-002-000 1 Oz Pkg R4 # Qn. 

5-053-250 6/Pkg 5-053-250 6/Pkg R10 
5-002-050 5 Oz Pkg 5-002-050 5 Oz Pkg R4 # 2 

5-054-000 6/Pkg 5-054-000 6/Pkg R10 
5005-050 Rach 5-005-050 Each R4 # 5-055- 6/Pkg 6/Pkg R10 
5-005-055 Each 5-005-055 Each R4 # 5-057-000 6/Pkg 5-057-000  6/Pkg R10 
5-005-150 . Each 5-005-150 Each R4 4 5-059-000 6/Pkg 5-059-000 6/Pkg R10 
5-005-350 Each 5-005-350 Each R4 # 5-061-000 6/Pkg 5-061-000 6/Pkg R10 
5-005-550 Each 5-005-550 Each R4 # 5-063-000 6/Pkg 5-063-000 6/Pkg R10 
5-007-050 Each 5-007-050 Each R5 # 5-064-000 6/Pkg 5-064-000 6/Pkg R10 
5-009-500 Set 5-009-500 Set R10 5-065-000 6/Pkg 5-065-000 6/Pkg R10 
5-010-050 Each 5-010-050 Each R10 5-066-000 6/Pkg 5-066-000 6/Pkg R10 
5-010-060 Each 5-010-060 Each R5 # 5-069-000 6/Pkg 5-069-000 6/Pkg R10 
5-011-000 Each 5-011-000 Each R10 5-071-000 6/Pkg 5-071-000 6/Pkg R10 
5-013-000 Each 5-013-000 Each R10 5-072-000 6/Pkg 5-072-000  6/Pkg R10 
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Catalog 
Navy 
Material 
Stock No. 


5-082-000 
5-083-000 
5-084-000 
5-087-000 
5-088-000 


5-089-000 
5-095-050 
5-096-050 
5-098-980 
5-098-990 


5-100-650 
5-101-050 
5-101-550 
5-102-550 
5-103-650 


5-105-050 
5-106-050 
5-107-150 
5-107-550 
5-108-150 


5-109-050 
5-110-050 
5-111-005 
5-111-016 
5-111-017 


5-111-018 
5-111-019 
5-111-020 
5-112-050 
5-113-000 


5-114-000 
5-115-000 
5-115-250 
5-115-550 
5-115-850 


5-116-050. 


5-116-350 
5-116-450 
5-116-550 
5-116-650 


5-116-750 
5-116-850 
5-116-950 
5-117-150 
5-117-250 


5-117-650 
5-117-850 
5-117-950 
5-118-500 
5-120-050 


5-133-050 
5-134-050 
5-135-050 
5-136-050 
5-137-050 


5-138-050 
5-142-200 
5-142-350 
5-142-450 
5-143-000 


100 Ft Roll 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
100/Pkg 
1 Oz Pkg 


4 Oz Pkg 
4 Oz Pkg 


Army-Navy 
Stock No. 


5-082-000 
5-083-000 
5-084-000 
5-087-000 
5-088-000 


5-089-000 
5-095-050 
5-096-050 
5-098-980 
5-098-990 


5-100-650 
5-101-050 
5-101-550 
5-102-550 
5-103-650 


5-105-050 
5-106-050 
5-107-150 
5-107-550 
5-108-150 


5-109-050 
5-110-050 
5-111-005 
5-111-016 
5-111-017 


5-111-018 
5-111-019 


5-116-050 
5-116-350 
5-116-450 
5-116-550 
5-116-650 


5-116-750 
5-116-850 
5-116-950 
5-117-150 
5-117-250 


5-117-650 
5-117-850 
5-117-950 
5-118-500 
5-120-050 


5-133-050 
5-134-050 
5-135-050 
5-136-050 
5-137-050 


~ 5-138-050 


5-142-350 
5-142-450 
5-143-000 


| 
| 
I 


4 


Unit 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 


100 Ft Roll 
Each 


Each 
Each 


4 Oz Pkg 
V4 Oz Pkg 
1 Oz Pkg 


1 Oz Pkg 
Each 


5 


Code 
Symbol 


R10 
R10 


li¢ | 
| Ratio | 
Iden. | 
or 


Equiv. 


SSR SR SR SR SR 


SRSRSR OSRSRSRSRSR CSRS SR SR 


# 


1 
Catalog 
Navy 
Material 
Stock No. 


5-145-050 
5-147-050 
5-147-550 
5-148-050 
5-148-700 


5-149-500 
5-150-500 
5-151-050 
5-151-550 
5-153-150 


5-155-150 
5-155-750 
5-156-050 
5-156-550 
5-157-050 


5-157-550 
5-158-050 
5-158-550 
5-159-000 
5-160-000 


5-161-050 
5-162-050 
5-163-050 
5-163-550 
5-164-000 


5-165-050 
5-166-150 
5-167-150 
5-168-150 
5-170-550 


5-175-125 
5-175-150 
5-175-225 
5-175-250 
5-175-450 


5-175-650 
5-176-000 
5-179-000 
5-179-550 
5-181-550 


| 5-182-000 


5-182-250 
5-183-000 
5-184-050 
5-188-050 


5-189-000 
5-190-050 
5-196-550 
5-196-600 
5-196-700 


5-196-740 
5-196-770 
5-196-800 
5-196-900 
5-200-050 


Unit 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each | 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 

1 Lb Pkg 
100/Box 

1 Oz Pkg 
14 Lb Box 


14 Lb Box 
14 Lb Box 
14 Lb Box 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 


100/Carton 
12/Box 
Each 

Each 

Each 


Each 
Each 
Each 
Each 
Each 


JULY 1947 


3 


Army-Navy 
Stock No. 


5-145-050 
5-147-050 
5-147-550 
5-148-050 
5-148-700 


5-149-500 
5-150-500 
5-151-050 
5-151-550 
5-153-150 


5-155-150 
5-155-750 
5-156-050 
5-156-550 
5-157-050 


5-157-550 
5-158-050 
5-158-550 
5-159-000 
5-160-000 


5-161-050 
5-162-050 
5-163-050 
5-163-550 
5-164-000 


5-165-050 
5-166-150 
5-167-150 
5-000-520 
5-362-700 


5-362-710 
5-362-730 


5-184-050 
5-188-050 


5-189-000 
5-190-050 
5-196-550 
5-196-600 
5-196-700 


5-196-740 
5-196-770 
5-196-800 
5-196-900 
5-200-050 


5 6 


4 
Ratio 
Code | Iden. 
Unit Symbol or 
Equiv. 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each “REO 
1 Lb Pkg R3 # 
100/Box R10 
1 Oz Pkg R7 # 
144 Lb Box R7 # 
14 Lb Box R7 # 
4% Lb Box R7 # 
14 Lb Box R7 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R4 # 
Each R7 # 
Each R4 # 
Each R10 
Each R10 
2500/Box R10 
100/Box R4 # 
-Pkg R4 # 
100/Box R10 
100/Box R10 
Each R10 
100/Pkg R4 # 
12/Box R10 
Each Al 
Each R10 
Each R10 
Each Al 
Each Al 
Each R10 
Each R10 
Each R8 # 


CONV. 
TABLE JULY 1947 
1 2 3 4 5 6 
Catalog Ratio 
avy Army-Navy Code | Iden 

Material Unit Stock No. Unit Symbol) or 

Stock No. Equiv 
5-206-000 Each 5-208-000 Each R4 # 
5-207-000 %OzSpool 5-207-000 %OzSpool R10 
5-223-050 Each - 5-223-050 Each R3 
5-229-700 12/Boxr 5-229-700 12/Box R10 
5-230-000  525/Box 5-230-000 525/Box R10 
5-230-150 100/Box _5-230-150 100/Box R410 
5-231-150  30/Box 5-231-150 30/Box R3.¢ 
5-232-150 100/Box 5-232-150 100/Box _ R10 
5-232-550 100/Box _5-232-550  100/Box _—R10 
5-234-550 Each~ Di 
5-235-050 Each 5-235-050 Each R4 # 
5-236-050 Each 5-236-050 Each R4 # 
5-240-050 Each 5-240-050 Each R10 
5-241-050 Each 5-241-050 Each R10 
5-241-550 Each 5-241-550 Each R10 
5-242-550 Each 5-242-550 Each R10 
5-243-050 Each 5-243-050 Each R10 
5-243-550 Each 5-243-550 Each RA ¢f 
5-244-050 Each 5-244-050 Each R4 ¢ 
5-244-550 Each 5-244-550 Each R10 
5-245-050 Each 5-245-050 Each R10 
5-246-500 Each 5-246-500 Each R10 
5-247-550 Each 5-247-550 Each R10 
5-248-050 Each 5-248-050 Each Al 
5-248-150 Each 5-248-150 Each Al 
5-249-700 Each 5-249-700 Each R10 
5-249-800 Each 5-249-800 Each R10 
5-250-000 Each 5-250-000 Each R4 ¢ 
5-251-000 Each 5-251-000 Each R4 ¢ 
5-252-000 Each 5-252-000 Each R10 
5-252-500 Each 5-252-500 Each R7 # 
5-253-008 Each 5-253-008 Each R4 # 
5-254-150 Each 5-254-150 Each R4 # 
5-260-050 Each 5-260-050 Each R10 
5-261-050 Each 5-261-050 Each R1i0 
5-266-050 Each 5-266-050 Each R10 
5-267-050 Each 5-267-050 Each R10 
5-280-000 Each 5-280-000 Each R10 
5-280-005 Each 5-280-005 Each R10 
5-281-000 Each 5-281-000 Each R10 
5-285-050 Each 5-285-050 Each R10 
5-286-050 Each 5-286-050 Each R10 
5-287-050 Each 5-287-050 Each R10 
5-288-000 Each Di 
5-289-000 Each 5-289-000 Each R10 
5-300-150 Each 5-300-150 Each R10 
5-300-650 Each 5-300-650 Each R10 
5-301-150 Each 5-301-150 Each R10 
§-301-650 Each 5-301-650 Each R10 
5-302-650 6/Pkg 5-302-650 6/Pkg R10 
5-303-150  6/Pkg 5-303-150  6/Pkg R10 
5-310-150 Each 5-310-150 Each R4 # 
5-310-750 Set 5-310-750 Set R10 
5-311-000 100 YdSpl  5-311-000 100 YdSpl R10 
659116350: 4.02 jar. 5-311-350 1 Oz Jar R10 
5-311-450 %4OzJar 5-311-450 %OzJar R10 
5-312-050 14Lb Roll 5-312-050 14Lb Roll R10 
5-313-150 Each 5-313-150 Each R10 
5-313-250 Each 5-313-250 Each R10 
5-316-000 Each 5-316-000 Each R10 
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1 
Catalog 
Navy 
Material 
Stock No. 


5-317-500 
5-317-750 
5-318-050 
5-318-450 
5-320-150 


5-321-050 
5-322-000 
5-323-000 
5-324-000 
5-325-000 


5-325-550 
5-326-000 
5-326-400 
5-326-410 
5-326-420 


5-326-480 
5-326-510 
5-326-550 
5-326-555 
5-326-605 


5-327-000 
5-327-325 
5-327-350 
5-327-500 
5-327-550 


5-327-650 
5-327-850 
5-328-050 
5-330-050 
5-332-150 


5-335-150 
5-340-150 
5-346-150 
5-347-150 
5-347-155 


5-348-150 
5-352-150 
5-353-050 
5-355-000 
5-356-006 


5-357-006 
5-357-725 
5-358-050 
5-358-150 
5-358-250 


5-358-750 
5-359-000 
5-360-000 
5-362-000 
5-362-150 


5-362-450 
5-362-500 
5-363-005 
5-363-050 
5-363-105 


5-363-150 
5-363-175 
5-363-250 
5-363-305 
5-363-350 


3 


Army-Navy 
Stock No. 


5-317-500 
5-317-750 
5-318-050 
5-318-450 
5-320-150 


5-321-050 
5-322-000 
5-323-000 
5-324-000 
5-325-000 


5-325-550 
5-326-000 
5-326-400 
5-326-410 
5-326-420 


5-326-480 
5-326-510 
5-326-550 
5-326-555 
5-326-605 


5-327-000 
5-327-325 
5-327-350 
5-327-500 
5-327-550 


5-327-650 


5-328-050 
5-330-050 
5-332-150 


5-335-150 
5-340-150 
5-346-150 
5-347-150 
5-347-155 


5-348-150 
5-352-150 
5-353-050 
5-355-000 
5-356-006 


5-357-006 
5-357-725 
5-358-050 
5-358-150 
5-358-250 


5-358-750 


5-360-000 
5-362-000 
5-362-150 


5-362-450 
5-362-500 
5-363-005 
5-363-050 
5-363-105 


5-363-150 
5-363-175 
5-363-250 
5-363-305 
5-363-350 


Each 
Jar 
Jar 


¥ Oz Jar 


Y% Oz Tube 


Each 


12/Pkg 
12/Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


PRELIMINARY EDITION 


SR SKS 


S& SRR SRSR 


OG-I 


Stock No. 


5-363-405 
5-363-450 
5-363-505 
5-363-550 
5-363-605 


5-363-650 
5-363-705 
5-363-750 
5-363-805 
5-363-850 


5-363-905 
5-363-950 


5-365-050 
5-365-150 
5-365-205 


5-365-250 
5-365-305 
5-365-350 
5-365-405 
5-365-450 


5-366-500 
5-366-700 
5-366-800 
5-367-550 
5-368-050 


5-368-550 
5-371-050 
5-372-000 
5-372-350 
5-372-450 


5-372-550 
5-373-000 
5-374-050 
5-375-010 
5-375-015 


5-375-020 
5-384-050 
5-385-050 
5-386-050 
5-387-050 


5-388-005 
5-389-150 
5-389-250 
5-390-050 
5-390-150 


5-390-250 
5-390-350 
5-390-450 
5-390-750 
5-391-050 


OG-I 


31% Lb Can 
4146 Lb Can 


Each 
35 Lb Pail 
5 Lb Can 


25 Lb Pail 


Army-Navy 
Stock No. 


5-363-405 
5-363-450 
5-363-505 
5-363-550 
5-363-605 


5-363-650 
5-363-705 
5-363-750 
5-363-805 
5-363-850 


5-364-425 


 -5-364-450 


5-384-750 
5-365-050 
5-365-150 
5-365-205 


5-365-250 
5-365-305 
5-365-350 
5-365-405 
5-365-450 


5-366-500 
5-502-200 
5-541-010 
5-367-550 


5-368-550 
5-371-050 
5-372-000 
5-372-350 
5-372-450 


5-372-550 
5-373-000 
5-374-050 
5-375-010 
5-375-015 


5-375-020 
5-384-050 
5-385-050 
5-386-050 
5-387-050 


5-388-005 
5-389-150 
5-389-250 
5-390-050 
5-390-150 


5-390-250 
5-390-350 
5-390-450 
5-390-750 
5-391-050 


31% Lb Can 
416 Lb Can 


Each 
35 Lb Pail 


25 Lb Pail 
Each 


Each 
Each 


4 Oz Bottle 


Each 
Each 


Each 
Each 


SR 555 


3835 Sth SR 5 


SRSBRSRSR OCSRSRSRSRSROSRSIR SR SRS 


5-391-075 
5-392-150 
5-396-150 
5-396-450 
5-397-150 


5-397-250 
5-397-350 
5-397-450 
5-397-550 
5-397-650 


5-398-050 
5-399-150 
5-399-250 
5-399-350 
5-399-450 


5-399-550 
5-399-650 
5-401-000 
5-402-050 
5-407-000 


5-407-250 
5-408-000 
5-408-250 
5-409-050 
5-409-550 


5-411-000 
5-412-150 
5-413-050 
5-418-005 
5-419-005 


5-419-350 
5-419-400 
5-419-550 
5-420-500 
5-420-700 


5-421-110 
5-421-125 
5-421-150 
5-421-350 
5-421-475 


5-421-550 
5-421-555 
5-421-565 
5-421-580 
5-421-585 


5-421-605 
5-421-610 
5-421-615 
5-421-620 
5-421-625 


5-421-640 
5-421-695 
5-421-705 
5-421-725 
5-421-730 


5-421-750 
5-421-775 
5-421-780 
5-421-785 
5-421-790 


JULY 1947 


3 


Army-Navy 
Stock No. 


5-391-075 
5-392-150 
5-396-150 
5-396-450 
5-397-150 


5-397-250 
5-397-350 
5-397-450 
5-397-550 
5-397-650 


5-398-050 
5-399-150 
5-399-250 
5-399-350 
5-399-450 


5-399-550 
5-399-650 
5-401-000 
5-402-050 
5-407-000 


5-407-250 
5-408-000 
5-408-250 
5-409-050 
5-409-550 


5-411-000 
5-412-150 
5-413-050 
5-418-005 
5-419-005 


5-419-350 
5-419-400 
5-419-550 


5-420-500 © 


5-420-700 


5-421-110 
5-421-125 
5-421-150 
5-421-350 
5-421-475 


5-421-550 
5-421-555 


5-421-580 
5-421-585 


5-421-605 
5-421-610 
5-421-615 


5-421-640 
5-421-695 
5-421-705 
5-421-725 
5-421-730 


5-421-750 
5-421-775 
5-421-780 


5-421-790 


Each 


v2) 
is 
SSR SRR SR SR 


Ww 
iN 
SRSRSKSIR SR 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
1 a 3 4 83 1% 1 2 3 4 5 | 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden 
Material Unit Stock No. Unit Symbol) or Material Unit Stock No. Unit Symbol, or 
Stock No. | quiv. Stock No. | Equiv 
5-421-795 Each 5-421-795 Each R10 5-436-000 Each 5-436-000 Each R10 
5-421-805 Each 5-421-805 Each R10 5-436-550 . Each 5-436-550 Each R10 
5-421-810 Each 5-421-810 Each R10 5-437-000 Each 5-437-000 Each R10 
5-421-815 Each 5-421-815 Each R10 5-438-000 Each 5-438-000 Each R10 
5-421-820 Each D1 5-439-000 Each 5-439-000 Each R10 
5-421-840 Each 5-421-840 Each R5 # 5-440-150 Each 5-440-150 Each R10 
5-421-845 Each 5-421-845 Each R7 if 5-440-650 Each 5-440-650 Each R10 
5-421-850 Each 5-421-850 Each R5 # 5-441-150 Each 5-441-150 .Each R10 
5-421-855 Each 5-421-855 Each RS t 5-441-650 Each 5-441-650 Each R10 
5-421-860 Each D1 5-442-150 Each 5-442-150 Each R10 
5-421-865 Each D1 5-442-650 Each 5-442-650, Each R10 
5-421-870 Each 5-421-870 Each R7 5-443-150 Each 5-443-150 Each R10 
5-421-875 Each D1 5-444-000 Each 5-444-000 Each R10 
5-421-880 Each 5-421-880 Each R7 # 5-445-000 Each 5-445-000 Each R10 
5-421-885 Each 5-421-885 Each R7 # 5-446-000 Each 5-446-000 Each R10 
5-421-890 Each D1 5-447-000 Each 5-447-000 Each R10 
5-421-895 Each 5-421-895 Each R7 # 5-448-000 Each 5-448-000 Each R10 
5-421-905 Each 5-421-905 Each R7 # 5-449-000 Each 5-449-000 Each R10 
5-421-910 Each 5-421-910 Each R7 # 5-450-650 12/Box 5-450-650 12/Box R10 
5-421-915 Each Di 5-451-150 Each 5-451-150 Each R10 
5-421-920 Each D1 5-452-150 Each 5-452-150 Each R10 
—5-421-935 Each 5-421-935 Each R7 5-453-300 Each 5-453-300 Each R10 
5-421-950 Each D1 5-453-350 Each 5-453-350 Each R10 
5-421-955 Each 5-421-955 Each R3 # 5-453-600 Each 5-453-600 Each R10 
5-421-960 Each 5-421-960 Each R10 5-453-650 Each 5-453-650 Each R10 
¥5-421-965 Each 5-421-965 Each R10 5-453-750 Each 5-453-750 Each R10 
?5-421-970 Each D1 5-453-800 Each 5-453-800 Each R10 
5-421-975 | Each D1 5-453-950 Each 5-453-950 Each R10 
-5-421-980 Each 5-421-980 . Each R10 5-454-150 150/Box _5-454-150 150/Box R10 
415-421-985 Each 5-421-985 Each R10 5-454-650 200/Box  5-454-650 200/Box _—R10 
5-421-990 Each D1 5-454-950 6/Pkg 5-454-950 6/Pkg R10 
5-421-995 Each D1 5-455-000 6/Pkg 5-455-000 6/Pkg R10 
5-422-005 Each 5-422-005 Each R10 5-456-150 6/Pkg 5-456-150 6/Pkg R10 
5-422-010 Each D1 5-457-150 6/Pkg 5-457-150 6/Pkg R10 
5-422-015 Each 5-422-015 Each R10 5-460-000 6/Pkg 5-460-000 6/Pkg R10 
5-422-020 Each D1 5-465-150 6/Pkg 5-465-150 6/Pkg R10 
5-422-025 Each Di 5-470-150 6/Pkg 5-470-150 6/Pkg R10 
5-422-035 Each 5-422-035 Each R38 # 5-475-000 6/Pkg 5-475-000  6/Pkg R10 
5-422-040 Each 5-422-040 Each R10 '5-476-150  6/Pkg 5-476-150 6/Pkg R10 
5-422-045 Each D1 5-477-150 6/Pkg 5-477-150 6/Pkg R10 
5-422-550 Each 5-422-550 Each R10 5-478-000 6/Pkg 5-478-000 6/Pkg R10 
5-422-750 50/Box 5-422-750 50/Box R10 5-480-000 6/Pkg 5-480-000 6/Pkg R10 
5-423-150 25 Ft Roll 5-423-150 25 Ft Roll R4 # 5-483-000 6/Pkg 5-483-000 6/Pkg R10 
5-423-550 30Oz Tube 5-000-300 30z Tube R7 # 5-484-150 6/Pkg 5-484-150 6/Pkeg R10 
5-423-750 Pkg 5-362-770 Pkg R7 # 5-490-050 Set 5-490-050 Set R10 
5-424-350  12/Box 5-424-350  12/Box R10 5-502-000 Each 5-502-000 Each R10 
5-425-150 5LbCan  5-425-150 5LbCan R10 5-503-000 Each 5-503-000 Each R10 
5-426-150 Each 5-426-150 Each R10 5-503-050 Each 5-503-050 Each RI... ¥ 
5-427-000 Each 5-427-000 Each R10 5-503-060 Each 5-503-060 Each R10 
5-427-480 Each 5-427-480 Each Al 5-503-065 Each 5-503-065 Each R10 
5-430-150 Each 5-430-150 Each R10 5-503-075 Each 5-503-075 Each R10 
5-431-150 Each 5-431-150 Each R10 5-504-000 Each 5-504-000 Each R10 
5-433-000 Each 5-433-000 Each R10 5-506-150 1 Lb Can 5-506-150 1Lb Can R10 
5-433-350 Each 5-433-350 Each R10 5-506-650 1Lb Can 5-506-650 1 Lb Can R10 
5-433-750 Each 5-433-750 Each R10 5-508-150 Each 5-508-150 Each R10 
5-434-150 Each 5-434-150 Each R10 5-510-150 6/Pkg 5-510-150 6/Pkg R3 # 
5-434-550 Each 5-434-550 Each R10 5-513-150 Each 5-513-150 Each R4 # 
5-435-000 Each 5-435-000 Each R10 5-513-250 100/Pkg  5-513-250 100/Pkg R10 
5-435-150 Each 5-435-150 Each R10 5-514-150 Each 7-072-415 Each 7 
5-435-350 Each 5-435-350 Each R10 5-516-150 Each 5-516-150 Each R10 
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NAVY 


gy CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy ‘ode | Iden Navy Army-Navy Code | Iden. 
Material Unit Stock No. Unit Symbol) or Material Unit Stock No. Unit Symbol) or 
Stock No. quiv Stock No Equiv 
5-517-050 10Unit Pkg 5-517-050 10Unit Pkg R10 5-577-650 Each 5-577-650 Each R10 
5-517-550 10Unit Pkg 5-517-550 10UnitPkg R10 5-577-850 1 Oz Box 5-577-850 1 Oz Box R10 
5-518-062 100GmBot 5-518-062 100GmBot R10 5-578-000 45 Ft Roll 5-578-000 45 Ft Roll R10 
5-518-063 100Gm Bot 5-518-063 100GmBot R10 5-580-000  100/Box 5-580-000  100/Box *R10 
5-518-064 100Gm Bot 5-518-064 100GmBot R10 5-581-000 100/Box 5-581-000 100/Box R10 
5-518-065 100GmBot 5-518-065 100GmBot R10 5-582-000  100/Box 5-582-000  100/Box R10 
5-518-066 100Gm Bot 5-518-066 100GmBot R10 5-582-500 12/Box 5-582-500 12/Box R3 # 
5-518-067  100Gm Bot 5-518-067 100GmBot R10 5-582-700 Each 5-582-700 Each R10 
5-518-069 100Gm Bot 5-518-069 100GmBot R10 5-593-000 Each 5-593-000 Each R7 # 
5-518-073 100Gm Bot 5-518-073 100GmBot R10 5-593-800 12/Pkg 5-593-800 12/Pkg R7 # 
5-518-077 100GmBot 5-518-077 100GmBot R10 5-594-000 12/Pkg 5-594-000  12/Pkg ie 
5-518-079 100GmBot 5-518-079 100GmBot R10 5-595-150  20/Box Di 
5-518-081 100Gm Bot 5-518-081 100 Gm Bot R10 5-596-150 Each 5-596-150 Each R4 # 
5-518-085 100GmBot 5-518-085 100GmBot R10 5-597-000 Each 5-597-000 Each R4 + 
5-518-550 8 Oz Bot 5-518-550 8 Oz Bot R10 5-598-000 Each 5-598-000 Each R4 * 
5-519-000 Each 5-519-000 Each ar 5-600-150 Set 5-600-150 Set R10 
5-520-150  12/Pkg 5-520-150 12/Pkg R10 5-604-150 Set 5-604-150 Set R4 # 
5-523-200 Each 5-523-200 Each R7 # 5-604-175 Set 5-604-175 Set R4 # 
5-523-350 12/Pkg 5-523-350 12/Pkg R10 5-606-150 Set 5-606-150 Set R4 # 
5-523-750 Each 5-523-750 Each 7 5-606-160 Set 5-606-160 Set R4 # 
5-523-950 20 Ft Roll 5-523-950 20Ft Roll R10 5-606-250 Each 5-110-010 Each R7 # 
5-524-400 Each 5-524-400 Each R10 5-617-150 Each 5-617-150 Each R10 
5-524-500 Each 5-524-500 Each R10 5-619-150 Each 5-619-150 Each R10 
5-528-000 1OzStick 5-528-000 1OzStick R10 5-622-000 Each 5-622-000 Each R10 
5-530-150 9 Ft Roll 5-530-150 9 Ft Roll R10 5-624-150 Each 5-624-150 Each R10 
5-538-150 Each 5-538-150 Each R10 5-624-650 Each 5-624-650 Each Ri0 
5-538-250 12/Pkg 5-538-250  12/Pkg R10 5-625-150 Each 5-625-150 Each R10 
5-541-150 Each 5-541-150 Each R10 5-626-150 Each 5-626-150 Each R10 
5-542-000 Each * 5-542-000 Each R10 5-627-650 Each 5-627-650 Each R10 
5-544-000 Each 5-544-000 Each R10 5-628-150 Each 5-628-150 Each R10 
5-545-000 Each 5-545-000 Each R10 5-629-650 Each 5-629-650 Each R10 
5-545-150 Each 5-545-150 Each R10 5-630-150 Each 5-630-150 Each R10 
5-545-250 Each 5-545-250 Each R10 5-630-650 Each 5-630-650 Each R10 
5-545-450 Each 5-545-450 Each R10 5-631-150 Each 5-631-150 Each R10 
5-545-550 Each 5-545-550 Each R10 5-631-650 Each 5-631-650 Each R10 
5-546-150 Each $-546-150 Each R10 5-632-150 Each 5-632-150 Each R10 
5-547-150 Each 5-547-150 Each R10 5-632-650 Each 5-632-650 Each R10 
5-548-150 Each 5-548-150 Each R5 # 5-633-150 Each 5-633-150 Each R10 
5-549-150 Each 5-549-150 Each R5 # 5-633-650 Each 5-633-650 Each R10 
5-551-150 Each 5-551-150 Each R5 # _5-634-150 Each 5-634-150 Each R10 
5-555-150 Pkg 5-555-150 Pkg R8 # 5-635-150 Each 5-635-150 Each R10 
5-556-150 Set 5-556-150 Set R10 5-635-650 Each 5-635-650 Each R10 
5-557-000 Each 5-557-000 Each R5 # 5-636-000 Each 5-636-000 Each R10 
5-558-150 Each D1 5-638-000 Each 5-638-000 Each R10 
5-558-650 Set 5-558-650 Set R10 5-639-000 Each 5-639-000 Each R10 
5-559-500 Each 5-559-500 Each R5 # 5-640-000 Each 5-640-000 Each R10 
5-562-000 Each 5-562-000 Each R10 5-641-150 Each 5-641-150 Each R10 
5-563-150 Each 5-563-150 Each R8 # 5-641-650 Each 5-641-650 Each R10 
5-565-150 Each 5-565-150 Each R4 # 5-642-150 Each 5-642-150 Each R10 
5-566-150 Each 5-566-150 Each R4 # 5-644-050 Each 5-644-050 Each R4 # 
5-568-000 Each 5-568-000 Each R10 5-644-055 Each 5-644-055 Each R4 # 
5-569-000 Each 5-569-000 Each R3 # 5-646-150 Each 5-646-150 Each R10 
5-570-000 Each 5-570-000 Each R10 5-647-150 44 Lb Stick 5-647-150 44 LbStick R10 
5-571-000 Each 5-571-000 Each R10 5-649-000 Foot D1 
5-572-000 Each 5-572-000 Each R10 5-650-000 Foot D1 
5-574-150 Set 5-574-150 Set R10 5-651-000 Foot Di 
5-576-000 25/Box 5-576-000 25/Box R1i0 5-652-250 Each 5-652-250 Each R10 
5-577-000 5 Lb Can D1 5-652-500 Each 5-652-500 Each R10 
5-577-015 35 Lb Pail 5-577-015 35 Lb Pail R10 5-653-000 Each 5-653-000 Each R10 
5-577-500 Each 5-577-500 Each R7 # 5-658-150 1 Oz Bottle 5-658-150 1 Oz Bottle R10 
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NAVY 


CONV. : 
TABLE JULY 1947 PRELIMINARY EDITION 
1 2 3 4 5 6 1 2 3 4 sg e5 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden avy Army-Navy Code | Iden. 
Material Unit Stock No. Unit Symbol] or Material Unit Stock No. Unit Symbol or 
Stock No. Equiv Stock No er 
5-661-300 Each 5-661-300 Each R4 # 6-006-010 Each 6-006-010 Each R4 # 
5-661-500 Each 5-661-500 Each R5 # 6-006-245 Each 6-006-245 Each R4 ¢ 
5-670-150 14Lb Box  5-670-150 1%LbBox R10 6-006-475 Each 6-006-475 Each R4 # 
5-671-000 14Lb Box 5-671-000 14LbBox R10 6-006-575 Each 6-006-575 Each R4 # 
5-672-000 1Lb Box 5-672-000 1iLbBox R10 6-007-900 Each 6-007-900 Each R5 # 
5-672-150 330/Box 5-672-150 330/Box R10 6-008-000 Each 6-008-000 Each R7 # 
5-672-250 12/Box 5-672-250 12/Box R7. # 6-008-015 Each 6-008-015 Each Ry 
5-672-400  50/Box 5-672-400 32/Box ee 6-008-025 Each 6-008-025 Each R7 o's 
5-673-000  32/Box 5-673-000  32/Box R10 6-008-075 Each 6-008-075 Each R4 ¢ 
5-673-750 10Oz Box 5-673-750 10OzBox R10 6-009-000 Each 6-009-000 Each R4 # 
5-674-000 2 Oz Box 5-674-000 2 Oz Box R10 6-010-000 Each 6-010-000 Each R4 
5-674-750 2 Oz Box 5-674-750 2 Oz Box R10 6-010-500 Each 6-010-500 Each R4 / 
5-676-150 100/Box 5-676-150 100/Box R10 6-011-000 Each 6-011-000 Each Re ce 
5-677-000 Each 5-677-000 Each R10 6-011-700 Each 6-011-700 Each R4 # 
5-677-250 Each 5-677-250 Each R10 6-012-120 Each 6-012-120 Each R10 
5-677-450 Each 5-677-450 Each R10 
5-6792650. Each 5-679-650. Each R10 6-014-310 Each 6-014-310 Each Rt 7 
6-014-315 Each 6-014-315 Each R4 #¢# 
5-680-150 Each 5-680-150 Each R10 
6-014-340 Each 6-014-600 Each R7_ #¢ 
5-682-150 Each 5-682-150 Each R10 
5-684-150 Each 5-684-150 Each R10 6-014-500 Each 6-014-500 Each R4 # 
‘mag = ‘ a 6-015-005 144/Pkg _D6/  # 
5-685-150 Each 5-685-150 Bach R10 (6-015-010) 
5-686-150 250/Box 5-686-150 250/Box R10 ale PR 
5-688-150 36/Box  5-688-150  36/Box —-R10 SOsES 12/Plgn Bae te ee ee 
5-689-000 Each Eee Hach R10 . (6-01 5-070) 
5-690-000 Each 5-690- ac R10 6.015.070 12/Ps 6-015-070 12/Pkg R3 4 
5-693-150 Each 5-693-150 Each R10 6-015- 12/Pkg D1 
5-694-150 50/Pkg 5-694-150 50/Pkg R4 # 6-015-600  72/Pkg D1 
5-696-700 Length D1 
5-698-000 Length D1 6-015-625 514Ft Roll 6-015-625 514FtRoll R3 # 
5-700-000 Length D1 6-015-645 50 Ft Roll 6-015-645 50FtRoll R3 ¢ 
6-015-665 100Ft Roll 6-015-665 100Ft Roll R7 ¢. 
5-701-000 Length D1 6-016-075 12/Pkg 6-016-075 12/Pke Rs ig 
5-702-000 Length D1 6-016-080 72/Pkg 6-016-080 72/Pke R31 
5-703-000 . Length D1 ; 
5-705-150 Each 5-705-150 Each {R10 6-016-084 12/Pkg D6/ # 
5-800-250 Each 5-800-250 Each R10 (6-016-075) 
5-800-350 Each 5-800-350 Each R10 See ein ou 
5-800-450 Each 5-800-450 Each R10 ; , 
5-801-250 Each 5-801-250 Each R10 6-017-005 _72/Pkg D6/ # 
5-801-450 Each 5-801-450 Each R10 (6-017-010) 
5-801-650 Each 5-801-650 Each R10 6-017-008  12/Pkg 6-017-008 12/Pkg R3 # 
6-017-010 72/Pkg 6-017-010 72/Pkg R30. 2 
5-802-350 . 2 Dwt Bot $-802-350 2 Dwt Bot R10 
5-802-550 Each 5-802-55 ac R10 sia 
5-803-750 10zBox 5803-750 10zBox R10 oC ee egueane 
5-804-350 Each 5-804-350 Each R10 6018-005 72/Pkg D6/ 
5-804-450 Each 5-804-450 Each R10 (6-018-010) 
5-805-250 Each 5-805-250 Each R10 6-018-008 12/Pkg 6-018-008 12/Pkg R3 “# 
5-805-450 Each 5-805-450 Each R10 6-018-010 72/Pkg 6-018-010 72/Pkg R3 # 
5-805-650 Each 5-805-650 Each R10 6-018-495  12/Pke D6/ # 
5-805-850 Each 5-805-850 Each R10 (6-018-525) 
5-806-450 Each 5-806-450 Each R10 
6-018-500  72/Pkg D6/ ¢ 
5-806-550 Each 5-806-550 Each R10 (6-018-535) 
5-806-650  Eac oe ac R10 6-018-525 12/Pkg 6-018-525 12/Pkg R3 # 
5-806-750 Each eee Sore R10 6-018-535 72/Pkg 6-018-535  72/Pkg R3 # 
5-806-950 Each 5-806-95 Each R10 6-019-002 12/Pkg D6/ # 
(6-019-008) 
6-019-005  72/Pkg D6/ # 
CLASS 6 (6-019-010) 
6-002-000 Each 6-002-000 Each R10 6-019-008  12/Pkg 6-019-008  12/Pkg R3. ¢ 
6-003-000 Each 6-003-000 Each R7 # 6-019-010 72/Pkg 6-019-010 72/Pkg Race 
6-004-000 Each 6-004-000 Each R7 # 6-022-988 Each 6-022-988 Each R5 ¢ 
6-004-850 Each 6-004-850 Each R10 6-023-000 Each 6-023-000 Each R7  ¢ 
6-005-000 Each 6-005-000 Each R10 6-028-975 Each 6-028-975 Each R10 
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NAVY 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden 
Material Unit Stock No. Unit Symbol) or Material Unit Stock No. Unit Symbol! or 
Stock No. Equiv. Stock No, _ {Equiv 
6-030-000 Pair 6-030-000 Pair R10 6-124-856 Each D1 
6-031-000 Pair 6-031-000 Pair R10 6-124-858 Each D1 
6-031-300 Each 6-031-300 Each eee 6-124-860 Each D1 
6-031-750 Each D1 6-124-862 Each D1 
6-031-755 Each 6-031-755 Each R10 6-124-864 Each Di 
6-031-760 Each 6-031-760 Each R10 
6-031-765 Each 6-031-765 Each R10 ote aa ih 
6-031-770 Each 6-031-770 Each R10 6.124.870 Each D1 
6-031-775 Each 6-031-775 Each R10 6-124.872 Each D1 
6-031-795 Each 6-031-795 Each R10 6-124.874 ech mA 
6-032-425 Set 6-032-425 Set R10 
6-032-990 Each 6-032-990 Each R10 6-124-876 Each D1 
6-033-000 Each 6-033-000 Each R10 6-124-877 Each D1 
6-034-000 Each 6-034-000 Each R10 6-124-878 Each D1 
6-034-100 Each 6-034-100 Each R10 6-124-879 Each D1 
6-124-880 Each 
6-034-200 Each 6-034-200 Each R10 isi as 
6-034-300 10/Pkg 6-034-300 10/Pkg 10 : 
6-039-525 Each 6-039-525 Each R7 ¢ ee 6124-885 . Each Signa 
6-039-545 Each 6-039-545 Each R4 # 6124.80 Each D1 
6-040-000 Each 6-040-000 Each R4 # 6.124.806 Each D1 
6-040-125. Each 6-040-125 Each R4 # 6-124-902 Each D1 
6-040-250 Each 6-040-250 Each Ris 
6-040-375 Each 6-040-375 Each R4 # 6-124-904 Each D1 
6-046-000 Foot 6-046-000 Foot R10 6-124-906 Each D1 
6-046-605 Sq Foot 6-046-605 Sq Foot R10 6-124-908 Each are Di 
6-124-920 E. 6-124-920 R 
6-046-630 SqFoot 6-046-630 SqFoot R10 6.124.925 Each a ae 
6-047-000 Foot 6-047-000 Foot R10 
6-047-82 t 6-047-825 t R10 
6-047-925 Set 6-047-925 Set R10 en, ee = 
6-050-000 Each 6-050-000 Each R10 6.124.945 Bach D1 
6-051-000 12/Pkg 6-051-000 12/Pkg R10 6-124-950 Eac D1 
6-080-610 Set 6-080-610 Set R10 6-124-975 Each Di 
6-109-800 Each 6-109-800 Each R4 # 
6-109-995 Each 6-109-995 100/Pk R7 100: 6-124-980 Each D1 
6-110-000 12/Pkg 6-110-000 25/Pkg R222: 6-124-990 Each D1 
6-124-994 Each D1 
6-111-225 Set 6-111-225 Set R10 6-124-996 Each D1 
6-112-000 1GalCan _ 6-112-000 1GalCan R10 6-125-300 Each 6-125-300 Each R7 # 
6-120-000 Each 6-120-000 Each Rs # 
6121-010 = Each 124010" Esc Ri. f 6-125-400 Each 6-169-140 Each R7 ¢ 
Seer rack rs 6-125-700 Each 6-125-700 Each Re + 
6-121-040 Each D1 6-125-800  _Eac 1 
6-121-550 Each 6-121-550 Each REiY 6-125-825 Each D1 
6-121-625 Each D1 6-126-000 Each D1 
6-121-710 1GalPkg 6-121-710 QSiGal/ R3 ¢ 
Pkg 6-126-500 Each 6-126-500 Each R10 
6-121-725 5GalPkg 6-121-725 QS5Gal/ R3 # PST oe eee aa nie 
Pkg -127- -127- c 
6-121-750 14 Gal Pkg D1 6-127-750 Each 6-127-750 Each R4 # 
6-121-775 1GalPkg 6-121-775 QS1iGal/ R3. # 6-127-775 Each 6-127-775 Each 32 
Pkg 
-121-800 5 Gal Pk 6-121-800 S 5 Gal R3 6-127-785 Each 6-127-785 Each R4 # 
Sy ee Q Pkg ef # 6127-790 Each 6-127-970 Each R4 # 
6-121-875 14 Gal Pkg D1 6-127-800 . Eac 6-127- ac R4ix # 
6-121-880 1Gal Pkg 6-121-880 QS1iGal/ R3 6-127-825 Each 6-127-825 Each R4 | # 
ce] Pie as # 6-128-000 Each 6-121-325 Each Rive 
6-121-885 5 Gal Pkg  6-121-885 0S 5 Gall, eg og exe Bac ai9ea00.! Pak RT ¢ 
: 3 6-128-300 Pair 6-128-300 Pair R7 # 
6-123-950 100/Box ; D1 
6-124-000 100/Box  6-124-000 100/Box R10 6-129-300 Pair 6-129-300 Pair R77 
6-124-700 Each 6-124-700 Each R10 6-129-S00_— Pair 6-129-S00 Pair Rit 
6-124-840 Each 6-124-840 Each R4 ¥ 6-130-300 Pair 6-130-300 Pair Ri # 
6-124-845 Each 6-124-845 Each R4 # 6-132-310 Each 6-132-310 ' Each R10 
6-124-848 Each D1 6-132-510 Each 6-132-510 - Each R10 
6-124-850 Each D1 6-134-655 Each 6-134-655° Each R10 
6-124-852 Each D1 6-135-100 Each D1 
6-124-854 Each D1 6-135-675 Each 6-135-675 Each R4 # 


JULY 1947 


1 
Catalog 
Navy 
Material 
Stock No. 


6-136-000 
6-156-900 
6-167-250 
6-167-270 
6-167-285 


6-167-300 
6-167-310 
6-167-315 
6-167-320 
6-167-325 


6-167-330 
6-167-400 
6-167-425 
6-167-800 
6-167-805 


6-167-810 
6-167-900 
6-289-000 
6-289-300 


7-002-000 


7-004-705 
7-006-000 
7-006-175 
7-006-505 


7-006-510 
7-006-705 
7-006-710 
7-007-012 
7-007-355 


7-0U8-000 
7-026-850 


7-027-000 
7-027-150 
7-029-235 


7-029-236 
7-029-345 
7-043-000 
7-043-025 
7-046-000 


7-046-805 
7-04.6-825 
7-051-605 
7-051-655 
7-053-005 


7-053-075 
7-054-975 
7-054-995 
7-060-500 
7-060-525 


7-060-550 
7-066-205 
7-066-275 
7-066-325 
7-066-335 


7-066-385 
7-066-425 
7-066-475 
| 7-071-975 
7-072-000 
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3 


Army-Navy 
Stock No. 


6-136-000 
6-156-900 
6-167-250 


6-167-285 


6-167-300 
6-167-310 
6-013-770 
6-042-100 
6-042-105 


6-042-110 
6-167-400 
6-167-400 
6-167-800 
6-167-805 


6-167-810 
6-167-900 
6-289-000 
6-289-300 


CLASS 7 


(eee 


7-002-010 
7-004-705 
7-006-000 
7-006-175 
7-006-505 


7-006-510 


7-007-012 
7-007-355 


7-026-845 
7-026-850 
7-027-000 
7-027-150 
7-029-235 


7-029-236 
7-029-345 
7-043-000 
7-043-025 


7-046-825 
7-004-600 


7-053-075 
7-054-975 
7-054-995 
7-060-515 
7-060-525 


7-060-550 
7-066-205 
7-066-275 
7-066-325 
7-066-335 


7-066-385 
7-066-425 
7-066-475 
7-071-975 


5 


Code 
Symbol 


6 
Ratio 
Iden. 

or 


Equiv. 


Se SR SRARSRSERSR  OSRSRSRSE SEROUS CSR 


SRR SESE SR 


SRS SRSRARSRSR SRR SR 


Catalog 
Navy 
Material 
Stock No. 


7-072-445 
7-072-485 
7-077-975 
7-077-990 
7-078-000 


7-081-000 
7-081-010 
7-081-025 
7-081-030 
77081-590 


7-081-610 
7-083-750 
7-083-850 
7-083-875 
7-084-125 


7-084-150 
7-084-250 
7-084-275 
7-084-425 
7-084-450 


7-084-525 
7-084-550 
7-084-625 
7-084-650 
7-084-750 


7-084-875 
7-084-950 
7-084-975 
7-084-995 
7-085-075 


7-085-125 
7-085-135 
7-085-215 
7-085-305 
7-085-325 


7-085-330 
7-085-400 
7-085-425 
7-085-450 
7-085-475 


7-085-485 
7-085-500 
7-085-525 
7-085-530 
7-085-565 


7-085-570 
7-085-575 
7-086-000 
7-086-975 


7-088-000 


7-088-425 
7-088-430 
7-088-500 
7-089-030 
7-089-035 


7-089-090 
7-093-000 
7-093-915 
7-093-960 
7-093-965 


2 3 
Army-Navy 

Unit Stock No. 
Each 7-072-445 
Each 7-072-485 
Each 7-077-975 
Each 7-077-990 
Each 
Each 7-081-000 
Each 7-081-010 
Each 7-081-025 
Each 7-081-030 
Each 7-081-590 
Each 7-081-610 
Each 
Each 7-083-850 
Each 7-083-875 
Each 
Each 7-084-150 
Each 7-084-250 
Each 7-084-275 
Each 
Each 
Each 7-084-525 
Each 
Each 7-084-625 
Each 7-084-650 
Each 7-084-750 
Each 
Each 7-084-950 
Each 7-084-975 
Each 7-084-995 
Each 7-085-075 
Each 7-085-125 
Each 7-085-135 
Each 
Each 7-085-305 
250/Pkg 7-085-335 
250/Book 7-085-330 
Each 7-085-400 
Each 
Each 7-085-450 
12/Pkg 7-085-368 
12/Pkg 7-085-370 
12/Pkg 7-085-375 
Each 
Each 7-085-660 
Each 7-085-565 
Each 7-085-340 
Each 7-085-360 
Each 7-086-000 
Hie 7088-000 
Each {7.088.050 
Each 7-088-425 
Each 7-088-430 
Each 7-088-500 
Each 7-089-085 
Each 7-089-092 
Each 7-089-025 
Each 7-093-000 
Each 7-093-915 
Each 7-093-960 
Eack 7-093-965 


250/Book 
Each 


Each 
12/Pkg 


12/Pkg 
12/Pkg 


Each 
Each 


Each 
Each 
Each 
Each 


Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


t 
# 
# 
# 
t 
# 
# 
t 


SRR SR 


SRSRSR OS 


$35 3 SRR SR SR 


SRSRSRSRSROSRSIR SR SR SR SR 3 SRR SES SRS * SSK 


1 
Catalog 


Material 
Stock No. 


7-094-010 
7-094-025 
7-095-840 
7-098-150 
7-099-005 


7-099-035 
7-099-250 
7-099-285 
7-099-300 
7-099-400 


7-099-435 
7-099-550 
7-100-105 
7-102-000 
7-102-036 


7-102-054 
7-102-850 
7-102-855 
7-103-005 
7-104-005 


7-105-505 
7-106-250 
7-106-275 
7-106-285 
7-106-295 


7-106-305 
7-106-315 
7-106-335 
7-106-345 
7-106-355 


7-106-385 
7-106-395 
7-106-405 
7-110-555 
7-121-200 


7-121-400 
7-123-200 
7-123-400 
7-123-405 
7-123-505 


7-123-525 
7-123-545 
7-128-500 
7-129-305 
7-129-600 


7-129-815 
7-129-865 
7-132-002 
7-132-005 
7-135-200 


7-150-425 
7-150-485 
7-152-000 
7-152-810 
7-153-060 


7-153-065 
7-153-070 
7-153-075 
7-153-100 
7-153-110 


OG-| 


‘Ratio 
Army-Navy Code | Iden. 
Stock No Unit Symbol) or 
Equiv 
7-094-010 Each R7 # 
7-094-025 Each R7 # 
7-095-840 Each R7 # 
7-098-150 Each R10 
7-099-005 Each R4 # 
7-099-035 Each R4 # 
7-099-250 Each R7 # 
7-099-285 Each R7 # 
7-099-300 Each R4 # 
7-099-400 Each R10 
Di 
7-099-550 Each R4 # 
7-100-105 Each R10 
7-102-000 Each R4 
D1 
D1 
D1 
D1 
7-103-005 Each R3 # 
7-104-005 Each R3 # 
7-105-505 Each R4 # 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
7-110-555 ‘Pair R10 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
7-128-500 Each R10 
7-129-305 Each R10 
7-129-600 Each R10 
D1 
7-137-100 Each R7 # 
7-132-002 Each R4 # 
7-132-005 Each R4 # 
D1 
7-150-425 Each R4 # 
7-150-485 Each Ri. ¢ 
D1 
7-152-810 Each R10 
7-153-060 Each R10 
7-153-065 Each RtO 
7-153-070 Each R10 
7-153-075 Each R10 
7-153-100 Each R10 
7-153-110 Each R10 


JULY 1947 


1 
Catalog 
N 


javy 
Material 
Stock No. 


7-153-160 
7-153-165 
7-154-975 
7-157-750 
7-157-810 


7-157-895 
7-157-985 
7-158-000 
7-158-325 
7-158-330 


7-158-335 
7-158-750 
7-159-130 
7-159-185 
7-159-300 


7-159-310 
7-160-005 
7-160-010 
7-160-015 
7-160-500 


7-160-705 
7-163-005 
7-163-010 
7-164-005 
7-164-010 


7-165-005 
7-165-010 
7-165-305 
7-165-310 
7-166-005 


7-1 
7-1 
7-1 
7-1 
7-185-000 


7-188-325 
7-239-700 
7-283-508 


7-323-000 
7-332-000 


7-344-000 
7-352-465 
7-352-466 
7-353-975 
7-384-000 


7-427-000 
7-427-500 
7-428-000 
7-701-352 
7-706-000 


7-153-160 
7-153-165 


7-157-750 
7-157-810 


7-157-895 
7-157-985 
7-158-000 
7-158-325 
7-158-330 


7-158-750 
7-159-130 
7-159-185 
7-159-300 


7-159-310 
7-160-005 
7-160-010 
7-160-015 
7-160-500 


7-160-705 
7-163-005 
7-163-010 
7-164-005 
7-164-010 


7-165-005 
7-165-010 
7-165-305 
7-165-310 
7-166-005 


7-166-010 
7-167-000 
7-169-000 
7-172-000 
7-172-325 


7-172-360 


7-188-325 
7-239-700 


4-314-520 
4-314-525 


7-344-000 
7-352-465 
7-352-466 
7-879-945 
7-384-000 


7-427-500 


7-706-000 


Each 
Each 
Yard 
Each 


Each 
Each 


Each 


Each 
Each 
Each 
Each 
Each 


Each 


Each 


w 
~ 
SR SR SR SR 


Stock No. 


7-706-035 
7-706-055 
7-706-425 
7-707-000 
7-707-500 


7-709-220 
7-709-225 
7-710-105 
7-710-225 
7-710-275 


7-710-945 
7-711-000 
7-711-105 
7-715-405 
7-715-415 


7-716-120 
7-716-140 
7-716-160 
7-716-180 
7-716-200 


7-717-025 
7-717-030 
7-717-055 
7-720-050 
7-720-055 


7-720-065 
7-720-326 
7-720-327 
7-725-345 
7-725-925 


7-730-975 
7-731-125 
7-731-150 
7-731-155 
7-731-450 


7-760-325 
7-760-350 
7-777-325 
7-777-340 
717-777-355 


7-779-000 
7-783-000 
7-792-750 
7-792-825 
7-800-656 


7-800-675 
7-807-000 
7-818-475 
7-818-535 
7-819-000 
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6/Box 
12/Box 


12/Box 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


144/Box 
144/Box 
144/Box 
144/Box 
Each 


Each 
Each 
Each 
Each 
Each 


Each 


JULY 1947 


3 


Army-Navy 
Stock No. 


7-706-035 
7-706-055 
7-706-425 
7-707-000 
7-707-500 


7-709-220 
7-709-225 
7-710-105 
7-710-225 
4-029-150 


7-710-945 
7-711-000 


7-715-405 
7-715-415 


7-717-025 
7-717-030 
7-717-055 
7-720-050 
7-720-055 


7-720-065 
7-720-326 
7-720-327 
7-725-345 
7-725-925 


7-730-975 


7-731-150 
7-731-155 
7-731-450 


7-740-000 


7-740-010 
7-741-025 
7-741-050 
7-741-315 
7-754-700 


7-760-325 
7-760-350 
7-777-325 
7-777-340 
7-777-355 


7-779-000 
7-783-000 


7-792-825 


7-807-000 
7-818-475 
7-818-535 
7-819-000 


6/Box 
12/Box 


12/Box 
Each 
Each 
Each 
Each 


Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Pair 
Pair 
Each 


100/Pkg 
Each 


Each 


Each 
Each 
Each 
Each 


5 


6 
Ratio 


Code | Iden. 


Symbol 


R10 
R10 


or 
Equiv. 


3655 SESE SSR SESS 


a SRSK36K 0 SRK SRS 


36 Sk SRR SE SR SR st 


1 2 3 4 5 6 
Catalog Ratio 
Navy Army-Navy Code | Iden. 
Material Unit Stock No. Unit Symbol) or 
Stock No. Equiv 
7-820-005 Each 7-820-005 Each R10 
7-820-505 Each 7-820-505 Each R10 
7-821-550 Set 7-821-550 Set R4 # 
7-821-553 100/Pkg 7-821-553 100/Pkg R4 # 
7-821-556  100/Pkg 7-821-556 100/Pkg R4 # 
7-821-558 Set 7-821-558 — Set R4 # 
7-822-075 Each 7-822-075 Each R7 # 
7-822-080 Each 7-822-080 Each R7 # 
7-827-075 Each 7-827-075 Each R7 # 
7-827-080 Each 7-827-080 Each R7 # 
7-828-000 Each 7-828-000 Each R10 
7-829-510 Each 7-829-510 Each R10 
7-837-205 Each 7-837-205 Each R3 # 
7-837-510 Each 7-837-510 Each R10 
7-837-705 Each 7-837-705 Each R10 
7-837-810 Each 7-837-810 Each R4 # 
7-837-905 Each 7-837-905 Each R10 
7-839-630 Each D1 
7-839-650 Each Di 
7-839-925 Each D1 
7-841-035 Each 7-841-035 Each R10 
7-841-250 Each 7-841-250 Each R4 # 
7-842-850 Each D1 
7-843-120 Each 7-843-120 Each R10 
7-843-340 Each D1 
7-843-475 Each D1 
7-843-815 | Each D1 
7-843-825 Each D1 
7-844-315 Each 7-844-315 Each R4 # 
7-844-952 Each D1 
7-855-500 12/Box/Pkg D2 
7-863-512  3/Oz Tin 5-421-430 3 0z Can R7 # 
7-863-924 Pair D2 
7-864-635 Each 7-864-635 Each R10 
7-864-640 Each 7-864-640 Each R10 
7-874-120 Each 7-169-400 Each R7 # 
7-877-000 12/Card 7-877-000 12/Card R10 
7-878-000 12/Card 7-878-000 12/Card R10 
7-879-000 12/Card 7-879-000 12/Card R10 
7-879-110 240/Paper 7-879-110 240/Paper R10 
7-879-950 Each 7-879-950 Each R5 # 
7-883-800 Each 7-883-800 Each R10 
7-883-950 Each 7-883-950 Each R10 
7-883-995 Each 7-883-995 Each R4 # 
7-884-010 Each 7-884-010 Each R4 # 
7-884-025 Each 7-884-025 Each R4 # 
7-884-040 Each 7-884-040 Each R4 # 
7-884-055 Each 7-884-055 Each R4 # 
7-884-135 Each 7-884-135 Each R7 # 
7-885-475 Each 7-885-475 Each R10 
7-888-600 Each 4-391-100 Each R2 # 
7-888-650 Each 7-888-650 Each R10 
7-888-700 Each 7-888-700° Each R4 
7-889-000 Each 7-889-000 Each R10 
7-896-825 Each D2 
7-896-850 Each D2 
7-896-855 Each D2 
7-896-975 Each D2 
7-900-000 Yard 7-900-000 Yard R10 
7-901-005 Pair 7-901-005 Pair R10 


PRELIMINARY EDITION 


OG-I 


NAVY 


OG-| 


| CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy | Cede | Iden. 
Material | Unit Stock No. Unit Symbol or Material Unit Stock No. | Unit Symbol, or 
Stock No. Equiv Stock No. | Equiv. 
7-901-010 Pair 7-901-010 Pair R10 7-978-600 Each D2 
7-901-015 Pair 7-901-015 Pair R10 7-978-700 Each D2 
7-916-030 Each 7-916-030 Each ee 7-978-830 Each D2 
7-916-035 Each 7-916-035 Each R4 # 7-978-870 Each 7-978-870 Each R10 
-924-6 -978- ac D2 
7-924-605 Each {994-628 Each RT Ys 
7-978-950 Each D2 
7-925-225 Set 7-925-225 Set R4 # 7-979-000 Each D2 
7-929-000 Each 7-929-000 Each R10 7-979-100 Each 7-979-100 Each R10 
7-929-425 Each 7-929-425 Each R10 7-979-200 Each D2 
7-931-000 Each 7-931-000 Each R10 7-979-250 Each 7-979-270 Each R4 # 
7-932-000 Each 7-932-000 Each R10 
7-979-460 Each D2 
7-932-075 Each 7-932-075 Each R10 7-979-500 Each 7-979-500 Each R4 # 
7-933-000 Each D2 7-979-550 Each D2 
7-935-425  200/Box 7-935-425 200/Box R10 7-979-800 Each 7-979-800 Each R10 
7-938-210 Each 7-938-210 Each Rs ¥ 7-981-050 Each 7-981-050 Each R4 # 
7-938-211 Each 7-938-211 Each RS # 
7-981-250 Each 7-981-250 Each R4 # 
7-938-220 Each 7-938-220 Each R3 # 7-981-900 Each D2 
7-938-221 Each 7-938-221 Each RS # 7-996-125 Each 7-996-125 Each R10 
7-939-945 Each 7-939-945 Each R3. # 7-996-175 Each 7-996-175 Each R10 
7-939-975 Each 7-939-975 Each RS # 7-996-285 Each 7-996-185 Each R10 
7-940-000 Each 7-940-000 Each i Be 
7-996-345 Each 7-996-345 Each R10 
7-940-150 Each 7-940-150 Each RS # 7-996-465 Each 7-996-465 Each R10 
7-942-975 Each 7-942-975 Each R3. # 7-998-104 Each 7-998-104 Each R10 
7-943-000 Each 7-943-000 Each RS #¢ 
7-943-225 72/Pkg 7-943-225 72/Pkg R10 
7-944-090 Each 7-944-090 Each R3. # 
CLASS 9 
7-944-092 Each 7-944-092 Each RS # 
7-944-094 Each D1 9-105-125 Each 9-105-125 Each R7 # 
7-945-475 Eac D1 9-107-650 Each 9-107-650 Each R7 # 
7-945-500 Each 7-945-500 Each RS # 9-108-975 Each 9-108-975 Each R77 # 
7-966-250 Each D2 9-113-825 Each 9-113-825 Each R4 # 
9-114-125 Each 9-114-125 Each R10 
7-967-600 Each D2 
7-970-450 Each 7-970-450 Each us 5s 9-115-150 Each 9-115-150 Each R3. # 
7-970-505 Each 7-970-505 Each R4 # 9-116-775 Each 9-116-775 Each R7 # 
7-970-560 Each 7-970-560 Each R4 # 9-117-125 Each 9-117-125 Each R7. # 
7-970-570 Each 7-970-570 Each R10 9-118-725 Each 9-118-725 Each R7-° # 
9-119-125 Each 9-119-125 Each RT: 4 
7-970-600 Each 7-970-600 Each R10 
7-972-550 Each 7-972-550 Each R4 # 9-120-625 Each Di 
7-972-600 Each 7-972-600 Each R10 9-121-325 Each 9-121-325 Each Ri # 
renesso ac | (eee es Ta Oe 
-972- -972-700 h R -128- ac -128- ac 
Pee. beck LB = aed 9-129-825 Each 9-129-825 Each R? ¢ 
7-972-800 Each 7-972-800 Each R10 
7-972-850 Each 7-972-850 Each R4 = 9-131-725 Each 9-131-725 Each R7 # 
9-132-425 Each 9-132-425 Each R7..# 
7-973-050 Each D1 9.134.178 Each 9.134.175 Each R7 ¢ 
7-973-100 Each 7-973-100 Each RS # 9-135-575 Each 9-135-575 Each RY oe 
7-973-500 Each 7-973-500 Each R10 
7-973-750 Each 7-973-750 Each R4 ¢# eee = 9-136-125 Each ee 
Po cee C "138-425 Each 9-144-170 Each R7 # 
7-973-920 | Each 7-973-920 Each R10 a Re et oe 
TaAM Bach ieee) ee ee 9-140-150 Each 9-140-150 Each RY ¥ 
7-974-150 Each 7-974-150 Each R4 *f 9-141-750 Each D1 
7-974-200 Each 7-974-200 Each R8_ # 9-142-125 Each 9-142-125 Each R3 # 
7-974-350 Each 7-974-350 Each R10 9-143-225 Each 9-143-225 Each R3. # 
7-974-390 Each 7-974-390 Each R10 9-144-450 Each 9-144-450 Set R4 # 
7-974-420 Each 7-974-420 Each R8 # 9-145-850 Each 9-145-850 Each R4 # 
7-974-600 Each 7-974-600 Each R10 9-147-875 Each 9-147-875 Each R4 # 
7-974-700 Each 7-974-700 Each R10 9-148-325 Each 9-148-325 Each R4 ¢ 
7-974-760 Each D2 9-149-925 Each 9-149-925 Each R10 
7-976-100 Each 7-976-100 Each R8 # 9-151-125 Each 9-151-125 Each R4 # 
7-976-600 Each 7-978-945 Each BY wing 9-174-425 Each 9-174-425 Each R10 
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NAVY 


CONV. | BZ 1 
TABLE JULY 1947 PRELIMINARY EDITION 
| { 
' 2 3 4 5 6 1 2 3 4 oe 6 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden. 
Material Unit Stock No. Unit Symbol) or Material Unit Stock No. Unit Symbol, or 
Stock No. Equiv. Stock No. Equiv. 
9-175-275 Each 9-175-275 Set R4 # 9-265-175 Each 9-265-175 Set R4 # 
9-176-625 Each 9-176-625 Set RA -% 9-266-525 Each Dj 
9-177-125 Each 9-177-125 Set R4 # 9-266-875 Each D1 
9-178-475 Each 9-178-475 Set R4 # 9-267-125 Each D1 
9-179-225 Each 9-179-225 Set R4. # 9-267-675 Each D1 
9-182-750 Each 9-182-750 Each R4 9-276-225 Each 9-276-225 Set R10 
9-183-325 Each 9-183-325 Each R4 ! 9-277-875 Each 9-277-875 Each R10 
9-184-850 Each 9-184-850 Set Ra ¢ 9-278-125 Each 9-278-125 Each R10 
9-185-225 Each 9-185-225 Set R4 # 9-300-350 ~Each '9-300-350 Each R10 
9-186-725 Each 9-186-725 Set R4 # 9-301-675 Each 9-301-675 Set RA. ig 
9-187-350 Each 9-187-350 Set RA ¢ cr loll Sa 9902-125 Set Ree 
9-303-675 Each 9-303-675 Set R4 # 
9-188-425 Each 9-188-425 Set R4 # 
9-303-950 Each 9-303-950 Set R4 # 
9-190-650 Each 9-190-650 Each R4 # nie 
9-305-125 Each 9-305-125 Each R4 ¢ 
9-191-225 Each 9-191-225 Each R10 9-306-775 Each 9-306-775 Each R4 # 
9-192-025 Each 9-192-025 Each R10 9-313-125 Each 9-313-125 Each R4 # 
9-192-750 Each 9-192-750 Set R4 # 9-314-675 Each 9-314-675 Each R10 
9-193-125 Each 9-193-125 Set R4 t 9-314-975 Each 5-254-175 Each R7 # 
9-194-650 Each 9-194-650 Set R4 
9-315-200 Each 9-315-200 Each R4 # 
9-195-175 Each 9-195-175 Each R4- # 9-315-225 Each D1 
9-196-650 Each 9-196-650 Each R4 7 9480-875 Each 9-480-875 Each R4 ¢# 
9-197-225 Each 9-197-225 Each R10 9-482-775 Each 9-482-775 Set R10 
9-197-675 Each 9-197-675 Each R10 9-483-125 Each 9-483-125 Set R10 
9-198-125 Each 9-198-125 Each R10 
9-486-625 Each 9-486-625 Each R4 # 
ia: dene 9-487-275 Each 9-487-275 ach R4 # 
9-199-650 Each 9-199-650 Each R4 #¢ ee ae ae Sues Ee pect 
9-203-125 Each D1 
9-204-750 Each 9-204-750 Each R10 9-521-125 Each 9-521-125 Each Re 
9-206-750 Each 9-206-750 Each R10 9-521-375 Each 9-521-375 Set R10 
9-207-125 Each 9-207-125 Each R4 # 
9-521-450 Each 9-521-450 Set R10 
ain: ere 9-522-675 Each 9-522-675 Each R4 ¢ 
9-208-750 Each 9-208-750 Each R4 ¢ eeeaee Eodh aH 
9-210-775 Each D1 
9-214-778 Each Di 9-526-775 Each 9-526-775 Set R4 ¢# 
9-217-128 Each D1 9-527-125 Each 9-527-125 Each R10 
ee Bak Paaeaee. Bach oe 9-541-875 Each 9-541-875 Set R4 ¢ 
9-551-325 Each 9-551-325 Set R4 # 
9-219-175 Each 9-219-175 Each R4 # 9-552-575 Each 909-552-575 Each R10 
See 004 9-220-625 Each R10 9-553-850 Each 9-553-850 Set R4 # 
-224- c Di L-ecgu -558- 
9-227-875 Each 9-227-875 _ Each R10 ee ee eee ae netic: 
9-228-110 Each 9-228-110 Each R10 9-558-975 Each 9-558-975 Each R10 
9-563-225 Each 9-563-225 Each R4 # 
9.228-120 Each 9-228-120 Each R10 9-565-825 Each 9-565-825 Each R4 ¢ 
9-228-130 Each 9-228-130 Each R10 9-570-125 Each 9-570-125 Each R4. # 
9-228-140 Each 9-228-140 Each R10 9-575-225 Each 9-575-225 Each R4. \¢ 
9-228-150 Each 9-228-150 Each R10 
9-229-650 Each 9-229-650 Each R10 9-576-375 Each 9-576-375 Each R4 # 
9-577-650- Each 9-577-650 Each R10 
9-230-225 Each 9-230-225 Each R10 9-590-225 Each 9-590-225 Each R4— # 
9-231-775 Each D1 9-593-125 Each 9-593-125 Each R4 ¥ 
9-232-125 Each 9-232-125 Each R10 9-601-125 Each 9-601-125 Each R47 
9-235-875 Each 9-235-875 Set R10 . 
9-244-125 Each 9-244-125 Set fea 3 9-602-475 Each 9-602-475 Each R4 ¢ 
9-603-125 Each DI 
9-245-675 Each 9-245-675 Each R4 ¢ Ap ede sees : 
9-248-125 Each 9-248-125 Set R10 ne eee er 
9-249-675 Each 9-249-675 Set R10 9-610-325 Each 9-610-325 Each R4 # 
Lee Each 9-250-225 Set R10 
ua 51 9-251-675 Set R 
7 by CLASS 10 . 
9-258-225 Each 9-258-225 Each R10 10-100-032 Each D1 
9-259-875 Each 9-259-875 Each R10 10-100-050 Eac . Di 
9-260-125 Each 9-260-125 Set R4- # 10-100-230 Each 10-100-230 Each R10 
9-261-450 Each 9-261-450 Set R4 # 10-100-300 Eac D1 
9-262-825 Each 9-262-825 Each R4 4 10-100-330 Each 10-100-330 Each R10 
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PRELIMINARY EDITION 


JULY 1947 


NAVY 


10-100-350 
10-100-430 
10-100-450 
10-103-350 
10-109-480 


10-129-850 
10-130-050 
10-130-070 
10-130-130 
10-131-150 


10-132-750 
10-150-030 
10-150-530 
10-155-591 
10-155-610 


10-155-852 
10-157-680 
10-160-630 
10-166-080 
10-166-600 


10-167-600 
10-167-605 
10-167-610 
10-167-850 
10-168-200 


10-198-830 
10-198-850 
10-200-051 
10-200-130 
10-200-150 


10-200-230 
10-200-350 
10-200-425 
10-210-031 
10-210-050 


10-219-500 
10-220-050 
10-230-130 
10-230-175 
10-230-205 


10-230-220 
10-230-230 
10-230-280 
10-230-310 
10-230-340 


10-247-120 
10-249-120 
10-250-030 
10-250-051 
10-250-500 


10-255-590 
10-255-602 
10-255-610 
10-256-800 
10-256-830 


10-258-550 
10-259-350 
10-260-000 
10-261-530 
10-261-550 


OG-| 


3 


Army-Navy 
Stock No. 


10-100-430 
10-100-450 


10-129-850 
10-130-070 


10-130-130 
10-130-150 


10-900-000 
10-900-300 


10-902-000 
10-903-350 
10-905-000 
10-906-000 


10-908-250 
10-908-260 
10-908-270 
10-910-000 


10-924-500 
10-925-000 
10-200-051 


10-200-230 


10-210-031 


10-230-280 


10-250-500 
10-255-590 


10-261-530 


Each 


Each 
Each 


Each 


SSE 


SSR SRS SR SRA SR 


SAR 


1 
Catalog 
Nav 


y 
Material 
Stock No. 


10-261-570 
10-270-480 
10-273-020 
10-273-120 
10-273-220 


10-273-320 
10-274-020 
10-276-510 
10-276-980 
10-277-251 


10-277-252 
10-277-253 
10-277-520 
10-278-460 
10-280-750 


10-281-120 
10-282-980 
10-283-741 
10-284-840 
10-284-920 


10-287-351 
10-289-180 
10-290-520 
10-290-640 
10-291-260 


10-291-360 
10-294-750 
10-295-780 
10-295-860 
10-299-040 


10-299-150 
10-304-900 
10-308-000 
10-355-530 
10-355-631 


10-355-730 
10-356-131 
10-368-050 
10-370-130 
10-370-230 


10-373-150 
10-373-190 
10-436-050 
10-440-070 
10-443-030 


10-460-030 
10-470-210 
10-470-231 
10-475-010 
10-475-130 


10-475-150 
10-477-530 
10-485-150 
10-530-030 
10-855-120 


10-560-030 
10-563-010 
10-567-120 
10-569-650 
10-570-030 


Army-Navy 
Stock No. 


10-277-251 


10-277-520 


10-290-520 
10-310-100 


10-299-150 


10-355-730 


10-443-010 


10-460-030 


10-476-060 


Set 


Each 


Each 
Each 


Each 


Each 


Each 


Each 


Each 


CONV. 
TABLE 
1 2 
Catalog 
Navy 
Material Unit 
Stock No. 

10-570-150 Each 
10-571-070 Each 
10-571-090 Each 
10-575-130 Each 
10-575-420 Each 
10-580-050 Each 
10-630-061 Each 
10-700-330 Each 
10-703-391 Each 
10-710-130 Each 
10-710-150 Each 
10-714-130 Each 
10-715-250 Each 
10-717-150 Each 
10-717-850 Each 
10-718-350 Each 
10-718-370 Each 
10-718-390 Each 
10-718-455 Each 
10-721-850 Each 
10-733-130. Each 
10-735-500 Each 
110-735-530 Each 
10-737-010 Each 
10-737-150 Each 
10-740-120 Each 
10-740-390 Each 
10-740-430 Each 
10-740-550 Each 
10-744-470 Each 
10-744-530 Each 
10-744-750 Each 
10-745-330 Each 
10-745-630 Each 
10-746-350 Each 
10-747-330 Each 
10-747-570 Each 
10-748-140 Each 
10-748-275 Each 
10-750-550 Each 
10-750-670 Each 
10-755-030 Each 
10-755-330 Each 
10-755-460  Eac 
10-755-530 Each 
10-755-580 Each 
11-006-550 Each 
11-006-850 Each 
11-006-860 Each 
11-006-870 Each 
11-006-880 Each 
11-006-910 Each 
11-008-550 50/Box 
11-009-000 Tube 
11-009-010 Tube 
11-009-020 Tube 
11-009-030 Tube 
11-009-040 Tube 
11-009-050 Tube 
11-009-060 Tube 
11-009-070 ‘Tube 
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JULY 1947 


3 


Army-Navy 
Stock No. 


10-570-150 


10-575-130 


10-700-330 


10-714-130 
10-715-250 


10-718-455 


10-737-010 
10-737-150 


10-707-500 


10-755-530 


CLASS 11 


11-006-550 
11-006-850 
11-006-860 
11-006-870 
11-006-880 


11-006-910 
11-008-550 
11-009-000 
11-009-010 
11-009-020 


11-009-030 
11-009-040 
11-009-050 
11-009-060 
11-009-070 


Each 


Each 
Each 


Each 


Each 
Each 


Each 


Each 


Ss SF 


1 
Catalog 
Navy 
Material 
Stock No 


11-009-080 
11-009-090 
11-009-100 
11-009-110 
11-009-120 


11-009-130 
11-009-140 
11-009-150 
11-009-160 
11-009-170 


11-009-180 
11-009-190 
11-009-200 
11-009-300 
11-009-310 


11-009-330 
11-009-340 
11-009-350 
11-009-360 
11-009-370 


11-009-385 
11-009-395 
11-009-405 
11-009-415 
11-009-430 


11-009-900 
11-009-910 
11-009-920 
11-009-930 
11-009-940 


11-009-950 
11-009-960 
11-009-970 
11-009-980 
11-010-450 


11-010-550 
11-010-580 
11-016-050 
11-021-550 
11-033-580 


11-061-550 
11-061-570 
11-061-590 
11-061-630 
11-061-850 


11-061-880 
11-061-885 
11-062-250 
11-076-050 
11-101-550 


11-101-560 
11-101-570 
11-108-520 
11-108-530 
11-108-540 


11-108-550 
11-108-560 
11-108-570 
11-115-850 
11-117-550 


Tube 
Tube 
Tube 
Tube 
Tube 


Tube 
Tube 
Tube 
2 Oz Jar 
2 Oz Jar 


2 Oz Jar 
2 Oz Jar 
2 Oz Jar 
2 Oz Jar 
2 Oz ar 


2 Oz jar: 
2 Oz Jar 
2 Oz Jar 
2 Oz Jar 
2 Oz Jar 


Each 

12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 


12/Pkg 


1 Ot Bot 
34 Oz Bot 


100/Pkg 
100/Pke 


4 Oz Tube 


4 Oz Tube 

4 Oz Tube 

4 Oz Tube 

Each 

11% Oz 
Tube 


Army-Navy 


Stock No. | Unit 
11-009-080 Tube 
11-009-090 ‘Tube 
11-009-100 Tube 
11-009-110 Tube 
11-009-120 Tube 
11-009-130 Tube 
11-009-140 Tube 
11-009-150 Tube 
11-009-160 Tube 
11-009-170 Tube 
11-009-180 Tube 
11-009-190 Tube 
11-009-200 Tube 
11-009-300 2 Oz Jar 
11-009-310 2 Oz Jar 
11-009-330 2 Oz Jar 
11-009-340 2 Oz Jar 
11-009-350 2 Oz Jar 
11-009-360 2 Oz Jar 
11-009-370 2 Oz Jar 
11-009-385 2 Oz Jar 
11-009-395 2 Oz Jar 
11-009-405 2 Oz Jar 
11-009-415 2 Oz Jar 
11-009-430 2 Oz Jar 
11-009-900 = Set 
11-009-910 12/Pkg 
11-009-920 12/Pkg 
11-009-930 12/Pkg 
11-009-940 12/Pkg 
11-009-950 12/Pkg 
11-009-960 12/Pkg 
11-009-970 =12/Pkg 
11-009-980 12/Pkg 
11-010-450 Each 
11-010-550 Set 
11-010-580 Set 
11-016-050 Each 
11-021-550 1 Ot Bot 
11-033-580 34 Oz Bot 
11-061-550 100/Pkg 
11-061-570 100/Pkg 
11-061-590 Ream 
11-061-630 100/Pkg 
11-061-850 Set 
11-061-880 Each 
11-061-885 Each 
11-062-250 6/Pkg 
11-076-050 Each 
11-101-550 12/Pkg 
11-101-560 12/Pkg 
11-101-570 12/Pkg 
11-108-520 4 Oz Tube 
11-108-530 4 Oz Tube 
11-108-540 4 Oz Tube 
11-108-550 4 Oz Tube 
11-108-560 4 Oz Tube 
11-108-570 4 Oz Tube 
11-115-850 Each 
11-117-550 1% Oz 

Tube 


PRELIMINARY EDITION 


| Code 
Symbol or 


R10 
R10 


6 
Ratio 
Iden. 


[aa 


SRS 


OG-1 


Stock No. 


11-131-250 
11-131-850 
11-144-850 
11-144-860 
11-145-180 


11-145-850 
11-149-850 
11-162-350 
11-162-365 
11-162-375 


11-162-385 
11-162-395 
11-162-405 
11-162-415 
11-162-450 


11-162-470 
11-162-480 
11-162-495 
11-162-510 
11-162-520 


11-162-530 
11-166-450 
11-166-455 
11-166-460 
11-166-465 


11-166-470 
11-166-475 
11-166-480 
11-166-485 
11-166-510 


11-166-515 
11-166-520 
11-166-525 
11-166-530 
11-166-550 


11-166-555 
11-166-560 
11-166-565 
11-166-570 
11-204-850 


11-204-855 
11-205-670 
11-205-680 
11-205-690 
11-208-850 


11-208-870 
11-208-880 
11-208-890 
11-210-550 
11-214-550 


11-221-570 
11-224-550 
11-226-550 
11-226-560 
11-226-570 


11-228-750 
11-230-550 
11-230-555 
11-230-560 
11-238-250 


OG.-| 


Unit 


Each 
Each 
Box 
Box 
Each 


Each 
Each 
2 Oz Ball 
2 Oz Ball 
2 Oz Ball 


2 Oz Ball 
2 Oz Ball 
2 Oz Ball 
2 Oz Ball 
Y% Lb Ball 


14 Lb Ball 
16 Lb Ball 
16 Lb Ball 
16 Lb Ball 
16 Lb Ball 


¥ Lb Ball 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 


100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 


100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 


100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
12/Pkg 


12/Pkg 
Each 


Army-Navy 
Stock No. 


11-131-250 
11-131-850 
11-144-850 
11-144-860 
11-145-180 


11-145-850 
11-149-850 
11-162-350 
11-162-365 
11-162-375 


11-162-385 
11-162-395 
11-162-405 
11-162-415 
11-162-450 


11-162-470 
11-162-480 
11-162-495 
11-162-510 
11-162-520 


11-162-530 
11-166-450 
11-166-455 
11-166-460 
11-166-465 


11-166-470 
11-166-475 
11-166-480 
11-166-485 
11-166-510 


11-166-515 
11-166-520 
11-166-525 
11-166-530 
11-166-500 


11-166-555 
11-166-560 
11-166-565 
11-166-570 
11-204-850 


11-204-855 
11-205-670 
11-205-680 
11-205-690 
11-208-850 


11-208-870 
11-208-880 
11-208-890 
11-210-550 
11-214-550 


11-221-570 
11-224-550 
11-226-550 
11-226-560 
11-226-570 


11-228-750 
11-230-550 
11-230-555 
11-230-560 
11-238-250 


Each 
Each 
2 Oz Ball 
2 Oz Ball 
2 Oz Ball 


2 Oz Ball 
2 Oz Ball 
2 Oz Ball 
2 Oz Ball 
4 Lb Ball 


14 Lb Ball 
V6 Lb Ball 
14 Lb Ball 
4 Lb Ball 
4 Lb Ball 


\% Lb Ball 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 


100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 


100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 


100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
100 Yd Spl 
12/Pkg 


12/Pkg 
Each 
Each 
Each 
Each 


Each 
Each 


‘Each 


12/Pkg 
Each 


Each 


t 
t 
t 
# 
t 
# 
t 


# 


1 
Catalog 
Navy 
Material 
Stock No. 


11-242-250 
11-244-850 
11-252-850 
11-262-270 
11-272-320 


11-272-325 
11-272-350 
11-272-360 
11-272-370 
11-272-380 


11-272-650 
11-272-660 
11-272-750 
11-272-760 
11-272-850 


11-272-860 
11-272-950 
11-274-350 
11-274-650 
11-275-520 


11-275-530 
11-275-540 
11-277-750 
11-277-850 
11-277-950 


11-288-550 
11-302-450 
11-302-470 
11-302-550 
11-302-560 


11-302-570 
11-302-580 
11-302-590 
11-303-850 


11-306-550 


11-319-750 
11-341-100 
11-341-200 
11-341-300 
11-373-500 


11-404-750 
11-404-760 
11-404-770 
11-404-810 
11-404-820 


11-404-825 
11-404-830 
11-404-835 
11-404-950 
11-405-900 


11-405-905 
11-405-910 
11-405-915 
11-407-350 
11-420-750 


11-420-755 
11-420-850 
11-420-870 
11-423-150 
11-441-800 


12/Pkg 

E 

1 Gal Can 
Set 

1 Gal Can 


1 Gal Can 
1 Gal Can 
Set 

Set 

Each 


1 Lb Pkg 
25 Lb Pkg 
10 Lb Pkg 
1 Lb Pkg 
1 Lb Pkg 


1 Lb Pkg 
1 Lb Pkg 
1 Lb Pk 
Set of 6 
Pkg 


1 Qt Can 


Set 
24/Pkg 
24/Pkg 
12/Pkg 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
12/Pkg 
12/Pkg 


12/Pkg 
144/Pkg 
144/Pkg 
144/Pkg 
Each 


JULY 1947 


Army-Navy 
Stock No. 


11-242-250 
11-244-850 
11-252-850 
11-262-270 
11-272-320 


11-272-325 
11-272-350 
11-272-360 
11-272-370 
11-272-380 


11-272-650 
11-272-660 
11-272-750 
11-272-760 
11-272-850 


11-272-860 
11-272-950 
11-274-350 
11-274-650 
11-275-520 


11-275-530 
11-275-540 
11-277-750 
11-277-850 
11-277-950 


11-288-550 
11-302-450 
11-302-470 
11-302-550 
11-302-560 


11-302-570 
11-302-580 
11-302-590 
11-303-850 


11-306-550 


11-319-750 
11-341-100 
11-341-200 
11-341-300 
11-373-500 


11-404-750 
11-404-760 
11-404-770 
11-404-810 
11-404-820 


11-404-825 
11-404-830 
11-404-835 
11-404-950 
11-405-900 


11-405-905 
11-405-910 
11-405-915 
11-407-350 
11-420-750 


11-420-755 
11-420-850 
11-420-870 
11-423-150 
11-441-800 


CONV. 
TABLE 
4 gy hie 
Ratio 
Code | Iden 
Unit Symbol, or 
Equiv. 
Each R10 
Each R4 # 
1000/Pkg R3 a 
Each R5 # 
Each R10 
Each R10 
Each R4 # 
1 Lb Stick R4 # 
6/Pkg R7 # 
6/Pkg R4 # 
Each R4 # 
Each R10 
Each RAY sc # 
Set R5 # 
Each R5 # 
12/Pkg R10 
Each R10 
1 Gal Can R10 
t R10 
1 Gal Can R10 
1 Gal Can R10 
1 Gal Can R10 
Set R10 
Set R10 
Each R10 
1 Lb Pkg R10 
25 Lb Pkg R10 
§ Lb Pee. S44 
1Lb Pkg R10 
1 Lb Pkg R10 
1 Lb Pkg R10 
1 Lb Pkg R10 
PEbPee 3 R10 
Set R4 # 
+ Ote-Can <- RWG 
Set R10 
24/Pkg R10 
24/Pkg R10 
12/Pkg R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
Each R10 
12/Pkg R10 
12/Pkg R10 
12/Pk R10 
144/Pkg R10 y 
144/Pk R10 
144/Pkg R10 
Each R10 
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NAVY 


CONV. 
TABLE 
1 2 
Catalog 
Navy 
Material Unit 
Stock No. 
11-441-805 Each 
11-441-810 Each 
11-441-815 Each . 
11-444-150 100 Yd Spl 
11-444-160 100 Yd Spl 
11-444-170 100 Yd Spl 
111-445-150 Skin 
11-445-160 Skin 
11-445-170 Skin 
11-448-550 Each 
11-453-250 12/Pkg 
11-463-150 Each 
11-463-155 Each 
111-463-160 Each 
11-470-550 144/Pkg 
11-472-350 Each 
11-474-150 Set 
11-478-150 Each 
111-478-155 Each 
11-478-160 Each 
11-478-165 Each 
11-478-170 Each 
11-478-180 Each 
11-478-220 Each 
11-514-050 Each 
11-514-565 12/Pkg 
11-521-250 Each 
11-521-650 Each 
11-521-680 Each 
11-521-700 Each 
11-521-720 Each 
°11-521-730 Each 
11-521-740 Each 
11-523-550 4 Oz Jar 
11-528-240 Each 
11-544-150 1 Pt Can 
11-548-210 Each 
11-548-215 Each 
111-548-235 Each 
11-561-250 12/Pkg 
11-561-255 12/Pkg 
11-572-175 Each 
11-572-180 12/Pkg 
11-573-550 Each 
11-573-560 Each 
11-573-570 Each 
11-573-620 Each 
11-574-550 Each 
11-574-555 Each 
11-575-105 Each 
11-575-110 Each 
11-589-550 Each 
11-590-150 Each 
11-590-160 Each 
11-590-180 | Foot 
11-590-190 Foot 
11-590-210 Foot 
11-590-250 Foot 
11-662-250 1 Gal Can 
11-663-810 1 Gal Can 
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JULY 1947 
3 4 5 6 | 
Ratio 
Army-Navy Code | Iden. 
Stock No. Unit Symbol] or 
Equiv. 
11-441-805 Each R10 
11-441-810 Each R10 
11-441-815 Each R10 
11-444-150 100 YdSpl R10 
11-444-160 100YdSpl R10 
11-444-170 100 YdSpl R10 
11-445-150 Skin R10 
11-445-160 Skin R10 
11-445-170 Skin R10 
11-448-550 Each R10 
11-453-250 12/Pkg R10 
11-463-150 Each R10 
11-463-155 Each R10 
11-463-160 Each R10 
11-470-550 144/Pkg R10 
11-472-350 Each R7 ¢ 
11-474-150 Set R5 # 
11-478-150 Each R10 
11-478-155 Each R10 
‘11-478-160 Each R10 
11-478-165 Each R10 
11-478-170 Each R10 
11-478-180 Each R10 
11-478-220 Each R10 
11-514-050 Each R5 # 
11-514-565 12/Pkg R10 
11-521-250 Each R10 
11-521-650 Each R10 
11-521-680 Each R10 
11-521-700 Each R10 
11-521-720 Each R10 
11-521-730 Each R10 
11-521-740 Each R10 
11-523-550 8 Oz Jar R3 # 
11-528-240 Each R5 # 
11-544-150 1PtCan R10 
11-548-210 Each R10 
11-548-215 Each R10 
11-548-235 Each R10 
11-561-250 12/Pkg R10 
11-561-255 12/Pkg R10 
11-572-175 Each RS # 
11-572-180 12/Pkg R10 
11-572-430 Each R2 # 
11-572-435 Each R2 # 
11-572-440 Each R2 # 
11-577-000 Each R2 # 
11-574-550 Each R10 
11-574-555 Each R10 
11-575-105 Each R10 
11-575-110 Each R10 
11-589-550 Each R10 
11-590-150 Each R10 
11-590-160 Each R10 
11-590-180 Foot R10 
11-590-190 Foot R10 
11-590-210 Foot R10 
11-590-250 Foot R10 
11-662-250 1GalCan R10 
11-663-810 1GalCan R10 


1 
Catalog 
Navy 
Material 
Stock No. 


11-663-815 
11-663-820 
11-663-825 
11-675-320 
11-675-330 


11-675-415 
11-675-425 
11-675-435 
11-705-750 
11-706-150 


11-706-850 
11-708-150 
11-708-905 
11-709-750 
11-711-250 


11-724-250 
11-724-350 
11-733-250 
11-733-255 
11-733-265 


11-733-270 
11-733-275 
11-742-150 
11-745-105 
11-745-150 


11-760-810 
11-760-850 
11-760-855 
11-760-860 
11-760-875 


11-760-880 
11-760-980 
11-762-750 
11-762-770 
11-763-100 


11-763-200 
11-765-850 
11-765-855 
11-771-250 


11-773-250 
11-774-100 


11-774-120 
11-774-130 
11-774-140 
11-774-150 


11-774-160 


11-774-170 


11-774-180 
11-774-190 
11-774-200 


11-775-105 
11-775-110 
11-778-510 
11-778-530 
11-778-560 


11-778-580 
11-778-650 
11-778-750. 
11-778-770 
11-778-790 


Unit 


1 Gal Can 
1 Gal Can 
1 Gal Can 
12/Pkg 
12/Pkg 


Each 
Each 
Each 
Each 
Each 


Each 


\4 Lb Tube 
44 Lb Tube 


4 Lb Tube 
14 Lb Tube 
Each 

10 Lb Pkg 
1 Lb Pkg 


Ream 
Ream 
Ream 
Ream 
Ream 


Ream 

28 Lb Roll 
Each 

Each 

Each 


Each 

Pair 

Each 

24 Strip 
Pkg 

10 Lb Pkg 


54 Strip 
Pkg 
Font 
Font 
Font 
Font 


Font 
Font 
Font 
Font 
Font 


Each 
Each 
Font 
Font 
Font 


Font 
Font 
Font 
Font 
Font 


Army-Navy 
Stock No. 


11-663-815 
11-663-820 
11-663-825 
11-675-320 
11-675-330 


11-675-415 
11-675-425 
11-675-435 
11-705-750 
11-706-150 


11-706-850 
11-708-150 
11-708-905 
11-709-750 
11-711-250 


11-724-250 
11-724-350 
11-733-250 
11-733-255 
11-733-265 


11-733-270 
11-733-275 
11-742-150 
11-745-105 
11-745-150 


11-760-810 
11-760-850 
11-760-855 
11-760-860 
11-760-875 


11-760-880 
11-760-980 
11-762-750 
11-762-770 
11-763-100 


11-763-200 
11-765-850 
11-765-855 
11-771-250 


11-773-250 
11-774-100 


11-774-120 
11-774-130 
11-774-140 
11-774-150 


11-774-160 
11-774-170 
11-774-180 
11-774-190 
11-774-200 


11-775-105 
11-775-110 
11-778-510 
11-778-530 
11-778-560 


11-778-580 
11-778-650 
11-778-750 
11-778-770 
11-778-790 


Unit 


1 Gal Can 
1 Gal Can 
1 Gal Can 
12/Pkg 
12/Pkg 


Each 
Each 


44 Lb Tube 
4 Lb Tube 


144 Lb Tube 
4 Lb Tube 


Ream 

28 Lb Roll 
Each 

Each 

Each 


Each 

Pair 

Each 

24 Strip 
Pkg 

10 Lb Pkg 


54 Strip 
Pkg 
Font 
Font 
Font 
Font 


Font 
Font 
Font 
Font 
Font 


Each 
Each 
Font 
Font 
Font 


Font 
Font 
Font 
Font 
Font 


OG-I 


OFIME 


PRELIMINARY EDITION 


1 2 3 4 5 6 1 3 
Catalog Ratio Catalog 
Navy Army-Navy Code | Iden. Navy Army-Navy 

Material Unit Stock No. Unit Symbol) or Material Stock No. 

Stock No. Equiv. Stock No. 
11-778-850 Font 11-778-850 Font R10 11-808-610 1 11-808-610 1 
11-778-855 Font 11-778-855 Font R10 11-808-620 1 11-808-620 1 
11-778-860 Font 11-778-860 Font R10 11-808-625 1 11-808-625 1 
11-778-865 Font 11-778-865 Font R10 11-808-630 1 11-808-630 1 
11-778-870 Font 11-778-870 Font R10 11-808-635 1 11-808-635 1 
11-778-875 Font 11-778-875 Font R10 11-808-640 1 11-808-640 1 
11-778-905 Font 11-778-905 Font R10 11-808-790 1 11-808-790 1 
11-778-910 Font 11-778-910 Font R10 11-808-800 1 11-808-800 1 
11-778-915 Font 11-778-915 Font R10 11-808-810 1 11-808-810 1 
11-778-920 Font 11-778-920 Font R10 11-808-820 1 11-808-820 1 
11-778-925 Font 11-778-925 Font R10 11-808-830 1 11-808-830 1 
11-778-930 Font 11-778-930 Font R10 11-810-000 1 11-810-000 1 
11-778-935 Font 11-778-935 Font R10 11-810-010 1 11-810-010 1 
11-778-955 Font 11-778-955 Font R10 11-810-020 1 11-810-020 1 
11-778-960 Font 11-778-960 Font R10 11-810-030 1 11-810-030 1 
11-778-965 Font 11-778-965 Font R10 11-810-040 11-810-040 
11-778-970 Font 11-778-970 Font R10 11-810-050 11-810-050 
11-779-100 Font 11-779-100 Font R10 11-810-060 11-810-060 
11-779-102 Font 11-779-102 Font R10 11-810-070 11-810-070 
11-779-104 Font 11-779-104 Font R10 11-822-850 11-822-850 - 
411-779-106 Font 11-779-106 Font R10 11-831-250 11-831-250 
11-779-120 Font 11-779-120 Font R10 11-846-500 11-846-500 
11-779-122 Font 11-779-122 Font R10 11-846-600 11-846-600 
11-779-124 Font 11-779-124 Font R10 11-846-700 11-846-700 
11-779-126 Font 11-779-126 Font R10 11-846-800 11-846-800 
11-779-200 Font 11-779-200 Font R10 11-868-150 11-868-150 
11-779-202 Font 11-779-202 Font R10 11-869-150 11-869-150 
11-779-204 Font 11-779-204 Font R10 11-873-810 11-873-810 
11-779-206 Font 11-779-206 Font R10 11-873-820 11-873-820 
11-783-405 1QtJar  11-783-405 1QtJar R10 11-873-840 t1-873-840 
11-783-410 1QtJar 11-783-410 1Qt Jar R10 11-873-850 Each 11-873-850 Each R10 
11-783-415 10OtJar 11-783-415 1QtJar R10 11-877-005 1% Lb Tube 11-877-005 4 Lb Tube R10 
11-783-420 1QtJar 111-783-420 1QtJar R10 11-877-010 14 Lb Tube 11-877-010 14 Lb Tube R10 
11-783-425 1QtJar 11-783-425 1 Ot Jar R10 11-877-015 14 Lb Tube 11-877-015 14 Lb Tube R10 
11-783-430 10tJar 11-783-430 1QtJar R10 11-877-020 16Lb Tube 11-877-020 14 Lb Tube R10 
11-783-435 1 Qt Jar 11-783-435 1 Qt Jar R10 11-877-025 1% Lb Tube 11-877-025 1% Lb Tube R10 
11-783-440 1 Qt Jar 11-783-440 1 ot Jar R10 11-877-035 14 Lb Tube 11-877-035 4 Lb Tube R10 
11-783-445 1 Qt Jar 11-783-445 1 Ot Jar R10 11-877-040- 4% Lb Tube 11-877-040 4% Lb Tube R10 
11-783-450 1 a od 11-783-450 1 Ot Jar R10 11-877-050 14 Lb Tube 11-877-050 4% Lb Tube R10 
11-783-455 1 Qt Jar 11-783-455 1 Qt Jar R10 11-877-060 14% Lb Tube 11-877-060 1% Lb Tube R10 
11-783-460 1QtJar 11-783-460 1QtJar R10 11-877-065 14 Lb Tube 141-877-065 14 Lb Tube R10 
11-783-465 1QOtJar  11-783-465 10OtJar R10 11-877-100 14 Lb Tube D1 
11-783-470 1QtJar  11-783-470 1QtJar R10 11-877-105 14 Lb Tube Di 
11-783-475 1QtJar  11-783-475° 1OtJar R10 11-877-110 14 Lb Tube D1 
11-785-850 1Gal Jar 11-785-850 1GalCan R10 11-877-120 14 Lb Tube D1 
11-786-950 Each 11-786-950 Each R10 11-877-135 4 Lb Tube Di 
11-789-150 Set 11-789-150 Set R10 11-877-140 4% Lb Tube Di 
11-789-155 Set 11-789-155 Set R10 11-877-155 4% Lb Tube Di 
11-794-150 Roll 11-794-150 Roll R10 11-877-170 * 1% Lb Tube D1 
11-796-250 Yard 11-796-250 Yard R10 11-877-175 4Lb Tube Di 
11-796-350 1QtCan 11-796-350 1QtCan R10 11-877-185 14 Lb Tube D1 
11-796-370 1GalCan 11-796-370 1GalCan R10 11-877-195 14 Lb Tube D1 
11-797-350 Each 11-797-350 Each R10 11-877-205 4% Lb Tube 11-877-205 4 Lb Tube R10 
11-808-500 100/Pkg  11-808-500 100/Pkg R10 11-877-215 14 Lb Tube 11-877-215 14 Lb Tube R10 
11-808-560 1 Lb Skein 11-808-560 1 Lb Skein R10 11-877-225 14Lb Tube 11-877-225 14 Lb Tube R10 
11-808-570 1 Lb Skein 11-808-570 1LbSkein R10 11-877-235 4% Lb Tube 11-877-235 14 Lb Tube R10 
11-808-580 1LbSkein 11-808-580 1LbSkein R10 11-877-245 1% Lb Tube 11-877-245 144 Lb Tube R10 
11-808-590 1 Lb Skein 11-808-590 1 Lb Skein R10 11-877-255 14 Lb Tube 11-877-255 144 Lb Tube R10 
11-808-600 1 Lb Skein 11-808-600 1 Lb Skein R10 11-877-265 4% Lb Tube 11-877-265 4% Lb Tube R10 
11-808-605 1 Lb Skein 11-808-605 1 Lb Skein R10 11-877-275 4%Lb Tube 111-877-275 4 Lb Tube R10 
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1 2 3 4 5 6 1 2 3 4 5 * 
Catalog Ratio Catalog Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden 
Material Unit Stock No. Unit Symbol, or Material Unit Stock No. Unit Symbel| or 
Stock No. quiv. Stock No. quiv 
11-877-285 1% Lb Tube 11-877-285 4% Lb Tube R10 14-116-600 Sheet D7 
11-877-505  1Lb Tube 11-877-505 1Lb Tube R10 14-117-700 Sheet D7 
11-877-525 20 Yd Spl 11-877-525 20 Yd Spl R10 14-118-800 100/Pad D7 
11-877-575 1Lb Tube 11-877-575 1Lb Tube R10 14-119-900  25/Pad D7 
11-895-150 Each 11-895-150 Each R10 14-120-000  25/Pad D7 
11-895-175 Each 11-895-175 Each R10 14-121-100 100/Pad D7 
11-897-000 1 Lb Skein 11-897-000 1 Lb Skein R10 14-122-200 100/Pad D7 
11-897-010 1LbSkein 11-897-010 1 Lb Skein R10 14-123-300 50/Pad D7 
11-897-020 1 Lb Skein 11-897-020 1LbSkein R10 14-124-400  25/Pad D7 
11-897-030 1LbSkein 11-897-030 1LbSkein R10 14-125-500 100/Pad D7 
11-897-040 1 Lb Skein 11-897-040 1LbSkein R10 14-126-600 100/Pad D7 
11-897-050 1 Lb Skein 11-897-050 1 Lb Skein R10 14-127-700 50/Pad D7 
11-897-060 1 Lb Skein 11-897-060 1LbSkein R10 14-128-800 50/Pad D7 
11-897-070 1 Lb Skein 11-897-070 1LbSkein R10 14-129-900 50/Pad D7 
11-897-080 1 Lb Skein 11-897-080 1LbSkein R10 14-130-000 100/Pad D7 
11-897-090 1 Lb Skein 11-897-090 1LbSkein R10 14-131-100 100/Pad D7 
11-897-100 1 LbSkein 11-897-100 1 Lb Skein R10 14-132-200 25/Pad D7 
11-897-110 1 Lb Skein 11-897-110 1LbSkein R10 14-133-300 Each D7 
11-897-120 1LbSkein 11-897-120 1 Lb Skein R10 14-134-400  100/Pad D7 
11-897-130 1LbSkein 11 897-130 1LbSkein R10 14-135-500 Sheet D7 
11-897-140 1 Lb Skein 11-897-140 1 Lb Skein R10 14-136-600 79/Pad D7 
11-897-150 1 Lb Skein 11-897-150 1 Lb Skein R10 14-137-700 100/Pad D7 
11-898-200 4 Oz Skein 11-898-200 40OzSkein R10 14-138-800 100/Pad D7 
11-898-210 4 Oz Skein 11-898-210 40OzSkein R10 14-240-000 100/Pad D7 
11-898-220 4 Oz Skein 11-898-220 4 Oz Skein R10 14-241-100 33 Set Pad D7 
11-898-230 4 Oz Skein 11-898-230 4 Oz Skein R10 = 
11-898-240 4 Oz Skein 11-898-240 4 0zSkein R10 ere ee te att 
11-898-250 40OzSkein 11-898-250 4OzSkein R10 14-244-400 33 Set Pad D7 
| 11-898-260 4 Oz Skein 11-898-260 4 Oz Skein R10 14-245-500 100/Pad_ D7 
| 11-898-270 4 Oz Skein 11-898-270 40OzSkein R10 14-247-700  100/Pad D7 
11-898-280 4 Oz Skein 11-898-280 40OzSkein R10 
11-898-290 4 Oz Skein 11-898-290 4 Oz Skein R10 14-248-800 — 100/Pad D7 
11-898-300 4 Oz Skein 11-898-300 4 Oz Skein R10 14-249-900 100/Pad D7 
11-898-310 4 0OzSkein 11-898-310 4 0zSkein R10 rear 00 Ba # 
11-898-320 kei -898-320 Skein R10 ~Lo1- a 
898 4 Oz Skein 11-898 4 Oz Skein 14-252-200 Each D7 
11-898-330 4 Oz Skein 11-898-330 4 Oz Skein R10 
11-898-340 4 OzSkein 11-898-340 4 Oz Skein R10 14-253-300 33 Set Pad D7 
11-898-350 4 Oz Skein 11-898-350 4 Oz Skein R10 14-254-400 Each D7 
11-898-360 4 Oz Skein 11-898-360 4 Oz Skein. R10 14-255-500  100/Pad D7 
11-898-370 4 Oz Skein 11-898-370 4 Oz Skein R10 14-256-600 Each D7 
14-257-700 Ream D7 
11-898-380 4 Oz Skein 11-898-380 4 Oz Skein R410 
11-898-390 4 Oz Skein 11-898-390 4 Oz Skein R10 14-258-800 Sheet D7 
11-898-400 4 Oz Skein 11-898-400 4 Oz Skein R10 14-259-900 Sheet D7 
11-898-410 4 Oz Skein 11-898-410 4 Oz Skein R3 # 14-260-000  100/Pad D7 
14-261-100 Sheet D7 
-262-200 p 
CLASS 14 14-262-20 100/Pad D7 
14-101-100 20/Pad D7 14-263-300 Each Di 
14-102-200 25/Pad D7 14-264-400 — Each D7 
14-103-300  25/Pad D7 14-265-500  50/Pad D7 
14-104-400  25/Pad D7 14-266-600  100/Pad D7 
14-105-500 Card D7 14-267-700 100/Pad D7 
14-106-600 Card D7 14-268-800  100/Pad D7 
14-107-700 50/Pad D7 14-269-900  100/Pad D7 
14-108-800 Each D7 14-270-000 25/Pad D7 
14-109-900 Set D7 14-271-100 Each D7 
14-110-000 Sheet D7 14-272-200 100/Pad D7 
14-111-100 Sheet D7 14-273-300 100/Pad D7 
14-112-200 Set D7 14-274-400 Sheet D7 
14-113-300 Sheet D7 14-275-500 Sheet D7 
14-114-400 Sheet D7 14-276-600 Sheet D7 
14-115-500 Sheet D7 14-281-100  100/Pad D7 
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| ieticias : : 
Navy Army-Navy Code | Iden Navy Army-Navy 
Material Unit Stock No. Unit Symbol) or Material Unit Stock No. 
Stock No | | Equiv. Stock No. 
14-282-200 Each D7 15-060-000 Each 14-060-000 
14-283-300 Each D7 15-068-000 100/Pkg  14-068-000 
14-284-400 Each D7 15-075-000 Each 14-075-000 
14-285-500 Each D7 15-080-000 Each 14-080-000 
14-286-600 Each D7 15-090-000 100/Pkg  14-090-000 
14-289-900 Each D7 15-095-000 Each 14-095- 
14-291-100 25 Set Pad D7 15-100-000 1 Ot Can 14.100-000 
14-292-200 100/Pad D7 15-210-000 10/Pkg 14-210-000 
14-293-300 25 Set Pad D7 15-215-000 Each 14-215-000 
14-295-500 Each D7 15-237-000 1Pt Bot  14-294-000 
Pere Ext Di 15-240-000 Each 14-239-500 
: ae 15-242-000 Each 14-242-000 
14-299-900 — Each D7 15-244-000 10/Pk 14-244-000 
ane Be Yo ae 13-264-000 Each 114-264-000 
tas doa ™ 15-285-000 Each 14-285-000 
= ™ 7 ; 
re at 15-290-000 Each 14-290-000 
14-304-400 Each D7 15-292-000 Each 14-292-000 
Cae. 15-305-000 Each 14-305-000 
14-305-500 Sheet D7 
14-306-600 Sheet D7 rcneey Aes Here 14-319-500 
15-321- ac 14-321-000 
14-307-700 Sheet D7 
14-308-800 Sheet D7 15-328-000 10/Pkg 14-328-000 
14-309-900 50/Pad D7 15-329-000 Each 14-329-000 
14-310-000 500/Pad D7 15-330-000 5LbCan  14-329-500 
14-311-100 50/Pad D7 15-333-000 5LbCan  14-333-000 
15-336-000 5LbCan _ 14-336-000 
14-312-200  50/Pad D7 
414-315-300 50/Pad a 15-339-000 5 Lb Can  14-339-000 
-317- ac 15-350-000 Eac 14-350-000 
14-318-800 50/Pad D7 15-355-000 Each 14-355-000 
14-319-900 Each D7 15-365-000 Each 14-365-000 
a. % fe 15-370-000 Each 14-370-000 
- - et 
rege z= a Pad ai 15-375-000 Each 14-375-000 
14-323-300 Each D7 {5.382.000 10/Pkg  14.382-000 
14-324-400 Sheet D7 10/Pkg ~— 
15-384-000 Each 14-384-000 
Pe eta tees Dy 15-385-000 Each 14-385-000 
oa hee on 15-400-000  500/Pkx _14-400-000 
aa 15-420-000 ac 
oo ee 5 15-450-000 Set 14-450-000 
15-475-000 Each 14-475-000 
14-330-000 Each D7 15-520-000 Pair 14-520-000 
14-331-100 50/Pad D7 ; 
14-332-200 100/Pad D7 15-522-000 Pair 14-522-000 
14-333-300  100/Pad D7 415-525-000 Pair 14-525-000 
14-334-400 Set D7 -527- air 
15-530-000 Pair 14-530-000 
14-335-500 50/Pad D7 15-532-000 Pair 14-532-000 
14-336-600 Each D7 
14-338-800 . Each D7 15-534-000 Pair 14-534-000 
14-340-000 Each i Sey 15-536-000 Pair 14-536-000 
14-341-100 Each 7-718-610 Each R2 # 15-540-000 Each 14-540-000 
15-545-000 Pair 
14-342-200 Each 7-718-620 Each R2 # 15-555-000 Each 14-555-000 
14-343-300 Bach 7-718-630 Each ae 
14-344-400  Eac 7-718-640 Each R2 # 15-560-000 Each 7-981-060 
14-500-100 Each Di 15-562-000 Each 7-981-025 
15-566-000 1/6Oz Jar 14-566-000 
15-572-000 100 Pr Bot 14-572-000 
CLASS 15 15-572-500 100 Pr Bot: 14-572-500 
15-002-000 Each 14-002-000 Each R77 ¥ 15-573-000 100 Pr Bot 14-373-000 
15-008-000 Each 14-008-000 Each R7 ¢ 15-574-000 100 Pr Bot 14-574-000 
15-014-000 Foot 14-014-000 Foot i) eee 15-575-000 100/Pkg  14-575-000 
15-025-000 Each 14-025-000 Each Rie 15-578-000 Set 14-578-000 
15-045-000 Each 14-045-000 | Each te 15-579-000 Each 14-579-000 


NAVY 
CONV. 
TABLE 
4 5 6 
Ratio 
Code | Iden. 
Unit Symbol! cr 
Equiv. 
Each R7 # 
250/Pkg Ri oh 
Each R7 # 
Each R7 # 
100/Pkg R2 # 
Each R2 # 
1QtCan R2 # 
10/Pkg R2 # 
Each R2 # 
1 Pt Bot R2 # 
Each R2 # 
Each R7 # 
10/Pkg R7 # 
Each R2 # 
Set R7 # 
Each R2 # 
Each R7 # 
Each R2 # 
Each R2 # 
Each R7 # 
10/Pkg R2 # 
Each R2 # 
5 Lb Can --R2 # 
5: EbéGan R20 
5 LbiGan “42 # 
5 EbtGan - = R2 # 
Each R2 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
Each R7 # 
10/Pkg R2 # 
Each R2 # 
Each R7 # 
500/Pkg R2 # 
D1 
Set R7 i 
Each R7 # 
Pair R2 # 
Pair R2 # 
Pair R2 # 
D1 
Pair R2 # 
Pair R2 # 
Pair R2 # 
Pair R2 # 
Each R7 # 
D1 
Each R7 # 
Each R7 # 
Each R7 # 
1/6 Oz Jar “R2 # 
100 Pr Bot R2 # 
100 Pr Bot R2 # 
100 Pr Bot R2 # 
100 Pr Bot R2 # 
100/Pkg R2 # 
Set R7 # 
Each R2 # 


NAVY 
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1 
Catalog 
Navy 
Material 
Stock No. 


15-579-500 
15-580-000 
15-580-500 
15-581-000 
15-581-500 


15-582-000 
15-582-500 
15-583-000 
15-583-500 
15-585-000 


15-585-500 
15-587-000 
15-590-000 
15-590-500 
15-590-700 


15-591-000 
15-591-400 
15-591-600 
15-592-000 
15-593-000 


15-593-500 
15-597-600 
15-599-500 
15-601-000 
15-605-000 


15-605-500 
15-609-000 
15-611-000 
15-622-000 
15-624-000 
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Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
12/Box 


12/Box 

5 Lb Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


280 /Pkg 
250 

3 Lb Can 
100/Bot 
100/Bot 


3 


Army-Navy 
Stock No. 


14-579-500 
14-580-000 
14-580-500 
14-581-000 
14-581-500 


14-582-000 
14-582-500 
14-583-000 
14-583-500 
14-585-000 


14-585-500 
14-587-000 
14-590-000 
14-590-500 
14-590-700 


14-591-000 
14-591-400 
14-591-600 
14-592-000 
14-593-000 


14-593-500 
14-597-000 
14-599-500 
14-601-000 
14-605-000 


14-605-500 
14-609-000 
14-611-000 
14-622-000 
14-624-000 


Unit 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
12/Box 


12/Box 

5 Lb Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 


- Each 


Each 


Each 
250/Pkg 
3 Lb Can 
100/Bot 
100/Bot 


5 


6 
Ratio 


Code | Iden. 


Symbol 


or 
Equiv. 


SSR AR SRS SRR SR SR SR SR SR SRS SR SR SR SR SR SR SR SRS SR SR SR SR SR SRS 


1 
Catalog 
Navy 
Material 
Stock No. 


15-628-000 
15-630-000 
15-636-000 
15-637-000 
15-640-000 


15-642-000 
15-645-000 
15-646-000 
15-650-000 
15-660-000 


15-662-000 
15-665-000 
15-667-000 
15-669-900 
15-690-000 


15-692-000 
15-696-000 
15-698-000 
15-702-000 
15-705-000 


15-720-000 
15-730-000 
15-745-000 
15-750-000 


Unit 


1000/Bot 
100/Bot 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
Each 


10/Bot 


10/Bot 
10/Bot 
10/Bot 
Each 
Pair 


Each 

25 Ft Coil 

Each 

150 Inch 
Reel 


3 


Army-Navy 
Stock No. 


14-628-000 
14-630-000 
14-636-000 
14-637-000 
14-640-000 


14-642-000 
14-645-000 
14-646-000 
14-650-000 
14-660-000 


14-662-000 
14-665-000 
14-667-000 
14-669-900 
14-690-000 


14-692-000 
14-696-000 
14-698-000 
14-702-000 


14-720-000 
14-730-000 
14-745-000 
14-750-000 


4 5 6 
Ratio 
Code | Iden. 
Unit Symbol) or 
Equiv. 
1000/Bot R2 # 
100/Bot R2 # 
100/Bot R2 # 
100/Bot R2 # 
100/Bot R2 # 
100/Bot R2 # 
Each R7 # 
Each R7 # 
Set R7 # 
Each R7 # 
1 Oz Ree R7 1:6 
Each R2 # 
Each R7 # 
1 Pt Bot R7 # 
10/Bot R2 # 
10/Bot R2 # 
10/Bot R7 # 
10/Bot R7 # 
Each R7 # 
D1 
Each R2 # 
25 Ft Coil: sae # 
Each R2 # 
150 Inch R2 # 
eel 
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PRELIMINARY EDITION 


EXPLANATION of 


COLUMN HEADINGS 


Column (1) 


Column (2) 


Column (3) 


Column (4) 


Column (5) 


Column (6) 


OG.1 


Supply Catalog, Medical De- 
partment, U. S. Navy, 1940 
(Reprinted 1943) stock numbers 
in numerical sequence, published 
and unpublished. 


Unit of issue, old Navy stock 
number classification, Column 


(1). 


Army-Navy Catalog of Medical 
Materiel, 1947, stock number. 


Unit of issue, Army-Navy Cata- 


log stock classification, Column _ 


(3). 


Code symbols—refer to complete 
listing. 


Ratio of unit substitution, for 
example: 16 units of stock num- 
ber 1-015 equal 1 unit of stock 
number 1-005-000. Symbol ‘‘#” 
indicates old stock identical or 
equivalent to new stock classifi- 
cation. 


Part 2 


FOREWORD 


Al 


Di 
D2 


D3 
D4 
D5 
D6 


D7 


JULY 1947 


ADDITION SYMBOLS 


Not used in Part II. 


DELETION SYMBOLS 


Deleted from catalog. 
Deleted from catalog. 
BuS&A. 

Deleted from catalog. 
BuShips. 

Deleted from catalog. 
BuAer. 

Deleted from catalog. 
Marine Corps. 


Material now under the cognizance of 
Material now under the cognizance of 
Material now under the cognizance of 


Material now under the cognizance of 


Deleted from catalog. Transfer to and aceount for stocks under 
indicated stock number paying particular attention to ratio of 
issue, Column 6, where applicable. 

Deleted from catalog. Blank forms will be procured by requi- 
sition on NavGen 47 from Publications Distribution Centers. 
For detailed instructions see Navy Dept. Bulletin, Item 46-1381 
and BuMed News Letter, Volume 8, No. 5, 46-121. 


REVISION SYMBOLS 


Change in unit of issue. 
(Not used in Part IT). 
(Not used in Part II). 
(Not used in Part IT). 
Expendability change. 
(Not used in Part II). 


Combination of two or more changes, (R1 through R6). Refer 


to catalog. 

(Not used in Part II). 
(Not used in Part IT). 
(Not used in Part IT). 
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Yy Lb Bot 
100 Gm Bot 
100 Gm Bot 
Yy Lb Ctn 
5 Gm Bot 


1 Lb Bot 
4 Lb Bot 
4 Lb Bot 
4 Lb Bot 
1 Oz Bot 


1 Pt Bot 
1 Ot Bot 
V4 Gal Tin 
Vv Pt Bot 
ieeb Ctn 


Yy Lb Bot 
Yy Lb Bot 
25/Box 

Yy Lb Bot 
iy Blows viele 


1 Oz Bot 
12/Bot 

1 Oz Bot 
1 Oz Bot 
15 Gr Vial 


Vy Lb Bot 
1 Oz Bot 


Bottle 


1 Oz Bot 
4 Lb Bot 


Vy Lb Bot 
One 


JULY 1947 


3 


Army-Navy 
Stock No. 


CLASS 1 


1-001-000 
1-003-000 
1-005-000 
1-002-470 
1-009-000 


1-099-050 
1-106-640 
1-142-510 
1-228-460 
1-293-750 


1-301-912 
1-324-020 
1-346-220 
1-400-200 
1-463-740 


1-464-875 
1-467-515 
1-470-132 
1-470-580 
1-488-750 


1-048-000 
1-048-000 
1-048-000 
1-050-000 
1-059-000 


1-059-000 
1-063-995 
1-059-500 
1-063-000 
1-065-000 


1-068-000 
1-069-000 
1-070-325 
1-071-000 
1-085-000 


1-334-700 
1-092-325 
1-092-350 
1-093-400 
1-098-400 


1-106-300 
1-104-000 


1-106-652 


1-108-700 
1-109-000 
1-111-000 
1-111-000 
1-114-000 


1-117-735 
1-117-700 
1-117-995 
1-118-996 
1-124-509 


1-124-510 
1-124-511 
1-124-512 
1-127-000 


1 Lb Bot 


V4 Lb Bot 
12/Pkg 

1 Oz Bot 
1 Oz Bot 
Y Oz Bot 


1 Lb Bot 
1 Oz Bot 
4 Lb Bot 
1 Oz Bot 
1 Lb Can 


60 CC Bot 
1 Lb Bot 


12 /Box 


V4 Lb Bot 
14 Lb Bot 
1 Lb Bot 
1 Lb Bot 
PED Gan 


12/Box 

144 Lb Bot 
12/Box 

144 Lb Bot 
100/Box 


100/Box 
100/Box 
100/Box 
44 Lb Bot 


Ri 
R1 


Ri 
Ri 


R1 
R1 
R1 


R1 


R1 
Ri 


R1 


Ri 
R1 


Ri 
Ri 


R1 


R1 
Ri 


D1 
D1 
Rt 
Ri 


R1 
Rt 


D1 


4:1 


i _ 


Lag 
—_ —_ 


— 


SRARSKSR SRSA DOSR tO OSKSK 


oe - 
= — 


3 


PRELIMINARY EDITION 


Army-Navy Code 

Unit Stock No. Unit Symbol 
1 Lb Bot 1-135-000 1 Lb Bot 
Y% Lb Ctn 1-133-000 1 Lb Bot R1 
100/Bot 1-135-500  100/Bot 
1 Oz Bot 1-136-995 1 Oz Bot 
Yy Lb Bot 1-138-000 14 Lb Bot 
1 Lb Bot 1-139-000 1 Lb Bot 
1 Oz Bot 1-142-330 1 Oz Bot 
1 Oz Tube 1-139-150 1 Oz Tube 
Y% Oz Bot 1-144-995 Oz Bot 
4% Oz Bot D1 
V4 Oz Bot 1-148-000 1 Oz Bot R1 
¥y Oz Bot 1-148-000 1 Oz Bot Ri 
1 Oz Bot 1-148-000 1 Oz Bot 
1 Oz Bot 1-150-000 1 Oz Bot 
1 Oz Bot D1 
1 Oz Bot 1-153-185 1 Oz Bot 
2 Oz Bot 1-161-500 1 Lb Bot R1 
1 Lb Bot 1-163-000 1 Lb Bot 
Ampul 1-164-800 6/Box Ri 
20/Tube 1-167-905  20/Tube 
Ampul D1 
4 Oz Bot Di 
ly Oz Bot 1-174-900. 1 Oz Bot R1 
500/Bot 1-174-912 500/Bot 
Ampul 1-174-906 12/Box Ri 
50 CC Bot D1 
12/Box 1-178-100 12/Box 
Ampul 1-178-900 6/Box Ri 
44 Lb Tin 1-179-000 144 Lb Can 
100 Gm Tube 1-180-000 3 Oz Tube 
lg Oz Bot 1-181-000 1% Oz Bot 
1 Oz Bot 1-183-000 1 Oz Bot 
1 Oz Bot 1-184-000 1 Oz Bot 
50 Gm Bot _1-189-000 4% Lb Bot R1 
50 Gm Bot _1-190-000 14 Lb Bot R1 
1 Pt Bot 1-128-975 1 Pt Bot 
1 Pt Bot 1-222-985 1 Pt Bot 
4 Oz Bot 1-239-100 14 Pt Bot 
2% Lb Tin’ 1-218-000 1 Lb Bot R1 
10 Lb Tin 1-219-000 10Lb Can 
5 Gr Vial 1-228-000 5 Gr Bot 
25/Tube 1-228-025 25/Tube 
1 Oz Bot 1-231-000 1% Lb Bot Ri 
4 Lb Bot 1-231-000 1% Lb Bot 
1 Oz Bot 1-235-000 14 Lb Bot R1 
4 Oz Tube 1-245-200 4 Oz Tube 
4 Oz Bot Di 
2/Pkg ee P| 
1 Lb Bot 1-245-600 1 Lb Bot 
4 Lb Bot 1-252-290 114 Lb Bot 
1 Lb Bot 1-247-000 1 Lb Bot 
1 Oz Bot 1-250-765 1 Oz Bot 
1 Pt Bot D1 
Pt in 1-121-220 57 Gm Bot 
2 Oz Bot 1-261-000 1Lb Bot R1 
1 Lb Ctn 1-262-000 1 Lb Bot 
24% Lb Pkg 1-263-020 21% Lb Can 
1 Oz Bot 1-269-000 1 Oz Bot 
1 Oz Bot 1-273-900 1 Oz Bot 
1 Oz Bot D1 


Equiv. 


SSR SR SHR Ste Se SE oie 
_— 


aH. OO 
_—_ 


# 
8:1 


OG.-| 


Unit 


5/Box 
Vy Lb Bot 


500 Gm Bot 


2 Oz Bot 
1 Lb Jar 


Y{ Lb Bot 
1 Lb Bot 
5 Lb Bot 
1 Lb Bot 
5 Gm Bot 


Syrette 
Ampul 
Ampul 
1 Qt Tin 
1 Pt Bot 


1 Qt Tin 
1 Oz Bot 
2 Oz Bot 
f Pt Bot 
1 Lb Jar 


2 Oz Tube 
¥% Lb Jar 
Tube 
Tube 

1 Lb Jar 


1 Dram Tube 


1 Lb Jar 
1 Lb Bot 
100/Bot 
2 Oz Bot 


12/Box 

1 Lb Bot 
1 Qt Tin 

1 Gal Tin 
1 Pt Bot 


1 Lb Can 
10 Lb Can 
1 Lb Bot 
1 Lb Bot 
5/Box 


Ampul 

Yq Lb Bot 
1 Gr Tube 
100/Box 
50/Bot 


1 Oz Bot 


4 Lb Bot 
% Lb Bot 
1 Oz Bot 
1 Oz Bot 
1 Lb Bot 


4 Lb Bot 
10 Gm Bot 
1 Oz Bot 
Vy Lb Bot 
50 Gm Bot 


3 


Army-Navy 
Stock No. 


1-275-400 
1-278-000 
1-283-005 


1-285-000 


1-290-005 
1-290-005 
1-289-470 


1-295-510 


1-129-124 
1-129-250 


1-153-360 
1-330-870 
1-472-275 


1-316-420 
1-106-647 


1-384-108 
1-384-108 
1-467-050 


1-502-000 
1-317-560 
1-318-660 
1-323-000 


1-325-450 
1-334-700 
1-336-000 
1-337-000 
1-338-000 


1-338-025 
1-338-060 
1-339-920 
1-339-400 
1-339-610 


1-342-000 
1-345-000 
1-347-950 
1-352-510 
1-347-975 


1-349-500 
1-607-108 
1-355-000 
1-376-000 
1-354-328 


1-357-510 
1-359-995 
1-362-000 
1-363-000 
1-432-000 


1-367-000 
1-370-995 
1-371-500 
1-372-000 
1-377-000 


Unit 


5 /Box 
4 Lb Bot 
1 Lb Bot 


1 Lb Jar 


2 Oz Bot 
1 Lb:jar 
4 Oz Tube 


50/Box 
50/Box 
1 Lb Jar 


1 Lb Jar 
1 Lb Bot 
100/Bot 
1 Oz Bot 


12/Box 

1 Lb Bot 

1 Qt Can 

1 Gal Can 
1 Pt Bot 


t Lb-Can 
10 Lb Can 
1 Lb Bot 
1 Oz Bot 
5/Box 


10/Box 

Y Lb Bot 
1 Gr Tube 
100/Box 
50/Tube 


1 Lb Bot 
1 Oz Bot 


Y4 Lb Bot 
4 Lb Bot 
Yq Lb Bot 
Yq Lb Bot 
1 Lb Bot 


D1 


D1 


D1 


Ri 
D1 
D1 


R1 


R1 


R1 


Ri 


3S Se SRS 


_ 
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_ 
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50 Gm Bot 
Ampul 
Ampul 
6/Box 


200 Mg Amp 


1 Oz Bot 
1 Oz Bot 
1 Oz Bot 
500/Bot 
4 Oz Bot 


1 Oz Bot 
1 Oz Bot 
1 Oz Bot 
1 Oz Bot 
1 Lb Pkg 


2 Lb Jar 
5 Lb Bot 


4 Lb Bot 
4 Lb Bot 


Vial 

Yj Lb Bot 
l4 Lb Bot 
1 Oz Bot 
10 Gm Bot 


4 Lb Bot 
1 Lb Bot 
1 Lb Bot 
4 Lb Bot 
1 Oz Bot 


4 Lb Bot 
1 Oz Bot 
4 Gm Bot 
4 Lb Bot 
5/Pkg 


1 Oz Bot 
1 Ot Tin 
1 Pt Bot 
1 Oz Bot 
Ampul 


1 Lb Bot 
Ampul 

4 Lb Bot 
4 Lb Bot 
4/Pkg 


4 Lb Bot 
2 Oz Bot 
1 Lb Ctn 
1 Oz Bot 
1 Gm Bot 


1 Lb Bot 
4 Lb Bot 
20/Tube 
20/Tube 
20/Tube 


3 


Army-Navy 
Stock No. 


1-381-000 
1-380-200 
1-380-600 
1-384-055 


1-390-000 
1-393-000 
1-403-100 
1-402-990 


1-405-000 
1-406-000 
1-404-650 
1-404-710 
1-411-980 


1-412-000 
1-425-010 


1-413-860 
1-415-000 


1-419-000 
1-420-995 
1-427-000 
1-428-995 
1-429-800 


1-430-500 
1-434-000 
1-435-000 
1-437-000 
1-438-000 


1-439-300 
1-439-955 
1-441-000 
1-439-975 
1-442-850 


1-443-995 
1-446-000 


1-449-000 


1-451-000 
1-169-358 


1-175-330 
1-175-300 


1-181-995 
1-453-000 
1-454-000 


1-465-975 
1-467-200 
1-086-000 


1-148-950 


Unit 


1 Oz Bot 
10/Box 
10/Box 
6/Box 


1 Oz Bot 
Yq Lb Bot 
500/Bot 
Yg Oz Bot 


1 Oz Bot 
1 Oz Bot 
1 Oz Bot 
1 Oz Bot 
1 Lb Cake 


1 Lb Jar 
5 Lb Bot 
2 
1 


5/Box 
Lb Can 


1 Lb Bot 
4 Lb Bot 
1 Lb Bot 
V4 Lb Bot 
44 Lb Bot 


6/Box 

4 Lb Bot 
4 Lb Bot 
1 Oz Bot 
1 Oz Bot 


4 Lb Bot 
1 Lb Bot 
1 Lb Bot 
4 Lb Bot 
1 Oz Bot 


4 Lb Bot 
1 Lb Bot 


\4 Lb Bot 


\% Lb Bot 
1 Ot Bot 


1 Oz Bot 
12 /Box 


1 Ot Bot 


1 Lb Box 
1 Oz Bot 


1 Lb Bot 
Y{ Lb Bot 
20/Tube 


20/Tube 


R1 
D1 


Ri 


R1 


Di 


D1 


_ 
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1-925 
1-930 
1-935 
1-940 
1-945 


1-950 
1-955 
1-956 
1-960 
1-965 


1-966 
1-968 
1-970 
1-975 
1-980 


1-985 
1-99° 
1-995 
1-999 
1-1000 


1-1005 
1-1006 
1-1007 
1-1010 
1-1012 


1-1015 
1-1020 
1-1025 
1-1029 
1-1030 


1-1035 
1-1040 
1-1042 
1-1045 
1-1050 


1-1053 
1-1055 
1-1058 
1-1059 
1-1060 


1-1061 
1-1063 
1-1064 
1-1065 
1-1066 


1-1067 
1-1070 
1-1075 
1-1079 
1-1080 


1-1085 
1-1090 
1-1095 
1-1097 
1-1100 


1-1105 
1-1107 
1-1110 
1-1114 
1-1115 
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No. 


Unit 


20/Tube 
20/Tube 
20/Tube 
20/Tube 
20/Tube 


20/Tube 
20/Tube 
20/Tube 
20/Tube 
20/Tube 


100/Bot 
100/Bot 
100/Bot 
100/Bot 
1000/Bot 


100/Bot 
100/Bot 
100/Bot 
1000/Bot 
1000/Bot 


100/Bot 
100/Bot 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
100/Bot 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
1000/Bot 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
100/Bot 
100/Bot 
Bottle 

100/Bot 


100/Bot 

1000/Bot 
1000/Bot 
1000/Bot 
1000/Bot 


100/Bot 
100/Bot 
1000/Bot 
500/Bot 
100/Bot 


5000/Bot 
100/Bot 
1000 /Bot 
100/Bot 
100/Bot 


100/Bot 

1000/Bot 
1000/Bot 
1000/Bot 
1 Lb Ctn 


JULY 1947 


3 


Army-Navy 
Stock No. 


1-295-525 
1-348-000 
1-403-000 


1-165-480 
1-165-505 
1-166-500 
1-178-110 


1-129-010 
1-193-300 
1-240-995 
1-272-500 
1-279-985 


1-285-395 
1-223-000 
1-325-455 
1-339-600 


1-380-100 
1-382-500 


1-391-000 


1-395-000 
1-417-020 
1-417-020 
1-422-000 
1-429-520 


1-445-000 
1-445-000 
1-471-860 
1-475-900 


1-476-000 
1-488-700 


1-498-500 
1-470-000 


Code | Iden. 
Symbol 


Unit 


20/Tube 
20/Tube 
20/Tube 
20/Tube 
20/Tube 


D1 
20/Tube 
20/Tube 
20/Tube Ri 
D1 


100/Bot 
100/Bot 
100/Bot 
100/Bot 
1000/Bot 


100/Bot 
100/Bot 
100/Bot Rt 
1000/Bot: 
. Di 


D1 
100/Bot 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
1000/Bot Ri 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
1000/Bot 
100/Bot 
100/Bot 

D1 


100/Bot 
100/Bot 


1000/Bot 


100/Bot 
1000/Bot Ri 
1000/Bot 
500/Bot 

100/Bot 


D2 
1000/Bot R1 
1000/Bot 
100/Bot 
100/Bot 


100/Bot 
1000/Bot 


1000/Bot 
1. Lb Can 


D1 


Equiv. 


or 


SRS SRS SR 


boSRSK 


SR DOSRSK  SRSIRSIRSIRSR 


SRSRSRSK SKSRSROSK | SKSKSIKRSR 


S85 


— 
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— 


SRR SRSR SRE OO 
x 


1-1215 


1-1220 
1-1222 
1-1223 
1-1225 
1-1230 


1-1231 
1-1235 
1-1240 
1-1245 
1-1250 


1-1251 
1-1252 
1-1254 
1-1255 
1-4000 


1-4001 
1-4002 
1-4003 
1-4004 
1-4005 


1-4006 


2-005 
2-010 
2-015 
2-020 
2-025 


2-030 
2-035 
2-040 
2-045 


Unit 


1 Oz Bot 
1 Lb Bot 
1 Lb Jar - 
1 Oz Bot 
10/Box 


100/Bot 
1 Oz Bot 


Ampul 
1 Oz Bot 


10 Gm Bot 
Vial 
6/Box 

1 Lb Pkg 
1 Pt Bot 


1 Ot Bot 
1 Lb Tin 
100 CC Bot 
1 Oz Bot 
1 ib Cin 


1 Qt Can 


1 Oz Bot 


500/Bundle 
One 
One 


One 
One 
One 
One 
One 


Army-Navy 
Stock No. 


1-470-230 
1-470-580 
1-470-300 
1-471-000 
1-471-820 


1-472-310 
1-473-000 
1-474-000 


1-098-175 


1-099-082 
1-127-250 
1-190-515 
1-190-550 


1-235-125 
1-235-120 


1-323-020 


1-323-030 
1-488-000 
1-488-575 
1-489-100 
1-490-200 


1-490-232 
1-491-700 
1-491-720 
1-493-004 
1-494-000 


1-494-000 
1-494-990 
1-497-000 


1-501-000 


1-323-600 


CLASS 2 


3-000-700 
3-033-600 
3-038-200 
3-070-100 
3-070-640 


7-725-345 
7-705-975 


7-707-025 
7-707-500 


Unit 


1 Lb Bot 
1 Lb Bot 
1 Lb Jar 
1 Oz Bot 
10/Box 


100/Bot 
1 Oz Bot 
1 Oz Bot 


1 Pt Bot 


1 Pt Bot 
1 Pt Bot 
4 Oz Bot 
1 Pt Bot 


2 Oz Bot 
3/Pkg 


Vf Pt Bot 


1 Pt Bot 
14 Lb Bot 
1 Lb Bot 
10/Box 

5 Gm Bot 


10 Gm Bot 
25/Box 
6/Box 

1 Lb Pkg 
1 Qt Bot 


1 Qt Bot 
1 Lb Jar 
1 Lb Bot 


1 Lb Bot 


1 Lb Jar 
Y% Oz Bot 
4 Lb Can 
1 Lb Bot 
1 Pt Bot 


1 Oz Bot 
12/Box 
Y% Pt Bot 
1 Lb Jar 
1 Ot Can 


1 Oz Bot 


D1 
R1 


R1 


D1 


D1 


D1 


Ri 
Ri 


Ri 


Ri 


Ri 
D1 


R1 


Di 


OSRSKSK SKS 


renee 


_ 
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* PRELIMINARY EDITION 


3 


| Army-Navy 
| Stock No. 
| 


2-006-204 
2-005-000 


2-006-206 
2-003-175 
2-003-180 


2-003-185 
2-012-175 
2-012-180 


2-041-200 
2-011-750 
2-011-755 
3-096-500 


3-447-100 
3-447-120 
3-447-140 
3-447-300 
3-447-320 


3-447-340 
3-594-810 
3-104-100 
7-725-925 
3-070-140 
9-565-825 
3-180-100 
3-180-140 
3-180-180 
3-180-700 
3-180-740 


12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 


Each 
12/Pkg 
12/Pkg 


12/Pkg 
Each 
Each 
Each 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 
5/Pkg 
Each 


Each 


Each 
Each 
Each 


Each 


Each 
Each 


Each 


Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


D2 


D1 


D1 


D1 


D1 


D1 


Sk * Si Si SR SR SR 


SRYESE fo tO Od 


Me Ae S& SRA SR Se SRS SR SR SR SR SR SR 


St SRR SR SR SS SRS 


oe 
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Unit 


One 

2 Lb Roll 
One 
100/Pkg 
100/Pkg 


100/Box 
Dozen 
Dozen 
Dozen 

4 Oz Pkg 


1 Lb Roll 
1 Oz Pkg 


100 Yd Bolt 


Roll 
Pair 


5 Yd Pkg 
25 Yd Roll 


100 Yd Bolt 


1 Oz Pkg 
Pair 


Pair 
Pair 
Pair 
Pair 


‘Pair 


One 
One 


1 Lb Roll 
One 


One 
Yard 
6/Pkg 
Dozen 
Dozen 


NAVY 
CONV. 
TABLE 
3. 4 5 6 
Ratio 
Army-Navy Code | Iden. 
Stock No. Unit Symbol! or 
Equiv. 
3-179-080 Each # 
2-012-600 2 Lb Pkg ¢ 
4-180-700 Each # 
3-754-100 100/Pkg # 
3-754-110  100/Pkg # 
D1 
3-212-800 12/Pkg # 
3-212-900 12/Pkg # 
3-212-900 12/Pkg # 
2-013-500 4 Oz Pkg # 
2-014-000 1 Lb Roll # 
2-013-000 1 Oz Pkg # 
2-016-250 100 Yd Bolt # 
2-016-500 _— Roll # 
7-777-325 —— Pair # 
7-777-340 Pair # 
7-777-355 Each # 
7-779-000 100/Pkg Rabi eek 
7-783-000 Each # 
3-599-100 Each # 
D1 
2-017-425 Each # 
2-017-430 Each # 
D1 
2-017-435 Each # 
D1 
2-017-680 Each # 
3-300-100 Yard Rt gine? 
2-002-001 Yard # 
3-333-600 Each # 
2-021-000 5 Yd Pkg # 
2-022-000 25 Yd Pkg # 
2-023-000 100 Yd Bolt # 
2-024-000 Pkg # 
3-397-820 ~— Pair # 
3-397-840 Pair # 
3-397-860 =‘ Pair # 
3-397-880 Pair # 
3-397-900 ~—— Pair # 
3-397-920 ‘Pair # 
3-407-600 Each # 
D1 
D1 
3-426-400 Set # 
D1 
D1 
9-229-650 Each # 
3-456-100 Each # 
D2 
D1 
7-972-850 Each # 
D1 
3-865-800 Each # 
D1 
3-808-205 Set # 
7-807-000 Each # 
2-027-000 Yard if 
3-509-600 6/Pkg # 
3-496-400 12/Box # 
3-495-400 12/Box # 
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NAVY 


CONV. 
TABLE JULY 1947 PRELIMINARY EDITION. 
1 2 3 4 5 6 
‘ : : A Ratio co, Army-Navy | Code eed 
Unit ge id tian | degen oe Stock Unit Stock No. Unit Symbol or 
| Equiv. No. Equiv. 
Dozen 3-495-400 12/Box # 2-835 Spool 2-034-510 Spool # 
Dozen 3-493-900  12/Box # 2-836 Spool 2-034-510 Spool # 
Dozen 3-493-400 12/Box # 2-840 Roll 2-035-500 Roll Ri 2:1 
Dozen 3-492-400 12/Box # 2-841 Roll 2-035-500 Roll # 
Dozen 3-492-400  12/Box # 2-845 25LbCan  2-037-205 5 Lb Can Ri 1:5 
Dozen 3-495-950 Each 1:12 2-848 One 3-569-300 Each # 
One 3-491-400 12/Box Ri 2 2-849 One 3-576-000 Each # 
One 3-492-900 12/Box RUA? 2-850 One 3-119-350 Each # 
One D1 2-855 One 3-632-600 Each # 
One D1 2-860 One D2 
One 3-484-400 Each # 2-865 One 3-670-420 Each # 
One 3-484-100 Each # 2-870 One 7-900-000 Yard # 
One 3-484-800 Each # 2-875 One 4-180-800 Each * 
One 3-484-800 Each # 2-876 One D4 
One 3-484-900 Each # 2-880 One 4-180-000 Each # 
One 3-484-990 Each # 2-885 Pair 7-901-015 Pair # 
One 3-485-100 Each # 2-890 One 3-676-440 Each # 
One 3-485-300 Each 2 2-895 One 3-676-450 Each # 
One 3-485-310 Each ir 2-900 One 3-689-600 Each # 
One D1 2-905 One 3-713-440 Each # 
One 3-505-700 Each # 2-910 One 3-713-360 Each # 
One 3-505-800 Each # 2-915 One 3-713-220 Each # 
One 3-505-900 Each # 2-920 One D1 
6/Pkg 3-509-680 6/Pkg # 2-925 One D1 
6/Pkg 3-512-600 6/Pkg # 2-930 12/Set 3-721-200 12/Pkg 2 
6/Pkg 3-512-740 6/Pkg # 2-935 One 3-724-600 Each # 
6/Pkg 3-512-780 6/Pkg # 2-940 One 3-725-300 Each # 
6/Pkg Di 2-945 One 3-725-485 Each # 
6/Pkg 3-518-200 6/Pkg # 2-950 One 3-745-800 Each # 
6/Pkg 3-518-220 6/Pkg # 2-955 One 3-745-900 Each # 
6/Pkg 3-518-260  6/Pkg # 2-960 One 3-725-500 Each # 
6/Pkg 3-519-200 6/Pkg # 2-965 One 3-732-100 Each # 
6/Pkg 3-519-220 6/Pkg # 2-970 Piece 3-732-800 Roll # 
6/Pkg 3524-400 6/Pkg # 2-975 Piece D1 
6/Pkg 3-524-420 6/Pkg # 2-980 One 3-742-340 Each # 
6/Pkg 3-524-440 6/Pkg # 2-985 One. 3-742-380 Each # 
6/Pkg 3-524-500 6/Pkg # 2-990 25 Yd Roll 2-039-000 25 Yd Roll # 
6/Pkg 3-524-540 6/Pkg # 2-995 25 Yd Roll 2-039-000 25 Yd Roll # 
6/Pkg 3-525-100 6/Pkg # 2-1000 25 Yd Roll 2-040-000 25 Yd Roll # 
6/Pkg 3-525-120 6/Pkg # 2-1005 25 Yd Roll 2-041-000 25 Yd Roll # 
6/Pkg 3-525-140 6/Pkg # 2-1010 One D1 
6/Pkg 3-523-400 6/Pkg # 2-1015 Tube 3-758-300 12/Pkg R1 12:1 
6/Pkg 3-510-700 6/Pkg # 2-1020 Tube 3-758-380 12/Pkg Ri 121 
6/Pkg 3-510-740 6/Pkg # 2-1025 Tube 3-758-460 12/Pkg Ri PAA 
6/Pkg 3-511-200 6/Pkg # 2-1030 Tube 3-774-600 12/Pkg R1 12:1 
6/Pkg 3-511-280 6/Pkg # 2-1035 Tube 3-774-680 12/Pkg Ri 12:1 
6/Pkg 3-511-300  6/Pkg # 2-1040 Tube 3-774-720 12/Pkg Ri 1231 
One D1 # 2-1045 Tube 3-774-760 12/Pkg Rar 23 
Dozen 3-824-500 12/Pkg 4 2-1050 Tube 3-774-800  12/Pkg Ri ~~ izi 
One D1 2-1055 Tube 3-767-900 12/Pkg Ris Sa Zte 
One D1 2-1060 Tube 3-767-940 12/Pkg R1 12:1 
One D1 2-1065 Tube 3-765-600 12/Pkg R1 12:1 
One 2-01 7-455 Each # 2-1070 Tube 3-765-680  12/Pkg R1 12:1 
One 3-547-200 Each # 2-1075 Tube 3-765-720 12/Pkg Ri 1221 
12 Lb Roll 2-032-485 Roll # 2-1080 Coil 3-777-700 Each # 
One 7-169-400 Each # 2-1085 — Coil 3-755-200 Spool Fa 
200/Paper 7-879-110 240/Paper # 2-1090 — Coil 3-755-240 Spool e 
Dozen 7-877-000  12/Card # 2-1095 Coil 3-755-280 Spool # 
Dozen 7-878-000  12/Card 4 2-1100 Tube Di 
Spool 2-035-000 Spool # 2-1105 Tube D1 


OG. 


Navy 
Stock 
No. 


2-1110 
2-1115 
2-1120 
2-1125 
2-1130 


2-1135 
2-1140 
2-1145 
2-1150 
2-1155 


2-1160 
2-1165 
2-1170 
2-1175 
2-1180 


2-1185 
2-1190 
2-1195 
2-1200 
2-1205 


2-1210 
2-1215 
2-1220 
2-1225 
2-1230 


2-1235 
2-1240 
2-1245 
2-1250 
2-1255 


2-1260 
2-1265 
2-1270 
2-1275 
2-1280 


2-1285 
2-1290 
2-1295 
2-1300 
2-1301 


2-1303 
2-1304 
2-1305 
2-1310 
2-1311 


2-1315 
2-1320 
2-1325 
2-1330 
2-1335 


2-1340 
2-1345 
2-1350 
2-1355 
2-1360 


2-1365 
2-1370 
2-1375 
2-1380 
2-1385 


Unit 


Army-Navy 
Stock No. 


3-782-900 
3-782-920 
3-782-940 
3-782-960 
3-784-140 


3-784-160 
3-784-180 
3-784-200 


3-802-100 
3-803-800 


3-796-600 


3-802-800 


3-815-100 
7-929-000 
3-628-240 
7-932-000 
7-932-075 


3-829-400 
3-829-400 
3-829-400 


3-245-500 
7-178-175 


3-858-500 
4-454-085 


3-853-900 
4-454-100 
3-853-100 
3-860-470 


3-385-960 


3-885-680 
3-885-760 


| Unit 


12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 


12/Pkg 
12/Pkg 
12/Pkg 


Each 
Each 
Each 


100/Box 
Yard 


Each 
Each 


12/Pkg 
Each 
Each 
Each 


Code | Iden 

Symbol! or 
Equiv 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

R1 12:1 

R1 P21 

Rb 4221 

Rt 3.1231 

Nit 2st 

RE 4.423 

Ri 12:1 

Ri =. $301 

D1 

D1 


SR SR SS SR SR SR SR SR SH 


Ratio 
Navy Army-Navy Code | Iden. 
Stock Unit Stock No. . Unit Symbol or 

No. Equiv. 
| 2-1390 Card 3-885-720 Each # 
2-1393 Card 3-885-830 Each # 
2-1395 Card 3-885-920 Each # 
2-1400 Spool 3-674-790 Spool = 
2-1405 Spool 3-674-140 Spool # 
2-1410 Spool 3-674-140 Spool # 
2-1415 Spool 3-674-780 Spool # 
2-1420 Spool 3-674-780 Spool # 
2-1425 Spool 3-676-500 12/Pkg # 
2-1430 Spool 3-676-500 12/Pkg # 
2-1435 Dozen 3-896-250 12/Pkg # 
2-4000 Each 7-970-600 Each # 
2-4005 Each 7-974-200 Each # 
2-4010 Each 7-974-150 Each # 
2-4015 Each 7-974-350 Each # 

CLASS 3 
3-005 One D1 

3-010 One 3-041-500 Set # 
3-013 One 3-088-200 Each # 
3-015 One 3-097-900 Each # 
3-020 One 3-098-200 Each R5 # 


3-032 One 3-139-510 Each R5 4 
3-035 ’ One 3-540-800 Set # 
3-040 One 9-235-875 Each R5 # 
3-045 One 9-577-650 Each R5 # 
3-050 One 3-170-600 Each # 
3-055 One 3-170-610 Each # 
3-060 One 3-170-620 Each # 
3-065 One 3-170-630 Each # 
3-070 One 3-170-650 Each # 
3-075 One 3-170-690 Each # 
3-076 One 3-171-200 Each # 
3-077 One D1 
3-079 One 3-191-100 Each # 
3-080 One 3-191-200 Each # 
3-085 One 3-191-300 Each # 
3-090 One 3-191-800 Each # 
3-095 One 3-191-820 Each # 
3-096 One 3-196-600 Each # 
3-097 Each 3-199-100 Each # 
3-100 One 3-204-600 Each R5 # 
3-105 Set 3-106-720 Each # 
3-110 One 3-218-750 Each # 
3-115 One 3-219-850 Each # 
3-120 One 3-220-800 Each # 
3-125 One 3-226-600 Each # 
3-130 One D1 
3-135 One 3-226-700 Each # 
3-226-800 # 


3-238-900 
3-247-500 
3-259-900 


3-262-900 
3-279-200. 
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CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
1 2 3 4 5 6 1 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden Navy Army-Navy Code | Iden 
Stock Unit Stock No. Unit Symbol! or Stock Unit Stock No. Unit Symbol! or 
No. Equ No. Equiv 

3-190 One 3-278-400 Each # 3-476 One Di 
3-195 One 3-280-200 Each # 3-480 One 3-468-400 Each # 
3-200 One 3-276-600 Each # 3-485 One 3-475-200 Each R5 # 
3-205 One 3-311-800 Each # 3-490 One 3-407-900 Each R5 # 
3-206 One 3-312-500 Each # 3-495 One D1 
3-210 One D1 3-496 One 3-478-400 Each RS # 
3-215 One D1 3-500 One D1 
3-220 One 3-314-600 Each # 3-505 One Di 
3-225 One 3-323-900 Each # 3-510 One Di 
3-230 One D1 3-515 One D1 
3-235 One 3-313-900 Each # 3-520 One Di 
3-240 One 3-379-800 Each R5 # 3-525 One 3-488-500 Each RS # 
3-245 One 3-333-600 Each RS # 3-530 One 3-419-200 Each # 
3-250 One 3-335-700 Each # 3-535 One D1 
3-255 One 3-336-600 Each # 3-540 One Di 
3-260 One 3-335-900 Each # 3-541 One 3-538-200 Each + 
3-265 One 3-339-700 Each # 3-542 One 3-538-400 Each » 
3-270 One 3-343-800 Each RS ¢ 3-545 One D1 
3-275 One 3-844-100 Each R5 ¢# 3-546 One 9-570-125 Each = 
3-280 One 3-344-300 Each RS # 3-550 One 3-554-800 Each # 
3-285 One 3-346-800 Each R5 # 3-555 One 9-219-175 Each RS # 
3-290 One 3-347-300 Each R5 3-560 One 9-208-750 Each R5 > 
3-295 One 3-347-400 Each R5 f 3-565 One 3-576-800 Each R5 # 
3-300 One 3-345-600 Each R5 # 3-570 8/Set 3-573-500 8/Set RS # 
3-305 One 3-380-300 Each R5 # 3-575 One 3-569-100 Each R5 # 
3-310 One 3-353-200 Each # 3-580 One 3-569-500 Each R5 # 
3-315 One 3-354-600 Each # 3-585 One D1 
3-320 One 3-315-100 Each # 3-590 One 3-594-800 Each R5 # 
3-325 One 3-332-900 Each R5 # 3-595 One 3-749-100 Each RS > 
3-330 One 3-364-400 Each # 3-597 One 3-601-450 Each # 
3-335 One 3-669-300 Each # 3-600 One 3-603-450 Each # 
3-340 One 3-316-200 Each # 3-605 One 3-603-470 Each a 
3-345 One 3-372-400 Each R5 # 3-610 One 3-603-490 Each # 
3-350 One 3-373-600 Each R5 # 3-615 One 3-603-530 Each #4 
3-355 One 3-373-900 Each R5 # 3-620 Pair 3-604-100 Each = 
3-360 One 3-340-600 Each 4 3-625 Pair 3-609-450 Pair # 
3-365 One 3-325-900 Each # 3-630 Pair 3-609-200 Pair £ 
3-370 One 3-379-800 Each Re 3-635 One 3-607-900 Each = 
3-375 One 3-379-700 Each R5 ¢ 3-640 One D1 
3-380 One 3-382-900 Each # 3-641 One 3-613-950 Each # 
3-385 One 3-382-700 Each # 3-645 One 3-619-010 Each # 
3-390 One 3-383-800 Each # 3-650 One 9-131-725 Each RS # 
3-395 One 3-383-400 Each # 3-655 One 9-132-425 Each R5 # 
3-400 One 3-235-450 Each # 3-660 One 9-133-875 Each RS # 
3-405 One 3-393-200 Each # 3-665 One 9-134-175 Each R5 # 
3-410 One 3-393-400 Each # 3-667 One D1 
3-413 One 3-404-420 Each # 3-670 One 9-575-225 Each # 
3-415 One 3-403-900 Each # 3-675 One 3-628-200 Each ¢ 
3-420 One 3-403*920 Each # 3-680 One 3-087-200 Each # 
3-425 One 3-403-940 Each # 3-685 One 3-631-100 Each # 
3-430 One 3-406-700 Each R5 # 3-690 One 3-637-200 Each # 
3-435 One 3-447-800 Each R5 # 3-695 2/Set 3-632-400 = Pair R5 # 
3-440 One 3-447-820 Each R5 # 3-700 One D1 
3-445 One 3-447-880 Each R5 # 3-705 One 3-649-100 Each # 
3-450 One 3-438-600 Each # 3-710 One 3-649-600 Each # 
3-455 One 3-449-900 Each RS ¢ 3-715 One 3-650-100 Each # 
3-460 One D1 3-720 One 3-640-500 Each # 
3-465 One 3-454-100 Each ! # 3-725 One 3-640-520 Each # 
3-470 One 3-465-900 Each # 3-730 One 3-640-920 Each # 
3-475 One 3-468-300 Each # 3-735 One 3-642-800 Each # 


PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol! or Stock Unit Stock No. Unit Symbol) or 
No. Equiv No. Equi 
3-740 One 3-644-600 Each # 4-027 Pair 4-018-700 Pair # 
3-745 One 3-644-800 Each a 4-030 1 Lb Ctn 1-096-004 1 Lb Pkg # 
3-750 One 3-655-200 Each 2 4-033 Each 4-031-500 Each # 
3-755 One 3-651-820 Each # 4-035 One 4-032-000 Each # 
3-760 One 3-655-600 Each 2 4-040 One 4-033-000 Each # 
3-765 One 3-638-840 Each # 4-045 One 4-033-500 Each # 
3-766 One 3-638-800 Each t 4-046 Each 4-034-000 Each $i 
3-770 One 3-676-400 Each # 4-049 Each 4-036-000 Each # 
3-775 One 3-680-200 Each t 4-050 5Gm Bot —1-099-010 5 Gm Bot “ 
3-780 One 3-680-260 Each t 4-055 10Gm Bot 1-103-300 10 Gm Bot 4 
Pe il ae f 4-057 One 4-042-000 Each * 
: me ere or vi 4060 %LbBot 1-106-598 14 Lb Bot # 
3-795 One 3-680-380 Each # 4 4 
4-065 Pkg 1-496-010 Pkg : 
3-800 One 3-680-400 Each # 
4-075 One 4-058-100 Each # 
3-809 One 3-686-600 Each 4 
3-810 3/Set 3-691-595  3/Set 4 4-080 One 4-058-125 Each # 
3-815 One 3-694-200 Each # 4-085 One 4-058-150 Each # 
3-820 One 3-698-250 Each z ees po rose a ; 
3-825 O 3-698-600 Each - ne -045- ac 
gg ~ # 4-093 One 4-046-000 Each $ 
3-830 One 3-702-100 Each # 
3-835 One 3-702-500 Each 2 4-094 One 4-082-000 Each 4 
3-840 One 3-713-100 Each # 4-095 Dozen 4-060-120 12/Pkg 4 
3-845 One 3-713-200 Each « 4-100 Dozen 4-060-150 12/Pkg 4 
3-850 One 3-221-100 Each a 4-105 Dozen 4-060-180  12/Pkg # 
4-107 Each 4-054-200 Each 4 
3-855 One 3-739-800 Each Rs f 
3-860 ne 3-742-3 Eac 5 4-108 Each 4-054-250 Each 4 
3-861 One 3-742-200 Each # 4-109 Each 4-222-000 Each 4 
3-865 One 9-558-875 Each RS ff 4-110 Dozen 4-060-210 12/Pkg é 
3-866 One D1 4-111 Each 4-049-000 Each # 
4-112 4-049-2 h 
3-870 One 3-795-850 Each 5 a nape icici. area # 
3-875 ne 1 4-113 Each 4-055-025. Each # 
3-880 One 7-099-035 Each t 4-114 Each 7-720-050. Each # 
3-885 One 7-098-150 Each t 4-115 Dozen 4-060-240 12/Pkg 4 
3-890 One D1 4-1 16 One 4-083-000 Each 4 
. 4-082-2 
3-895 One 3-186-840 Each ¢ a? —e eae eo # 
3-900 One 3-186-850 Each # 4-120 Dozen 4-089-962 12/Pkg 4 | 
3-901 One D1 4-125 Dozen 4-090-300 Set of Re S34 
3-902 One D1 3/12/Pkg | 
$005 (One Di 4-127. One 4-092-000 Each P 
4-128 One 4-094-000 Each # 
3-910 One 3-245-205 Each RS ¢ 
3-915 One 3-461-550 Set : He f 4-129 Each 4-095-500 Each # 
3-920 One 3-860-450 ~Eac 
ae 4-130 One 4-095-550 Each # 
oe senee, Bach es 4-151 Each 4-094-500 Each 4 
4-135 Dozen 4-097-000 2 [Pkg # 
4-140 ne 4-098-500 ac # 
3-935 One D1 2 4-099- 
3-940 One D1 4-145 One 099-000 Each # 
3-945 ne 1 4-146 Each 4-101-000 Each 
3-950 One 3-889-200 Each # 4-148 Each 4-101-200 Each 4 
4-150 One 4-174-920 Each # 
4-155 One 4-102-820 Each RS # 
CLASS 4 4-160 One D2 
4-003 One 4-001-000 Each e 4-165 1 Oz Bot 1-122-100 1 Oz Bot # 
4-005 One 4-003-000 Each # 4-167 Box 7-720-055 Box ¢ 
4-010 1 Pt Bot 1-285-900 1 Lb Bot : 4-170 60/Set D1 
4-012 10 Gm Vial 1-413-675 10 Gm Bot 4 4-173 Carton 4-124-250 12/Pkg # 
4-015 50 CC/Bot 1-070-000 %LbBot Ri 2:1 4-175 One Di 
4-020 One 6-002-000 Each # 4-180 One D1 
4-021 \%Lb Bot  1-082-000 1% Lb Bot + 4-185 One 3-165-210 Each # 
4-022 One 4-314-420 Each 2 4-190 One 3-166-200 Each # 
4-023 Foot 4-182-500 Foot 4 4-195 One 3-166-810 Each # 
4-025 One D1 4-200 One 3-165-220 Each # 
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Each 
One 
One 
One 
One 


1 Lb Bot 


1 Doz/Pkg 


1 Doz/Pkg 
14 Gross/Pkg 


14 Gross/Pkg 
1 Doz/Pkg 


3 


Army-Navy 
Stock No. 


3-166-210 
3-166-820 
3-165-230 
3-166-220 
3-166-830 


4-201-000 
1-131-000 
1-130-000 
4-185-500 


1-151-200 
1-152-000 
4-276-850 


4-192-200 
4-276-875 


4-190-000 
4-189-000 


4-194-000 
4-197-000 
4-198-000 
4-199-000 
4-200-000 


4-202-000 
4-204-000 
4-207-000 
4-205-000 
4-214-010 


4-226-500 
4-215-000 
4-215-500 
4-220-000 


1-173-925 


4-228-250 
1-174-105 
1-174-010 


4-230-720 
6-032-425 
6-109-995 
6-110-000 


6-015-010 
6-015-010 
6-015-070 
6-016-075 


6-017-008 


6-017-010 


4 5 


Unit 


Each 
Each 
Each 
Each 
Each 


Each 

1 Oz Bot 
Vy Lb Bot 
Each 


10 Gm Bot 
1 Oz Box 
Each 


Each| 
Each| 


D6/ 

(4-276-875) 
Box 
Pkg 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
D1 


1 Lb Bot 
100/Pkg 


10 Gm Bot 
1 Lb Bot 


Each 


Set 
100/Pkg 
12/Pkg 


Ri 
Ri 
D1 


144/Pkg 
144/Pkg 
12/Pkg 
12/Pkg 


D6 
(6-015-075) 


R1 


D6/ 
(6-017-008) 


12/Pkg 


6 
(6-017-010) 
72/Pkg 


D6/ 


D6/ 
(6-018-008) 


Symbol 


6 


Ratio 
Code | Iden. 


or 


Eqoiv. 


S355 SSSR 


=> 
WOT SRSA OK 


SRS SRR SR 


SRARSRSK | OSKRSRSRSRSK SRR SRS S85 | SRS Ss FF pw 


SRE SRE OY 


— 


— 


PRELIMINARY EDITION 


| Unit 


1 Doz/Pkg 
4 Gross/Pkg 


14 Gross/Pkg 
1 Doz/Pkg 


1 Doz/Pkg 
¥g Gross/Pkg 


Y4Gross/Pkg 
1 Doz/Pkg 


1 Doz/Pkg 
14 Gross/Pkg 


V4 Gross/Pkg 
One 


10 Gm Bot 


Each 
Each 
One 

Each 
Each 


Each 
Each 
One 
One 
One 


One 
One 


One 
10 Gm Bot 
One 
One 
One 


3 4 5 
Army-Navy Code 
Stock No. Unit Symbol 
6-018-008 12/Pkg 
D6/ 
(6-018-010) 
6-018-010 72/Pkg 
(6-018-525) 
6-018-525 12/Pkg 
D6/ 
(6-018-535) 
6-018-535 72/Pkg 
D6 
(6-019-008) 
6-019-008 12/Pkg 
D6/ 
(6-019-010) 
6-019-010 72/Pkg 
4-317-220 Each 
4-317-210 Each 
4-287-042 Each 
4-287-043 Each 
4-243-000 Each 
4-242-000 Each 
4-244-000 Each 
4-245-000 Each 
4-251-000 Each 
4-254-000 Each 
4-255-000 Each 
4-256-000 Each 
4-257-000 Each 
4-257-000 Each 
4-258-000 Each 
4-260-000 Each 
4-260-300 Each 
4-260-315 Each 
1-097-150 10Gm Bot 
4-260-600 Each 
4-260-850 Each 
4-268-050 Each 
4-260-650 Each 
4-260-900 Each 
4-260-700 Each 
4-261-025 Each 
4-268-060 Each 
4-260-800. Each 
_ 4-268-000 Each 
4-261-125 Each 
4-267-100 Each 
4-271-000 Each 
4-272-000 Each 
4-261-225 Each 
4-271-000 Each 
4-273-960 Each 
1-160-900 10Gm Bot 
6-030-000 Pair 
6-031-755 Each 
6-031-760 Each 
6-031-765 Each 
6-031-770 Each 
6-031-775 Each 
6-031-795 Each 
4-277-000 Each 
1-226-200 10Gm Bot 
4-281-180 Each 
6-032-990 Each 
6-033-000 Each 


6 
Ratio 
Iden. 

or 

Equiv. 


SRS SRM OSEOOUSR OCS OSS 


Se SIRSES SIRS SSIS Se RSS SIRS SRSRSRSIR SR SRR SRSRSRSIRSR  SRSRSIRSIRSIK OSRSIRSIRSIRSR «SRSIRSRSRSR SRS SSR SR 


OG-1 


OG-! 


Set 
Set 
Square Foot 


e 
10 Gm Bot 


1 Lb Bot 
1 Lb Bot 


Pkg 
100/Pkg 
100/Pkg 
Pkg 
Pkg 


1 Oz Bot 


4 Lb Bot 
1 Oz Bot 
One 

One 

One 


3 


Army-Navy 
Stock No. 


6-034-000 
6-034-100 
6-034-200 
6-034-300 


6-124-000 
4-305-436 


4-312-000 
7-979-800 


7-979-500 


6-047-000 
6-047-825 


6-047-925 
6-111-225 
6-046-605 


1-266-000 


6-080-610 
4-275-070 
4-275-085 
4-275-115 
4-275-120 


4-275-165 
4-275-210 
4-275-250 


4-228-120 


1-288-800 
1-290-700 
7-720-065 
1-302-800 
1-302-900 


4-357-650 
4-357-800 
4-360-000 
4-358-000 
4-359-000 


4-361-000 
4-361-500 
4-365-030 
4-365-000 
4-365-100 


4-365-105 


4-365-210 
4-365-220 
1-333-495 


1-341-250 
1-340-000 
4-276-925 
4-276-935 


500/Book 
Each 


Each 


Square Foot 
Set 


1 Lb Bot 


100/Pkg 
100/Pkg 
100/Pkg 
100/Pkg 
100/Pkg 


100/Pkg 
100/Pkg 
100/Bot 
Pkg 
Quire 


Quire 


12/Pkg 
12/Pk: 
ly Lb Bot 


Y% Lb Bot 
1 Oz Bot 
Each 
Each 


D1 


D1 


D1 


R1 


D1 


od 
Poh A St SRS SR St 


Sth Se SR SR 


—" 


4-855 
4-860 
4-865 
4-870 
4-875 


4-880 
4-885 
4-890 
4-895 
4-900 


4-905 
4-910 
4-915 
4-916 
4-920 


4-924 
4-925 
4-930 
4-935 
4-940 


4-941 
4-945 
4-950 
4-955 
4-960 


4-965 
4-970 
4-975 
4-980 
4-985 


4-986 
4-990 
4-995 
4-996 
4-997 


4-998 
4-999 
4-1000 
4-1001 
4-1002 


4-1003 
4-1004 
4-1005 
4-1006 
4-1007 


4-1010 
4-1011 
4-1012 


4-1013 
4-1014 


4-1015 
4-1020 
4-1025 
4-1030 
4-1031 


4-1035 
4-1036 
4-1037 
4-1038 
4-1040 


One 
One 
One 
One 
One 


One 
One 
One 
One 


Dozen 


Dozen 
Dozen 

1 Lb Can 
4 Lb Bot 
One 


One 
One 


JULY 1947 


Army-Navy 
Stock No. 


4-366-000 
4-367-000 
4-372-000 
4-372-100 
4-373-000 


4-375-000 
4-377-960 
4-378-000 
4-379-000 
4-305-380 


4-305-390 
4-305-400 
1-139-950 
1-376-600 


6-121-775 
6-121-800 


4-385-000 


4-388-120 
4-388-110 
4-390-400 


1-398-300 


4-395-885 
4-395-000 


4-396-000 


1-448-205 
4-407-000 
4-407-500 


4-408-000 
4-409-000 
4-415-500 
4-410-000 
4-411-000 


4-414-000 


4-415-000 


4-416-500 
4-422-214 
4-069-110 


4-444-000 
4-443-000 


4-445-000 
4-221-000 


4-430-300 
4-451-800 
4-451-810 
4-142-000 
4-456-025 


4-143-000 
4-124-050 
4-124-410 
4-456-000 


D6/ 
(4-446-000) 


12/Pkg 
Each 
Each ° 
12/Pkg 
Each 


12/Pkg 
Each 
Each 
Each 


SR SR SR SR SH SR SR SR SE Si SR SRSA SR 


D1 


SRR 


Se SRE SR OS 


SR FBS SR OCHRE SR RSS RSE S35 SE He SE 


Ri 


— 
SK ROSES DRO SR 


Rt 


— 


R1 


SS SS ho 


D1 
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4-1065 


4-1070 
4-1075 
4-1080 
4-1085 
4-1089 


4-1090 
4-1095 
4-1100 
4-1104 
4-1105 


4-1106 
4-1108 
4-1110 
4-1115 
4-1120 


4-1125 
4-1130 
4-1135 
4-1136 
4-1139 


4-1140 
4-1142 
4-1145 
4-1150 
4-4000 


4-4001 
4-4002 
4-4003 
4-4004 
4-4005 


4-4006 
4-4007 
4-4.008 
4-4009 
4-4010 


4-4011 
4-4013 
4-4014 
4-4015 
4-4016 


4-4017 
4-4018 
4-4019 
4-4020 
4-4021 


4-4022 
4-4023 
4-4024 
4-4025 
4-4026 


4-4027 
4-4028 
4-4029 
4-4030 
4-4031 
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5 Ft Length 


Foot 


12 Ft Length 
3 Ft Length 
6 Ft Length 


Foot 


12 Ft Length 


5 Ft Length 
Set 


One 


4 Oz Ball 
One 

One 
Each 
12/Pkg 


12/Pkg 
Dozen 
One 


12/Pkg 
12/Pkg 


JULY 1947 


3 


Army-Navy 
Stock No. 


4-451-705 
4-43 3-450 
4-433-750 
4-434-350 
4-434-950 


4-435-250 
4-459-250 
3-208-200 


4-460-450 


4-460-450 
4-460-480 
4-464-000 
4-460-720 


4-460-520 
4-464-000 


4-470-000 


4-069-100 
4-474-200 


4-474-400 
4-474-600 
$-375-020 
4-488-000 
4-056-400 


4-089-150 
4-122-160 
4-128-300 
4-128-400 
4-128-500 


4-176-000 
4-177-000 
4-130-020 
4-214-500 
4-223-815 


4-270-500 
4-282-460 
4-298-500 
4-298-510 
4-312-150 


4-314-485 
4-365-325 
4-365-350 
4-365-850 


4-365-860 
4-380-500 
4-393-460 
4-435-550 
4-435-850 


4-434-650 
4-018-750 
4-223-820 
4-132-120 
4-114-980 


Unit 


Each 

12/Pkg 
12/Pkg 
12/Pkg 
12/Pkg 


12/Pkg 
25/Pkg 
Each 


Foot 


Foot 
Each 
Foot 
Foot 


12 Ft Length 
Foot 


Each 


Each 
12/Pkg 


12/Pkg 
12/Pkg 
Each 
Spool 
12/Pkg 


12/Pkg 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 


Each 
Each 
Each 
12/Pkg 
12/Pkg 


12/Pkg 
ch 


Di 


3. SRS SR SR SR SRS 


— —_— 
Sts 


SR SR SR SR SR SRSR SK SRR SR SR SR SR SR SR SR SRS SR SSS Se 


SR SR SR SR SIE SR SR SR SR SR SR SRS SE 


Navy 
Stock 


No. 


4-4032 
4-4033 
4-4034 
4-4035 
4-4036 


4-4037 
4-4038 
4-4039 
4-4040 
4-4041 


4-4042 
4-4043 
4-4044 
4-4045 
4-4046 


4-4047 
4-4048 
4-4049 
4-4050 
4-4051 


4-4052 
4-4053 
4-4054 
4-4055 
4-4056 


4-4057 
4-4058 
4-4059 
4-4060 
4-4061 


4-4062 
4-4063 
4-4064 
4-4065 
4-4066 


4-4067 
4-4068 
4-4069 
4-4070 
4-4071 


4-4072 
4-4073 
4-4074 
4-4075 
4-4076 


4-4077 
4-4078 
4-4079 
4-4080 
4-4081 


4-4082 
4-4083 
4-4084 
4-4085 
4-4086 


4-4087 
4-4088 
4-4089 
4-4090 
4-4091 


Unit 


10 Gm Bot 
1 Lb Bot 


3 


Army-Navy 
Stock No. 


4-193-050 
4-193-375 
4-229-030 


4-130-015 
4-130-025 
4-130-030 
4-130-035 
4-213-100 


4-229-020 
4-456-525 
4-229-600 
4-230-250 
4-287-055 


4-337-500 
4-229-800 
4-382-220 
4-274-580 
4-382-230 


4-018-725 
4-130-065 
4 385-950 
4-386-000 
4-387-000 


4-388-000 
4-357-360 
4130-088 
4-451-500 
4-398-250 


4-398-260 


4-451-700 
4-141-700 
4-144-000 


4-144-100 
4-144-150 
4-455-000 
4-144-175 
4-451-600 


4-457-525 
4-457-750 
4-457-775 
4-370-000 
4-489-100 


4-489-000 
4-042-525 
4-042-500 
1-169-400 
1-243-400 


Each 
Each 
Each 
Each 
12/Pkg 


Roll 

Each 
Each 
Each 
Inch 


Inch 

Each 

Each 

10 Gm Bot 
1 Lb Bot 


PRELIMINARY EDITION 


Ss SR SR SR SR SR SRS SR SHR SH SRR SR SR SR SE SR ASR SI SR AR SR SR SR 


SK SR SR SR SHR S$ SRS SR SR SH Sh SHE SHR SHR SRSRSK OSE SR SR SR SE St SSK SK SASK SRAR SR AR SR 


OG-1 


. OG-l 


Each 
100/Pkg 


Each 
Each 
Each 
Each 
Each 


Each 
1000/Pkg 
Each 
Each 
Each 


Each 


100/Bag 


100/Bag 
100/Bag 
100/Bag 


a y Bag 


12/Bag 
12/Bag 
12/Bag 
50/Bag 
Each 


4-301-230 
1-323-710 


4-042-550 
1-285-675 
4-461-530 
4-382-885 


1-467-515 
4-424-500 
1-161-575 
1-472-700 
4-298-200 


4-056-500 
4-042-100 
4-298-100 
4-089-820 
4-082-105 


4-260-250 
4-356-100 
4-133-160 
4-133-560 
4-380-250 


4-356-105 
4-365-285 
4-393-450 
4-183-510 
4-183-520 


4-183-540 
4-183-560 
4-183-580 
4-170-000 
1-410-000 


1-433-485 
4-030-465 
4-030-490 


4-060-270 
4-082-300 
4-090-650 


4-187-110 


4-187-120 
4-187-180 
4-187-190 


4-187-210 


4-187-220 
4-187-230 
4-187-240 
4-187-300 
4-188-205 


Each 
1 Gm Bot 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
4 Oz Bot 
Foot 
Each 


1 Lb Bot 
Each 

10 Gm Bot 
V4 Lb Bot 
Each 


12/P 
100/Pkg 
Each 
Each 
100/Pkg 


Each 
Each 
Each 
Each 
Each 


Each 
1000/Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
1 Oz Bot 


10 Gm Bot 


Each 
Each 


Each 
Each 
500/Pkg 


100/Bag 


100/Bag 
100/Bag 
100/Bag 


12/Bag 


12/Bag 
12/Bag 
12/Bag 
50/Bag 
Each 


D1 


RS 


D1 


D2 


D1 


D1 


Sb AS SSR SR SR SE 


SR5 SR S18 SRSA SR SR Sts AR SR SR SR S68 6 SR SR SR Se Sh SR SR SR Sb SR SR SE SR Ste Si Si 


Ss SRR SR SR 3 FSR SR SR SR SR SR SR 


1 
Former 
Navy 
Stock 
No. 


4-4160 
4-4161 
4-4162 
4-4163 
4-4164 


4-4165 
4-4166 
4-4169 
4-4171 
4-4172 


4-4173 
4-4174 
4-4175 
4-4176 
4-4177 


4-4178 
4-4180 
4-4181 
4-4182 
4-4183 


4-4184 
4-4185 
4-4186 
4-4187 
4-4188 


4-4189 


Unit 


Each 
Each 
Each 
Each 
Pair 


Pair 
Pair 
Each 
12/Box 
Each 


Book 
Book 
Book 
Book 


Quire 


Quire 
Each 
12/Pkg 
Tube 

4 Lb Bot 


1 Gm Bot 
4 Lb Bot 
10 Gm Bot 
1 Lb Bot 
5 Lb Bot 


150/Bot 
Cylinder 
Each 
Each 
Each 


Each 
Each 
Each 
Ampul 


JULY 1947 


Army-Navy 
Stock No. 


4-209-160 
4-226-505 
4-226-510 
4-226-520 


4-286-000 
4-305-410 
4-305-420 


4-311-750 
4-311-765 
4-312-100 
4-312-120 
4-365-100 


4-365-105 
4-405-025 
4-434-350 
4-314-087 
1-293-750 


1-214-500 
1-362-000 
1-451-975 
1-497-000 
1-497-005 
1-487-670 
4-230-120 


7-974-390 


1-235-255 


CLASS 5 


4-401-200 
4-030-380 


4-090-200 
6-004-850 


4-105-000 
4-315-000 


4-315-000 
9-314-675 


Unit 


Each 
Each 
Each 
Each 


Each 
12/Box 
Each 


Book 
Book 
Book 
Book 
Quire 


Quire 
Each 
12/Pkg 

1 Oz Tube 
Yy Lb Box 


1 Gm Bot 
14 Lb Bot 
10 Gm Bot 
1 Lb Bot 
5 Lb Bot 
150/Bot 
Each 


Each 


4/Box 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


5 o 
Ratio 
Cede | Iden. 
Symbol) or 


Equiv. 


St SRR SR 


D1 


D1 
D1 


Sh SRR SR AHR SRR SR 


SMe Sk SR SRARSRSRSR SRSA SR SRR 


pc ear: | 


SR5R36R SR SRR 
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JULY 1947 


1 2 3 4 5 6 
Former Ratio 
Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or 
No. Equiv. 
5-115 One 6-008-075 Each # 
5-120 One 6-009-000 Each # 
5-125 One 6-010-000 Each # 
5-130 One 6-010-500 Each # 
5-135 One 6-011-000 Each # 
5-140 One 4-129-450 Each # 
5-141 One D1 
5-145 One 6-012-120 Each # 
5-150 One 4-317-005 Each BS ae 
5-155 One 4-317-010 Each R5 # 
5-160 One 4-187-500 Set R5 # 
5-164 Each 4-188-205 Each R5 # 
5-165 One D1 
5-166 One D1 
5-170 One 4-404-832 Each # 
5-171 Each 4-314-760 Each R5 # 
5-172 Each 4-314-770 Each ARS te tog 
5-175 One D2 
5-176 One D2 
5-180 One 6-022-988 Each # 
5-185 One D1 
5-186 One 4-317-250 Each RS # 
5-187 One Di 
5-188 One 4-317-275 Each BS 
5-189 One D1 
5-190 One 6-028-975 Each RS. 0 ¥ 
5-191 Each 4-273-900 Each RS # 
5-194 Each 4-274-000 Each R5 # 
5-195 One D1 
5-200 One 6-031-000 =‘ Pair RS 28 
5-205 One 7-820-005 Each # 
5-206 One D1 
5-210 One 6-039-525 Each # 
5-211 One D1 
5-215 One 6-040-250 Each # 
5-220 One 4-182-000 Each # 
5-225 One 4-287-040 Each # 
5-226 One Di 
5-227 One 4-287-065 Each # 
5-228 Each 4-312-850 Each RS hae 
5-230 One Di 
5-235 One 4-355-710. Each Ree ye! 
5-240 One 4-355-715 Each R55. # 
5-245 One 4-355-720 Each Re 
5-250 One 4-365-250 Each R5 # 
5-255 One 6-124-700 Each RS ope 
5-260 One 4-424-100 Each RS caver 
5-261 One 4-426-450 Each RS 
5-265 One 6-127-775 Each # 
5-266 One 6-127-750 Each # 
5-270 One 4.918-400 Each # 
5-275 One D1 
5-280 One D1 
5-285 Pair 6-128-150 Pair R5 = # 
5-290 Pair 6-128-350 Pair RS rich 
5-295 Pair 6-129-300 Pair R5 # 
5-300 Pair 6-129-500 Pair RS 22) 
5-305 Pair 6-130-300 Pair RS: fy 
5-306 Each 4-393-500 Set 4 
5-310 One 4-397-350 Each RS. 48 
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3 


Army-Navy 
Stock No. 


4-397-365 
4-405-600 


4-404-882 


4-404-916 
4-405-750 


6-042-100 
6-042-105 
6-042-110 
6-167-900 


4-451-000 


4-273-905 
6-124-920 


6-125-700 
4-018-856 


Each 
Each 


Each 


Each 
Each 


Each 
Each 
Each 
Each 


Each 


Each 
Each 


Each 
Set 


PRELIMINARY EDITION 


+ SR SRS 


SRR SR SSR SRK 


OG-I 


JULY 1947 


1 2 3 4 Seis 1 2 3 4 [atl 6 
Former Ratio Former | Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy ; Code | Iden. 
Stock Unit Stock No. Unit Symbol) or Stock Unit Stock No. Unit Symbol or 
No. Equiv No. Equiv. 
{ 
5-1370 One D1 5-2270 One D1 
5-1380 One D1 5-2280 One D1 
5-1385 One ; D1 5-2285 One D1 
5-1390 One D1 5-2290 One D1 
5-1430 One D1 5-2340 One D1 
5-1435 One D1 5-2380 One D1 
5-1440 One D1 5-2385 One D1 
5-1450 One D1 5-2480 One . D1 
5-1455 One D1 5-2485 One D1 
5-1460 One D1 5-2580 One D1 
5-1470 One D1 5-2585 One D1 
5-1480 One D1 5-2680 One D1 
5-1485 One D1 5-4000 Each 4-014-010 Each # 
5-1490 One D1 5-4001 Each 4-117-650 Each # 
5-1530 One D1 5-4002 Each 4-185-225 Each # 
5-1535 One D1 5-4003 Each 4-391-100 Each # 
5-1540 One D1 5-4004 Each 4-017-100 Each # 
5-1550 One D1 5-4005 Each 4-018-600 Each # 
§-1555 One D1 5-4006 Each 4-114-975 Each # 
5-1560 One D1 5-4007 Each 4-130-010 Each R5 # 
5-1570 One D1 5-4008 Each 4-185-240 Each R5 # 
5-1580 One D1 5-4009 Each 4-030-425 Each R5 # 
5-1585 One D1 5-4010 Each 4-185-250 Each R5 # 
5-1590 One Di 5-4011 Each D1 
5-1630 One D1 5-4012 Each D1 
5-1635 One D1 5-4014 Each 4-287-050 Each # 
5-1640 One D1 5-4015 Each 4-317-525 Each R5 # 
5-1650 One D1 5-4016 Each 4-317-650 Each R5 # 
5-1660 One D1 5-4017 Each 4-398-180 Each 5R # 
5-1670 One D1 5-4018 Each 4-398-200 Each RS # 
5-1680 One D1 5-4019 Each 4-401-300 Each R5 # 
5-1685 One D1 5-4020 Each 4-401-325 Each R5 # 
5-1690 One D1 5-4021 Each 4-401-340 Each R5 # 
5-1730 One D1 ! 5-4022 Each 4-030-300 Each # 
5-1735 One D1 5-4023 Each 4-030-460 Each # 
5-1740 One D1 5-4024 Each 4-355-664 Each R5 # 
5-1750 One D1 5-4025 Each 4-473-600 Each # 
5-1770 One D1 5-4026 Each 4-473-625 Each R5 # 
5-1780 One D1 5-4027 Each 4-383-100 Each R5 # 
5-1785 One D1 5-4028 Each 4-130-050 Each R5 # 
5-1790 One D1 5-4029 Each 4-130-055 Each R5 # 
55-1830 One D1 5-4030 Each 4-130-058 Each R5 # 
5-1835 One D1 5-4031 Each 4-130-060 Each R5 # 
5-1840 One D1 5-4032 Each 4-398-140 Each R5 # 
5-1870 One D1 5-4033 Each 4-288-120 Each # 
5-1880 One D1 5-4034 Each 4-288-620 Each # 
5-1885 One D1 5-4035 Each 4-289-120 Each # 
5-1890 One D1 5-4036 Each 4-383-175 Each R5 # 
5-1935 One D1 5-4037 Each 4-210-200 Each # 
5-1940 One D1 5-4038 Each 4-382-400 Each # 
5-1970 One D1 5 4039 Each 4-382-875 Each # 
5-1980 One D1 5-4040 Each 4-398-100 Each # 
5-1985 One D1 5-4041 Each 4-398-750 Each # 
5-1990 One D1 5-4042 Each 4-108-025 Each R5 # 
5-2140 One D1 5-4043 Each 4-275-810 Each R5 # 
5-2170 One D1 5-4044 Each 4-275-830 Each Re ae 
5-2180 One D1 5-4045 Each 4-314-175 Each # 
5-2185 One D1 5-4046 Each 4-273-840 Each # 
5-2190 One D1 5-4047 Each 4-384-020 Each # 
5-2240 One D1 5-4048 Each 4-401-315 Each R5 # 
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NAVY 


CONV. 
TABLE JULY 1947 
1 2 3 4 5 6 
Former Ratio 
Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or 
No. quiv. 
5-4049 Each 4-392-500 Each # 
5-4050 Each 4-392-525 Each R5 # 
5-4051 Each 4-338-660 Each # 
5-4052 Each 4-338-500 Each # 
5-4053 Each 4-357-345 Each # 
5-4054 Each 4-425-600 Each R5 # 
5-4055 Each 4-425-100 Each R5 # 
5-4056 Each 4-339-500 Each R5 # 
5-4057 Each 4-345-000 Each R5 # 
5-4058 Each 4-344-000 Each R5 # 
5-4059 Each 4-185-245 Each R5 # 
5-4060 Each D1 
5-4061 Each 4-183-500 Each # 
5-4062 Each D1 
5-4063 Each 4-196-050 Each # 
/ 
5-4064 Each D1 
5-4065 Pair 4-317-080 Pair R5 # 
5-4066 Pair 4-317-160 Pair R5 # 
5-4067 Each 4-355-690 Each # 
5-4068 Each 4-382-150 Each # 
5-4069 Each 4-382-350 Each # 
5-4070 Each D2 
5-4510 Each By 
5-4704 Box D1 
5-4706 Box D1 
5-4708 Each 7-818-475 Each R5 # 
5-4709 Set 7-821-550 Set R5 # 
5-4710 Card 7-879-000 Card R5 # 
5-4716 Each Di 
5-4806 Each Di 
5-4809 Each D1 
5-4811 Each D1 
5-4813 Each Di 
5-4815 Each Di 
5-4816 Each Di 
5-4817. Each D1 
5-4820 Each Di 
5-4823 Each D1 
CLASS 6 
6-005 One 7-150-425 Each R5 # 
6-010 One D1 
6-015 One 7-710-945 Each # 
7-711-000 
6-020 One 7-709-220 Each # 
7-709-225 
6-025 One 4-029-150 Each # 
7-710-225 
6-027 One 7-153-100 Each R5 # 
6-028 One 7-153-110 Each R5 # 
6-029 One 7-153-060 Each R5 # 
6-030 One 7-158-065 Each R5 # 
6-031 One 7-153-070 Each R5 # 
6-032 One 7-153-075 Each RS # 
6-035 One 7-717-025 Each # 
7-717-030 
6-040 One D2 
6-045 One 7-158-000 Each # 
6-050 One 7-720-326 Each # 
7-720-327 
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Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol! or 
No. Equiv 
6-055 One 7-731-155 | Each 7 
6-060 One 7-730-975 Each # 
7-731-150 
6-065 One 7-158-325 Each R5 # 
6-070 One D1 
6-075 One 7-754-700 Each # 
6-080 One 5-174-015 Each # 
6-082 One Di 
6-085 One D1 
6-086 One D1 
6-087 One D1 
6-090 One 3-208-100 Each # 
6-091 One D1 
6-095 One D2 
6-100 One 7-160-005 Each R5 # 
6-105 One 7-160-010 Each R5 # 
6-110 One 7-160-015 Each R5 # 
6-115 One 7-819-000 Each RS # 
6-120 One 7-822-075 Each i 
7-822-080 
6-125 One 7-829-510 Each R5 # 
6-130 One 7-827-075 Each # 
7-827-080 
6-135 One D1 
6-136 One Di 
6-140 One 7-837-810 Each # 
6-145 One 7-837-905 Each # 
6-150 One 9-313-125 Each R5 # 
6-151 One Di 
6-155 One 7-152-810 Each eee 
6-160 One 7-163-005 Each R5 # 
6-165 One 7-163-010 Each R5 # 
6-170 One 7-165-005 Each R5 # 
6-171 One 7-165-305 Each R5 # 
6-175 One 7-165-010 Each RS ¢ 
6-176 One 7-165-310 Each R5 
6-180 One 7-169-000 Each RS # 
6-185 One 7-352-465 Each # 
7-352-466 
6-190 One 7-879-945 Each # 
7-879-950 
6-195 One D1 
6-200 One 7-884-135 Each RS # 
6-205 One 7-344-000 Each # 
7-344-005 
6-209 One 7-888-700 Each # 
6-210 One 7-888-650 Each # 
6-215 One 7-889-000 Each # 
6-220 One 7-172-000 Each RS # 
6-225 One 7-172-325 Each R5 # 
6-230 One 7-172-360 Each RS # 
6-235 One D2 
6-240 One 7-081-590 Each # 
7-081-610 
6-245 One 7-084-525 Each 


7-086-975 


7-088-000 
7-088-050 


7-178-000 


OG-I 


OFIMEDICATIMA ‘ow 
Nt a dA eee CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 | 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden 
Stock Unit Stock No. Unit Symbol) or Stock Unit Stock No. Unit Symbol or 
No. Equiv No. Equiv 
6-270 One 7-178-075 Each RS # 7-153 O 
6275... One 7-940-000 Each f 7155. One Be 
7-940-150 7-160 One D2 
6-280 One 7-939-945 Each # 7-165 One D2 
7-939-975 7-170 Box D2 
6-285 One 7-942-975 Each # 
7-943-000 7-175 One D2 
6-290 One 7-944-090 Each # 7-180 Box D2 
7-944-092 et yee D2 
6-291 One D1 meas ue pee 
6-295 ee 7-945-500 Each # 
6-296 ne D1 
eam. One 4. 7208 Set 4-400-950 Set eae 
6-4005 One 7-706-000 Each RS # ins f 
6-4010 One 7-707-000 Each RS # 
6-4020 Each D1 CLASS 8 
6-4035 Each 7-715-405 Each # 
64040 Each 7-002-000 Each # 8-005 One D2 
6-4055 Each D1 8-006 One D2 
8-007 One 12 
6-4060 Each 7-006-505 Each R5 # 
6-4065 Each Ue apn Each R5 # 
6-4080 Each -157-810 Each RS # LASS 
6-4090 Each 7-043-025 Each # scene 
6-4095 Yard 7-158-750 Yard R5 # 9-005 One 4-048-200 Each f 
6-4165 Each 7-384-000 Each : ao GE 1906128 Each i 
6-4210 Each 7-427-500 Each # 9-012 One 7-996-285 Each # 
aoe ee et 9-015 One 7-996-465 Each f 
6-4245 Each 7-185-000 Each R5 # 9-020 One 3-401-800 Each f 
L - ne -522-200 Each # 
co Ee te 9-030 One 3-522-300 Each f 
9-035 One 3-735-400 Each # 
7-005 One D2 re -863- 
7-010 One 7-718-610 Each 2 oe oe See to f 
api oo alee Each ' 
-020 ne -718-630 Each 
7-025 One 7-718-640 Each # CLASS 10 
-. & BS eo! On 9.403.425 Fach Bee 
-035 ne D2 : ne ~4909- ac 
7-040 One D2 10-015 One 3-421-700 Each R5 # 
7-045 Pkg D2 10-020 One 3-193-200 Each # 
7-050 Set D2 10-025 One D1 
7-055 100/Pkg D2 10-030 One 9-195-500 Set ff 
7-060 ne D2 10-035 One 3-642-100 Each # 
7-065 50/Box D2 10-040 One D1 
7-070 100/Box D2 10-045 One D1 
7-075 100/Box D2 10-050 One 3-406-500 Each # 
7-080 4 Oz Bot D2 ‘i 426. 
7-085 4 Oz Bot D2 (eas) Ore 3437-100 Each / 
7-090 Bottle b2 10-065 One 3-583-000 Each é 
7-095 One D2 10-070 One 3-840-200 Each # 
7-100 One D2 10-075 One 3-844-100 Each RS # 
LG too pit ee 10-080 One 3-856-900 Each Rosy 
7-115 One D2 
7-120 Sheet D2 
7-125 Box D2 CLASS 11 
7-130 Ream D2 11-005 2 Dwt Pkg = 5-800-250 ~=Each # 
7-135 Ream D2 11-010 2 Dwt Pkg 5-800-450 Each # 
7-140 Ream D2 11-015 2 Dwt Pkg = 5-800-350 Each # 
7-145 Jar D2 11-020 Bar 5-801-250 Each # 
7-150 One D2 11-025 Bar 5-801-450 Each # 
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Unit 


Length 
10 Dwt 


1/10 Oz Bot 


5 Dwt Pkg 
2 Dwt Pkg 


1 Dwt Pkg 
2 Dwt Pkg 
2 Dwt Pkg 
2 Dwt Pkg 
2 Dwt Pkg 


6 Dwt 8 Grs 


4 Dwt Pkg 


3 Dwt 9 Grs 


4 Dwt Pkg 


3 Dwt 22 Grs 


4 Dwt Pkg 


2 Dwt 10 Grs 


4 Dwt Pkg 
4 Dwt 
Package 


1 Oz Pkg 

5 Oz Pkg 
100/Box 

1 Oz Bottle 
6/Box 


2/Set 
2/Set 
36/Box 
2/Set 
One 


100/Box 
1 Lb Cart 
100/Pkg 
100/Box 
100/Box 


100/Box 
100/Box 
Sheet 
12/Pkg 
Roll 


175 /Box 
225/Box 
12/Box 
12/Box 


One 


One 


JULY 1947 


3 


Army-Navy 
Stock No. 


5-801-650 
5-802-350 
5-804-450 
5-804-350 


5-802-550 
5-805-250 
5-805-450 
5-805-650 
5-805-850 


5-806-575 
5-806-550 
5-806-475 
5-806-450 
5-806-675 


5-806-650 
5-806-775 
5-806-750 
5-806-950 
5-182-250 


5-002-000 
5-002-050 
5-167-150 


1-405-010 


5-357-725 


5-015-150 


5-513-250 
5-015-250 


5-520-150 
5-523-950 


5-015-323 
5-015-325 
5-016-050 
5-016-150 


5-017-750 
5-023-550 
5-027-850 
5-027-950 


5-027-750 


5-031-000 
5-029-050 


5-033-000 
5-035-000 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Package 


1 Oz Pkg 
5 Oz Pkg 
100/Box 


6/Box 


Each 


100/Box 


100/Pkg 
100/Box 


12/Pkg 
Roll 


175/Box 
225/Box 
12/Box 
12/Box 


Each 
Each 
12/Pkg 
12/Pkg 


12/Pkg 


Each 
Each 


6/P 
6/Pkg 


Di 


D1 


a a 


SR SR SR SR SR SR SR SRS SR SRS SRS 


a ai Sh 


SRR SR SR SSK 


SR SR SR SR 


SRR SRK 


3 


Army-Navy 
Stock No. 


5-036-000 


5-037-000 
5-039-000 


5-041-000 


5-043-000 


5-044-000 
5-045-000 


5-052-000 


5-053-000 
5-053-250 
5-054-000 
5-055-000 
5-057-000 


5-059-000 


5-095-050 
5-098-990 


5-061-000 


5-063-000 
5-064-000 


5-065-000 
5-066-000 


5-069-000 


5-071-000 


'5-072-000 


PRELIMINARY EDITIO 


6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 


6/Pkg 
6/Pkg 


6/Pkg 


6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 


6/Pkg 


6/Pkg 
6/Pkg 


Code | Iden. 
Symbol) or 
Equiv. 
D1 
t 
D1 
D1 
# 
t 
D1 
D1 
# 
D1 
# 
D1 
D1 
# 
# 
D1 
D1 
D1 
D1 
D1 
BB). 
D1 
D1 
D1 
Di 
D1 
D1 
# 
D1 
D1 
# 
# 
# 
# 
t 
D1 
D1 
t 
D1 
D1 
# 
it 
D1 
D1 
# 
D1 
Di 
# 
# 
D1 
Di 
# 
Di 
# 
Di 
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U CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden Navy Army-Navy ‘ode || Iden. 
Stock Unit Stock No. Unit Symbol! or Stock Unit Stock No. Unit Symbol! or 
No. Equiv No. Equiv. 
11-550 6/Pkg D1 11-835 Set D1 
11-555 6/Pkg D1 11-840  30/Box 5-231-150  30/Box # 
11-560  6/Pkg D1 11-845  12/Box 5-229-700 12/Box # 
11-565 6/Pkg D1 11-850 100/Box 5-232-150 100/Box # 
11-570 6/Pkg D1 11-855  100/Box 5-232-550 100/Box # 
11-575  6/Pkg D1 11-860  100/Box D1 
11-580  6/Pkg D1 11-865 100/Box D1 
11-585  6/Pkg Di 11-870 Tray 5-230-000 525/Box # 
11-590 6/Pkg D1 11-875 One 5-236-050 Each # 
11-595  6/Pkg D1 11-880 One 5-280-000 Each # 
11-600  6/Pkg D1 11-885 One D1 
11-605 6/Pkg D1 11-890 One D1 
11-610  6/Pkg 5-082-000 6/Pkg f 11-895 One 5-280-005 Each # 
11-611 6/Pkg D1 11-900  6/Pkg 5-303-150  6/Pke # 
11-615 6/Pkg 5-083-000 6/Pkg # 11-905  6/Pkg 5-302-650 6/Pke # 
E were 11-910 Container 5-311-000 100 Yd Spl # 
on ope ever: ofthe D1 y 11-915 %OzJar  5-311-350 1 Oz Jar Ri 2:1 
11-625 6/Pkg 5-088-000 6/Pkg 2 nage dhe Bot 1-204-895 1 Oz Bot in # 
1-630 6/Pk 5-089-000  6/Pk ¢ 
; 1-635 CrP Ee 5.096.050 orp : 11-930  36/Box 5-326-510  36/Box # 
11-640 10zBot  5-658-150 1 Oz Bot F beac, ane aeaaeere < “jar. | Vi 
11-940 Tube 5-332-150 Jar # 
S Di g 
11-655 15 CC Bot 11-951 Pkg 5-362-450 12/Pkg # 
11-660 1 Oz Pkg 5-142-350 1 Oz Pkg é 
: 11-955 Lb Box  5-362-710 1% Lb Box e 
11-665 = 1 Oz Pk 5-142-450 1 Oz Pkg t 11-960 %LbBox  5-362-730 1% Lb Box # 
11-670 15 CC Bot D1 11-962 %LbCan  5-362-740 14 Lb Box # 
11-675 One 5-413-050 Each # 11-965 14LbBox  5-362-700 1% Lb Box # 
11-680 One 5-347-150 Each a 11-970 Box 5-362-770 Pkg # 
11-685 %0OzPkg  5-133-050 1% Oz Pkg # 
11-975 One Di 
11-690 %0OzPkg  5-134-050 1% Oz Pkg 2 11-976  3144LbCont 5-366-500 314 Lb Can # 
11-695 %0OzPkg  5-137-050 16 Oz Pkg # 11-980 Lb 5-367-550 Pail R1 30:1 
11-700 4 Oz Pkg 5-138-050 4% Oz Pkg # (310 Lb 
11-705 %OzPkg  5-136-050 14 Oz Pkg 2 Tins) 
11-710 %OzPkg  5-135-050 1% Oz Pkg t 11-985 4 Oz Bot 5-374-050 14 Lb Bot 2 
11-990 ne 7-973-920 Each ~ 
11-715 4 Oz Pkg D1 
11-720 4 Oz Pkg D1 11-995 One D1 
11-725 4 Oz Pkg D1 11-1000 One D2 
11-730 15 CC Bot D1 11-1005 Tube D1 
11-735 Pkg D1 11-1006 Box D1 
11-1010 6/Box 5-407-000 6/Box # 
- 5-392-150 1 Oz Tube 
ised ala eS 11-1015  6/Box 5-408-000  6/Box r 
11-750 One 5-179-000 Each # 11-1020 6/Box 5-407-250 6/Box # 
11-755 Box D1 11-1025 6/Box 4-408-250 6/Box # 
11-760 One D1 11-1030 One 5-502-000 Each # 
11-1035 One 5-418-005 Each # 
11-765 One D1 
oe oe 5-421-555 Each a 11-1050 One 5-419-350 Each F 
tae: Oae Di 11-1055 500/Box 5-420-700  500/Box # 
: ud 11-1060 Doz D1 
11-790 Box 5-181-550 2500/Box # 11-1065 Doz D1 
11-795 — 100/Pkg 5-184-050  100/Pkg # 11-1070 Doz 5-421-150 12/Box 
11-800 100/Pkg 5-183-000  100/Box # 114678: 4 Gal Tia D1 
11-805 One 5-188-050 Each t 11-1077. 3 Oz Bot 5-421-430 3 Oz Can 
11-810  100/Pkg 5-189-000 100/Pkg # 11-1080 One D1 
11-815  12/Box 5-190-050 12/Box # 11-1085 _ Roll 5-423-150 Roll # 
11-820 12/Box D1 11-1090 _ Roll Bhs 
11-825 1 Oz Bot Di 11-1095 30zTube  5-000-300 3 Oz Tube # 
11-830 10 Unit Pkg 5-517-550 10 Unit Pkg # 11-1100 Tu 1-069-745 Tube # 
11-831 10 Unit Pkg 5-517-050 10 Unit Pkg # 11-1105 One 5-424-350 12/Box Resi 134 
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NAVY 
CONV. 
TABLE JULY 1947 
1 2 3 
Former 
Navy Army-Navy 
Stock Unit Stock No. 
No. 
11-1110 One 5-024-750 
11-1115 One 
11-1120 One 5-419-550 
1125p 5-425-150 
11-1130 Lb 
11-1134 Container 2-037-235 
11-1135 2-037-205: 
136" cb 
11-1140  150/Box 5-454-150 
11-1145 200/Box 5-454-650 
11-1150 12/Box 5-465-150 
11-1155 12/Box 5-456-150 
11-1160 12/Box 5-460-000 
11-1165 12/Box 
11-1170 12/Box 
11-1175 12/Box 
11-1180 12/Box 5-454-950 
11-1185 12/Box 5-455-000 
11-1190 12/Box 5-484-150 
11-1195 12/Box 5-476-150 
11-1200 12/Box 5-480-000 
11-1205 12/Box 
11-1210 12/Box 
11-1215 12/Box 
11-1220 12/Box 5-470-150 
14=1225-" 12)/Box 5-475-000 
11-1230 6/Box 5-450-650 
11-1235 100/Box 
11-1240 Lb 5-502-200 
11-1245 100/Bot 
11-1259  100/Bot 1-384-005 
11-1255. “Rke 5-555-150 
11-1260 1 Lb Cart 5-506-150 
11-1265 @24- Lb Cart 5-506-650 
11-1270 4 Oz Tin 
112753 -1.Oz Bot 1-235-185 
11-1280 One 
11-1285 One 
11-1290 One 
11-1295 One 
11-1300 One 5-528-000 
11-1305 .3 Ft Roll 5-530-150 
11-1310 One 5-157-050 
11-1315 One 5-159-000 
11-1320 One 5-160-000 
11-1325 One 5-161-050 
11-1330 One 5-162-050 
11-1335 One 5-163-050 
11-1340 One 5-163-550 
11-1345 One 5-164-000 
11-1350 One 5-165-050 
11-1355 Sheet 
11-1360 1% Lb Box 
11-1365 1% Lb Box 
11-1370 4% Lb Box 
11-1375 . 144 Lb Box 
} 11-1380 12/Box 
11-1385 12/Pkg 5-538-250 
11-1390 One 5-538-150 
11-1395 12/Pkg 
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= 
4 5 6 
Ratio 
Code | Iden. 
Unit Symbol| or 
Equiv. 
Each # 
D6/_ # 
(5-419-550) 
Each # 
5 Lb'Can Ri 254 
D1 
Pail # 
5 Lb:Can R1 Brel 
D1 
150/Box # 
200/Box # 
6/Box R1 1°32 
6/Box R1 1:2 
6/Box R1 aieZ 
D1 
D1 
D1 
6/Pkg R1 1:2 
6/Pkg R1 2 
6/Pkg R1 182 
6/Pkg R1 1°32 
6/Pkg R1 1:2 
D1 
D1 
D1 
6/Pkg R1 1.32 
6/Pkg R1 <2 
6/Pkg R1 221 
D1 
4144 Lb Can Ri 10:2 
(110 Lb 
Tin) 
D1 
100/Bot # 
Pkg 
Lb Cart # 
1 Lb Can # 
D1 
1 Oz Bot # 
D1 
D1 
D1 
D1 
1 Oz Stick # 
9 Ft Roll R1 oe 
Each # 
Each # 
Each # 
Each # 
Each # 
Each # 
Each # 
Each # 
Each # 
D1 
D1 
D1 
D1 
D1 
Di 
12/Pkg # 
Each # 
: D1 


11-1400 
11-1401 
11-1405 
11-1410 
11-1415 


11-1420 
11-1425 
11-1426 
11-1430 
11-1435 


11-1440 
11-1445 
11-1450 
11-1455 
11-1460 


11-1465 
11-1470 
11-1475 
11-1480 
11-1485 


11-1490 
11-1495 
11-1500 
11-1505 
11-1510 


11-1515 
11-1520 
11-1525 
11-1530 
11-1535 


11-1540 


11-1550 
11-1555 
11-1558 
11-1559 


11-1560 
11-1561 
11-1565 
11-1570 
11-1575 


11-1580 
11-1585 
11-1590 
11-1595 
11-1600 


11-1605 
11-1610 
11-1615 
11-1620 
11-1625 


11-1630 
11-1635 
11-1640 
11-1645 
11-1650 


11-1655 
11-1660 
11-1665 
11-1670 
11-1675 


35 Lb Cont 
12/Box 
Roll 


Gross 
Gross 
Gross 
Gross 
Gross 


Tube 
One 

One 

One 

1 Oz Box 


1 Lb Pkg 
1 Lb Pkg 


32 /Box 
32/Box 
Box 

14 Lb Box 
1 Oz Box 


36/Box 


Army-Navy 
Stock No. 


5-362-150 
5-558-650 
5-562-000 


5-311-450 


5-576-000 
5-577-015 


5-582-500 
5-578-000 


3-760-400 
5-019-000 


5-596-150 
5-777-850 


5-111-017 
5-111-020 


5-111-019 
5-111-016 
5-111-018 
5-647-150 


5-670-150 
5-671-000 


5-672-000 


5-672-150 
5-673-750 
5-674-000 
5-674-750 
5-676-150 
5-677-000 
5-677-250 


5-677-450 


5-679-650 
5-680-150 


5-682-150 


5-684-150 
5-688-150 


Unit 


Each 
6/Set 
Each 

Y% Oz Jar 
Pkg 

35 Lb Pail 


12/Box 
45 Ft Roll 


12/Pkg 
Each 


Each 
1 Oz Box 


Each 
Each 


Each 
Each 
Each 
Stick 


Box 
Box 


1 Lb Box 


330/Box 
1 Oz Box 
2 Oz Box 
2 Oz Box 
100/Box 
Each 

Each 


Each 


Each 
Each 


Each 


Each 
36/Box 


Di 


D1 


Di 


R7 
D1 


D1 
D1 


D1 
D1 


D1 


3655 SR 


SRR SR 


SHS SR SIR SR SSE 


Se SRSRSRSRSRO SRO OSA 


SH 


11-1680 
11-1685 
11-1690 
11-1695 
11-1700 


11-1705 
11-1710 
11-2200 
11-2210 
11-2340 


11-2341 
11-3010 
11-3210 
11-3540 
11-3760 


11-3780 
11-3920 
11-3950 
11-4720 
11-4725 


12-005 
12-010 
12-015 
12-020 
12-025 


12-030 
12-035 
12-040 
12-045 
12-050 


12-055 
12-060 
12-065 
12-070 
12-075 


12-080 
12-081 
12-082 
12-085 
12-090 


12-095 
12-100 
12-101 
12-105 
12-110 


12-111 
12-112 
12-115 
12-120 
12-125 


12-130 
12-135 
12-140 
12-145 
12-150 


12-155 
12-160 
12-165 
12-170 
12-175 


OG-l 


Spool 
Cylinder 
Each 


Army-Navy 
Stock No. 


1-133-000 


5-693-150 
5-694-150 
5-175-450 
5-175-650 
5-249-700 


5-249-800 
5-365-205 
5-431-150 
5-551-150 
5-022-800 


5-176-000 
5-644-055 
5-207-000 


CLASS 12 


5-109-050 
5-112-050 
5-115-250 


5-436-000 
5-436-550 
5-437-000 
5-438-000 
5-439-000 


5-007-050 
5-010-050 
5-011-000 
5-01 3-000 
5-013-150 


5-020-000 
5-010-060 


5-107-150 
5-107-550 


5-108-150 
5-111-005 


5-115-550 
5-143-000 


5-143-000 


5-148-700 
5-149-500 
5-150-500 


5-151-050 
5-151-550 
5-147-550 


5-148-050 
5-582-700 


5-358-250 
5-196-550 


1 Lb Bot 


Each 
50/Pkg 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Spool 


Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 
Each 


Each 


Set 
Each 


D1 


SRS OOS SRSSRSRSSE SSR SR SR SK 


SH SR SHR 


SRR SR SRR SRR CSR SR SRS SRSSRSRSRSR SRS SRS SR 


SRS SRO SRS SK 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


2/Set 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


: CONV. 
JULY 1947 TABLE 
3 4 5 6 
Ratio 
Army-Navy Code | Iden. 
Stock No. Unit Symbol or 
Equiv. 
5-196-600 Each a 
5-196-740 Each # 
5-196-770 Each # 
5-206-000 Each R5 # 
5-241-050 Each # 
5-241-550 Each # 
5-246-500 Each # 
5-247-550 Each # 
5-248-050 Each # 
5-248-150 Each # 
5-243-550 Each # 
5-244-050 Each # 
5-243-050 Each # 
5-242-550 Each # 
5-244-550 Each # 
5-245-050 Each # 
5-252-500 Each ff 
D1 
5-364-425 Each R5 # 
5-364-450 Each RS # 
D1 
5-260-050 Each R5 # 
5-261-050 Each R5 # 
D1 
D1 
D1 
D1 
D1 
D1 
5-266-050 Each R5 # 
5-267-050 Each R5 # 
5-285-050 Each # 
D1 
5-289-000 Each R5 # 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
D1 
5-310-750 2/Set R5 # 
5-703-000 Each # 
5-317-500 Each # 
5-317-750 Each # 
© 5-318-050 Each ey 
5-318-450 Each # 
D1 
D1 
5-322-000 Each # 
5-324-000 Each # 
5-325-000 Each # 
5-325-550 Each a 
D1 
5-326-410 Each # 
D1 
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PRELIMINARY EDITION 


JULY 1947 


3 


3 


Army-Navy ; Navy Army-Navy Code | Iden 
Stock No. Stock Unit Stock No, Unit Symbol) or 
No. Equiv. 
12-765 Set D1 
5-313-150 12-770 One 5-421-750 Each R5 
12-775 One D1 
3-375-400 12-780 One 5-421-125 Each RS # 
12-785 One 5-421-110 Each RS # 
5-328-050 12-790 One D1 
12-791 One 5-421-350 Each R5 # 
5-352-150 12-793 One 5-434-150 Each # 
5-353-050 12-795 One 5-433-000 Each # 
12-800 One Di 
5-355-000 12-805 One 5-427-480 Each # 
5-358-050 12-810 One 5-430-150 Each # 
5-358-150 12-815 One D1 
12-820 One D1 
5-385-050 12-825 One 5-426-150 Each RS 
12-830 One 5-435-000 Each # 
12-835 One D1 
12-840 One 5-434-550 Each # 
12-560 One 5-365-305 Each RS # 12-845 One 5-444-000 Each RS # 
12-565 One 5-363-150 Each a 12-850 One 5-445-000 Each RS) 
12-570 One 5-363-175 Each Ro. ¢ 12-855 One 5-446-000 Each R5 # 
12-575 One 5-363-305 Each ‘RS # 12-860 One 5-447-000 Each RS » #¢ 
12-580 One 5-363-350 Each Sc: oe 12-865 One 5-448-000 Each R5 2 
12-585 One 5-363-405 Each R5 # 12-870 One 5-449-000 Each RS... § 
12-590 One 5-363-450 Each R5 # 12-875 One Di 
12-595 One 5-363-505 Each R5 # 12-880 One 5-504-000, Each R5.- ¢ 
12-600 One 5-363-550 Each R5 # 12-885 One 5-300-150 Each RS # 
12-605 One 5-363-605 Each Reo oe 12-890 One 5-300-6 Each RS.:c g 
12-610 One 5-363-650 Each R5 -# 12-895 One 5-301-150 Each R5:); ¢ 
12-615 One 5-363-705 Each RS ¥ 12-900 One 5-301-650 Each R5 # 
12-620 One 5-363-750 Each RSF 12-905 One 5-372-350 Each BS. of 
12-625 One 5-363-805 Each . RS # 12-910 One 5-372-450 Each RS 7: -# 
12-630 One 5-363-850 Each R5 # 12-915 One 5-372-550 Each RS 
12-635 One 5-363-905 Each RS # 12-920 One 5-409-550 Each RSs oe 
12-640 One 5-563-950 Each RS  # 12-925 One 5-409-050 Each RS # 
12-645 One 5-364-025 Each R5 = # 12-930 One D1 
12-650 One 5-364-050 Each RS: § 12-935 One 5-545-450 Each Ut Mae 
12-655 One 5-364-125 Each RS": ¥ 12-940 One 5-545-550 Each Og 
12-660 One 5-364-150 Each RSF 12-945 One Di 
12-665 One 5-364-225 Each R5 \-# 12-950 One D1 
12-670 One 5-364-250 Each RS # 12-955 One Di 
12-675 One 5-364-350 Each R5 # 12-960 One D1 
12-680 One 5-365-050 Each RS. is 12-965 One Di 
12-685 One 5-365-150 Each R5 # 12-970 One D1 
12-690 One D1 12-975 One Di 
12-695 One Di 12-980 One D1 
12-700 One 5-365-350 Each RS 12-985 One 5-513-150 Each # 
12-705 One 5-365-405 Each Ro: 12-990 One 5-516-150 Each # 
12-710 One 5-365-450 Each RS. 8 12-995 One 5-524-400 Each # 
12-715 One 5-372-000 Each RS # 12-1000 One 5-524-500 Each # 
12-720 (One 5-371-050 Each RS’ # 12-1005 One 5-316-000 Each # 
12-725 One 5-372-000 Each RSs 12-1010 One 5-362-000 Each RS # 
12-730 One 5-373-000 Each RS ¥$ 12-1015 One 5-508-150 Each # 
12-735 One 5-402-050 Each # 12-1020 One 5-541-010 Each # 
12-740 One 5-411-000 Each # 12-1025 One 5-541-150 Each RS ¢ 
12-742 One D1 12-1030 One - D1 
12-745 One 5-519-000 Each # 12-1035 One 5-545-150 Each RS # 
12-750 One Di 12-1040 One 5-545-250 Each RS ce 
12-755 One D1 12-1045 One Di 
12-760 Set Di 12-1050. 5-547-150 


OG-! 


1 2 3 4 8 6 
Former Ratio 
Navy Army-Navy Code "| Iden 
Stock Unit Stock No. Unit Symbol! or 
No. Equiv 
12-1055 One 5-548-150 Each a 
12-1060 One 5-549-150 Each # 
12-1065 One D1 
12-1070 One D1 
12-1075 One 5-557-000 + Each # 
12-1080 One D6/ # 
(5-559-500) 
12-1085 One D1 
12-1090 One 5-559-500 Each # 
12-1095 One 5-563-150 Each R5 # 
12-1100 One Die 
12-1105 One 5-568-000 Each R5 # 
12-1110 One 5-570-000 Each R5 # 
12-1115 One 5-569-000 Each R5 # 
12-1120 One 5-572-000 Each RS5 # 
12-1125 One 5-571-000 Each R5 # 
12-1130 One 5-419-400, Each # 
12-1135 One D1 
12-1140 One D1 
12-1245 One D1 
12-1150 One 5-617-150 Each # 
12-1155 One D1 
12-1160 One D1 
12-1165 One D1 
12-1170 One D1 
12-1175 One 5-624-150 Each R5 # 
12-1180 One 5-624-650 Each R5 # 
12-1185 One 5-625-150 Each R5 # 
12-1190 One D1 
12-1195 One D1 
12-1200 One D1 
12-1205 One 5-626-150 Each R5 # 
12-1215 One 5-641-150 Each R5 # 
12-1220 One 5-641-650 Each R5 # 
12-1225 One D1 
12-1230 One D1 
12-1235 One D1 
12-1240 One 5-642-150 Each R5 # 
12-1245 One D1 
12-1250 One D1 
12-1255 One 5-627-650 Each R5 # 
12-1260 One D1 
12-1265 One 5-628-150 Each R5 # 
12-1270 One D1 
12-1275 One 5-629-650 Each R5 # 
12-1280 One 5-630-150 Each R5 # 
12-1285 One 5-631-150 Each R5 # 
12-1290 One 5-630-650 Each R5 # 
12-1295 One 5-631-650 Each R5 # 
12-1300 One 5-632-150 Each R5 # 
12-1305 One 5-633-150 Each R5 # 
12-1310 One 5-632-650 Each R5 # 
12-1315 One 5-633-650 Each R5 # 
12-1320 4/Set D1 
12-1325 One 5-646-150 Each R5 # 
12-1330 One 5-422-005 Each R5 # 
12-1331 One D1 
12-1335 One D1 
12-1340 One D1 
12-1345 One 5-421-980 Each RS: -¥ 
12-1350 One Di 


OG-l 


13-005 


13-010 


13-015 
13-020 
13-025 


13-030 
13-035 
13-040 
13-045 
13-050 


13-055 
13-060 
13-065 
13-067 
13-070 


13-075 
13-085 
13-093 
13-094 
13-095 


13-100 
13-105 
13-110 
13-115 
13-120 


13-125 
13-130 
13-135 
13-137 
13-140 


13-145 
13-150 
13-155 
13-159 
13-160 


13-165 
13-170 
13-175 
13-180 
13-185 


100/Cont 
5 Gal Tin 
50/Cont 
One 

One 


4 Lb Tin 
One 
One 


One 
4 Lb Bot 


100/Cont 
One 
One 
One 
One 


One 

100/Cont 
2 Oz Tin 
2 Oz Tin 
4 Oz Tin 


One 
Pair 
12/Box 


12 Boxes/Tin 


Set 


One 
One 
One 
One 
Roll 


Cont 
100/Cont 


ne 
100/Bot 
100/Cont 


Yard 
Cake 
Cake 
100/Cont 
One 


3 


Army-Navy 
Stock No. 


5-652-250 
5-652-500 
5-421-475 


5-705-150 
5-022-400 
5-116-450 
5-365-250 


5-022-600 


CLASS 13 


1-009-985 
1-049-000 
1-054-750 
2-008-000 


9-114-125 
1-138-000 


1-148-985 
4-082-200 
9-198-125 
1-129-010 
1-204-050 
1-204-005 


4-275-520 
5-422-550 


7-864-635 
7-864-640 


1-339-905 
1-382-500 


3-624-100 


JULY 1947 


NAVY 
CONV. 
TABLE 
4 5 é 
Ratio 
Code | iden. 
Unit Symbol) or 
Equiv 
D1 
Each R5 # 
Each R5 # 
Each # 
Di 
D1 
D1 
D1 
D1 
D1 
D1 
Each ? 
Each R5 # 
Each # 
Each R5 # 
Each R5 # 
100/Bot # 
5 Gal Can # 
100/Bot R1 Ze 
12/Pkg Ried Zc 
D5 
D1 
D2 
D2 
Each # 
4 Lb Bot # 
100/Bot # 
D1 
Each # 
D1 
Each # 
D1 
100/Bot # 
2 Oz Can # 
D1 
4 Oz Can # 
D1 
D2 
D1 
D2 
Set # 
Each # 
Each wae 
Each # 
D1 
D2 
Each # 
100/Bot # 
D1 
D1 
D1 
Hank Rb 331 
D2 
D2 
D1 
D1 
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14-004 
14-005 


14-006 
14-010 
14-011 


14-015 


14-016 
14-020 
14-021 
14-025 


14-026 
14-030 
14-031 
14-035 
14-040 


14-045 
14-050 
14-051 
14-055 
14-056 


14-059 
14-060 


14-061 
14-065 
14-066 


14-070 
14-071 
14-075 
14-080 
14-081 


14-085 
14-086 
14-090 
14-091 
14-095 


14-100 
14-105 
14-106 
14-110 
14-111 


14-115 
14-120 
14-121 
14-125 
14-126 
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NAVY 
CONV. 
TABLE JULY 1947 
2 3 4 5 
Army-Navy Code 
Unit Stock No. Unit Symbol 
Tube 3-780-100 12/Pkg R1 
Tube 3-781-500 12/Pkg R1 
25/Pkg D7 
One D1 
One D1 
3 Oz Bot 1-412-125 3 Oz Bot 
One D1 
1 Oz Tube 1-501-990 1 Oz Tube 
CLASS 14 
One 9-218-750 Each R5 
One D6/ 
(9-218-750) 
One D1 
One 9-151-125 Each R5 
One Di 
One D6 
(9-218-750) 
One D1 
One 9-145-850 Each R5 
One D1 
One 9-305-125 Each 
One D1 
One 9-306-775 Each R5 
One D1 
One 9-105-125 Each 
One 1-199-650 Each R5 
One 9-526-775 Each R5 
One 9-262-825 Each 
One D1 
One 9-245-675 Each R5 
One D1 
One 9-522-675 Each 
One D6 
(9-522-675) 
One D1 
One D1 
One D1 
One 9-552-575 Each 
One D1 
One 7-098-150 Each 
One 9-265-175 Set 
One D1 
One 9-107-650 Each 
One D1 
One 9-108-975 Each 
One D1 
One 9-244-125 Set R5 
One 9-313-125 Each RS 
One 9-191-225 Each 
One D1 
One D5 
One D1 
One D5 
One 9-602-475 - Each RS 
One D1 
One 9-593-125 Each RS 
One D1 


S- 3 


SR 45 


$SS& Sk SR SE 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 


One 
One 
One 
One 


One 


One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


3 


Army-Navy 
Stock No. 


9-590-225 
9-563-225 
9-192-750 


9-193-125 
9-194-650 


9-144-450 
9-601-125 
9-486-625 


9-113-825 
9-195-175 


9-487-275 


9-183-325 
9-174-425 


9-189-975 
9-182-750 
9-576-375 


9-527-125 
9-480-875 


9-259-875 


9-521-125 


7-099-400 


9-300-350 
7-157-750 
7-157-985 


5-110-050 
9-127-975 
9-115-150 


Each 


Each 
Each 
Each 


Each 
Each 
Each 


Each 
Each 
Set 


PRELIMINARY EDITION 


SR SR SR 


SR SR SR SH Hs SH 


SR SR SR 


OG. 


14-405 


14-410 
14-415 
14-420 
14-425 
14-430 


14-435 
14-440 
14-445 
14-451 
14-455 


14-457 
14-460 
14-465 
14-470 
14-475 


14-480 
14-485 
14-490 
14-495 
14-500 


14-505 
14-510 
14-515 
14-520 
14-525 


14-530 
14-535 
14-540 
14-545 
14-550 


14-555 
14-565 
14-570 
14-575 
14-580 


14-585 
14-590 


OG-|! 


Army-Navy 
Stock No. 


9-176-625 


10-905-000 


9-149-925 
7-837-205 


9-121-325 


9-148-325 
9-116-775 
9-147-875 


9-117-125 


5-200-050 
7-084-275 


4-405-500 


7-085-400 


9-558-975 
4-427-120 
7-095-840 
6-167-285 


Set 


Each 


Each 
Each 


Each 


Each 
Each 
Each 


Each 


Each 
Each 


Each 


Each 


Each 
Each 
Each 
Each 


Unit 


D2 
D1 


# 


SH SR SR SHR 


Unit 


20/Box 


10/Pkg 
1 Pt Bot 


Ampul 

1 Oz Bot 

1 Qt Bot 
10/Box 

50 Gm Bot 


500 CC Bot 


One 
1 Lb Bot 
1 Pt Cart 
Vial 


20 CC Vial 
5 CC Vial 
5 CC Vial 
5 CC Vial 
5 CC Vial 


Pkg 

SEC Vaal 
GC Vial 
Vial 

20 CC Vial 


Vial 
Vial 
Vial 
Vial 
Vial 


Vial 
Vial 
Vial 
Vial 
Vial 


Vial 
Vial 
Vial 
Vial 
Vial 


Vial 
Vial 
Vial 
Vial 
Vial 


Vial 
Vial 
Vial 
Vial 
Vial 


Vial 
Vial 
Vial 
Vial 
Vial 


JULY 1947 


3 


Army-Navy 
Stock No. 


CLASS $1 


1-002-300 


1-346-540 
1-058-900 
1-060-875 
1-061-000 
1-386-570 
1-137-325 


1-088-500 
1-093-000 


1-098-502 
1-100-100 


1-592-010 
1-592-050 


1-607-000 


Unit 


20/Box 


D6/ 
(1-301-485) 


1 Oz Bot 


1 Pt Bot 


10/Pkg 
1 Lb Bot 


Each 
1 Pt Bot 


5 CC Bot 
GG. Bot 


20 CC Bot 


D1 


SRS 


Navy 
Stock 
No. 


$1-800 
$1-805 
$1-810 
$1-812 
$1-815 


S1-816 
$1-817 
$1-818 
$1-820 
S1-821 


$1-822 
$1-825 
S1-830 
$1-840 
$1-860 


S1-880 


$1-900 
$1-920 
$1-940 
$1-945 


$1-950 
$1-954 
$1-955 
$1-960 
$1-980 


$1-1000 
$1-1001 
$1-1002 
$1-1020 
$1-1025 


$1-1030 
$1-1040 
$1-1060 
$1-1080 
$1-1090 


S1-1095 
S1-1100 
S1-1105 
$1-1110 
S1-1111 


S1-1112 
$1-1113 
$1-1120 
$1-1130 
S1-1131 


$1-1132 
S1-1133 


$1-1135 
$1-1136 
$1-1140 


$1-1160 
S1-1180 
$1-1200 
$1-1220 
$1-1240 


S1-1260 
$1-1280 
$1-1280 
$1-1300 
$1-1320 
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Unit 


Vial 

5 CC Vial 
Syringe 
Syringe 
Pkg 


20 CC Vial 
60 CC Vial 
60 CC Vial 


10,000 Unit 
Vial 

Pkg P 

1 CC Vial 

10 CC Vial 

Vial 


20 CC Vial 
Pkg 

Pkg 

tCC Pky 
Pkg 


Syringe 
Vial 

Vial 

Pkg 

10 CC Vial 


10 CC Vial 
1O2C GEVial 
10 CC Vial 
10 CC Vial 
5 CC Vial 


3/Pkg 
Vial 

1 CE Vial 
1 CC Vial 
IeCGGiVial 


PCC Vial 
1 CC Vial 
Syringe 
Ampul 
Ampul 


Army-Navy 
Stock No. 


1-596-015 
1-596-260 
1-596-275 


1-598-380 


1-598-410 
1-601-500 


1-602-000 


1-603-050 
1-604-000 
1-604-000 


1-604-310 
1-604-775 
1-604-785 
1-606-275 


1-605-050 
1-065-505 


1-226-500 
1-605-825 
1-605-835 
1-605-875 
1-605-505 


200,000 Unit 1-606-810 


Vial 


200,000 Unit 1-606-755 


Vial 
Bottle 
Bottle 


Unit 


5 CC Bot 
Syringe 
Syringe 


25 Test Bot 


25 Test Bot 
20 CC Bot 


20,000 Unit 
Bottle 

50 Test Bot 

10 CC Bot 

10 CC Bot 


20 CC Bot 
Pkg 
Pkg 
1 CG Pke 


Bottle 


10 CC Bot 


10 CC Bot 
10 CC Bot 
10 CC Bot 
10 CC Bot 
10 CC Bot 


200,000 Unit 
Bottle 


200,000 Unit 
Bottle 


SRSRSK 


135 


SSR SR SR 


NM SESKRSKSK SKS 


S1-1340 
S1-1360 
$1-1380 
S1-1400 
$1-1420 


S1-1440 
$1-1460 
S1-1480 
$1-1500 
S1-1520 


$1-1540 
$1-1560 
$1-1580 
S1-1600 
S1-1620 


$1-1640 
S1-1660 
S1-1680 
S1-1700 
S1-1720 


S1-1740 
S1-1760 
S1-1780 
S1-1800 
$1-1820 


$1-1840 
S1-1860 
S1-1861 
S1-1870 
$1-1871 


$1-1880 
S1-1900 
$1-1920 
$1-1940 
$1-1943 


$1-1945 
S1-1946 
$1-1949 
$1-1950 
$1-1951 


$1-1952 
S1-1953 
$1-1954 
$1-1955 
S1-1960 


$1-1961 
S1-1962 
$1-1963 
S1-1964 
$1-1965 


S1-1966 
S1-1967 
S1-1968 
$1-1969 
$1-1970 


$1-1971 
$1-1972 
S1-1973 
$1-1974 
$1-1975 


Bottle 


Pkg 
30 CC Vial 
Pkg 


Pkg 
30 €C Vial 


25 Gm Pkg 
25 Gm Pkg 
1 CC Bot 
1 OC Bot 
1 CC Bot 


1 CC Bot 
1 CC Bot 
CE Bot 
1 CC Bot 


10 Tube Pkg 


C Bot 


— i ee pe 


C Bot 
C Bot 
C Bot 


Se 
BQOO@eO | AO000:> OOOO 


C Bot 
C Bot 
C Bot 


a 


3 


Army-Navy 
Stock No. 


1-598-610 


1-607-875 
1-608-100 


1-582-010 
1-582-045 
1-608-618 
1-608-620 
1-608-622 


1-608-624 
1-608-626 
1-608-614 
1-608-602 
1-609-000 


1-608-610 
1-608-612 
1-608-628 
1-608-632 
1 608-634 


1-608-636 
1-608-638 
1-608-640 
1-608-642 
1-608-644 


1-608-648 
1-608-650 
1-608-651 
1-608-652 
1-608-654 


20 Test Pkg 


14 Dose Pkg 


Bottle 


100 CC Pkg 


25 Gm Pkg 
1 CC Bot 
1 CC Bot 
1 CC Bot 


1 CC Bot 
1 CC Bot 
1°CC Bot 
1 CC Bot 


10 Tube Pkg 


(3G) 
OQ 
ive] 
° 
> 


C Bot 
C Bot 
C Bot 


a a 


C Bot 
C Bot 
C Bot 


| ell eel eel cell ed 
QOGCeG OOOH. OOO 


C Bot 
C Bot 
C Bot 


ee 


SRSIRAR ASR SR SR SRR ASR SR SRS SR SR SR SR SR SR SR SR SR SRR SRS 


OG.l 


Navy 
Stock 
No. 


S1-1976 
$1-1977 
$1-1978 
$1-1979 
S1-1980 


$1-1981 
$1-1985 
S1-1986 
$1-1987 
$1-2000 


$1-2020 
$1-2040 


$1-2060 


S1-2080 
S1-2090 


$1-2092 
$1-2094 
$1-2100 
$1-2120 
$1-2140 


$1-2160 
$1-2180 
$1-2190 
$1-2200 
$1-2220 


$1-2236 
$1-2238 
$1-2240 
$1-2245 
$1-2250 


$1-2252 
$1-2260 
$1-2280 
$1-2290 
$1-2295 


$1-2300 
$1-2320 
$1-2340 
$1-2345 
$1-2360 


S1-2365 


S1-2380 


$1-2385 
S1-2386 


$1-2520 
$1-2540 


OFF MEYDIGAT 


PRELIMINARY EDITION 


Syringe 


10,000 Unit 
Syringe 
1500 Unit 
Vial 
10,000 Unit 
Vial 
Syringe 
Pkg 


10 CC Vial 
50 CC Vial 
15 CC Vial 
1 CC Vial 
Vial 


10 Test Pkg 
10 Test Pkg 
Bottle 

10 CC Vial 
25 CC Vial 


Bottle 
Bottle 

50 CC Vial 
20 CC Vial 
20/Pkg 


110/Pkg 


g 
1 Pint Bot 
25 Gm Bot 


1 Pt Bot 

1 Qt Bot 
Ampul 
100/Bot 
10 Gm Bot 


Syrette 


Ampul 
Ampul 

1 Oz Jar 

2 Oz Tube 
Bottle 


3 


Army-Navy 
Stock No. 


1-608-656 
1-608-658 
1-608-660 
1-608-616 


1-612-000 
1-611-000 


1-612-000 


1-612-450 
1-612-460 


1-614-010 


1-613-910 
1-613-950 


1-616-560 
1-617-650 
1-621-520 


1-621-520 


1-106-712 
1-109-500 


1-142-000 


1-301-805 
1-607-108 
1-164-000 


1-166-400 
1-169-325 
1-168-000 


1-173-000 
1-604-552 
1-174-906 
1-175-400 


1-177-500 
1-098-165 


10 CC Bot 
50 CC Bot 


1 CC Bot 


10 Test Pkg 
10 Test Pkg 


50 CC Bot 
20 CC Bot 
20/Pkg 


20/Pkg 


2 Oz Bot 
12/Box 


1 Oz Bot 


5/Box 
Pkg 
4 Lb Bot 


12/Box 
100/Bot 
10 Gm Bot 


6/Box 
50 Gm Carn 


12/Box 


12/Box 
12/Box 
1 Oz Bot 


D1 


Ri 


RY 


SRR SKS 


Sk SR 


m- SIRS 


OG-1| 


S1-2560 
$1-2580 
S1-2590 
$1-2598 
$1-2599 


S1-2600 
S1-2601 
$1-2602 
S1-2604 
S1-2606 


S1-2608 
$1-2609 
S1-2610 
$1-2611 
$1-2612 


$1-2614 
S1-2616 
S1-2617 
$1-2618 
$1-2619 


$1-2620 
$1-2640 
S1-2645 
S1-2650 
S1-2660 


S1-2680 
$1-2700 
$1-2720 
$1-2745 
S1-2746 


S1-2760 
S1-2780 
S1-2800 
S1-2810 
S1-2820 


S1-2840 
S1-2860 
S1-2880 
$1-2900 
$1-2915 


$1-2920 
$1-2940 
$1-2960 
S1-2980 
$1-3000 


$1-3020 
S1-3040 
S1-3060 
S1-3080 
S1-3100 


$1-3120 
$1-3140 
$1-3150 
$1-3160 
$1-3180 


S1-3200 
$1-3205 
$1-3220 
$1-3225 
$1-3240 


Unit 


4 Oz Bot 
1-Pt. Bot 
2 Oz Tin 
Ampul 

1 Oz Tube 


4 Pt Bot 
10 Gm Bot 
One 

One 

One 


One 
One 


10 CC Vial 
50 CC Bot 
Ampul 
Ampul 
Ampul 


14 Lb Bot 
10 Gm Bot 
1 Oz Bot 
Ampul 
Tube 


1 Pt Bot 


1 Gal Bot 


12/Box 
6/Pkg 

5 Gm Bot 
1 Gm Amp 
5 CC Amp 


JULY 1947 


3 


Army-Navy 
Stock No. 


1-178-010 
1-214-840 
1-204-050 
1-454-485 
1-209-180 


1-203-000 


1-225-200 


1-227-600 


1-248-500 
1-248-995 


1-256-500 
1-324-460 
1-268-815 
1-285-200 
1-285-415 
1-285-600 


1-285-695 
1-285-705 


1-285-710 


1-160-100 


1-291-600 


1-295-512 
1-298-500 


NAVY 
CONV. 
TABLE 
4 5 6 
Ratio 
Code | Iden. 
Unit Symbol! or 
Equiv. 
1 Oz Bot Ri 1:4 
14 Pt Bot R1 1:4 
2 Oz Can # 
10/Box Rie 1031 
1 Oz Tube # 
D1 
1 Oz Bot R1 aii 
D1 
Di 
D1 
D1 
D2 
D1 
D1 
D2 
D2 
B2 
D1 
D2 
0.025 Gm # 
Ampul 
Di 
D1 
5/Bot i 
D1 
Di 
D1 
D1 
Di 
Di 
D1 
1 Lb Can # 
14 Lb Bot # 
D1 
D1 
D1 
10 CC Bot # 
D1 
D1 
10/Box Rae 401 
6/Box R1 6:1 
4 Lb Bot # 
D1 
1 Oz Bot # 
10/Box Rie e108 
D1 
1 Pt Bot # 
1 Pt Bot # 
1 Gal Bot # 
D1 
1 Oz Bot # 
D1 
D1 
5/Bot # 
D1 
Di 
D1 
6/Pkg # 
1 Oz Bot R1 6:1 
D1 
Di 
Page 75 


NAVY 


CONV. 
TABLE JULY 1947 
1 2 3 

Former 

Navy Army-Navy 

Stock Unit Stock No. 

No. 
$1-3245 Ampul 1-300-700 
$1-3250  Ampul 1-300-722 
$1-3255 Ampul 1-300-724 
$1-3260 4 Oz Bot 1-300-810 
$1-3280 5 CC Vial 1-300-800 
S$1-3300 Tube 1-300-805 
$1-3310 Ampul 1-301-805 
$1-3320 5 Gm Bot 
$1-3330 1 Lb Bot 1-470-245 
$1-3332 4 Pt Bot 1-135-495 
$1-3355 °° 1 Pt Bot 1-320-570 
$1-3340 4 Lb Bot 
$1-3355 . 1 Oz Tube 1-471-755 
$1-3358 Tube 1-087-500 
$1-3360 2 Oz Jar 
S$1-3361 14 Oz Tube — 1-088-535 
S$1-3362 4 Oz Tube 1-106-647 
S$1-3363 234 Oz Pkg 1-106-644 
S1-3364 1 Lb Pkg 1-106-647 
$1-3365 Tube 1-108-485 
$1-3372 Tube 1-285-680 
S$1-3375 3 0Oz Tube 1-384-450 
Sics3i7.— Rke 
$1-3378 4 Oz Jar 1-462-140 
$1-3379 Tube 
S1-3380 2 Oz Jar 
$1-3381 Tube 1-464-000 
S$1-3382 One 
$1-3400 1 Oz Bot 1-084-000 
$1-3420 4 Lb Pkg 
$1-3425 4% Lb Bot 1-330-000 
S$1-3430 10CC Vial 1-330-660 
S$1-3440 500/Bot 1-330-770 
S$1-3449  Ampul 1-330-810 
$1-3450 Ampul 1-330-805 
$1-3460 1 Oz Tube 
$1-3480 4 Oz Bot 
S1-3500 10Gm Bot  1-344-380 
$1-3520 10Gm Bot 1-345-500 
$1-3524 1% Oz Bot 1-352-050 
Si-3929> Pko 1-607-108 
S$1-3530 250CCPkg  1-607-104 
S1-3531 500CC Pkg  1-607-104 
$1-3540 % Lb Bot 1-356-995 
$1-3560 25 Gm Bot 1-365-000 
$1-3565 Container 
S1-3580 14 Lb Bot 
$1-3600 Bottle 
$1-3620 1 Oz Bot 
$1-3640  Ampul 1-300-722 
$i-3660  Ampul 1-300-724 
$1-3665 4% Oz Can 
S1-3668 1 Oz Bot 1-387-000 
$1-3670 Ampul 1-389-000 
S1-3680 Bottle 
$1-3700 Bottle 
$1-3720 25 Gm Bot 1-413-595 
S1-3740 40/Bot 1-413-725 
S1-3741 Pkg 1-413-720 
S1-3760  500/Bot 1-413-725 
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Code | Iden 
Unit Symbol! or 
Equiv 
10/Box Ri 10-1 
12/Box Ney ise PAE | 
12/Box Ris 1221 
1 Pt Bot R1 4:1 
5 CC Bot # 
12/Box Rae tet 
5/Box R1 aga 
D1 
1 Oz Bot Rie t 134:6 
Vy Pt Bot # 
1 Ot Can R1 Bri 
D1 
1 Oz Tube # 
12/Box Ries 12 
D1 
4 Oz Tube # 
4 Oz Tube # 
4 Oz Pkg R1 1:5 
4 Oz Tube R1 1:4 
12/Box i alam as Geyeat| 
12/Box sd Eire: BA 
3 Oz Tube # 
D1 
1 Lb Jar Ra aod 
D1 
Di 
12/Box eel agin We 
D1 
1 Oz Bot # 
D1 
V4 Lb Bot # 
10 CC Bot # 
500/Bot 4 
25/Box Rea 2521 
25/Box Bie orl 
D1 
Di 
10 Gm Bot # 
10 Gm Bot # 
1g Oz Bot # 
Pkg # 
S00; CO Pko =] Ris 231 
500 CC Pkg # 
lg Lb Bot Rea ee 
1 Oz Bot 1 hie ise 
D1 
D1 
D1 
D1 
12/Box Re 
12/Box 1a peer PAGS 
D1 
1 Oz Bot # 
12/Box | ea beets Ee 
D1 
D1 
lf Lb Bot Rac od 
500/Bot Raga des. 
Pkg t 
500/Bot # 


Navy 
Stock 
No. 


$1-3770 
S1-3780 
S1-3782 
$1-3783 
S1-3785 


$1-3790 
$1-3791 
$1-3793 
$1-3795 
$1-3797 


$1-3799 
S1-3800 
S1-3803 
S1-3804 
S1-3805 


S1-3807 
S1-3808 
$1-3810 
S1-3812 
S1-3813 


S1-3815 
S1-3820 
$1-3840 
S1-3860 
$1-3880 


$1-3900 
S1-3920 
$1-3940 
S1-3960 
S1-3968 


$1-3970 
$1-3973 
$1-3975 
S1-3980 
$1-3990 


$1-3991 
S1-4000 
$1-4010 
$1-4011 
51-4020 


$1-4021 
$1-4030 
$1-4040 
$1-4045 
S1-4050 


$1-4060 
$1-4080 
S1-4100 
S1-4120 
$1-4130 


$1-4135 
S1-4140 
S1-4150 
S1-4160 
S1-4170 


S1-4175 
$1-4180 
$1-4200 
$1-4210 
$1-4220 


Unit 


Ampul 
Ampul 
2 Oz Pkg 
Ampul 
1 Oz Bot 


6/Case 
6/Case 
Container 
6/Case 

1 Pt Bot 


6/Case 

1 Pt Bot 
1 Lb Pkg 
5:CC.Vial 
4 Lb Bot 


2/Pkg 
24/Pkg 
4 Lb Bot 
5 Gm/Pkg 
5 Gm/Pkg 


14 Lb Bot 
Ampul 
Tube 
Tube 
20/Tube 


20/Tube 
20/Tube 
20/Tube 
1000/Bot 
100/Bot 


100/Bot 
100/Bot 
1000/Bot 
200/Bot 
100/Bot 


6/Vial 
40/Bot 
100/Bot 
1000/Bot 
100/Bot 


1000/Bot 
100/Bot 
100/Bot 
500/Bot 
200/Bot 


25/Bot 
50/Bot 
100/Bot 
100/Bot 
100/Bot 


500/Bot 
100/Bot 
100/Bot 
1000/Bot 
24/Bot 


50/Bot 

500/Bot 
100/Bot 
100/Bot 
100/Bot 


3 


Army-Navy 
Stock No. 


1-433-060 
1-435-780 


1-462-300 
1-186-150 


1-165-000 
1-164-600 


1-429-500 
1-143-010 


1-435-350 
1-452-320 
1-175-200 
1-462-100 
1-462-225 


1-462-210 
1-463-490 


1-463-975 


1-325-300 


1-005-985 
1-083-505 


1-301-500 
1-058-905 
1-059-710 
1-068-605 
1-068-590 
1-006-245 


1-006-245 
1-386-585 


1-386-600 


1-108-400 
1-118-400 


1-178-880 


1-289-485 
1-129-010 


1-268-800 


PRELIMINARY EDITION 


4 5 6 
Ratio 
Code | Iden. 
Unit Symbol) or 
Equiv. 
Ampul # 
6/Box Ra: 6s 
D1 
6/Box Ri 641 
Y% Oz Bot Ri 242 
6/Box # 
6/Box # 
D1 
6/Box # 
1 Pt Bot # 
6/Box # 
D1 
1 Lb Bot # 
5 CC Bot # 
1 Oz Bot Ri 1:4 
2/Pkg # 
24/Pkg # 
14 Lb Bot # 
D1 
Di 
1 Oz Bot R1 .1:4 
D1 
D1 
D1 
20/Tube # 
D1 
gy Ed 
D1 
100/Bot RE iy ea 
100/Bot # 
100/Bot # 
100/Bot # 
1000/Bot # 
D1 
100/Bot # 
6/Tube # 
D1 
1000/Bot RI. 21034 
1000/Bot ° # 
100/Bot # 
1000/Bot # 
D1 
D1 
500/Bot # 
200/Bot # 
20/Bot Ran aed 
50/Bot # 
100/Bot # 
100/Bot # 
100/Bot # 
500/Bot # 
Di 
100/Bot # 
100/Bot RitaeiG 
D1 
50/Bot # 
D1 
D1 
D1 
D1 


OG-1 


Navy 
Stock 
No. 


S1-4240 
$1-4260 
$1-4261 
S1-4280 
S1-4285 


S1-4287 
$1-4290 
S1-4300 
$1-4310 
$1-4311 


$1-4312 
S1-4315 
S1-4316 
S1-4320 
$1-4330 


S1-4335 
S1-4336 
S1-4337 
S1-4338 
S1-4340 


$1-4341 
S1-4360 
S1-4380 
S1-4381 
S1-4390 


$1-4400 
S1-4420 
S1-4440 
S1-4448 
S1-4449 


$1-4500 
$1-4520 


$1-4540 
S1-4560 
$1-4580 
S1-4600 
S1-4620 


S1-4623 
$1-4625 
$1-4630 


$1-4740 


S1-4780 
S1-4790 
$1-5075 


S2-010 
S2-015 
$2-017 
S2-018 
S2-019 


OG-I 


Unit 


25/Bot 

100/Bot 
100/Bot 
100/Bot 


6/Vial 

100/Bot 
100/Bot 
100/Bot 
100/Bot 


100/Bot 
100/Bot 
1000/Bot 
100/Bot 
1000/Bot 


500/Bot 
100/Bot 
1000/Bot 
100/Bot 
1000/Bot 


100/Bot 
1000/Bot 
500/Bot 
100/Bot 
1000/Bot 


250/Bot 
50/Bot 
100/Bot 
100/Bot 
Bottle 


Capsule 

1 Oz Bot 
1 Oz Bot 
5 CC Vial 
14 Pt Bot 


1 Oz Bot 
4 Pt Bot 
1 Oz Bot 
12/Box 
\4 Lb Bot 


\4 Lb Bot 
Bottle 

50 CC Bot 
100/Bot 
¥% Gal Bot 


¥% Gal Bot 
¥ Gal Bot 
i Gal Bot 
a Gal Bot 


4 Oz Bot 
4 Oz Bot 
250 CC Pkg 


254 Oz Pkg 
7 Oz Pkg 
One 


One 
12/Pkg 


PRELIMINARY EDITION 


3 


Army-Navy 
Stock No. 


Unit 


1-325-275 
1-325-275 


1-373-000 


1-380-150 
1-397-504 
1-401-000 
1-404-675 
1-404-740 


1-413-705 
1-417-020 
1-417-020 
1-460-500 
1-462-200 
1-462-200 


1-463-700 


1-463-700 


1-464-100 
1-464-100 


1-472-600 
1-472-600 
1-475-900 
1-236-535 


1-471-995 


1-472-410 


1-488-725 
1-488-782 


1+236-520 


1-318-650 
1-227-000 
1-494-000 


1-494-000 
1-494-500 
1-494-500 
1-494-500 
1-494-500 


1-498-707 
1-498-705 


CLASS $2 


1-052-625 
1-052-630 
3-033-000 
3-033-100 
3-039-120 


100/Bot 
100/Bot 


100/Bot 


6/Bot 

100/Bot 
100/Bot 
100/Bot 
100/Bot 


500/Bot 
1000/Bot 
1000/Bot 


1000/Bot 


1000/Bot 
1000/Bot 


1000/Bot 


1000/Bot 


1000/Bot 
1000/Bot 


500/Bot 
500/Bot 
100/Bot 
100/Bot 


12/Box 


5 CC Bot 


1 Oz Bot 
ly Lb Bot 


D1 


SRR SK SR SR SR SR SR5K55R (SK 


SIKRAIK SK SR SR 


Former 
Navy 
Stock dies 
No. 
S2-020 One 
S2-021 One 
S2-023 One 
S2-025 Cac 
S2-030 Gis 
S2-040 fas 
S2-045 re 
S2-046 te 
S2-047 One 
S2-048 One 
S2-058 One 
S2-060 Gas 
S2-061 One 
S2-062 One 
S2-080 One 
S2-090 Ons 
S2-100 Gas 
S2-120 patie 
S2-125 6/Pkg 
S2-127 eas 
See 5/Pkg 
-| $2-131 3/Pkg 
S2-132  5/Pkg 
ae 183 5/Pkg 
$2-135 : 
S2-140 One 
$2-145 One 
S2-160 One 
S2-180 Cine 
S2-200 Chan 
S2-220 Cie 
S2-240 on 
S2-260 One 
S2-280 One 
S$2-300 One 
S2-320 Sit 
S2-340 Set 
S2-360 ae 
S2-380 rae 
S2-400 One 
S2-420 12/Set 
S2-440 rae 
S2-441 One 
S2-460 One 
S2-480 4/Set 
$2-500 Ose 
92-510 One 
S2-520 fae 
S2-540  6/Set 
S2-560 6/Set 
S2-580  6/Set 
S2-585 Gas 
S2-586 pee 
S2-587 Chae 
S2-600 pats 
S2-620 re 
S2-640 roe 
S2-660 One 
S2-680 sare 
S2-700 ne 


Army-Navy 
Stock No. 


3-033-700 
3-035-100 
7-706-425 
9-207-125 


3-089-100 
3-089-200 


3-112-620 


2-002-800 
2-002-805 
5-175-125 


5-175-150 
5-175-225 
5-175-250 
3-447-200 


3-594-010 
3-594-020 
3-594-030 
3-594-040 
3-103-400 


3-119-450 


9-197-225 
9-136-125 


Code | Iden. 
Unit Syaell or 
Equiv 

D1 
Each P 
Each : 
Each t 
Each / 

D1 

D1 

D1 
Each : 
Each / 
Each ; 

D1 
Each ; 
Each ' 
Each f 
Each ; 
Each ’ 
Each : 
6/Pkg t 

D1 
5/Pkg F 
5/Pkg f 
5/Pkg ; 
5/Pkg ; 

i 

D1 
Each ; 

Di 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

D1 

Di 
Each : 
Each ; 

Di 

D1 

D1 
Each j 
Each f 
Each f 
Each f 
Each ; 
Each f 
Each ’ 
Each : 
Each f 


Page 77 


Navy 
Stock 
No, 


$2-720 
S2-740 
$2-760 
S2-780 


$2-795 
S2-796 
S2-797 
S2-798 
S2-800 


$2-801 
S2-810 
$2-811 
$2-820 
S2-839 


S2-840 
S2-845 
S2-860 
S2-865 
S2-866 


S2-867 
S2-875 
S2-880 
$2-900 
S2-902 


$2-903 
$2-904 
'| S2-905 
| $2-906 
S2-907 


S2-908 
$2-909 
$2-910 
S2-911 
S2-919 


S2-920 
S2-921 
S2-922 
$2-923 
$2-924 


S2-925 
S2-926 
S2-934 
$2-935 
S2-936 


$2-937 
$2-938 
S2-939 
$2-940 
S2-941 


S2-960 
S2-980 
$2-985 
S2-1000 
$2-1015 


$2-1020 
S2-1040 
S2-1045 
S2-1047 
$2-1050 
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500/Pkg 


200/Pkg 
Pr 


4000/Pkg 


2 Oz Pkg 
50/Pkg 

1 Oz Pkg 
One 

One 


One 
One 


JULY 1947 


3 


Army-Navy 
Stock No. 


7-935-425 


7-935-425 
7-085-335 
7-085-330 


2-014-100 


2-031-300 
2-013-000 


7-841-035 


7-841-250 
3-669-930 


3-265-800 


3-265-840 
3-265-880 
3-874-100 
3-874-140 
3-874-180 


3-268-400 
3-268-480 
3-268-560 


2-017-585 


2-017-550 
3-109-220 
3-109-240 
3-109-260 
3-109-380 


3-109-360 
3-109-340 
7-085-340 
3-302-800 
3-302-840 


3-302-880 
3-302-920 
3-305-900 


3-000-820 


3-399-900 
7-085-360 
3-397-800 
3-426-800 


3-428-600 
7-828-000 


Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
200/Box 


200/Box 
Set 
Book 


4000/Pkg 


50/Pkg 
1 Oz Pkg 


Each 


Each 
Each 


Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
100/Pkg 


100/Pkg 
Each 


D1 


D1 


D1 
D1 


D1 


Ri 


R1 
Ri 


D1 


Di 
Di 


Di 


D1 


me SRR SR SRR SK SR 


SR 55 Ss 35 S& SSR 3K 


SR SR SR SRS SR 


—— 


S$ SRS SR SR SRK bo bo 


SR3R5R SR + «St 


fOSSSRSRSE 9 SR SSS 


. 
pet 


ce. 
pe 


S2-1054 
$2-1055 
S2-1056 
S2-1057 
$2-1058 


S2-1059 
S2-1060 
S2-1061 
S2-1062 
S2-1063 


S2-1064 
S2-1065 
$2-1070 
S2-1080 
$2-1100 


$2-1120 
$2-1125 
$2-1130 
S2-1134 
$2-1135 


$2-1139 
S2-1140 
S2-1145 
S2-1146 
S2-1147 


$2-1150 
$2-1155 
S2-1160 
S2-1162 
$2-1163 


$2-1170 
$2-1171 
S2-1172 
$2-1180 
$2-1200 


S2-1210 
$2-1211 
S2-1218 
S2-1219 
$2-1220 


$2-1222 
$2-1223 
$2-1224 
S2-1225 
S2-1226 


$2-1227 
$2-1240 
$2-1260 
S2-1265 
$2-1270 


$2-1271 
$2-1280 
$2-1300 
$2-1320 
$2-1340 


$2-1360 
$2-1365 
S2-1370 
$2-1371 
S2-1372 


3 
Army-Navy 


Stock No. © 


9-196-650 


9-206-750 


3-439-900 
9-227-875 


9-197-675 


3-439-940 


7-974-600 
7-973-500 


7-976-100 
7-981-050 
7-978-870 
7-978-945 


7-979-100 
7-979-250 
7-981-250 
7-970-450 
7-970-570 


3-116-260 
3-116-280 
3-496-400 
3-495-400 


3-025-020 
3-025-040 
3-025-060 
3-514-820 
3-514-860 


3-514-880 
3-520-900 
3-520-800 
3-515-600 
3-524-580 


3-524-620 


9-220-625 


9-230-225 
7-717-055 


PRELIMINARY EDITION 


Each 


Each 


Each 
Each 


Each 


Each 


Each 
Each 


Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
12/Box 
12/Box 


Each 
Each 
Each 
6/Pkg 
6/Pkg 


6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 
6/Pkg 


6/Pkg 


Each 


Each 
Each 


5 


6 
Ratio 


Code | Iden. 
Symbol) or 
Equiv. 
# 
Di 
D1 
Di 
# 
Di 
R§°) ¥ 
# 
D1 
D1 
D1 
D1 
RS! ing 
D1 
D1 
# 
# 
D1 
D1 
D1 
# 
# 
# 
# 
# 
# 
# 
t 
# 
D2 
D2 
D2 
D1 
D1 
# 
# 
# 
Ricniga 
Di 
# 
# 
# 
# 
# 
# 
# 
# 
# 
# 
# 
D1 
Di 
D1 
D1 
D1 
# 
Di 
# 
# 
OG-I 


$2-1374 
$2-1375 
$2-1376 
$2-1379 
$2-1380 


$2-1381 
$2-1382 
$2-1383 
S2-1384 
$2-1385 


$2-1386 
$2-1387 
$2-1388 
$2-1389 
$2-1391 


$2-1392 
$2-1393 
$2-1394 
S$2-1395 
$2-1396 


$2-1397 
$2-1398 
$2-1399 
S2-1400 
$2-1401 


S2-1402 
$2-1403 
$2-1404 
$2-1405 


$2-1406: 


$2-1407 
$2-1408 
$2-1409 
S2-1410 
S2-1411 


S$2-1412 
$2-1413 
$2-1414 
S2-1415 
S2-1416 


$2-1419 
$2-1420 
$2-1421 
S2-1422 
$2-1423 


$2-1424 
$2-1425 
$2-1426 
S2-1427 
S2-1428 


S2-1429 
S2-1430 
$2-1431 
S2-1437 
$2-1440 


S2-1460 
$2-1480 
$2-1490 
S2-1492 
$2-1494 


OG-| 


Unit 


12/Pkg 
50/Pkg 
50/Pkg 
Pair 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
Dozen 
One 


One 
One 
One 
One 
One 


One 
One 
Pair 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
5 Yd Roll 
1 Yd Roll 
Set 
One 


3 


Army-Navy 
Stock No. 


2-031-900 
3-550-670 
3-550-680 
3-112-920 


3-108-010 


3-108-030 
3-108-050 
3-108-070 
3-108-090 
3-107-880 


3-107-940 
3-107-960 
3-107-980 


3-113-010 


3-112-980 
3-113-030 
3-113-050 
3-113-070 
3-113-110 


3-113-130 
3-112-960 
3-112-940 
3-113-170 
3-113-150 


3-113-190 
3-113-210 
3-113-230 
3-113-250 
3-113-270 
3-000-860 


3-559-310 
3-559-315 


3-559-325 
3-559-330 


3-559-340 
3-559-345 
2-036-010 
3-561-000 


9-119-125 


3-249-3800 
3-664-325 


Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 


Each 


Each 
Each 
Each 


~ Each 


Each 


Each 
Each 
Pair 

Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 


Each 
Each 


Each 
Each 


Each 


Each 
5 Yd Roll 
Each 


Each 


i Pe Gan 
Each 


D1 


SRS SSR 


SRS SR SR SR SR SR SR SSR SR SR SR SSR SR SR SR SSR SRS Si SR SR SR SR St 


StH 3 SRK 


$2-1495 
$2-1496 
$2-1497 
S2-1498 
$2-1499 


$2-1500 
S2-1520 
$2-1540 
$2-1550 
$2-1560 


$2-1580 
$2-1583 
$2-1590 
$2-1591 
S2-1592 


$2-1593 
S2-1 594 
$2-1600 
S2-1610 
S2-1611 


$2-1620 
$2-1640 
S2-1660 
S2-1680 
$2-1700 


$2-1720 
$2-1730 
S2-1740 
S2-1760 
$2-1780 


$2-1785 
S2-1786 
$2-1790 
$2-1800 
$2-1810 


$2-1820 
S2-1825 
$2-1830 
$2-1835 
S2-1840 


S2-1860 
S2-1880 
$2-1900 
$2-1905 
S2-1920 


$2-1940 
$2-1950 
S2-1960 
$2-1980 
$2-1984 


S2-1985 
S2-1986 
S2-1987 
S2-1988 
S2-1989 


$2-1990 
$2-1991 
S2-1992 
$2-1993 
S2-1995 


50/Box 


One 
5/Set 
One 
One 
One 


One 
One 


50/Box 


One 
One 


JULY 1947 


3 


Army-Navy 
Stock No. 


3-664-310 
3-664-315 
3-664-320 
3-664-330 
3-664-335 


2-042-000 


3-709-660 
3-709-680 


3-719-600 
3-718-800 


3-113-400 


3-113-440 
3-113-480 
3-729-800 


3-728-100 
3-113-510 


3-113-550 
3-113-590 


3-113-640 


3-731-100 


3-736-700 
3-025-080 


3-817-840 
3-817-880 
3-817-920 
3-817-960 
3-818-000 


3-818-040 
7-084-950 


7-085-565 


CONV. 
TABLE 
4 5 6 
Ratio 
Code | Iden 
Unit Symbol) or 
Equiv 
Each # 
Each # 
Each # 
Each # 
Each # 
D1 
D1 
D1 
12/Pkg R22 
D1 
D1 
D1 
Each # 
Each # 
Each # 
Each # 
Each # 
D1 
Each # 
50 Box # 
D1 
D1 
D1 
D1 
D1 
D1 
Each # 
D1 
D1 
D1 
Each # 
Each # 
Each + 
D1 
50/Box # 
D1 
Each # 
Each # 
Each # 
D1 
D1 
D1 
D1 
Each # 
D1 
D1 
Each # 
D1 
Each R5 # 
Each # 
5/Set # 
Each # 
Each # 
Each # 
Each # 
Each # 
Each RS ik 
D1 
Each # 
D1 
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CONV. . 
TABLE JULY 1947 PRELIMINARY EDITION 
1 2 3 4 5 6 1 2 3 | 4 5 6 
Former ' Ratio Former Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or Stock Unit Stock No. Unit Symbol or 
No. Equiv. No. quiv 
S2-1996 One 7-843-120 Each # S2-2431 One 3-790-200 12/Pkg Rt =41334 
S2-1998 One 7-844-315 Each # S$2-2432 One 3-790-300 12/Pkg Roa 
S2-2000 One 3-751-100 Each # $2-2435 One 3-794-400 Each # 
$2-2010 Spool 3-756-260 Spool # S2-2440 One D1 
S2-2011 Spool 3-756-220 Spool # S$2-2443 One 7-706-035 Each # 
$2-2012 Spool 3-756-180 Spool # S$2-2444 One 7-706-055 Each # 
$2-2013 Spool 3-756-140 Spool # $2-2448  50/Pkg 3-550-660 50/Pad # 
$2-2014 Spool 3-756-100 Spool t S$2-2450 One 3-855-100 Each # 
$2-2016 Tube 3-760-300 12/Pkg Rta $2-2452 One 3-162-130 Each # 
$2-2017 Tube 3-760-200 12/Pkg Ri 128 $2-2453 One 3-162-150 Each # 
S2-2020 Tube D1 S2-2454 One 3-859-410 Each # 
S2-2040 Tube Di S$2-2455 One 3-859-400 Each # 
S2-2060 Tube D1 S2-2456 One 3-858-300 Each # 
S2-2080 Tube D1 S2-2458 One 3-859-840 Each # 
S2-2085 Spool 3-766-780 Spool # $2-2459 One 3-863-400 Each # 
$2-2086 Spool 3-766-820 Spool e $2-2460 Length Di 
S2-2087 Spool 3-766-860 Spool # S2-2480 One Di 
S2-2088 Spool 3-766-900 Spool # $2-2500 One Di 
S2-2089 Spool 3-766-940 Spool # $2-2520 @ne Di 
$2-2090 Spool 3-766-980 Spool # $2-2525 One 3-111-010 Each # 
S2-2091 Spool 3-767-020 Spool # S2-2526 One 3-111-030 Each # 
$2-2092 - Spool D1 $2-2527 One 3-111-050 Each # 
$2-2100 Tube D1 $2-2528 One 3-111-070 Each # 
S$2-2120 Tube D1 $2-2529 One 3-111-090 Each # 
S$2-2125 Tube 3-769-100  12/Pkg jG Besiaran ea S$2-2530 One 3-110-950 Each # 
S$2-2126 Tube 3-769-050 12/Pkg Ref Ded $2-2531 One 3-110-970 Each # 
S2-2127. Tube 3-767-800  12/Pkg Rai 4a §2-2532 One 3-110-990 Each # 
S2-2128 Tube 3-775-340 12/Pkg Ri, clot S2-2534 One 3-110-760 Each t 
$2-2129 Tube 3-775-320 12/Pkg Roa sol Dai $2-2535 One 3-110-740 Each # 
$2-2130 Tube 3-775-300 12/Pkg Rt 4221 S2-2537 One 3-110-720 Each # 
$2-2140 Tube D1 $2-2538 One 3-110-700 Each # 
S2-2160 Tube D1 $2-2547 One 3-070-400 Each # 
S2-2180 Tube D1 S$2-2550 One D1 
S2-2185 Tube 3-787-100  12/Pkg Ria s12st S2-2580 One 3-889-900 Tube # 
S2-2186 Tube 3-787-140 12/Pkg RA eee $2-2590 = 5/Vial 3-777-400  5/Bottle # 
$2-2190 Tube 3-786-300 12/Pkg Rasa 2et $2-2608 Each 3-000-600 Each # 
S2-2191 Tube 3-786-320 12/Pkg Ras al Qt S2-2610 Bottle 2-000-160 Bottle # 
S2-2192 Tube 3-786-340 12/Pkg Rilsoet S2-2632 Each 3-035-100 Each # 
$2-2193 Tube 3-786-360 12/Pkg - Riss ist S$2-2636 Each 3-037-100 Each # 
$2-2200 Tube D1 $2-2660 12/Pkg 2-001-000 12/Pkg # 
S2-2220 Tube D1 S$2-2661 12/Pkg 2-002-400 12/Pkg # 
S$2-2230 Tube 3-781-600 12/Pkg Ry 5 12:1 S2-2662 12/Pkg 2-003-000 12/Pkg # 
S$2-2235 Tube 3-781-300 12/Pkg Rigseloe S2-2663 12/Pkg 2-006-000 12/Pkg # 
S$2-2240 Tube Di S2-2672 Each 3-313-920 Each # 
$2-2260° Tube D1 S$2-2674 Each 3-313-940 Each # 
$2-2270 Tube Di S$2-2680 Each 3-102-100 Each # 
S$2-2280 Tube D1 S$2-2681 Each 3-102-200 Each # 
S2-2300 Tube D1 S2-2682 Each 3-102-300 Each # 
$2-2315 Tube 3-779-800 12/Pkg Rigesl2eh S2-2690 Set 3-120-890 =Set # 
$2-2320 Tube D1 $2-2700 Each 3-249-700 Each # 
$2-2340 Tube D1 $2-2720 Each 3-139-900 Each # 
S2-2348 Each 3-885-930 Each # $2-2728 Each 3-149-800 Each # 
$2-2350 Tube 3-784-100 12/Pkg Riles yikeen $2-2735 Each 3-162-100 Each # 
$2-2351 Spool 3-766-700 Spool # $2-2740 Each 3-175-500 Each # 
$2-2352 Spool ~ 3-768-100 Spool # S2-2742 Each 3-175-510 Each # 
S2-2360 Tube Di $2-2747 Each 3-176-530 Each # 
$2-2380 Tube Di S2-2752 Each 3-176-580 Each # 
S2-2400 Tube D1 S2-2756 Each 3-177-600 Each # 
$2-2420 Tube D1 S$2-2757 Each 3-177-620 Each # 
$2-2430 One 3-790-100 12/Pkg Ris ana S$2-2758 Each 3-177-640 Each # 
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OG-1l 


NAVY 


OFSMEDI 


CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 | 2 3 4 5 6 1 2 3 4 
Former Ratio Former 
Navy Army-Navy Code | Iden. Navy Army-Navy 
Stock Unit Stock No. Unit Symbo]|) or Stock Unit Stock No. Unit 
No. | Equiv No 
S2-2762 Each 3-177-980 Each # S3-045 One 3-003-910 Each # 
$2-2768 Each 3-180-130 Each # S3-046 One 3-003-900 Each # 
S2-2770 Each 3-180-150 Each # S3-048 Set 3-024-980 Set # 
§2-2771 Each 3-180-160 Each # S3-050 One 3-026-040 Each # 
S2-2780  100/Pad 3-550-670 50/Pad Ri 1:2 S3-051 One 3-026-020 Each # 
$2-2781  100/Pad 3-550-680 50/Pad Ri 1:2 S3- ne 
82-2784 Each 3-123-510 Each # | | 83060 Ons 3103120 Each Rs f 
$2-2788 Yard 3-210-100 Yard # S3-063 One $754.40) . “ark # 
$2-2790. Each 3-845-740 Each # S3-065 Set 3-110-600 Set # 
$2-2835 Each 3-109-280 12/Pkg Ri 12:1 S3-066 Set 3-112-600 Set # 
S2-2837. Each 3-109-300 12/Pkg Ri 12:1 
S2-2839 Each 3-109-320  12/Pkg Rett | ce. Set a eee f 
- -039- ach # 
S2-2980 Each 3-396-400 Each # 
: : S3-069 One 3-752-500 Each # 
$2-2990 ~—s— Pair 3-397-400 = Pair # S3-070 Gaz 3-074-100 Each 4 
S2-2996 Pair 3-397-800 Pair # $3079. One 3-330-200 Back 
S2-3016 Each 3-116-220 Each # | 
S2-3028. Each 3-407-100 Each 2 S3-080 One D1 
S2-3030 Each 3-407-200 Each 2 S3-100 One D1 
S2-3194 Each 3-123-530 Each # ee te ae pe ae j 
3217 12/B 3-492-900 12 - ne -098- ac 
Ss ec a ie J 53-130: One 3-117-280 Each if 
$2-3300 Each 3-471-600 Each # 
§2-3340 Each 3-885-840 Each # S3-132 One D1 
§2-3341 Each 3-885-880 Each # S3-133 One D1 
$2-3342 Each 3-885-800 Each # S3-134 One D1 
$2-3358 Each 3-116-240 Each # $3-135 One D1 
e $3-136 One D1 
$2-3359 oe 3-1 pine Each # 
S2-3360 Eac 3-116-270 Each # 
S2-3370 Each 3-484-700 Each if ae a 
S2-3376 12/Box 3-487-350 12/Box # ergo Gas Di 
S2-3384 Each 3-500-010 Each # 450 Ge Di 
S2-3392 Each 3-503-300 Each # S3-160 One Die 
$2-3396 Each 3-505-200 Each 4 
$2-3472 Each 3-107-900 Each 4 S3-180 One D1 
S2-3474 Each 3-107-920 Each # S3-190 One 3-139-550 Each RSE 
§2-3518 Each 3-582-000 Each # S3-191 One 3-139-590 Each RS # 
S3-195 One 3-141-600 Each RS # 
$2-3612 Each 3-105-000 Each # S3-200 One D1 
S2-3620 Each 3-670-400 Each # 
2-3632 ac 3-738-500 Eac = - ween 
S2-3648 Each 3-744-700 Each 4 so) eee es ee 
S2-3650 Each 3-744-600 Each 4 
S3-220 Set D1 
3 744. S3-240 ne D1 
ee ee et ao iat t S3-242 One 3-195-200 Each f 
$2-3670 Pkg D1 
$2-3672 100/Pkg 3-776-340 100/Pkg # S3-243 One 3-191-400 Each # 
$2-3676  100/Pkg 3-776-300 100/Pkg 4 S3-244 One 3-191-420 Each # 
S3-245 One 3-199-200 Each # 
S2-3680 Spool 3-789-600 Spool t S3-246 One 3-199-300 Each ¢ 
S2-3694 Set 3-238-940 = Set t S3-248 One 3-200-100 Each # 
$2-3720 Each 3-845-200 Each # 
2-3726  Eac 3-851-100 Each # ; eri 
S2-3735 Each 3-875-200 Each 2 Ss oo ee y 
$2-3850 Yard 3-892-200 Yard # S3-255 One 3-203-800 Each # 
S2-3851 Yard 3-892-300 Yard # S3-256 One 3-203-840 Each t 
S2-3852 Yard 3-892-400 Yard # S3-257 One 3-207-100 Each # 
S2-3864 Coil 3-893-700 Coil # 
S2-3872 Each 3-632-500 Each # ree A ane saea ee Pace ’ 
- iG - - t 
$2-3873 Spool 3-789-600 Spool # G2 60n: Onc D1 
S3-261 One 3-217-500 Each # 
CLASS $3 $3-262 One 3-217-600 Each # 
$3-010 One 3-000-810 Each # $3-271 One 3-230-100 Each # 
S3-011 One 3-000-790 Each # S3-273 One 3-230-680 Each # 
S3-020 One 3-001-980 Each # S3-274 One 3-230-720 Each # 
S3-040 One 3-001-960 Each 4 S3-275 One 3-230-700 Each # 
S3-041 One 3-001-940 Each # S3-276 One 3-232-300 Each # 
OG-| 
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S3-290 
$3-291 
S3-295 
$3-300 
$3-309 


S3-310 
S3-311 
S$3-315 
S3-316 
-$3-320 


$3-340 
$3-343 
$3-345 
$3-355 
S3-360 


$3-370 
S3-380 
$3-381 
$3-382 
S3-383 


$3-384 
$3-385 
S3-386 
$3-387 
$3-390 


S3-392 
$3-393 
$3-395 
S3-396 
$3-397 


$3-398 
$3-399 
S3-400 
S3-401 
$3-405 


$3-407 
$3-410 
S3-411 
$3-412 
S3-415 


$3-416 
$3-420 
$3-421 
$3-422 
$3-423 


$3-424 
$3-425 
$3-426 
$3-427 
$3-428 


$3-430 
$3-435 
S3-436 
$3-440 


ee 


JULY 1947 


2 3 4 5 6 1 
Ratio Former 
Army-Navy Code | Iden. Navy 
Unit Stock No. Unit Symbol! or Stock 
i Equiv. No. 
ISSEY CSR oe Coe ae eee cfr eae We Meer eerie cer roe ee = oes tar eee 
3-232-200 Each $3-460 One 
3-232-400 Each # $3-462 One 
D1 $3-480 One 
3-239-900 Each # $3-484 One 
3-684-400 Each # $3-485 °One 
3-249-500 Set # $3-486 One 
3-249-600 Each # S3-487 One 
3-253-400 Set # $3-490 One 
3-254-400 Each # $3-491 One 
3-256-500 Each # $3-492 One 
3-256-900 Each # $3-493 One 
3-255-500 Set # $3-494 One 
D1 $3-495 One 
D1 $3-496 One 
3-259-400 Each R5 # S3-497 One 
D1 $3-498 One 
3-330-300 Each # $3-499 One 
3-262-400 Each # $3-500 One 
3-269-700 Each R5 # $3-501 One 
D1 $3-502 One 
3-112-660 Each R5 # $3-503 One 
3-123-500 Each # $3-504 One 
3-106-600 Set # $3-505 One 
3-746-900 Each # $3-506 Pair 
3-275-600 Each # $3-507 One 
3-279-400 =‘ Pair # $3-510 Set 
3-281-200 Each # $3-513 One 
3-307-200 Each # $3-516 One 
3-287-500 Each # $3-517 One 
3-328-100 Each # $3-518 One 
3-312-900 Each # $3-519 One 
3-315-800 Each # $3-520 One 
3-301-300 Each # $3-540 One 
3-310-100 Each # $3-560 One 
3-313-600 Each # $3-580 One 
3-314-800 Each # $3-581 One 
3-315-400 Each # $3-582 One 
D1 $3-583 One 
3-311-300 Each # $3-584 One 
3-322-700 Each # $3-585 One 
3-324-100 Each # $3-586 One 
3-329-600 Each # S3-587 One 
3-328-600 Each # $3-590 One 
3-329-100 Each # $3-600 One 
3-335-200 Each # $3-620 One 
3-335-400 Each # S$3-626 One 
3-339-700 Each # $3-637 Set 
3-325-500 Each # S$3-640 One 
3-326-500 Each # $3-660 One 
3-326-900 Each # S3-669 One 
3-333-700 Each R5 # S3-680 One 
D1 $3-700 One 
3-337-400 Each # S3-701 One 
3-338-800 Each # $3-704 Pair 
3-341-400 Each # $3-705 One 
3-341-800 Each # $3-706 One 
3-387-700 Each # 
3-359-600 Each # 
D1 
3-342-800 Each # 


S3-445 
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PRELIMINARY EDITION 


Unit 


3 


Army-Navy 
Stock No. 


3-347-500 


3-349-900 
3-351-900 


3-352-800 
3-352-900 
3-355-800 
3-356-200. 
3-356-100 


3-356-300 
3-355-900 
3-357-300 
3-363-810 
3-363-200 


3-363-300 
3-365-600 
3-358-300 
3-363-800 
3-365-800 


3-367-600 
3-367-500 
3-369-600 
3-368-600 


3-325-880 
3-376-400 
3-381-200 
3-377-900 


3-333-100 
3-381-900 


3-383-500 
3-384-900 


3-386-100 
3-385-700 
3-386-900 
3-385-800 
3-386-300 


3-386-700 
3-386-800 
3-334-200 


3-387-800 
3-389-200 


3-402-400 
3-422-500 


3-403-300 
3-403-400 
3-546-200 
6-031-000 
3-405-600 


3-405-620 


4 


Unit 


Di 


D1 


RS5 


RS 
D1 


D1 
D1 


D1 


RS 


SR ARAB SR SR SIRSR SR SR SR SR SR SR SR SRAR SRA SSR 3835 SR 


SRR SR SR SR SIRS SR SRR SRS SRR ARS 


st SR SR SIR ASR SHR SRS SRS 


OG-I 


1 2 | 3 
Former 
Navy Army-Navy 
Stock Unit Stock No. 
No. 

$3-771 One 
$3-772 One 3-107-820 
$3-775 One 3-447-920 
$3-778 One 3-408-200 
$3-779 One 3-421-400 
S$3-780 One 3-423-100 
S3-781 One 3-423-300 
$3-800 One 
$3-820 One 3-423-800 
$3-840 One 3-424-700 
$3-845 One 3-427-600 
$3-860 One 3-431-240 
$3-880 One 
$3-900 One 3-435-800 
$3-902 One 3-440-700 
$3-903 One 3-439-700 
$3-904 One 3-442-900 
$3-905 One 3-439-920 
$3-906 “ne 3-444-600 
$3-908 One 3-445-800 
$3-910 Set 
$3-911 Set 
$3-912 One 3-452-900 
$3-920 One 
$3-940 One 
$3-941 One 7-066-425 
$3-942 One 7-066-205 
$3-943 One 7-066-385 
$3-944 One 7-066-475 
$3-955 One 3-461-400 
$3-957 One 14-554-000 
S$3-960 One 
$3-965 One 3-149-520 
S3-966 One 3-149-500 
S3-980 One 
$3-983 One 3-456-600 
$3-985 One 3-220-770 
S$3-990 One 3-467-200 
$3-1000 One 3-469-200 ° 
$3-1005 One 
$3-1006 Set 3-116-200 
$3-1010 One 3-529-600 
S3-1012 One 3-734-900 
S3-1015 One 3-482-505 
$3-1020 One 3-486-100 
$3-1030 One 3-506-800 
$3-1040 One 3-41 7-200 
$3-1045 One 3-419-800 
S$3-1050 Set 
S3-1055 Set 
S3-1056 One 3-538-300 
S3-1057 One 3-537-200 
$3-1058 Set 3-540-200 
$3-1059 One 3-549-800 
$3-1060 One 3-550-650 
$3-1065 One 3-553-300 
S3-1070 One 3-235-380 
$3-1071 One 3-112-820 
$3-1080 One 3-567-100 
$3-1081 Set 


3-568-100 


OG-1 


Each 
Each 
Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 


Each 
Each 
Each 
Each 
Each 


Each 


Each 
Each 


Each 
Each 
Each 
Each 


. Each 


Each 
Each 
Each 
Each 


Set 
Each 
Each 


Each 
Each 
Each 
Each 
Each 


Each 
Each 
Each 
Each 
Set 


RS 
D1 


D1 


D1 
D1 


RS 


R5 


Sth St 33 SSR SR SR SR SR 


SB SRR SRS SR SR 


Se 


S53 SR Sts Ss St SR SR 


SR SR SR SR 


SR SR SR Si SR ASR SHR SHR 


SR SR SR SR SR SR SR SR SR SR 


S3-1082 
$3-1083 
$3-1092 
S3-1093 
$3-1094 


$3-1095 
S3-1096 
$3-1097 
S3-1098 
S3-1100 


$3-1120 
$3-1128 
$3-1129 
$3-1130 
$3-1132 


$3-1133 
$3-1134 
$3-1135 
S3-1136 
$3-1137 


$3-1140 
$3-1141 
$3-1142 
S3-1143 
S3-1144 


S3-1145 
S3-1150 
$3-1151 
S3-1152 
S3-1153 


$3-1156 
S3-1160 
S3-1180 
S3-1191 
S3-1192 


S3-1193 
$3-1194 
$3-1200 
$3-1215 
$3-1220 


S3-1221 
$3-1225 
$3-1230 
$3-1231 
S3-1240 


S3-1259 
$3-1260 
$3-1261 


S3-1262 
$3-1263 


S3-1264 
S3-1265 
S3-1266 
S3-1267 
S3-1268 


S3-1269 
S3-1270 
$3-1271 
$3-1272 
S3-1273 


Unit 


JULY 1947 


3 


Army-Navy 
Stock No. 


3-567-400 
3-883-600 
3-586-000 
3-590-500. 
3-590-600 


3-591-600 
3-588-500 
3-591-700 
3-594-000 


3-601-550 


3-604-900 
3-605-500 


3-605-900 
3-606-100 
3-610-250 
3-610-350 
3-614-850 


3-613-200 
3-615-750 
3-615-650 
3-617-600 


3-636-100 
3-636-120 


3-640-560 - 


3-639-500 
3-644-400 
3-386-450 
3-386-550 


3-661-300 


3-656-200 
eas 
3-579-600 
3-660-100 


3-647-100 
3-660-600 
3-661-200 
3-657-100 


3-669-200 
3-666-400 


3-668-200 
3-665-300 


Di 


Di 
D1 


Di 


RS 


D1 


Di 


D1 


D1 


D1 


Di 


t 
-t 
t 
t 
t 
t 
t 
t 
t 


St 


Sk SRS SRR SR SR SR SR SSR SR SR SR SR SR SSR SR SRS SR 58 


SRURSRSR SR SRSA SR SR SR SR SR 


S36 SRS 


Page 8€ 


S3-1274 
S3-1275 
S3-1276 
S3-1277 
S3-1278 


$3-1279 
$3-1280 
$3-1281 
$3-1282 
$3-1283 


$3-1284 
$3-1285 
S3-1286 
$3-1287 
$3-1288 


$3-1289 
$3-1290 
S3-1291 
S3-1292 
S3-1293 


$3-1294 
$3-1295 
$3-1296 
$3-1300 
$3-1305 


$3-1320 
$3-1340 
$3-1350 
$3-1352 
$3-1353 


$3-1354 
$3-1355 
$3-1356 
$3-1357 
$3-1358 


$3-1359 
$3-1360 
$3-1380 
$3-1383 
$3-1385 


$3-1390 
$3-1392 
$3-1393 
$3-1395 
$3-1400 


$3-1410 
$3-1420 
$3-1440 
$3-1441 
53-1460 


S3-1478 
$3-1480 
$3-1500 
$3-1520 
$3-1540 


$3-1560 
$3-1562 
$3-1563 
$3-1565 
S3-1568 
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NAVY 


CONV. 
TABLE JULY 1947 
2 3 
Army-Navy 
Unit Stock No. 
One 3-665-200 
. One 3-705-640 
One 3-705-620 
One 3-705-600 
One 
One 3-682-200 
One 
One 3-686-100 
One 3-672-100 
One 3-704-200 
Set 3-698-300 
One 3-707-900 
One 3-702-300 
One 3-723-400 
One 3-737-800 
One 3-674-100 
One 3-742-305 
One 3-685-500 
Pair 
One 3-707-300 
One 3-707-340 
One 3-752-750 
One 3-747-400 
One 3-799-200 
One 3-799-700 
One 
One 
One 7-099-005 
One 7-099-300 
One 7-099-400 
One 
One 
One 7-100-105 
One 3-817-600 
One 3-817-800 
One 3-826-100 
One 3-109-140 
One 3-109-160 
One 3-833-400 
One 3-829-900 
One 3-830-400 
One 3-118-300 
One 3-118-300 
One 3-823-900 
One 
One 3-835-900 
One 
Set 3-461-600 
One 
One 3-462-238 
One 
One 3-837-600 
One 
One 
One 
One 
One 3-587-000 
One 3-838-900 
One 3-839-500 
One 3-850-200 


D1 


D1 


RS 


Di 
RS 


RS 


RS 


D1 
D1 


D1 
D1 


R5 
R5 


RS 


SR SRS SR 


SR SR SK SR SKS SR 55 SR565R SR 


3S 


SR SR SR SR SR 


SR SR SR 


SRE SR SIR SR SR SK SR SR SR 56 56 


SR 


SR SR SR SR 


3 


PRELIMINARY EDITION 


Navy Army-Navy Cede | Iden. 
Stock Unit Stock No. Unit ‘symbol or 
No. Equiv 

S$3-1570 One 3-861-500 Each R5 # 
S3-1575 One 3-867-600 Each RS se 
S3-1576 One 3-866-600 Each R5 # 
$3-1577 One 3-866-800 Each R5 # 
S3-1580 One D1 

S3-1585- One 3-870-900 Each RS 2p 
S3-1586 One 3-869-660 Each R5 # 
S3-1587 One 3-869-620 Each R52 oa 
S3-1589 One 3-869-540 Each R53 o# 
$3-1591 One 3-869-500 Each RS. 
S3-1600 One D1 

$3-1620 One D1 

S3-1650 Set 3-882-200 Each R57 oe 
S3-1700 One 3-113-780 Each R5 # 
S3-1701 One 3-113-740 Each R5 # 
S3-1702 One 3-113-820 Each RSs 
S3-1703. One 3-113-860 Each RS # 
S3-1704 One 3-113-900 Each R5- # 
S3-1705 One 3-113-940 © Each RS ae 
S3-1706 One 3-113-960 Each R5 # 
S3-1800 One 3-120-700 Each # 
S3-1801 One 3-120-710 Each # 
S$3-1802 One 3-120-720 Each # 
S$3-1803 One 3-120-730 Each # 
S3-1804 One 3-120-740 Each # 
S3-1805 One 3-120-750 Each # 
S3-1806 One 3-120-760 Each # 
S3-1807 One 3-120-770 Each # 
$3-1808 One 3-120-780 Each # 
S3-1809 One 3-120-790 Each # 
S3-1810 One 3-121-990 Each # 
$3-1811 One 3-122-010 Each # 
S$3-1812 One 3-122-020 Each # 
$3-1813 One 3-122-030 Each # 
S3-1814 One D1 

S$3-1815 One 3-122-400 Each R5 # 
S3-1816 One 3-122-410 Each RS # 
S3-1817. One 3-122-420 Each RSS ae 
S$3-1818 One - 3-122-430 Each R523 
S3-1819 One 3-122-440 Each R5. -o¥ 
S3-1820 One 3-122-450 Each R5 # 
S3-2010 Each 3-002-910 Each ete 
S3-2020 Each 3-010-980 Each R5 # 
S3-2021 Each 3-010-900 Each # 
S3-2025 Each 3-010-500 Each RS oe 
S3-2026 Each 3-020-300 Each Ro 
S3-2027 Each 3-020-500 Each RSS 
S$3-2028 Each 3-020-400 Each R52 
S3-2029 Each 3-020-600 Each R5 # 
$3-2032 Each 3-020-700 Each RS # 
S3-2033 Each 3-020-800 Each RS.) # 
S3-2034 Each Di 

S3-2035 Each D1 

S3-2037 Each 3-021-500 Each ROSS oe 
S3-2038 Each 3-021-600 Each RSG oa 
$3-2039 12/Box 3-492-400  12/Box RS 
S3-2040 12/Box 3-864-100 12/Box Roe 
S3-2041 Each 3-305-940 Each RS") oe 
S3-2042 Each 3-305-920 Each Roe ee 
S$3-2043 Each 3-305-960 Each RS # 

OG-I 


i NAVY 
CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 | 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or Stock Unit Stock No. Unit Symbol! or 
No. Equiv No. Equiv. 
S3-2044 Each Di S3-2202 Each 3-210-760 Each RS ¥ 
S3-2045 Each D1 S3-2203 Each 3-210-640 Each RS # 
S3-2046 Each 3-543-240 Each RS. .¥ S3-2204 Each 3-210-720 Each RS # 
$3-2047 Each 3-543-200 Each # $3-2205 Each 3-219-880 Each # 
S3-2048  864/Pkg 3-038-100 864/Pkg RS # S3-2210 Set 3-221-800 Set # 
S3-2050 Set 3-070-600 Set # S3-2211 Set 3-222-400 Set # 
S3-2080 Each 3-084-100 Each RS # S3-2212 Each 3-225-500 Each # 
S3-2082 Each 3-084-200 Each ee S3-2213. Each 3-225-600 Each # 
S3-2085 Each 3-084-400 Each RS # S3-2214 Each 3-225-550 Each # 
S3-2086 Pound 3-126-640 Pound ae | S3-2215 Each 3-225-700 Each # 
S3-2088 Pkg 2-002-500 Pkg R5 # S3-2216 Each 3-225-700 Each # 
S3-2090 Each 3-097-800 Each # S3-2217. Each 3-231-200 Each # 
$3-2100 Each D1 S3-2218 Each 3-231-300 Each # 
$3-2101 Each D1 S3-2219 Each 3-233-600 Each # 
S3-2102 Each D1 S3-2220 Each 3-235-400 Each # 
S3-2103 Each D1 $3-2221 Each 3-234-200 Each # 
$3-2110 Each 3-109-120 Each RS # S3-2230 Each 3-238-800 Each # 
S3-2115 Each 3-124-100 Each # $3-2234 Each 3-237-400 Each # 
$3-2120 Each 3-125-300 Each 4 S3-2235 Each 3-237-800 Each # 
$3-2125 Each 3-125-520 Each > S3-2236 Each 7-972-800 Each RS # 
S3-2130 Each 3-125-320 Each 4 S3-2240 Each 3-242-200 Each t 
S3-2135 Each 3-125-460 Each a $3-2241 Each 7-973-000 Each R5 # 
S3-2140 Each 3-125-340 Each a S3-2255 Each 3-679-100 Each it 
$3-2145 Each 3-125-380 Each # S3-2257 Each 3-679-140 Each # 
S3-2150 Each 3-125-420 Each * S3-2258 Each 3-679-160 Each t 
$3-2153 Each 3-124-130 Each R5 # S3-2259 Each 3-679-180 Each # 
$3-2155 Each 3-124-140 Each R5 #4 S3-2265 Each 3-259-600 Each RS # 
S3-2160 144/Pkg 3-126-500  144/Pkg RS, S3-2270 Each 3-266-800 Each RS # 
S3-2161  144/Pkg 3-126-520 144/Pkg RS # S3-2271 Each Di 
S3-2162 144/Pkg 3-126-540 144/Pkg RS # $3-2275 Set 3-106-450 Set Rs. ¥# 
S3-2163 Each 3-138-300 Each RS # S3-2276 Each 3-124-210 Each RS: 
S3-2164 Set 3-140-400 Set RS # $3-2280 Each 3-269-740 Each oo ae 
S3-2165 Each 3-142-400 Each RS # S$3-2325 Each 3-272-600 Each Ue: 
$3-2166 Each 3-140-600 Each R5 # S3-2330 Each 3-598-020 Each RS # 
$3-2167 Each 3-138-200 Each R5 # S3-2335 Each 3-273-200 Each t 
S3-2168 Set 3-463-400 Set RS: S3-2340 Each 3-273-400 Each # 
S3-2169 Set 3-138-800 Set RS # S3-2342 Set 3-273-600 Set # 
S3-2170 Each 3-152-200 Each 2 S3-2350 Each 3-277-900 Each t 
$3-2171 Each 3-138-910 Each RS): S3-2351 Each 3-277-200 Each it 
$3-2175 Each 3-160-110 Each RSihly S3-2352 Each 3-280-700 “Each # 
$3-2176 Each 3-160-120 Each R5 # S3-2360 Each 3-284-800 Each # 
$3-2177. Each 3-165-200 Each RS #4 S3-2365 Each 3-284-900 Each # 
$3-2178 Each 3-165-240 Each RS # S3-2375 Each 3-285-600 Each # 
S3-2179 Each 3-165-250 Each R5 # S3-2376 Each 3-285-700 Each # 
$3-2180 Each 3-166-800 °*Each RS: -¥ S3-2377. Each 3-285-800 Each # 
$3-2181 Each 3-166-840 Each ee S3-2379 Each 3-285-900 Each # 
$3-2182 Each 3-166-850 Each RS. $3-2390 Each 3-288-100 Each # 
§3-2183 Each 3-181-310 Each ee S3-2395 Each 3-288-900 Each # 
$3-2184 Each 3-181-300 Each RS # S3-2396 Each 3-124-260 Each ee 
$3-2185 Each 3-181-710 Each RS 4 S3-2398 Set 3-109-100 Set # 
$3-2186 Each 3-181-700 Each Rei og S3-2399 Set 3-107-800 Set # 
$3-2187 Each 3-170-100 Each 2 S3-2400 Each 3-116-200 Each # 
$3-2188 Each 3-177-900 Each a S3-2450 Each 3-303-980 Each RS 
$3-2189 Each 3-174-200 Each Rsii¥ S3-2451 Each 3-303-940 Each RS. # 
S3-2190 Each 3-537-100 Each # S3-2452 Each 3-303-900 Each R5 # 
S3-2191 Tube 3-190-100 Tube RS # S3-2500 Each 3-314-200 Each # 
S3-2195 One 3-203-100 Each # S3-2510 Each . 3-317-200 Each # 
$3-2198 Pkg 3-777-380 Pkg RS-¥ S3-2515 Each 3-317-600 Each # 
S3-2200 Each 3-210-600 Each R5: # S3-2520 Each 3-317-400 | Each # 
$3-2201 Each 3-210-680 Each RS #4 S3-2525 Each 3-318-400 Each # 


OG-| 
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CONV. 
TABLE JULY 1947 PRELIMINARY EDITION 
1 2 3 4 5 6 1 2 3 4 5 6 
pfeil yaad pets Army-Navy Code — 
ee. Unit genes Unit Pres cl of Stock Unit Stock No. Unit Syiniaell ar. 
No. quiv No. Equiv. 
S3-2530 Each 3-318-600 Each Zt S3-2940 Each 3-403-200 Each # 
S3-2535 Each 3-318-700 Each # S3-2941 Each 3-404-400 Each s 
$3-2540 - Each 3-318-900 Each # S3-2942 Each 3-404-600 Each # 
S3-2545 Each 3-319-100 Each # S3-2950 Each 3-401-200 Each # 
S3-2550 Each 3-319-500 Each # S3-2955 Each 3-408-100 Each = 
S3-2565 Each 3-321-100 Each # S3-2960 Set 3-116-100 Set # 
S3-2575 Each 3-322-200 Each # S3-2961 Each 3-419-900 Each RS # 
S3-2590 Each 3-323-300 Each # S3-2970 Each 3-107-840 Each RS # 
S3-2600 a 3-324-900 Each RS # S3-2973 Each 3-107-860 Each RS # 
S$3-2610  Eac (3-326-200 Each i S3-2979 Each 3-418-100 Each # 
S3-2615 Each 3-327-900 Each it S3-2980 Each 3-417-800 Each # 
S3-2617. Each 3-328-700 Each it S3-2985 Each 3-419-100 Each 2 
S$3-2619 Each 3-328-800 Each # S3-2986 Each 3-820-240 Each RS: oe 
S$3-2621 Each 3-328-900 Each t S3-2987 Each 3-820-280 Each RS ¢# 
S3-2623 Each 3-330-500 Each # S3-2988 Each 3-820-320 Each RSs 
S$3-2625 Each 3-330-900 Each # S3-2989 Each 3-422-300 Each # 
S3-2627 Each 3-331-400 Each t S3-2990 Each 3-424-100 Each # 
S3-2628 Each 3-330-400 Each i S3-3065 Each 3-431-200 Each e 
S3-2629 Each 3-332-400 Each R5 # S3-3068 Each 3-431-280 Each # 
S3-2650 Each 3-339-900 Each # S3-3075 Each 3-439-600 Each # 
S3-2665 Each 3-347-100 Each R5 ¢# S3-3077. Each 3-439-900 Each # 
S3-2674 Each 3-344-900 Each R5 # S3-3079 Each 3-439-940 Each # 
S3-2675 Each 3-349-500 Each t S3-3082 Each 3-438-100 Each # 
S3-2680 Each 3-353-500 Each # S3-3088 Each 3-442-500 Each # 
S3-2684 Each 3-354-500 Each # S3-3090 Each 3-441-600 Each = 
S3-2685 Each 3-354-900 Each # S3-3092 Each D1 
S3-2690 Each 3-357-400 Each ia S3-3093 Each 3-445-400 Each # 
S3-2695 Each 3-357-600 Each “ S3-3095 Each 3-445-900 Each # 
S3-2700 Each 3-357-900 Each e S3-3097 Each 3-454-300 Each # 
$3-2705 Each 3-357-700 Each # S3-3099 Each 3-453-800 Each # 
S3-2706 Each 3-206-205 Each RS”, '# S3-3100 Each 7-972-550 Each RS # 
S3-2710 Each 3-358-500 Each a S3-3105 Each 3-459-200 Each 4 
S3-2715 °° Each 3-358-800 Each # S3-3115 Each 3-460-100 Each # 
S3-2722 Each 7-940-800 Each # S3-3118 | Each 3-460-440 Each # 
$3-2725 Each 3-315-150 Each # S3-3120 Each 3-460-400 Each # 
S3-2726 Each 3-315-050 Each # S3-3123 Each 3-460-460 Each # 
S3-2730 Each 3-315-170 Each # S3-3130 Each 3-462-800 Each # 
S3-2732 Each 3-317-900 Each # S3-3145 Each 3-464-100 Each 2 
$3-2733 Each 3-362-900 Each # S3-3190 Each 3-472-200 Each RS # 
S3-2734 Each 3-363-400 Each # S3-3195 Each 3-482-500 Each 4 
S3-2735 Each 3-363-300 Each a S3-3200 Pkg 3-509-100 Pkg RS # 
$3-2736 Each 3-363-600 Each # S3-3205 Pkg 3-511-240 Pkg R5 # 
S3-2737 Each* 3-368-800 Each # S3-3210 Pkg 3-512-880 Pkg RS # 
$3-2738 Each 3-366-200 Each # S3-3212 Pkg 3-512-920 Pkg RS # 
S3-2740 Each 3-367-200 Each # S3-3214. Pkg 3-512-640 Pkg R5 # 
S3-2741 Each 3-377-800 Each RS; 48 S3-3215 Box 3-491-900 Box R5 # 
‘S3-2742 Each 3-380-600 Each R5 # S3-3219 Box 3-494-400 Box R5 # 
$3-2743. Each 3-371-500 Each # S3-3220 Each 3-502-100 Each RS # 
S3-2748 Each 3-319-800 Each # S3-3223 Box 3-495-900 Box R5 # 
S3-2749 Each 3-319-900 Each # S3-3225 Each 3-502-600 Each R5 # 
S3-2750 Each 3-379-900 Each R5 # S3-3226 6/Pkg 3-519-620 6/Pkg R5 # 
S3-2755 Each 3-380-950 Each Reo S3-3227 6/Pkg 3-519-640 6/Pkg R5 «#4 
S3-2770 Each 3-204-590 Each RS # $3-3228  6/Pkg 3-519-660  6/Pkg R5 # 
S3-2777 Pair 3-385-900 Pair 2 S3-3230 6/Pkg 3-523-300  6/Pkg R5 # 
S3-2779 Each 3-386-200 Each # S3-3232 12/Pkg 3-525-700 6/Pkg RP. 12 
S3-2780 Each 3-387-600 Each # S3-3238  6/Pkg 3-524-460  6/Pkg R5 # 
S3-2785 Each 3-387-900 Each 7 S3-3239 6/Pkg 3-524-480 6/Pkg R5 # 
S3-2800 Each 3-390-200 Each 4 $3-3240 6/Pkg 3-524-560 6/Pkg R5 #4 
S3-2803 Each 3-462-240 Each 2 S3-3241 6/Pkg 3-526-500  6/Pkg R5 # 
$3-2905 Each 3-393-450 Each 4 S3-3242 6/Pkg 3-526-520 6/Pkg R5 # 
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S3-3285 
$3-3305 


$3-3308 
S3-3310 
$3-3311 
$3-3315 
$3-3320 


S3-3325 
$3-3330 
$3-3331 
$3-3340 
$3-3350 


$3-3351 


$3-3380 


S3-3385 
S3-3395 
S3-3410 
$3-3412 
S3-3420 


S3-3490 
$3-3515 
$3-3525 
S3-3540 
$3-3542 


S3-3545 
S3-3550 
$3-3560 
S3-3565 
S3-3580 


S3-3585 
S3-3590 
$3-3595 
S3-3598 
S3-3605 


S3-3607 
S3-3610 
$3-3615 
S3-3620 
$3-3622 


S3-3625 
S3-3627 
S3-3629 
S3-3630 
$3-3631 


‘OG-| 


PRELIMINARY ED 


Unit 


3 


Army-Navy 
Stock No. 


3-533-900 


7-973-100 
7-972-700 
3-599-820 


3-549-800 
3-551-200 
3-563-000 
7-970-560 
3-591-200 


3-593-400 


3-596-000 
3-597-000 


3-598-000 
3-599-600 
3-599-800 
3-601-650 
3-603-850 


3-603-510 
3-604-400 
3-606-600 
3-607-400 
3-607-990 


. 3-608-900 


3-607-800 
3-615-850 
3-615-950 
3-618-200 


3-610-450 
3-618-600 
3-618-950 
3-618-980 
3-620-200 


3-625-300 
3-640-900 
3-644-200 
3-651-200 
3-650-640 


3-651-200 
3-651-820 
3-656-300 
3-658-200 
3-667-400 


3-598-040 
3-458-200 
3-674-700 
3-675-600 
3-680-280 


3-680-320 
3-680-360 
3-680-400 
3-693-500 
3-694-300 


3-698-100 
3-698-900 
3-705-980 
3-661-100 
3-713-260 


RS 


D1 
D1 


RS 


RS 


Ss Sts Ss SRS SR j= “Wa 


SR SR SIR SR SHS SRSR SR SR SR SRR 5R5R56R SRSRSRSR SR SRSR SRS SR Ss SR SR SHR SH SRSK SRS SR SS SR SIRS SR SR SRSRSRSR 0 CSR SR 


$3-3632 
S3-3634 
$3-3639 
S3-3640 
$3-3645 


S3-3646 
$3-3650 
S3-3651 
$3-3655 
S3-3656 


S3-3657 
S3-3658 
S3-3659 
$3-3661 
S3-3662 


S3-3663 
S3-3665 
$3-3675 
S3-3680 
S3-3682 


S3-3685 
S3-3686 
S3-3690 
$3-3691 
S3-3692 


$3-3693 
S3-3694 
S3-3695 
S3-3700 
S3-3705 


S3-3707 
S3-3708 
$3-3710 
$3-3715 
S3-3720 


S3-3722 
S3-3730 
S3-3731 
S3-3732 
$3-3733 


$3-3734 
$3-3740 
S3-3743 
S3-3746 
S3-3749 


S3-3900 ° 


S3-3951 
S3-3961 
S3-3965 
S3-3970 


S3-3975 
S3-3976 
S3-3980 
S3-3981 
S3-4000 


$3-4005 
S3-4010 
S3-4020 
S3-4030 
$3-4040 


Foot 


12/Bundle 
12/Bundle 
Each 


Each 
Each 
Each 
Each 
Set 


3 


Army-Navy 
Stock No. 


3-713-290 
3-712-300 
2-014-200 


3-743-500 


3-373-800 


3-533-920 
3-779-900 
3-779-600 


3-755-320 
3-789-200 
3-754-600 
3-769-400 
3-769-500 


3-781-100 
3-792-100 
3-753-600 
3-795-600 
3-794-300 


3-794-200 
3-802-700 
3-810-700 
3-309-500 
3-309-510 


3-669-940 
7-929-425 
3-824-100 
3-118-340 
3-819-100 


3-827-140 
3-827-100 
3-832-100 
3-835-200 
3-838-500 


7-940-800 
3-845-700 
3-713-400 
3-846-300 
3-845-100 


3-846-400 
3-846-850 
3-847-500 
3-846-950 
3-848-600 


3-859-800 
3-848-700 
3-859-880 
3-869-700 
3-870-400 


4-461-470 
4-460-420 


947 


CONV. 
TABLE 
4 5 6 
Ratio 
Code | Iden. 
Unit Symbol! or 
Equiv. 
Each RSA cee 
Each # 
Pkg R5 # 
D1 
Each # 
Each R5 # 
D1 
Each R5 # 
Pkg R5 # 
Pkg R5 # 
Coil R5 # 
Bottle R5 # 
Each RS # 
Pkg R5 # 
Pkg R5 # 
Pkg RS # 
Pkg R5 # 
Each # 
Each R5 # 
Each R5 # 
Each R5 # 
Each R5 # 
Each # 
Pkg R5 # 
Pkg R5 # 
Each RS # 
Each R5 # 
Each R5 # 
Pair RS # 
Each # 
Each # 
Each # 
Each # 
Each # 
Each # 
Each e 
Each R5 # 
Each R5 # 
Each R5 # 
Each RS # 
Each R5 # 
Each R5 # 
Each RS # 
Each RS # 
Each RSS ae 
Each RS # 
Each R5 # 
Each R5 # 
Each R5 # 
Each RS # 
Foot R5 # 
Each R5 # 
12/Bundle R5 # 
12/Bundle R5 # 
Each # 
Each # 
Each R5 # 
Each R5 # 
Each RS # 
Set # 
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JULY 1947 
1 | 2 3 4 5 6 1 2 3 4 5 6 4 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol! or Stock Unit Stock No. Unit Symbol! or 
No. Equiv No. Equiv. 
$3-4100 . Each 3-122-460 Each R5 # S4-006 1 Oz Bot 1-246-950 1 Oz Bot # 
$3-4110 Each - 3-122-700 Each R5 # S4-007 1 Lb Bot Di 
$3-4120 Each 3-122-710 Each RS # S4-008 25 Gm Bot 1-059-400 1 Oz Bot # 
$3-4130 Each 3-122-720 Each R5 # S4-009 1 Eb Bot 1-046-000 1 Lb Bot # 
$3-4140 Each 3-180-750 Each R5 # S4-010 1 Lb Bot D1 
$3-4200 Each 3-205-200 Each RS # S4-011 One 3-088-500 Each # 
$3-4210 Each 3-184-100 Each R5 # S4-012 1b: Jar 1-098-000 4 Lb Tube Ri 1:4 
$3-4220 Each 3-225-400 Each # S4-013 25 Lb Pkg 1-097-000 10Lb Can Ri 225 
$3-4230 Spool 3-756-400 Spool RS # S4-014 One 4-030-000 Each # 
$3-4235 Each 3-225-750 Each # S4-015 One 4-035-000 Each # 
$3-4300 Each 3-268-440 Each R5 # S4-016 144 Lb Bot 1-106-550 1 Lb Bot R1 4:1 
$3-4310 Each 3-268-520 Each R5 # S4-017 Y4 Lb Bot D1 
S$3-4400 Each 3-184-510 Each R5 # S4-018 44 Lb Bot 1-108-560 144 Lb Bot # 
$3-4410 Each 3-184-520 Each R5 # S4-019 One 4-185-005__—s— Pair Ri pet § 
S$3-4420 Each 3-184-500 Each R5 # S4-020 One D1 
$3-4430 Each 3-184-920 Each R5 # S4-021 1 Lb Bot 1-106-340 1 Lb Bot # 
S3-4440 Each 3-184-900 Each R5 # S4-024 5 Gm Bot 1-108-300 1Gm Bot R1 125 
$3-4450 Each 3-184-800 Each R5 # S4-025 One 4-089-950 Each # 
S3-4460 Each 3-184-300 Each R5 # S4-026 4 Lb Bot 1-106-700 1 Lb Bot Ri 4:1 
$3-4470 Each 3-184-950 Each R5 # S4-027 10 Gm Bot 1-106-800 10 Gm Bot # 
$3-4480 Each 3-184-910 Each R5 # S$4-028 1 Gm Bot 1-108-255 1Gm Bot # 
$3-4500 Each 3-337-600 Each # $4-029 One 4-107-000 Each R5 # 
$3-4505 Each 3-338-600 Each # S4-030 One D1 
$3-4510 Each 3-354-800 Each # S$4-031 4 Oz Bot 1-116-200 114 Lb Bot # 
S$3-4520 Each 3-370-300 Each # S4-035 1 Lb Bot 1-116-040 1 Lb Bot # 
$3-4600 Each 3-185-900 Each # S4-038 One 4-181-000 Each # 
$3-4610 Each 3-186-100 Each # S4-039 1 Oz Bot 1-144-300 1 Oz Bot # 
$3-4620 Each 3-185-800 Each # S4-040 1 Doz/Pkg 4-187-130 100/Bag Ri 8:1 
$3-4630 Each 3-415-200 Each R5 # S4-060 1 Doz/Pkg  4-187-140 100/Bag Ri 8:1 
S3-4640 Each 3-420-800 Each # S4-080 1 Doz/Pkg  4-187-150 100/Bag R1 8:1 
$3-4700 Each 3-427-400 Each # S4-090 1 Lb Roll 2-015-000 1 Lb Roll # 
S3-4740 Each 7-970-505 Each Ron. S4-100 5 Gross Pkg 4-187-160 100/Bag Ri 1:7 
$3-4745 Each 3-472-300 Each R5 # S$4-105 Set 3-145-620 Each R1 162 
$3-4750 Box 3-496-900 Box IRS) # S4-106 Set 3-145-640 Each R1 152 
Soeaiot. Pkg 3-516-600 Pkg R5 # S4-107 One 3-145-690 Each # 
S3 4752 Pkg 3-516-620 Pkg RS # S4-108 One 3-145-680 Each t 
S3-4753 Pkg 3-516-630 Pkg RS #t S4-109 One 3-145-660 Each # 
S3-4754 Each 3-529-030 Each RS tg S4-110 Qne * 3-145-700 Each 4 
$3-4760 Each 3-533-100 “Each t S4-111 One D1 
$3-4770 Pkg 3-274-880 Pkg TS: S4-112 One D1 
$3-4805 Each 3-587-500 Each # 
S$3-4820 Box 3-623-100 Box RS ¢ et ee a 
ay Siem econ a R5 SA-1 15 One Di 
3-486 ac 3-679-120 Eac i 
S4-120 5 Gross Pkg 4-187-170 100/Bag Ri 1:7 
93-4865 Each 3-705-940. Each # S4-125 -%LbBot  1-140000 10zBot Ri 14 
$3-4870 Each 3-716-400 Each R5 # 
S3-4880 Each 3-716-550 Each R5 # S4-129 Each 4-301-212 Each t 
S3-4885 Each 3-305-980 Each RS. S4-130 One 4-286-050 Each RS. # 
S3-4890 Each 3-747-900 Each R5 # ey 4 re ee : ne iees : at oe J 
‘ -796- ee . ot -161- ot 
$3-4900 Each 3-796-820 Each R # Shi 3h V4 Lb Bot D1 
$3-4910 Each 3-806-800 Each R5 # 
$3-4930 Each 3-186-800 Each # S4-135 One 4-210-000 Each # 
$3-4940 Each 3-837-100 Each # S4-136 One 4-209-150 Each # 
S4-137 One 3-881-000 Each # 
. S4-138 25Gm Bot _1-170-000 10GmBot Ri 12 
CLASS $4 S$4-139 14 Lb Bot D1 
S4-001 1 Oz Bot 1-067-485 1% Lb Bot R1 4:1 S$4-140 Ampul 1-168-800  10/Box RES 1084 
S4-002 10 Gm Bot 1-088-120 10 Gm Box # S4-141 One 7-137-100 Each # 
$4-003 1 Lb Bot D1 S$4-142 One Di 
$4-004. 4 Oz Bot 1-068-500 14 Lb Bot # $4-144 One D1 
S4-005 14 Lb Bot 1-207-050 1% Lb Bot # S$4-145 One D1 


OG-I 


OG-| 


One 
One 
Roll 
One 
Roll 


4 Lb Bot 
1 Lb Bot 


1 Lb Ctn 


50 CC Pkg 
25 Gm Bot 
One 
One 


Gallon 


20 CC Bot 
1 Oz Bot 

1 Oz Bot 
Roll 

Roll 


Army-Navy 

Stock No. | Unit 
6-015-625 ~—Rolll 
7-137-100 Each 
6-015-665 Roll 
1-173-960 1 Lb Roll 
1-218-000 1 Lb Bot 
4-031-000 1 Lb Box 
1-214-510 50CC Pkg 
1-232-005  10Gm Bot 
6-040-375 Each 
6-039-545 Each 
4-089-185 12/Pkg 
4-306-000 Each 
1-228-500 1% Lb Bot 
6-127-785 Each 
6-127-790 Each 
6-015-645 — Roll 
1-246-990 44 Lb Bot 
7-974-700 Each 
7-972-600 Each 
7-974-420 Each 
1-258-750 1 Lb Bot 
1-266-300 1% Lb Bot 
1-267-000 4 Lb Bot 
3-472-000 Each 
3-472-100 Each 
1-235-250 20 CC Bot 
4-314-520° Each 
4-314-525 Each 
1-272-300 4 Lb Bot 
1-289-000 10 Gm Bot 
1-290-500 10Gm Bot 
4-355-200 Each 
4-355-400 Set 
1-298-695  1Gm Bot 
1-300-900 10 Gm Bot 
6-112-000 1 Gal Can 
1-235-250 20CC Bot 
1-487-650 1 Oz Bot 
3-146-600 Roll 
3-146-200 Roll 


NAVY 
CONV. 
JULY 1947 TABLE 
<r i 
‘ 4.2 F : , . . : Ph 
io ormer atio 
Code | Iden. Navy Army-Navy Code | Iden. 
‘Symbol or Stock Unit Stock No. Unit |\Symbol| or 
Equiv. No. quiv. 
} | 
D1 S4-380 Roll 3-146-300 —_— Roll a 
D1 S4-400 Roll D1 
# S4-420 Roll 3-146-500 Roll a 
# S4-440 Roll 3-146-800 Roll = 
# S4-450 Roll 3-146-500 Roll # 
Ri 4:1 S4-460 Roll 3-146-700 Roll ° 
# S4-461 Sheet 4-364-620 100/Pkg R1 100:1 
D1 S4-462 1 Lb Bot 1-341-210 1 Lb Bot # 
D1 S4-463 One 4-380-755 Each * 
# S4-464 One 4-380-760 Each # 
= S4-465 One 4-377-980 Each # 
Ri $22 S4-466 One 6-120-000 Each é 
2 S4-467 U%LbBot  1-332-000 1 Lb Bot Riis 4 
# S4-468 5 Gm Bot 1-341-995 5 Gm Bot = 
D1 S4-469 One 4-281-400 Each é 
Ri 12:1] *| S4-470 1 Lb Bot D1 
D1 S4-471 V4 Lb Bot 1-374-000 14 Lb Bot # 
# S4-472 5 Gal Pkg 6-121-725 5 Gal Pkg # 
# S4-473 5 Gal Pkg 6-121-885 5 Gal Pkg # 
# S4-474 10 Gm Bot 1-376-800 10 Gm Bot # 
f S4-475 1LbBot  1-358-000 %LbBot Ri 1:4 
# S4-476 25 Gm Bot 1-364-000 1 Oz Bot # 
# S4-477 1 Lb Bot 1-366-000 14 Lb Bot R1 1:4 
D1 S4-478 1 Lb Bot 1-385-012 14 Lb Bot R1 1:4 
D1 S4-479 14 Lb Bot D1 
S4-480 20Gm Bot  1-435-010 20 Gm Bot # 
Ri #33 S4-481 14 Lb Bot D1 
S4-482 25GmBot  1-394-000 10GmBot RI 1:2 
D2 S4-483. 10GmBot  1-431-550 10 Gm Bot - 
D2 S4-484 4 Lb Bot 1-439-968 14 Lb Bot # 
D2 S4-485 1 Lb Bot 1-448-200 1 Lb Bot # 
D2 S4-486 1 Lb Ctn 4-390-800 1 Lb Can # 
D1 S4-487 4 Oz Bot 1-402-000 14 Lb Bot # 
D1 S4-488 1 Oz Bot 1-463-300 1 Oz Bot # 
D1 S4-490 One 6-134-655 Each # 
D1 S4-492 One D1 
t S4-493 One 4-223-810 Each # 
t S4-494 One 4-413-000 Each 4 
t S4-495  100GmBot 1-460-585 14 Lb Bot 4 
t S4-496 One 3-145-440 Each Rettig 
: S4-498 One 3-805-980 Each r 
RS S4-499 One 4-426-465 Each 4 
Rare S4-500 One D1 
S4-505 One 4-447-000 Each # 
’ S4-510 One 4-448-000 Each # 
4 S4-520 1 Lb Bot D1 
4 S4-540 14 Lb Bot D1 
4 S4-541 1 Oz Bot 1-488-782 1 Oz Bot é 
i S4-542 1 Lb Bot 1-489-300 1 Lb Bot # 
D1 S4-545 1 Lb Bot 1-489-325 1 Lb Bot 2 
4 S4-547 5 Ft Length 4-463-100 Foot Rests 
D1 S4-548 1 Lb Bot 1-490-310 1 Lb Bot # 
D1 S4-550 One 4-281-600 Each # 
= $4-551 One 4-456-950 Each # 
D1 S4-552. One 4-454-500 Each # 
2 S4-553. 8FtLength 4-463-200 Foot R1 1:8 
# S4-554 Foot 4-463-200 Foot 
D1 S4-555 25GmBot  1-498-000 10GmBot RI 1:2 
# S4-559 Roll 4-493-000 Roll # 
# S4-560 %LbBot  1-500-625 1% Lb Bot 2 
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Unit 


Pair 
100/Pkg 
44 Lb Bot 
144 Lb Bot 
4% Lb Bot 


1 Gm Vial 

One 

5 Gm Bot 

10 Gm Bot 
Bottle 


1 Oz Bot 
One 
One 
One 
One 


14 Lb Bot 
One 

One 

10 Gm Bot 
1 Oz Bot 


One 
114% Oz Tube 


am Gm Bot 
ie 
4 Oe Bot 


100 Gm Bot 


One 

100 Gm Bot 
100/Pkg 
100 Gm Bot 


One 
One 
100 Gm Bot 
One 
100 Gm Bot 


JULY 1947 


3 


Army-Navy 
Stock No. 


7-007-355 
1-076-000 
1-002-500 
1-076-000 
1-078-080 


1-490-215 
4-089-000 
1-044-000 
1-045-200 
1-068-925 


1-124-000 
4-054-000 
4-050-000 
4-051-000 
4-051-500 


1-067-000 
4-053-000 
4-046-000 


1-074-000 
4-029-150 
4-093-000 
1-106-620 
4-089-955 


1-108-000 
4-091-000 
4-098-000 
4-100-000 
4-128-720 


1-139-500 
1-392-935 
1-113-850 


1-156-001 
4-203-000 
4-203-500 
4-206-000 
1-162-000 


4-210-400 
4-224-000 
1-168-510 
4-237-700 
1-210-000 


4-260-525 
1-212-000 
4-240-000 
4-246-000 
1-226-295 


4-247-000 
4-259-000 
1-234-000 
1-252-000 
4-269-000 
4-301-240 
4-301-000 


1-253-300 


4 


Unit 


Pair 

14 Lb Bot 
44 Lb Bot 
44 Lb Bot 
44 Lb Bot 


1 Gm Ampul 


Each 

1 Oz Bot 
10 Gm Bot 
4 Lb Bot 


1 Oz Bot 
Each 
Each 
Each 
Each 


V4 Lb Bot 
Each 
Each 


1 Oz Ampul 


Each 
Each 
Each 


134 Oz Tube 


10 Gm Bot 
144 Lb Bot 
1 Lb Can 


100/Pkg 


Each 
Each 
10 Gm Bot 


10 Gm Bot. 


Each 
Each 
Each 


VY Lb Bot 


5 


Code 
Symbol 


R5 


R1 


R1 


D1 


6 
Ratio 
Iden. 

or 


Equlv. 


SRR SR SRSR SR SR SR SRS OV SR SR SRR SR SRS 


= 
at 


a na SS SR SR SR SR SR = S&S SRR SE SRS SR SR SRS 


eke 
w © 


ee SRK SR SR SR SRR 


S$4-861 One 
S4-862 One 
S4-863 One 
S4-864 One 
S4-865 44 Lb Bot 
S4-866 One 
S4-867 One 
S4-868 One 
S4-869 One 
S4-870 25 Gm Bot 
S4-873 1 Lb Bot 
S4-875 10 Gm Bot 
S4-877 One 
S4-880 14 Lb Bot 
S4-881 1 eb: Cart 
S4-882 1b Cart 
S4-883 ne 
S4-884 1 Yard 
S4-885 14 Lb Bottle 
S4-886 Pkg 
S4-887 Pkg 
S4-889 1 Lb Cart 
S4-890 1 Lb:Gart 
S4-891 100/Pkg 
S4-893 44 Lb Bot 
S4-895 4 Lb Bot 
S4-896 1 Lb Bot 
S$4-897 1 Lb Bot 
S4-898 1 Lb Bot 
S4-900 25 Gm Bot 
S4-905 1 is pet 

1 Oz Bot 
34-910 ty, Lb Bot 
S4-913 44 Lb Can 
S4-915 14 Lb Bot 
S4-920 4 Lb Bot 
S4-924 10/Pkg 
S4-925 100 Gm Bot 
S4-926 One 
S4-927 One 
S4-928 One . 
S4-929 One 
S4-930 1 Lb Bot 
S4-935 1 Lb Bot 
S4-940 10 Gm Bot 
S4-945 1 Lb Bot 
S4-946 One 
S4-947 Dozen 
S4-948 One 
S4-949 12 Ft Length 
$4-950 25 Gm Bot 
S4-970 One 
S4-996 25 Gm Bot 
S4-1000 14.Lb Bot 
S4-1001 6 Lb Bot 
S4-1015 14 Lb Bot 
S4-1020 1 Oz Bot 
S4-1030 14 Lb Bot 
S4-1040 10 Gm Bot 
S4-1043 Set 
S4-1045 6/Pkg 


Army-Navy 
Stock No. 


4-247-100 


1-253-700 


4-313-975 


4-248-000 
1-267-520 


1-241-700 
1-268-770 
4-322-150 


4-285-000 


1-102-000 
4-363-000 


4-364-000 
1-328-000 
1-327-000 
4-365-288 
1-361-004 


1-375-000 
1-384-700 
1-322-025 
1-384-800 
1-392-000 


1-452-800 
1-398-550 
1-398-550 
1-414-000 
1-431-000 
1-439-000 


1-464-455 
1-451-975 
4-416-000 
4-417-000 
4-417-000 


4-419-500 
1-472-070 
1-472-690 
1-488-600 
1-489-200 


4-124-060 
4-433-150 
4-124-020 
4-461-420 
1-489-702 


4-430-300 
1-059-460 
1-228-450 
1-228-464 
1-285-825 


1-345-900 
1-062-000 
1-070-300 
3-103-000 
1-600-220 


PRELIMINARY EDITION 


Each 


4 Lb Bot 


Each 


Each 
10 Gm Bot 


1 Lb Bot 
10 Gm Bot 
Each 


Each 


4 Lb Bottle 


100/Pkg . 


100/Pkg 
1 Lb Pkg 
1 Lb Pkg 
100/Pkg 
14 Lb Bot 


V4 Lb Bot 
1 Lb Bot 
1 Lb Bot 
1 Lb Bot 
10 Gm Bot 


1 Lb Bot 
10 Gm Bot 
10 Gm Bot 


14 Lb Bottle 


14 Lb Bot 
144 Lb Bot 


10/Box 

10 Gm Bot 
Each 

Each 

Each 


Each 

1 Lb Bot 

1 Lb Bot 
10 Gm Bot 
1 Lb Bot 


Each 
12/Pkg 
Each 

Foot 

10 Gm Bot 


14 Lb Bot 
1 Oz Bot 
14 Lb Bot 
10 Gm Bot 
Se 


t 
6/Pke¢ 


Ri 


D1 


D1 


Ri 


Ri 


Ri 
Ri 


Ri 


SR SR SR 


Re SRS SR SR SRAR SIR SR SR 33 SE 


Mca Ss 
pa th 
bo 


10 


SSIES OSRSRSESKSR OSKSIRSR SR SRS 
bo 


_— 
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SRSRSRSRSR OSRARSRSE bo 
2% 


OG-| 


JULY 1947 


1 2 3 + 5 6 1 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or Stock Unit Stock No. Unit Symbol, or 
No. Equiv. No Equiv 
| 
S4-1046 1000 CC Pkg 1-098-305 1000 CC Pkg 2 S4-1238 Each 4-308-000 Each # 
S4-1047 120 CC Pkg 1-098-300 120 CC Pkg = S4-1240 4% Lb Bot 1-257-005 4% Lb Bot # 
S4-1048 10Gm Bot 1-496-001 10 Gm Bot a S4-1260 4% Lb Bot 1-273-800 4% Lb Bot # 
S4-1050 One 4-046-600 Each # S$4-1280 10Gm Bot  1-288-400 10 Gm Bot # 
S4-1052 Each 4-089-125 Each # S4-1284 One 3-486-900 Each # 
S4-1053 One 4-048-800 Each # S4-1285 One .3-487-100 Each # 
S4-1054 Case 3-119-765 Each # S4-1288 10Gm Vial 1-301-700 10Gm Bot # 
S4-1055 Set 4-090-000 Set # S$4-1290 1 Lb Bot 1-301-916 1 Lb Bot = 
S4-1056 Bot 3-119-700 12/Box Rist S$4-1300 10Gm Bot  1-323-500 10 Gm Bot # 
S4-1057 Bot 3-119-730  6/Box Ri 6:1 S4-1305 25/Pkg 3-822-540 25/Pkg # 
S4-1058 Bot 3-119-760 6/ Box Ri 6:1 S4-1310 5 Oz Tube 3-273-800 5 Oz Tube = 
S4-1059 _— Bottle 3-119-790 6/ Box Ri 6:1 S4-1320 ne 4-374-000 Each # 
S4-1060 10Gm Bot 1-106-900 10Gm Bot = S4-1330 1Gm Tube 1-354-000 1 Gm Tube # 
S$4-1061 Each 4-114-000 Each S4-1337 One D1 
S4-1062 1 Lb Bot 1-107-100 1 Lb Bot a S4-1340 1 Lb Bot 1-355-000 1 Lb Bot # 
S4-1063 1 Lb Bot 1-248-200 1 Lb Bot # S4-1350 2 Oz Bot 1-357-100 60 Gm Bot # 
S4-1065 ne 4-110-000 Each © S4-1360 4% Lb Bot 1-359-000 4 Lb Bot # 
S4-1075 1 Lb Bot 1-126-000 1 Lb Bot 2 S4-1370 4% Lb Bot 1-366-700 1% Lb Bot = 
S4-1080 10Gm Bot 1-128-000 10Gm Bot a S4-1373 4% Lb Bot 1-373-300 14 Lb Bot # 
S4-1085 25/Pkg Di S4-1375 Set 3-103-610 Set fa 
S4-1086 1 Lb Bot 1-142-400 1 Lb Bot 2 S4-1376 100Gm Bot 1-395-020 % Lb Bot e 
S4-1090 % Lb Bot 1-143-995 14 Lb Bot # S4-1377. One 3-822-500 t # 
S4-1095 4 Lb Bot 1-144-010 4 Lb Bot = S4-1378 One 4-186-120 Each # 
S4-1097 One Di S4-1379 One D1 
S$4-1098 170Gm Bot 1-161-525 170 Gm Bot # S4-1380 10Gm Bot  1-460-650 10Gm Bot # 
S$4-1099 1 Oz Bot 1-161-480 1 Oz Bot a S$4-1385 1 Lb Bot 1-403-200 1 Lb Bot # 
S4-1100 10Gm Bot 1-158-500 5 Gm Bot Ri 22 S4-1390 10Gm Bot 1-165-485 10 Gm Bot # 
S4-1105 Each 4-194-200 Each # S4-1391 4% Lb Bot 1-418-500 44 Lb Bot # 
S$4-1110 One 4-192-000 Each # S4-1392 4% Lb Bot 1-426-000 1% Lb Bot # 
S$4-1115 One 4-282-120 Each = S4-1400 Bottle D1 
S$4-1119 1% Lb Bot D1 S4-1405 44 Lb Bot 1-435-500 4% Lb Bot # 
S4-1120 10GmBot  1-168-250 10Gm Bot # S4-1406 4% Lb Bot 1-436-000 14 Lb Bot # 
S$4-1121 25 Gm Bot  1-169-300 25 Gm Bot # S4-1410 1 Oz Bot 1-446-600 1 Oz Bot # 
$4-1125 1 Oz Bot 1-169-000 1 Oz Bot a S4-1420 44 Lb Bot 1-452-910 4% Lb Bot # 
S$4-1130 Set 3-103-560 Set a S4-1425 ne Di 
S$4-1140 Bottle D1 S4-1430 One 4-412-000 Each t 
S4-1150 10Gm Vial  1-188-300 10 Gm Bot = S4-1431 One 4-420-000 Each # 
S4-1159 25/Ctn 4-447-350 25/Box # S4-1432 One 4-422-000 Each # 
S4-1160 1 Lb Bot 1-190-730 4 Lb Bot R1 1:4 S4-1433 One 4-421-000 Each # 
S$4-1162 1 Lb Bot 1-193-500 1 Lb Bot # S4-1440 10GmBot  1-472-805 10 Gm Bot = 
. 
S$4-1165 One 3-305-100 Each # S4-1450 1 Oz Bot 1-488-300 1 Oz Bot # 
S4-1166 One 4-238-000 Each & S$4-1451 Each 4-449-000 Each a 
S$4-1167 One 4-238-500 Each # S4-1452 Each 4-450-000 Each # 
S4-1168 One 4-239-000 Each # S4-1460 One 4-456-100 Each a 
S4-1169 One 4-241-000 Each # S4-1480 1 Oz Bot 1-489-800 1 Oz Bot a 
S4-1170 One 4-249-000 Each # S4-1500 1 Oz Bot 1-490-000 1 Oz Bot # 
S$4-1172 Each 4-250-000 Each a S4-1510 1 Lb Bot 1-490-250 1 Lb Bot = 
S$4-1175 Each _4-252-000 Each = S4-1520 Set 4-474-000 Set i 
S$4-1180 10Gm Bot 1-015-525 10 Gm Bot # S4-1550 4% Lb Bot 1-500-500 1 Lb Bot Ri 4; 
S$4-1200 1 Gm Vial 1-225-000 1 Gm Tube # S4-1620 10Gm Bot  1-087-905 10Gm Bot # 
S$4-1210 6/Pkg 1-227-800 6/Box # S4-1630 1% Lb Bot 1-094-000 % Lb Bot i 
S$4-1215 25 GmBot  1-228-375 25 Gm Bot a S4-1635 Roll 3-095-140 Roll # 
S$4-1220 10Gm Bot  1-243-600 10Gm Amp # S4-1636 100/Pkg 3-095-270 100/Pkg # 
S4-1230 10Gm Vial 1-245-100 10 Gm Bot # S4-1640 1 Lb Bot 1-097-990 1 Lb Bot # 
$4-1232 Each 4-301-210 Each # S4-1650 One 4-082-100 Each f 
S$4-1233 Each 4-302-000 Each # S4-1651 Each 4-084-000 Each # 
S4-1234 Each 4-303-000 Each # S4-1652 One 4-085-060 Each # 
$4-1235 Each 4-304-000 Each # S4-1653 One 4-086-000 Each i 
S$4-1236 Each 4-305-000 Each # S4-1654 One 4-087-000 Each # 
$4-1237. Each 4-307-000 Each # S4-1660 14% Lb Bot 1-113-750 44 Lb Bot # 
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$4-1680 
$4-1705 
$4-1715 
S4-1725 
S4-1735 


S4-1736 
S$4-1755 
S4-1765 
S4-1766 
S4-1767 


S4-1768 
S4-1769 
S4-1770 
S4-1771 
S4-1772 


S4-1785 
S4-1800 
S4-1805 
S4-1825 
S4-1850 


S4-1860 
S4-1870 
S4-1871 
S4-1872 
S4-1880 


S4-1885 
 $4-1890 
S4-1945 
S4-1950 
S4-1980 


S4-1999 
$4-2000 
S4-2001 
S4-2002 
$4-2003 


S4-2004 
$4-2005 
S4-2006 
S4-2007 
S4-2008 


$4-2009 
S4-2010 
$4-2011 
S4-2012 
S4-2013 


S4-2014 
S4-2015 
S4-2016 
S4-2017 
S4-2018 


S4-2019 
$4-2020 
$4-2021 
S4-2022 
S4-2023 


S4-2024 
SA-2025 
S4-2026 
S4-2027 
S4-2050 
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100/Box 


100/Box 
100/Box 
100/Box 
100/Box 
100/Box 


5 Gm Bot 
Pkg 
Pkg 
One 
One 


’ One 


One 


7 Lb Bot 


JULY 1947 
eee SSS SSS 


3 


Army-Navy . 


Stock No. 


4-108-000 
1-071-100 
4-087-650 
4-106-000 
1-098-601 


1-099-020 
4-111-000 
3-095-120 
3-095-160 
3-095-170 


3-095-190 
3-095-210 
3-095-230 
3-095-250 
3-095-290 


1-167-650 


4-225-000 


4-404-883 


1-178-985 
4-114-500 
1-229-995 
3-274-840 
9-272-475 


11-373-500 
3-145-615 
3-145-630 


1-301-914 


100/Pkg 


100/Pkg 
100/Pkg 
100/Pkg 
100/Pkg 
100/Box 


5 Gm Bot 


Each 


Each 


1 Lb Bot 
Each 

1 Oz Bot 
1 Lb Can 
Set 


Each 
Each 
Each 


7 Lb Bot 


RS 


RS 


, 
SR SR SR S$ SR SR SR SR 3 


SR SRR SR SR SR SR SRS SR SR SRS SR SR SR 


PRELIMINARY EDITION 


3 


Navy Army-Navy Code | Iden. 
Stoc Unit Stock No. Unit Symbol or 
No. ; Equiv 
S4-2085 1 Lb Bot 1-332-710 1 Lb Bot # 
S4-2090 Each 4-209-160 Each # 
S4-3040 1 Oz-Bot 1-403-300 1 Oz Bot # 
S4-3045  1000/Box 4-400-000 1000/Box # 
S4-3050 4 Lb Bot 1-413-745 4 Lb Bot # 
S4-3053 10Gm Bot  1-428-125 10Gm Bot # 
S4-3055 1 Lb Bot 1-440-800 1 Lb Bot # 
S4-3059 5 Gal Bot D1 
S4-3060 Each 4-109-000 Each # 
S4-3061 1 Gm Bot 1-474-210 1Gm Bot # 
S4-3080 1 Oz Bot 1-489-840 1 Oz Bot # 
$4-4415 Each 3-626-200 Each # 
CLASS S5 
S5-010 One D1 
S5-020 One 4-392-720 Each # 
S5-040 One D1 
S$5-045 One 4-013-000 Each # 
S$5-050 One 4-017-195 Each # 
S5-060 One 4-030-420 Each # 
S5-065 One D1 
S5-072 One D1 
S5-075 One D1 
S5-080 One 6-006-475 Each # 
S5-100 One 6-006-575 Each # 
S5-120 One 6-006-010 Each # 
S5-140 One 6-006-245 Each # 
S5-141 One D1 
S5-142 One Di 
S$5-143 One D1 
S5-144 One D1 
S$5-145 One D1 
S5-146 One 6-007-900 Each # 
S$5-149 One 6-008-000 Each # 
S$5-150 One 6-008-025 Each # 
$5-151 One D1 
S5-152 One D1 
S$5-153 One D1 
S5-154 One D1 
S5-155 One D1 
S5-156 One D1 
S5-157 One D1 
$5-158 One 6-008-015 Each # 
$5-159 Set 4-120-120 Set # 
S5-160 One 9-130-750 Each R5 # 
S5-165 One 6-011-700 Each # 
S5-166 One D1 
S5-167 One 4-128-906 Each # 
S5-168 One 4-129-008 Each # 
S$5-169 One 4-129-108 Each # 
S5-170 One 4-129-300 Each # 
S5-171 One 4-129-315 Each # 
S5-175 One D1 
S5-176 One D1 
S5-178 One D1 
S5-180 One D1 
S5-190 Each 4-193-500 Each # 
$5-191 Each 4-210-500 Each R5 # 
S5-195 One 4-213-900 Each # 
OG-I 


Navy Army-Navy 
Stock Unit Stock No. Unit 
No. 

$5-200 One 
S5-202 One 4-188-450 Each # 
$5-203 One 4-188-010 Each # 
S5-204 One 4-188-200 Each # 
S5-205 One 6-014-500 Each # 
S5-207 One 3-274-600 Each # 
$5-208 One 3-274-800 Each # 
$5-209 One 4-237-500 Each # 
$5-210 One 
S5-211 One 6-023-000 Each ft 
$5-212 One 
$5-220 One 
$5-224 One 4-120-150 Each 
$5-225 One 4-281-200 Each 
$5-230 One 6-031-300 Each 
$5-240 One 
S5-260 One 
S$5-280 One 
S$5-300 One 
$5-320 One 
S$5-340 One 
$5-345 One 4-338-660 Each 
$5-350 One 6-040-125 Each 
S$5-360 One 4-289-125 Each 
S$5-361 One 
$5-362 One 
S5-363 One 
S5-377 One 
$5-378 One 
$5-379 One 
$5-380 One 4-288-580 Each 
$5-381 One 
$5-382 One 3-465-100 Each 
$5-385 One 
S5-386 One 4-314-360 Each 
S$5-387 One 4-314-375 Each 
S$5-388 One 
$5-389 One 4-316-500 Each 
$5-390 One 4-316-000 Each 
$5-391 One 
$5-392 One 
$5-393 ~One 
$5-394 One 
$5-395 One 6-126-500 Each 
S5-396 One 
$5-397 One 
$5-398 One 
$5-399 One 
$5-400 One : 
$5-420 One 4-317-500 Each 
$5-440 One 4-317-060 Each 
S5-460 One 4-317-050 Each 
S5-480 One 4-317-720 Each 
$5-481 One 4-317-750 Each 
S$5-500 One 
$5-520 One 4-318-200 Each 
$5-540 One 4-318-100 Each 
S5-560 One 4-318-300 Each 
S5-580 One 4-322-375 Each 
$5-581 Each 4-314-750 Each 


OG-1| 


PRELIMINARY BDITION 


3 


cow. 
JULY 1947 TABLE 
1 2 . 4 5 6 

Former Ratio 

Navy Army-Navy Code | Iden 

Stock Unit Stock No. Unit Symbol or 

No. viv. 

$5-600 One 4-316-250 Each # 
S$5-601 Each 4-316-250 Each # 
S5-605 One 4-336-000 Each # 
S5-606 One 4-337-000 Each # 
S5-607 One 4-338-000 Each # 
S5-610 One 4-339-500 Each R5 # 
S5-611 Each 4-355-645 Each # 
S5-615 One 9-315-200 Each # 
S5-616 One D1 
S$5-620 One D1 
$5-625 One D1 
S5-626 Each 4-357-220 Each # 
S5-627 Each 4-357-320 Each # 
S5-640 One D1 
S5-641 One D1 
S5-645 One 4-357-120 Each # 
S5-660 One D1 
S5-661 One D1 
S5-663 One 7-099-285 Each # 
S5-665 One 6-121-550 Each # 
S5-666 One 4-382-208 Each # 
S5-667 One 4-382-200 Each # 
S5-670 One 4-383-000 Each # 
$5-673 One 4-384-100 Each # 
S5-675 One D1 
S5-677 One 4-120-200 Each # 
S5-680 One 6-127-500 Each R5 # 
S5-681 Each D1 
S5-683 One 6-121-325 Each # 
S5-684 One D1 , 
S5-685 One 4-426-457 Each R5 # 
S5-686 One 6-127-650 Each # 
S5-687 One 6-135-675 Each # 
S5-688 One 4-396-575 Each # 
S5-689 One D1 
S5-690 One D1 
S5-691 One D1 
S5-692 One 6-132-510 Each # 
$5-693 One D1 
S5-695 One D1 
S5-696 One 3-822-100 Set # 
S5-697 One 3-822-300 Set # 
S5-698 One 3-822-740 Set # 
$5-699 One 3-822-840 Set # 


NAVY 


CONV. LD 
TABLE JULY 1947 
1 2 3 4 5 6 
Former Ratio 
Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or 
No, Equiv. 
$5-809 One D1 
$5-810 One D1 
$5-811 One D1 
$5-812 Three D1 
$5-813 One D1 
$5-814 One D1 
$5-815 One D1 
$5-816 One D1 
$5-817 One D1 
$5-818 One D1 
$5-819 One Di 
$5-820 One Di 
$5-840 One D1 
$5-841 One D1 
$5-842 One D1 
$5-843 One D1 
S5-845 One D1 
S5-846 One D1 
S$5-847 One D1 
$5-848 One D1 
$5-850 One D1 
$5-860 One D1 
$5-880 One D1 
$5-900 One D1 
$5-920 One D1 
$5-940 One D1 
S5-960 One Di 
$5-980 One D1 
S5-1000 One D1 
S5-1020 One D1 
S5-1040 One Dt 
S5-1060 One D1 
S5-1080 One D1 
S5-1100 One Di 
S5-1120 One D1 
S5-1140 One D1 
S5-1160 One D1 
S5-1180 One D1 
S5-1200 One Di 
S$5-1210 One D1 
S5-1211 One Di 
S5-1220 One D1 
S5-1230 One D1 
S5-1240 One D1 
$5-1245 One D1 
$5-1260 One Di 
S$5-1280 One D1 
$5-1300 One D1 
S$5-1320 One D1 
$5-1340 One D1 
S5-1360 One D1 
$5-1380 One Di 
S5-1400 One Di 
S5-1410 One D1 
S5-1415 One D1 
S5-1420 One D1 
S5-1440 One D1 
S5-1460 One D1 
S5-1480 One D1 
S5-1482. One D1 
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No. 


S5-1485 
S5-1490 
$5-1493 
S5-1495 
$5-1500 


S5-1520 
$5-1540 
S5-1560 
S5-1580 
S5-1587 


$5-1600 
S5-1601 
$5-1620 
S5-1630 
$5-1631 


S5-1640 
S5-1660 
S5-1665 
S5-1670 
S5-1680 


S5-1685 
$5-2010 


3 


Army-Navy 
Stock No. 


6-167-400 


6-125-300 


6-124-885 
6-121-010 


6-124-840 
6-124-845 
6-014-315 
6-014-310 


6-289-000 
6-289-300 
4-030-340 
4-030-475 
4-018-800 


4-018-830 
7-110-555 


CLASS S6 


7-102-000 
3-095-100 


7-007-012 
7-004-705 
7-006-175 


7-060-000 


7-026-845 
Ce 
7-027-150 
{7-029-235 
\7-029-236 


3-128-200 


7-029-345 
3-083-400 


(ots -025 
7-741-050 
7-741-315 
7-046-010 


7-046-825 
3-190-600 
7-043-000 


PRELIMINARY EDITION 


SRSR SRSRSRSRSR SR SIRS SR 


OG-! 


«i CONV. 
PRELIMINARY EDITION JULY 1947 TABLE 
1 2 3 4 5 6 1 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden Navy Army-Navy Code | Iden 
Stock Unit Stock No. Unit Symbol, or Stock Unit Stock No. Unit Symbol or 
No. viv No. Equiv 
S6-420 One D1 S6-820 One D1 
S6-440 One D1 S6-824 One 7-072-485 Each # 
S6-442 One 7-004-600 Each a S6-825 One 7-072-445 Each # 
S6-445 One D1 S6-830 One 7-883-995 Each # 
S6-446 One 7-053-075 Each # S6-835 Pair D1 
S6-447 One D1 S6-836 Pair D1 
S6-448 One D1 S6-838 One 3-599-940 Each # 
S6-449 One D1 S6-840 One D1 
S6-450 One D1 S6-860 One D1 
$6-451 One D2 S6-880 One 7-077-990 Each # 
S$6-452 One D1 S6-900 One D1 
S$6-453 One D1 S6-920 One D1 
S$6-454 One D2 S6-940 One D1 
S6-455 One D2 S6-960 One D1 
S6-456 One D2 S6-980 One D1 
56-457 One D2 S6-1000 One 3-456-900 Each f 
S6-459 One D1 S6-1001 One ane Each # 
S6-460 One 7-054-995 Each ; Eges-018. Back # 
S6-467 One 7-792-825 Each # 7-081-030 Each # 
; 7-916-030 Each # 
56-470 “One 7-085-305 Each P eG, One ioteoss Each 4 
S6-480 One 3-145-600 Each # S6-1015 One 7-083-850 Each # 
cee — 3-145-400 Each 3 # 
6-520 ne 1 S6-1016 One 7-083-875 Each # 
S6-540 One Di S6-1017 One D1 
S6-1020 One Di 
$6-542 One 3-234-600 Each # S6-1021 One 7-084-150 Each # 
S6-544 One D1 S6-1022 One D1 
S$6-550 One D1 
S6-560 One 3-596-300 Each R5 # S6-1040 One 7-084-625 Each # 
S6-580 One 7-818-580 Each # S6-1041 One 7-084-650 Each # 
S6-1042 One D1 
S6-585 One 3-457-400 Each # S6-1060 | One 7-084-975 Each # 
S6-590 One 3-425-200 Each # S6-1061 One 7-084-995 Each # 
S$6-591 One 3-596-300 Each RS" -¢ 
S6-592 One D6/ # S6-1062 One 7-085-075 Each # 
(3-596-300) og 1080 one ples 1 s rece : 
6-1081 ne -085-1 ac 
peed, «One us 56-1082 One Di 
$6. 600 One D 1 S6-1085 One D1 
-601 ne 1 
36-603 Each Di S6-1086 One {(j-924-708 | Each } 
S6-604 Each 7-129-600 Each # 7. -088 ISO Tack r 
S6-620 One 7-129-305 Each # S6-1100 One 7- 089-025 Each # 
S6-640 One D1 Setiot> One i -089-085 Each 4 
S6-660 One 7-128-500 Each # 7-089-092 Each # 
S6-680 One D1 7-093-960 Each # 
S6-690 One 3-883-800 Each f S6-1105 One te 093-965 Each 4 
S6-691 One 7-837-705 Each # S6-1110 One 7-093-915 Each # 
S6-692 One D1 S6-1120 One D1 
pe rs ae S6-1140 One : eg D1 
-6 ne - {7-094-010 ac # 
S6-696 One D2 Sé-t1e0 One 084025 Each # 
S6-1165 One D1 
S6-698 One D2 Bo 
$6-699 One D2 S6-1180 One 3-820-200 Each # 
S6-700 One 7-159-130 Each Ro, S6-1182 One 3-820-100 Each # 
S6-701 One 7-160-500 Each # S6-1183 One 3-820-220 Each # 
S6-720 One 7-160-705 Each # S6-1201 One ; i D1 
-938-220 Eac # 
56-740 One D1 B61 One aes Each 4 
S6780 One 7-159-185 Each RS 7 h 
- ne -159-1 ac ; -938-210  Eac # 
6-800 One 7-167-000 Each 4 56-1996. One eet Each # 
S6-805 One 7-071-975 Each # S6-2000 One D2 
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JULY 1947 


1 2 3 
Former 
Navy Army-Navy 
Stock Unit Stock No. 
No. 
CLASS S7 
$7-020 One 
S7-040 One 
S7-060 Set 
S7-200 One 
S7-280 One 
S7-300 One 
CLASS $8 
$8-004 One 
S8-005 One 
$8-010 One 
$8-015 One 
$8-020 One 
S8-040 One 
S8-050 One 
S8-060 One 
S8-080 One 
S8-100 One 
S8-120 One 
S8-128 One 
S8-129 One 
S8-140 One 
S8-160 One 
$8-180 One 
$8-200 One 
$8-220 One 
$8-240 One 
$8-260 One 
$8-3040 » One 
CLASS S9 
$9-020 One 7-996-345 
CLASS $10 
S10-004. One 
S$10-005 One 7-088-500 
CLASS S11 
$11-005 Pkg 
$11-007 Lb 5-001-005 
$11-008 1 Oz 5-803-750 
$11-010 One 
$11-013 Wei Ble: 5-166-150 
$11-015 Tube 
$11-020 Pkg 
$11-037 One 5-254-150 
$11-040 Box 5-182-000 
S11-060 Box 
$11-070 One 5-116-750 
$11-071 One 5-116-850 
$11-080 One 
$11-100 One 
$11-120 One 
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Each 


Each 


Box 
1 Oz Pkg 


1 Lb Pkg 


Each 
Box 


Each 
Each 


4 5 6 


Ratio 

Code | Iden. 
Symbol) or 

Equiv. | 


D1 


SRR 


$11-140 
S11-160 
S11-180 
S11-200 
$11-220 


$11-240 
$11-260 
$11-280 
$11-300 
$11-320 


$11-340 
$11-360 
$11-362 
$11-365 
$11-370 


$11-371 
S11-372 


$11-373 


$11-374 
$11-375 


$11-378 
$11-380 
S11-385 
$11-400 
$11-410 


$11-420 
S11-440 
$11-450 
$11-460 
$11-465 


$11-480 
S11-500 
$11-520 
$11-540 
$11-560 


$11-565 
S11-568 
S11-569 
$11-570 
$11-571 


$11-572 
$11-573 
S11-574 
$11-575 
$11-576 


$11-577 
$11-578 
$11-580 
$11-585 
$11-600 


$11-620 
$11-623 
$11-625 
S11-626 
S11-630 


$11-631 
$11-640 
$11-660 
S11-680 
$11-700 


ar 
12/Box 
Container 


One 
One 


-100/Pkg 
Set 


Case 
Set 
Case 


Set 

One 

One 

One 

4 Oz Bot 


Army-Navy 
Stock No. 


5-235-050 


5-503-060 
5-503-065 
5-117-150 


5-117-250 


5-117-850 
5-117-950 


5-503-075 
5-335-150 
5-368-550 


5-420-500 


5-593-800 
5-594-000 


5-490-050 
5-503-050 


5-574-150 


5-600-150 
5-604-175 


5-606-160 


5-518-550 


Each 


Each 
Each 
Each 


Each 


D6/ 
(5-116-950) 
D6/ 
(5-117-650) 
Each é 
Each 


Each 
Jar 


Pail 


Each 


12/Pkg 
12/Pkg 


Set 
Each R5 


8 Oz Bot Ri 


3 St SE SRS St S836 SRR SE 


SK SR 


SRR 


231 


OG-I! 


Navy 
Stock 
No. 


$11-701 
$11-702 
S11-703 
S11-704 
$11-705 


S11-706 
S11-707 
$11-708 
S11-709 
S11-710 


S11-711 
S11-712 
$11-720 
$11-730 
S11-735 


S11-1980 
S11-1985 
$11-2000 
$11-2010 
$11-2020 


$11-2025 
$11-2030 
$11-2040 
$11-2050 
$11-2060 


$11-2070 
$11-2080 
$11-2090 
$11-2100 
$11-2105 


$11-2110 
$11-2120 
$11-2130 
$11-2140 
$11-2150 


$11-2160 
$11-2170 
$11-2180 
$11-2190 
$11-2193 


$11-2197 
$11-2200 
$11-2210 
$11-2220 
$11-2230 


$11-2240 
$11-2250 
S$11-2260 
$11-2265 
$11-2270 


$11-2280 
$11-2290 
$11-2300 
$11-2310 
$11-2320 


S11-2350 
S11-2360 
S11-2370 
S11-2380 


200 Gm Bot 
200 Gm Bot 
200 Gm Bot 
200 Gm Bot 
200 Gm Bot 


200 Gm Bot 
200 Gm Bot 
200 Gm Bot 
200 Gm Bot 
200 Gm Bot 


200 Gm Bot 
200 Gm Bot 
Pkg 

One 
250/Box 


One 
One 


One 
One 
One 
“ Lb Roll 


ne 


One 
One 
One 
One 
Set 


One 
One 
One 
One 


Army-Navy Code | Iden 
Stock No. Unit Symbol) or 
Equiv 
5-518-062 100Gm Bot R1 1:1 
5-518-063 100Gm Bot R1 1:1 
5-518-064 100Gm Bot R1 1:1 
5-518-065 100Gm Bot R1 1:1 
5-518-066 100Gm Bot R11 1:1 
5-518-067 100Gm Bot R1 1:1 
5-518-069 100Gm Bot R1 1:1 
5-518-073 100Gm Bot R1 1:1 
5-518-077. 100Gm Bot R1 1:1 
5-518-079 100Gm Bot R1 1:1 
5-518-081 100 Gm Bot R1 1:1 
5-518-085 100 Gm Bot Be 11 
1 
5-685-150 Each # 
5-686-150  250/Box # 
D1 
D1 
5-421-585 Each # 
5-421-580 Each # 
D1 
5-030-000 Each # 
5-421-605 Set # 
D1 
5-421-615 Set # 
D1 
5-421-610 Set # 
Dai 
D1 
D1 
5-017-850 Each # 
5-390-050 Each # 
5-390-150 Each # 
5-390-250 Each # 
5-390-350 Each # 
5-390-450 Each # 
5-421-695 Each # 
5-421-705 Each # 
D1 
5-386-050 Each # 
5-340-150 Tube # 
D1 
5-421-780 Each # 
Di 
5-421-790 Each # 
5-421-795 Each # 
5-421-805 Each # 
5-421-815 Each # 
D1 
5-312-050 1% Lb Roll # 
5-421-955 Each # 
5-421-965 Each # 
5-421-960 Each # 
D1 
D1 
5-421-945 Each # 
D1 
Di 
5-689-000 Each # 
5-690-000 Each # 


$12-004 
$12-005 
$12-010 
$12-011 
$12-013 


$12-015 
$12-016 
$12-020 
$12-023 
$12-025 


$12-028 
$12-029 
$12-030 
$12-031 
$12-032 


$12-033 
$12-034 
$12-040 
S12-045 
$12-060 


$12-070 
$12-072 
S12-074 
S12-075 
$12-077 


$12-080 
$12-100 
$12-107 
$12-109 
$12-120 


$12-138 
$12-141 
$12-142 
$12-145 
S12-146 


$12-150. 
$12-151 
$12-153 
$12-154 
$12-155 


$12-156 
$12-158 
$12-159 
$12-160 
$12-180 


$12-183 
S12-184 
S12-185 
S12-186 
S12-187 


$12-190 
$12-191 
S12-192 
$12-193 
$12-194 


$12-196 
$12-197 
$12-201 
$12-202 
S12-203 


CLASS $12 


5-022-000 
5-017-050 


5-026-550 
5-326-550 
5-326-555 


5-116-050 
5-116-350 


5-145-050 
5-155-150 


5-390-750 


5-310-150 


5-346-150 


5-326-480 
5-327-500: 
5-327-650 


5-391-075 
5-391-050 
5-389-250 
5-389-150 


5-523-750 


7-072-415 
5-556-150 


5-577-500 
5-593-000 


5-622-000 
5-644-050 


5-421-490 


5-422-035 
5-422-037 


Each 


Each 
Each 


SR SRR SRR SSR 


SH SR SR SR SRS 


3: Se 


D1 


a5 SSR SRE 


v3) 
nn 
SSR 


NAVY 
CONV. — Ss 
TABLE JULY 1947 
1 2 3 4 5 6 1 2 3 4 5 6 
Former Ratio Former Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | iden. 
Stock Unit Stock No, Unit Symbol] or Stock Unit Stock No. Unit Symbol) or 
No. Equiv. No. quiv. 
S12-204 One D1 CLASS $13 
S12-205 One 5-422-040 Each R5 ¢ 
S12-210 One D1 S13-010 One 7-150-485 Each # 
S$12-211 One Di S13-020 One D1 
S12-212 One D1 S13-026 One D1 

S13-030 One 9-118-725 Each # 
S12-213 One D1 S13-032 One 9-278-125 Each Z 
S12-214 One Di 
S12-215 ne S13-033 One 9-277-875 Each s 
S12-216 One D1 S13-034 One 2-009-000 12/Pkg R1 12:1 
$12-217 One D1 S13-035 9/Set 7-066-335  3/Set Ri 1:3 

S13-037. One 7-157-895 Each # 
S12-220 One D1 S13-040 One D1 
S12-221 One D1 
S12-225 One D1 S13-042  500/Bot 1-104-075  500/Bot # 
S12-226 One D1 S13-043 Set D2 
S12-227 One D1 S13-045 One D2 

S13-050 Tube D2,D5 
S12-230 One 5-661-300 Each # $13-060 One 9-140-150 Each 
$12-240 One 5-327-000 Each R5 # 

S12-1980 One 5-014-000 Each # $13-080 One 9-142-125 Each # 
S12-1985 One 5-022-200 hoes oe # pees ra pian ee Di 
S12-1990 O 5-106-050 - ne -143- ac 

re 3 J S13-120 One D1 
Bie bans One 7 ‘ sia S40 Bach RS S13-140 One Di 
S12-2010 ne -421-8 ac 
S12-2020 One 5-421-850 Each R5 og a eh ane Fe 
S12-2030 One Di S13-162 One D1 
S12-2040 One D1 S13-180 One 9-128-325 Each # 

S13-200 One 9-129-825 Each # 
S12-2043 One 5-223-050 Each RS #¢# 

S12-2045 One 5-252-000 Each # S13-201 Pkg DS 
S12-2050 One 5-421-640 Each RS # S13-202, 5 Lb D2 
S12-2060 One Di S13-203 One D2 
S12-2070 One D1 S13-204  120/Pkg 2-016-000 Pkg # 
; S13-205 Pkg D2 
‘S12-2080 One D1 P 904. 

512-2090 One D1 Se ANE a ere ee spot 
S$12-2100 One Di S13-209 One 7-085-660 Each # 
S12-2110 One D1 S13-210 One D1 
$12-2120 One D1 S13-220 One D1 
S12-2130 One 5-421-725 Each RS. # $13-449 Container D2 
S12-2131 One 5-421-730 Each RS. i $13-450 Bottle D2 
$12-2132 One 5-453-650 Each R5 #¢ S13-451 Pkg D2 
$12-2133 One 5-452-150 Each RS # $13-452 Can D2 
S12-2134 One 5-453-750 Each RS # S13-455 One 9-228-110 Each # 

S13-456 One - 9-228-120 Each # 
S12-2135 One 5-523-200 Each # S13-457 One 9-192-025 Each # 
S12-2136 One 5-453-300 Each R5 # S13-458. One 9-228-130 Each # 
S12-2137. One 5-453-800 Each R5 # S13-459 One 9-228-140 Each # 
S12-2138 One 5-453-350 Each R5 # S13-460 One 9-228-150 Each # 
S12-2139 One 5-453-950 Each R5 ¢ 

13-461 One 9-610-325 Each # 
S12-2140 One D1 ~462 ne D1 
S12-2150 One 5-421-870 Each RSs Sa we Soa D2 
S12-2160 One 5-421-885 Each Rss Ss we eto D2 
S12-2170 One 5-421-880 Each ee ; ne D2 
S12-2180 One 5-421-905 Each R5 # 

S13-468 One 9-276-225 Set # 
$12-2190 One 5-421-895 Each RS # Sag eae Se ee 
a Ane ae 5-421-910 Each R5 # S13-471 Bottle D2 

12- ne Di Ai -284- 
$12-2220 One Di $13-472 1 Oz Tube 1-284-990 1 Oz Tube # 
S12-2230 One Di Si3.475 = Dube D1 

S13-478 Tube Di 
S12-2245 One 5-023-000 Each RS ¢ S13-500 _— Pair D2 
S12-2250 One 5-661-500 Each i S13-525  100/Bag 2-028-000  100/Pkg # 
S12-2260 Set 5-015-000 Set RS # S13-526  30/Bag 2-028-525  30/Pkg # 
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$13-527 
$13-535 
S13-536 
$13-540 
$13-545 


$13-550 
$13-600 
$13-650 
$13-660 
$13-661 


S13-662 
$13-670 - 
$13-695 
$13-700 
S13-725 


$13-735 
$13-736 
$13-737 
S13-738 
$13-739 


S13-775 
S13-776 
S13-780 
$13-800 
$13-805 


S13-806 
$13-900 
$13-990 
$13-995 
$13-1000 


$13-1015 
$13-1030 
$13-1040 
$13-1045 
$13-1130 


$13-1135 
$13-1190 
$13-1200 
$13-1205 
$13-1401 


$14-010 
$14-017 
$14-020 
$14-025 
$14-035 


$14-040 
$14-042 
$14-045 
S14-046 
$14-047 


$14-048 
$14-049 
$14-050 
$14-058 
$14-059 


$14-060 
$14-065 
$14-068 
S14-070 
S14-071 


OG-| 


Unit 


80/Bag 
50/Bag 
20/Bag 
Roll 
Can 


One 
12/Pkg 
100/Bot 
200/Bag 
500/Bag 


180/Bag 
Gross 

5 Oz/Bot 
Set 

2% Lb/Bot 


One 
One 
One 
One 
One 


12/Pkg 
12/Pkg 
One 
One 
Coil 


Coil 
1/Lb 
One 
One 
One 


One 
One 
One 
One 
One 


10 Yd/Roll 
One 

One 
Length 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 


~ One 


One 
One 


Army-Navy 
Stock No. 


2-028-550 
2-032-250 
2-032-270 
2-032-500 


7-998-104 
7-085-375 


2-038-420 
2-038-450 


2-038-485 


7-925-225 


7-085-368 
7-085-370 
9-144-170 


CLASS S14 


9-190-650 


4-292-004 


7-837-510 


5-254-175 


Unit 


80/Pkg 
50/Pkg 
20/Pkg 
Roll 


Each 
12/Pkg 


200/Pkg 
500/Pke 


180/Pkg 


Set 


12/Pkg 
12/Pkg 
Each 


Each 


Each 
Each 


Each 


D1 


SR SR SR SR 


Se SSR SKK 


SR SR SR 


$14-072 
$14-073 
$14-075 
$14-080 
$14-083 


$14-084 
$14-085 
$14-090 
$14-092 
$14-099 


$14-100 
$14-101 
$14-110 
$14-115 
$14-117 


$14-120 
$14-140 
$14-150 
$14-200 


$15-015 
$15-020 
$15-025 
$15-040 
$15-041 


$15-050 
$15-060 
$15-075 
$15-080 
$15-085 


$15-100 
$15-101 
S15-102 
$15-120 
$15-121 


$15-122 
$15-123 
$15-124 
$15-125 
$15-130 


$15-135 
$15-140 
$15-160 
$15-180 
$15-200 


$15-205 


$15-220 
$15-240 
$15-260 
S15-265 


$15-270 
$15-280 
$15-300 
$15-320 
$15-321 


$15-340 
$15-360 
$15-361 
$15-367 
$15-375 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


One 
One 
One 
One 
One 


Unit 


3 


Army-Navy 
Stock No. 


7-066-325 


7-084-750 


7-085-450 
3-752-950 


CLASS S15 


10-900-300 
10-718-455 


10-700-330 


10-310-100 
10-230-280 


10-255-590 
10-924-500 
10-900-000 
10-100-430 


10-460-030 
10-902-000 


10-903-350 


Each 


Each 


Each 
Each 


Each 
Each 


Each 


Each 
Each 


Each 


St Sb 


ee 


6 
Ratio 


Code | Iden. 


Symbol 


or 


Equiv. 


NAVY 
CONV. 
TABLE 
1 2 3 4 
Former 
Navy Army-Navy 
Stock Unit Stock No. Lait 
No. 
$15-380 One 
$15-381 One 
$15-385 One 
S$15-386 One 
S15-387 One 
$15-388 One 
$15-389 One 
$15-390 One 10-906-000 Each 
$15-391 One 10-200-230 Each 
$15-400 One 10-908-250 Each 
$15-401 One 10-908-260 Each 
$15-402 One 10-908-270 Each 
S15-420 One 10-910-000 Each 
$15-440 One 
$15-460 One 10-570-150 Each 
$15-470 One 
S15-471 One 
$15-475 One 
$15-480 One 
$15-500 One 
$15-505. One 10-355-730 Each 
$15-520 One 
$15-540 One 10-443-030 Each 
$15-560 One 
$15-565 One 
$15-570 One 
S15-580 ~ One 
$15-600 One 
$15-620 One 
S15-640 One 
$15-660 One 
_$15-680 One 
$15-690 One 10-476-060 Each 
$15-700 One 10-575-130 Each 
$15-710 One 
$15-715 One 
S15-716 One 
S15-718 One 
S15-720 One 
$15-730 One 
$15-740 One 
$15-760 One 
‘| S15-765 One 
S15-766 One 
$15-777 One 
$15-780 One 
S15-781 One 
$15-782 One 
$15-783 One 
S15-784 One 
S15-785 One 
S15-786 One 
$15-787 One 
S$15-788 One 
$15-790 One 
S15-800 One 
$15-810 One 100-715-250 Each 
S15-820 One 
S15-840 One 
$15-860 One 
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3 


Army-Navy 
Stock No. 


$15-880 
$15-881 
$15-882 
$15-900 
$15-903 


$15-915 
$15-920 
S15-940 
$15-950 
$15-953 


$15-959 
$15-960 
$15-970 
$15-980 
$15-1000 


$15-1020 
$15-1040 
$15-1045 
$15-1060 
$15-1061 


$15-1062 
$15-1080 
$15-1100 
$15-1110 
$15-1120 


$15-1130 
$15-1133 
$15-1135 
$15-1140 
$15-1160 


$15-2001 
$15-2002 
$15-2003 
$15-2004 
$15-2005 


S15-2006 
$15-2007 
$15-2008 
$15-2009 
$15-2010 


$15-2011 
$15-2012 
$15-2013 
$15-2014 
$15-2015 


$15-2016 
$15-2017 
$15-2018 
$15-2019 
$15-2020 


$15-2021 
$15-2022 
$15-2023 
$15-2024 
$15-2025 


$15-2026 
S15-2027 
$15-2028 
$15-2029 
$15-2030 


10-277-251 


10-250-500 


10-129-850 


10-100-450 
10-130-150 


10-100-230 
10-130-130 


10-100-330 


10-925-000 
10-200-051 


10-210-031 


10-261-530 


.10-277-520 


Unit 


5 


6 


Ratio 
Code | Iden. 
Symbol 


Equiv. 


Each 


Each 


Each 


OG-I 


ee , Ratio vias | : | . . . R .. 
Navy Army-Navy Code | Iden. Navy Army-Navy Code aoe. 
Stock Unit Stock No. Unit Symbol! or Stock Unit Stock No. Unit Symbol) or 
No. Equiv. No. Equiv 
S15-2031 Each D1 S16-440  25/Pad D7 
S15-2032 Each 10-290-520 Each # S16-460  100/Pad D7 
S15-2033 Each D1 S16-461 100/Pad D7 
S15-2034 Each D1 S16-480 50/Pad D7 
S15-2035 Each D1 S16-500  25/Pad D7 
S15-2036 Each D1 i ' 
fee ee — S16-520  100/Pad D7 
S16-540  100/Pad D7 
S15-2038 Each 10-299-150 Each # 
S16-560 50/Pad D7 
S15-2039 Each D1 S16-570 Set D7 
$15-2040 Each D1 
S16-580  50/Pad D7 
S15-2041 Each D1 
S15-2042 Each Di cy See ae Dy 
2 - eet D7 
S15-2043 Each D1 316-639 100 
S15-2044 Each D1 whet es Pad a 
S15-2045 Each Di 
S16-642 One D7 
S15-2046 Each D1 
S15-2047 Each D1 S16-643 One D7 
$15-2048 Each D1 S16-644 One D7 
$15-2049 Each D1 S16-645 One D7 
$15-2050 Each D1 S16-646 One D7 
S16-660 Pad D7 
$15-2051 Each 10-714-130 Each # 
S15-2052 Each Di $16-680 25/Pad D7 
- c 1 S16-700 Card D7 
S15-2054 Each D1 S16-720 100/Pad D7 
S15-2055 Each D1 $16-760 Sheet D7 
16- ‘a D7 
S15-2056 Each ve c D1 
15-20 Each 10-737-010 Eac # 7: 
S15-2058 Each .  10-737-150 Each f Biron. eee ea! 
S16-820 Pad D7 
S15-2059 Each D1 
S16-840  100/Pad D7 
$15-2060 Each D1 S16-860  100/Pad D7 
$15-2061 Each 10-707-500 Each # sd ja ani dE vad 
15-2062 Each Di 
S15-2063 Each D1 S16-885 One Di 
S15-2064 Each Di pete of 
a - EY D 
S15-2065 Each 10-755-530 Each e seed Oa it 
: S16-911 50/Pad D7 
CLASS S16 
S16-020 20/Pad D7 egies oe Ha 
S16-040 25/Pad Di S16-925 500/Pad D7 
sieaee ited Br | | S1¢ aie so0yPia bt 
| 1 a 
S16-100  25/Pad D7 ’ : = 
S16-980  100/Pad D1 
le ane au S16-1000  100/Pad / Di 
S$16-170 Card D7 
S16-1020 One D1 
S16-200 Set D7 
S16-1038 One D7 
$16-222 Pad D7 : sig 
S16-240 One D7 opt — a 
S16-260 Set D7 $16- ne 
S16-280 Sheet D7 S16-1042 One D7 
S16-290 Sheet D7 S16-1044 One D7 
S16-300 Set D7 $16-1045 One D7 
S16-320 Sheet D7 S16-1046 One D7 
S16-340 Sheet D7 S16-1047. One D7 
S16-360 Sheet D7 S16-1048 One D7 
S16-380 Sheet D7 S16-1049 One D7 
S16-390 Sheet D7 S16-1050 One D7 
S16-400 Pad D7 S16-1051 One D7 
S16-410 One D7 S16-1052 One D7 
S16-415 Pad D7 S16-1053 One D7 
S16-418 | Sheet D7 S16-1055 One D7 


$16-420 50/Pad D7 S16-1059 Set D7 
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1 2 3 nid 5 6 1 2 3 4 5 6 
Former Ratio Former _ Ratio 
Navy Army-Navy Code | Iden. Navy Army-Navy Code | Iden. 
Stock Unit Stock No. Unit Symbol) or Stock Unit Stock No. Unit Symbol) or 
No. | Equiv. No. Equiv. 
$16-1060 33/Pad D7 $16-1920 Sheet D7 
S16-1070 One D7 S16-1940 Sheet D7 
$16-1080 Pad D7 S16-2000 One D7 
$16-1100 .- Pad D7 $16-2001 Pamphlet D7 
$16-1120 50/Pad Dy $16-2003 One D7 
$16-1137 One D7 S16-2004 One D7 
$16-1140 Pad D7 $16-2005 One D7 
$16-1160 Pad D7 S16-2006 One D7 
$16-1180 Pad D7 S16-2007 Pad D7 
$16-1200 Pad D7 S16-2010 One D7 
$16-1220 Pad D7 $16-2015 Pad D7 
$16-1240 Pad D7 S16-2020 One D7 
$16-1260 Pad D7 S$16-2029 One D7 
$16-1280 Pad D7 $16-2030 One D7 
$16-1300 Tag D7 S16-2031 One D7 
$16-1320 Pad Di S16-2035 One D7 
$16-1340 Card D7 S16-2036 One D7 
$16-1360 Pad D7 S16-2040 One D7 
S16-1380 One D7 S16-2041. One . D7 
$16-1400 Ream D7 $16-2042 One D7 
$16-1420 Sheet D7 S16-2051 One D 
S16-1440 Sheet D7 S1 Oa 4: . Card nT 
S16-1460 100/Pad D7 S16-3000 Sheet D7 
S16-1480 Sheet ; D7 S16-3010 One D7 
$16-1500 Pad D7 S16-3011. One D7 
$16-1520 One D7 
S16-1540 One D7 Se cic. ee _ 
S16-1620 Pad D7 ; ag 
S16-1660 Pad D7 $16-3040 Sheet D7 
S16-3083 Sheet D7 
16-1700 Pad D 
S16.1720 Pad D) S16-3084 Pad D7 
S16-1760 Pad D7 S16-3085 Pad D7 
S16-1780 Card D7 S16-3090 Sheet D7 
S16-1800 Pad D7 S16-3095 Pad D7. 
S$16-3990 Pad x IF 
S16-1820 Pad D7 
$16-1840 Pad D7 S16-3995 Pad D7 
$16-1860 Sheet D7 S$16-4000 Pad D7 
S$16-1880 Sheet D7 S$16-4010 Card D7 
$16-1900 Sheet D7 | $16-4015 Pad D7 
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